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PREFACE 


Tlie Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions o 
the information received and generated by the U.S. Nuclear Regulatory Commision (NRC). This informa 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioa( 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatoi 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corp< 
Source Index, and a Report Number Index. 

The docketed information includes the information formerly issued through the Department of Energy’s 
Technical Information Center under the iWXe Power Reactor Docket Information (PRDI) and, in additior 
infoiniation received or generated on other uses of radioactive materials. The last issue of PRDI, publishe 
in January 1979, was an annual cumulation of the information for 1978. The Title List series initiated b> 
lliis docuiTient replaces PRDI, which will no longer be prepared. Plans for providing microfiche of the 
docketed material will be announced in a future issue of the Title List and mother mailings and 
announcements. 

Wc aie making the monthly issues produced in 1979 available free to all who subscribed to PRDI in Calei 
Year 1978. We are doing this to encourage your comments, criticisms, and suggestions. In particular, if 
there are title descriptions that are not meaningful, please let us know so that we can correct the data bai 
In so far as possible, we would like this document to be a valuable part of your reference material. Near t 
end of 1979, subscriptions will be solicited for Calendar Year 1980 at a fee yet to be established. 


DOCKETED ITEMS 

Beginning with Vol. 1 , No. 4, the listings within dockets are divided into the categories used for filing am 
searching in the NRC Public Document Room. Those categories are: 


A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. N RC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adj udicatory correspondence 

U. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Iio0 ring transcripts on non-antitrust matters 


A sets forth those categories and describes the materials avaUable in each. Omission of a 
the iX foA docket indicates that no documentsfn that category were filed In the itme 


period of the report. 


V 



The principal elements of the entries in the list are: 



Operating license stage 



documents & correspondence 


7904170015 Forwards info on TMI:JM Hendrie 790410 testimony, preliminary 
chronology of NRC actions, description of events & generic consideration 


of incident. 

REHM, T.A. Office of the Executive Director for Operations. 
79/04/12,1 93pp. 



© 


1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates tliat there is no personal authoi. 

5. Corporate, agency or nonindividual source 

6. Date of document described 
7 Pages in document 

8. If this space is blank, the document is available to the public only in the NRC Public Document Room , 
17 17 H St , N.W., Washington, D.C. 20555. If this space is filled, it gives othei sources for copies of the 
document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO." 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by dale of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal Uciiis. 
In general, indented items are not in accession number sequence. If the docketed document has a conlrucl 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOC KETED ITEMS 

The principal elements of the nondocketed items are: 


@ 


© 


@ 


7901060007 NUREG/CR-0161 

/ “Dynamic Analysis to Establish Normal Shock & Vibration Environs 
I Experienced by Radioactive National Shipping Package.” Quarterly 
Progress Report 780101-780331. Identifies parameters which affect 
^ normal shock & vibration environs. 

Engineering Development Laboratory. 
FIN A»2Q93 .r 78/11/30. 26p. Available at NTIS. ^ 

® (^ @ © 

1 . NRC Accession Number 

2. NRC Report Number 

3. Title and description of Information contained in the document 

7. Date of document described 

8. Pages m document 


vi 



NOTES: 


1 . The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

2. The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D.C. 20402 




ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 
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Page 

Docket 
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Page 

27-039 

Sheffleld, IL., Nuclear Engineering 

Co., Inc. 

1 

40-8698 

Plateau Resources, Ltd. 

5 



40-8714 

Cleveland Cliffs Iron Co. 

6 

27-047 

Barnwell, SC., Chem-Nuclear 

1 





Systems, Inc. 


40-8721 

Rocky Mountain Energy Co. 

6 

40-0299 

Union Carbide Corp. 

1 

40-8722 

Brush-Wellman, Inc. 

6 

40-1162 

Western Nuclear 

2 

50-2 

Univ. of Michigan Research Reactor 

6 

40-2061 

Kerr-McGeo Corp., West Chicago 

2 

50-3 

Indian Point Station, Unit 1 

6 


Facility 


50-5 

Pennsylvania State Unlv. Research 

7 

40-2259 

Pathfinder Mines Corp. 

2 


Reactor 


40-2407 

Fellows Medical Manufacturing 

2 

50-6 

Batteile Memorial Inst, Research 

7 


Co., Inc. 



Reactor 


40-3392 

Allied Chemical Corp. 

3 

50-8 

North Carolina State Unlv, Research 

7 





Reactor 


40-3453 

Atlas Minerals 

4 

50-10 

Dresden Nuclear Power Station, 

7 

404492 

Federal American Partners 

4 

■ 

Unit 1 


404602 

Morton Ranch Uranium Mill 

4 

50-12 

Lynchburg Pool Reactor 

9 

40-6659 

Petrotomics Co. 

4 

50-13 

Babcock & Wilcox Co. Critical 

9 





Facility 


40-7086 

Army, Dept, of 

4 

50-14 

Batteile Memorial Inst. Critical 

9 

40-8027 

Kerr-McGee Corp. 

4 


Facility 


40-8035 

Cotter Corp. 

4 

50-16 

Enrico Fermi Atomic Power 

9 




Plant, Unit 1 


40-8064 

Exxon Minerals Co„ USA 

4 

50-18 

Vallecitos Boiling Water Reactor 

9 

40-8102 

Exxon Minerals Co., USA, Exxon Corp. 

4 

50-20 

Massachusetts Institute of 

9 

40-8158 

Army, Dept, of, Communications 

4 


Technology Researcli Reactor 



& Electronics Material 


50-22 

Wcstinghousc Test Reactor 

9 

40-8452 

Bear Creek Mining Co. 

4 

50-24 

General Electric Co. Critical 

9 

40-8502 

Wyoming Mining Corp., Irigary 

5 


TTvofirlfnAilt 



Mine 


50-27 



40-8584 

Union 76 Exploration Co. 

5 




40-8602 

United Nuclear Corp. 

5 

50-29 



40-8663 

Nuclear Dynamics 

5 

50-30 



40-8681 

Energy Fuels Nuclear 

5 

50-32 



40-8693 

Ogle Petroleum, Inc. 

5 

50-37 



40-8697 

Rocky Mountain Energy Co. 

5 

50-47 




ix 



Docket 

Name 

Page 

50-53 

Aerojet General Nucleonics 

11 

50-54 

PawLng Research Reactor 

11 

50-59 

Texas A & M Univ. Research 
Reactor 

11 

50-62 

Univ. of Virginia Research 

Reactor 

11 

5070 

General Electric Test Reactor 

12 

5072 

Univ. of Utah Research Reactor 

12 

5073 

General Electric Nuclear Test 

Reactor 

12 

5077 

Catholic Umv. of America 

Research Reactor 

12 

5083 

Univ. of Florida Training Reactor 

12 

5084 

Umv. of California Research 

Reactor 

12 

5087 

Westinghouse Critical Experiment 

12 

5089 

General Atomic Co. 

12 

5094 

Rockwell International Research 
Reactor 

12 

5097 

Cornell Univ. Zero Power Reactor 

12 

5099 

Babcock & Wilcox Test Reactor 

13 

50103 

Aerojet General Nucleonics 

13 

50106 

Oregon State Univ. 

13 

50111 

North Carolina State Univ. Research 
Reactor 

13 

50112 

Univ, of Oklahoma Research Reactor 

13 

50113 

Univ. of Arizona Research Reactor 

13 

50116 

Iowa State Univ. Research Reactor 

13 

50123 

Univ, of Missouri Research Reactor 

13 

50124 

Vir^a Polytech Inst, Training 

Reactor 

14 


Texas A & M Univ, Research 

Reactor 

14 


Texas A & M Univ. Research 

Reactor 

14 


Administration 

Hospital Research Reactor 



Humboldt Bay Power Plant, Unit 3 

14 


"'“Sor’’'’”'"''''"’'''*"''' 

16 



16 


S'>'>fotdU„lv.R«e„ehRe.c,o, 


Docket 
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l*ago 

50-142 

1 UCLA Training Reactor 

16 

50-146 

Saxton Nuclear Experimental 

Facility 

16 

50-147 

Rockwell Intcrnutlomil Corj), 

Critical Facility 

16 

50-148 

Univ, of Kansas Research Reactor 

16 

50-150 

Ohio State Univ. Research Reactor 

16 

50-151 

Univ. of Illinois Research Reactor 

16 

50-155 

Big Rock Point Nuclear Power 

Plant 

16 

50-156 

Univ. of Wisconsin Rosourcii 

Reactor 

17 

50-157 

Cornell Univ. Research Reactor 

18 

50-160 

Georgia Insllliilc of Tocimolojty 
Research Reactor 

18 

50-166 

Univ. of Maryland Rcsearcli Reactor 

18 

50-170 

National Naval Medical ('enter 

18 

50-171 

Peach Bottom Atuinle Power 

Station, Unit 1 

18 

50-182 

Purdue Univ. Research Ucaetor 

18 

50-183 

Vallecitos Experimental 

Superheat Reactor 

18 

50-184 

National Bureau of Standards 

Reactor 

18 

50-186 

Univ. of Missouri Resoaroli Reactor 

18 

50-187 

Space Radiation Research Reactor 

18 

50-188 

Kansas Stale Univ. Research Roaclor 

18 

50-191 

Babcock & Wilcox Co. C’rltlcid 

Facility 

19 

50-192 

Univ. of Texas Rosonrcii Reactor 

19 

50-193 

Rhode Island & l>rovlclonco Planta- 
tions A EC 

19 


50-199 Manhultan College Rojoarcli 
Reactor 

50-200 Babeoek* Wilcox Ten Re, lelor 

50-201 West Volley Reprocessing Planl 

50-206 Son Onofto Nucleot Slollon, 

Unu I 

50-208 Columbia Unlv, R„,earc|, R.„eior 

50-213 Haddam Nock Plant 

50-219 Oyster Creek Nuclear Power Plant 
5M20 Nine Mile Point Nuclear station, 


X 



Docket 


Name 


Docket 


Name 


Page 


50-223 Univ, of Lowell Research Reactor 25 

50-224 Univ, of California Research Reactor 25 

50-225 RPI Critical Experiment 25 

50-227 TRIG A Thermionic Prototype Reactor 26 

50-228 Aerotcst Radiography & Research 26 

Reactor 

50-233 Mexico Research Reactor 26 

50-234 Tungsten Nuclear Rocket Critical 26 

Facility 

50-235 Accelerator Pulsed Fast Assembly 26 

50-237 Dresden Nuclear Power Station, 26 

Unit 2 

50-240 High Temp. Gas Cooled Critical 28 

Experiment 

50-241 Mississippi State Univ. Research 28 

Reactor 

50-243 Oregon State Univ, Research Reactor 28 

50-244 Robert Emmet Glnna Nuclear Plant, 28 

Unit 1 

50-245 Millstone Nuclear Power Station, 29 

Unit 1 

50-247 Indian Point Station, Unit 2 31 

50-249 Dresden Nuclear Power Station, 32 

Unit 3 

50-250 Turkey Point Plant, Unit 3 34 

50-251 Turkey Point Plant, Unit 4 36 

50-252 Univ. of New Mexico Research 38 

Reactor 

50-254 Quad-Cities Station, Unit 1 38 

50-255 Palisades Nuclear Plant 39 

50-259 Browns Ferry Nuclear Power 41 

Station, Unit 1 

50-260 Browns Ferry Nuclear Power 42 

Station, Unit 2 

50-261 H.B, Robinson Plant, Unit 2 44 

50-262 Brigham Young Univ, Research 46 

Reactor 

50-263 Monticello Nuclear Generating Plant 46 

50-264 Dow Chemical Co, 47 

50-265 Quad-Cities Station, Unit 2 48 

50-266 Point Beach Nuclear Plant, Unit 1 49 


Page 


50-267 Fort St. Vrain Nuclear Generating 50 

Station 

50-269 Oconee Nuclear Station, Unit 1 52 

5 0270 Oconee Nuclear Station, Unit 2 55 

50-271 Vermont Yankee Nuclear Power 57 

Station 

50-272 Salem Nuclear Generating Station, 58 

Unit 1 

50-273 Bernau Nuclear Station, Unit 1 61 

50-274 U.S. Geological Survey Research 61 

Reactor 

50-275 Diablo Canyon Nuclear Power 61 

Plant, Unit 1 

50-276 Georgia Tech Research Reactor 64 

50-277 Peach Bottom Atomic Power 64 

Station, Unit 2 

50-278 Peach Bottom Atomic Power Station, 66 

Unit 3 

50-280 Surry Power Station, Unit 1 67 

50-281 Surry Power Station, Unit 2 70 

50-282 Prairie Island Nuclear Station, 72 

Unit 1 

50-284 Idaho State Univ. Research Reactor 74 

50-285 Fort Calhoun Station, Unit 1 74 

50-286 Indian Point Station, Unit 3 76 

50-287 Oconee Nuclear Station, Unit 3 77 

50-288 Reed College Research Reactor 80 

50-289 Three Mile Island Nuclear Station, 80 

Unit 1 

50-293 Pilgrim Nuclear Power Station, 81 

Unit 1 

50-294 Michigan State Univ. Research 82 

Reactor 

50-295 Zion Nuclear Power Station, Unit 1 82 

50-296 Drowns Ferry Nuclear Power 84 

Station, Unit 3 

50-297 North Carolina State Univ. 85 

PULSTAR Reactor 

50-298 Cooper Nuclear Station 86 

50-301 Point Beach Nuclear Plant, 87 

Unit 2 

50-302 Crystal River Nuclear Plant, Unit 3 88 


xi 
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' T 

(':>iti5 Ri.er NuLlcaf Plant, Unit 4 

91 

» V . 1 4 

/i 'n Nudeai Power Station, Unit 2 

91 

f *,1 ,5 

Kewaunee Nuclear Power Plant 

93 


pfjine liland Nuclear Station, 

Unit 2 

94 

'.u'. .y 

^Jiino Yankee Atomic Power Plant 

95 

' <- 5 ! 1 

Salem Nuclear Generating Station, 

Unit 2 

97 

352 

Rancho Seco Nuclear Generating 

Station 

99 

5 v3U 

Arkanaai Nuclear One, Unit 1 

100 

5'i-3I3 

Donald C. Cook Nuclear Power 

Plant, Unit 1 

103 

50 ne 

IKmald C Cook Nuclear Power 

Plant, Unit 2 

105 

5*t>3i7 

Calvert Cliffj Nuclear Power Plant, 

Unit 1 

106 

S!>-318 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

107 

*032.) 

llitce Mile Island Nuclear Station, 

Unit 2 

108 

5!>321 

tdwin 1. Hatch Nuclear Plant, 

Unit 1 

130 

50322 

Shoreham Nuclear Power Station 

131 

50323 

DiaWo Canyon Nuclear Power Plant, 

Unit 2 

133 

50-324 

Brunswick Steam Electric Plant, 

Unit 2 

135 

50-325 

Brunswick Steam Electric Plant. 

Unit 1 

137 

50326 

Unrv. of California at Irvine Res, Reactor 

139 

50-327 

Sequoyah Nuclear Plant, Unit 1 

139 

50-328 

5ieniinvith 2 

141 


U') 
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Name 

Pago 

50-338 

North Anna Power Station, Unit 1 

154 

50-339 

North Anna Power Station, Unit 2 

158 

50-341 

Enrico Fermi Atomic Power Plant, 

Unit 2 

160 

50-344 

Trojan Nuclear Plant, Unit 1 

161 

50-346 

Davis-Besse Nuclear Power Station, 

Unit 1 

164 

50-348 

Josepli M. Farley Nuclear Plant, 

Unit 1 

166 

50-352 

Limerick Generating Station, Unit 1 

I6H 

50-353 

Limerick Generating Station, Unit 2 

168 

50-354 

Hope Creek Nuclear Station, Unit 1 

16') 

50-355 

Hope Creek Nuclear Station, Unit 2 

16') 

50-358 

William H, Zimmer Nu clear Station, 

Unit 1 

1 Hi 

50-360 

Battelle Memorial Inst. Critical 

Facility 

173 

50-361 

San Onofre Nuclear Slalion, Unit 2 

173 

50-362 

San Onofre Nuclear Station, Unit 3 

174 

50-363 

Forked River Nucloiir Station, Unit 1 

175 

50-364 

Joseph M, Farley Niiclonr Plan!, 

Unit 2 

176 

50-366 

Edwin H. Hatch Nuclear Plant, 

Unit 2 

176 

50-367 

Doiliy Generating Stallon 

I7H 

50-368 

Arkansas Nuclear One, Unit 2 

178 

50-369 

William D, MacGulro Nuclear 

Station, Unit 1 

180 

50-370 

William D. MacGulro Nuclear 

StaUon, Unit 2 

182 

50-373 

LaSalle County Station, Unit 1 

182 

50-374 

LaSalle County Station, Unit 2 

184 

50-375 

Nuclear Examination Reactor 

185 

50-376 

North Coast Nuclear Plant (Puerto 

Rico) 

l«5 

50-382 

Waterford Generating Station, Unit 3 

185 

50-387 

Steam Electric Station, 

166 

50-388 


187 

50-389 

St. Lucie Plant, Unit 2 

188 
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50-390 

Watts Bar Nuclear Plant, Unit 1 

189 

50-440 

Perry Nuclear Power Plant, Unit 1 

210 

50-391 

Watts Bar Nuclear Plant, Unit 2 

191 

50441 

Perry Nuclear Power Plant, Unit 2 

211 

50-394 

California State Polytech College 

192 

50-443 

Seabiook Nuclear Station, Unit 1 

211 


Research Reactor 


50-444 

Seabrook Nuclear Station, Unit 2 

212 

50-395 

Virgil C. Summer Nuclear Station, 

192 



Unit 1 


50445 

Comanche Peak Steam Electric 

213 

50-396 

Univ. of Virginia Cavalier Reactor 



Station, Unit I 


193 

50446 

Comanche Peak Steam Electric 

216 

50-397 

WPPSS Nuclear Project, Unit 2 

193 


Station, Unit 2 

50-400 

Shearon Harris Nuclear Power Plant, 

194 

STN-50447 

GESSAR-238 

218 


Unit 1 





196 

50448 

Douglas Point Nuclear Station, 

218 

50-401 

Shearon Harris Nuclear Power Plant, 


Unit 1 


Unit 2 







50449 

Douglas Point Nuclear Station, 

219 

50-402 

Shearon Harris Nuclear Power Plant, 

197 


Unit 2 


Unit 3 







50-450 

Summit Nuclear Power Station, 

219 

50-403 

Shearon Harris Nuclear Power Plant, 

198 


Unit 1 


Unit 4 


50451 

Summit Nuclear Power Station, 

219 

50-404 

North Anna Power Station, Unit 3 

199 


Unit 2 

50-405 

North Anna Power Station, Unit 4 

200 

50452 

Greenwood Energy Center, Unit 2 

219 

50-406 

Tuskegeo Inst. Research Reactor 

201 

50453 

Greenwood Energy Center, Unit 3 

219 

50-407 

Univ, of Utah Research Reactor 

201 

50-454 

Byron Station, Unit 1 

219 

50409 

La Crosse Boiling Water Reactor 

201 

50-455 

Byron Station, Unit 2 

220 

50-410 

Nine Milo Point Nuclear Station, 

202 

50-456 

Braidwood Station, Unit 1 

221 


Unit 2 






50457 

Braid wood Station, Unit 2 

222 

50-412 

Beaver Valley Power Station, 

203 




Unit 2 


50-458 

River Bend Station, Unit 1 

223 

50413 

Catawba Nuclear Station, Unit 1 

203 

50-459 

River Bend Station, Unit 2 

224 

50-414 

Catawba Nuclear Station, Unit 2 

204 

50-460 

WPPSS Nuclear Project, Unit 1 

224 

50416 

Grand Gulf Nuclear Station, Unit 1 

204 

50461 

Clinton Power Station, Unit 1 

225 

50-417 

Grand Gulf Nuclear Station, Unit 2 

205 

50462 

Clinton Power Station, Unit 2 

226 

50423 

Millstone Nuclear Power Station, 

206 

50463 

Fulton Generating Station, Unit 1 

226 


Unit 3 







50-464 

Fulton Generating Station, Unit 2 

226 

50-424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

206 

50466 

Allens Creek Nuclear Station, Unit 1 

227 

50-425 

Alvin W. Vogtle Nuclear Plant, Unit 2 

207 






50-467 

Allens Creek Nuclear Station, Unit 2 

229 

50-426 

Alvin W, Vogtle Nuclear Plant, Unit 3 

208 

50471 

Pilgrim Nuclear Power Station, Unit 2 

229 

50427 

Alvin W, Vogtle Nuclear Plant, Unit 4 

208 

50-472 

Pilgrim Nuclear Power Station, Unit 3 

230 

50-430 

ASCO, Unit 1 

208 

STN-50477 

Atlantic Generating Station, Unit 1 

230 

50433 

UC-Santa Barbara Research Reactor 

208 

STN-50-478 

Atlantic Generating Station, Unit 2 

230 

STN-50437 

■ Floating Nuclear Plant 

208 

STN-50-482 

Wolf Creek Generating Station 

230 

50438 

Bellefonte Nuclear Plant, Unit 1 

209 

STN-50-483 

Calloway Plant, Unit 1 

232 

50-439 

Bellefonte Nuclear Plant, Unit 2 

210 

STN-50484 

Tyrone Energy Park, Unit 1 

232 
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STN-50-485 

Sterling Power Project, Nuclear, 

Unit 1 

233 

STN.50-486 

Calloway Plant, Unit 2 

234 

STN-50488 

Perkins Nuclear Station, Unit 1 

234 

STN-50-489 

Perkins Nuclear Station, Unit 2 

235 

STN-50490 

Perkins Nuclear Station, Unit 3 

236 

STN-5 0-491 

Cherokee Nuclear Station, Unit i 
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STN-50492 

Cherokee Nuclear Station, Unit 2 
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STN-5(M93 

Cherokee Nuclear Station, Unit 3 
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STN-50495 
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STN-5 049 8 

South Texas Project, Unit 1 
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STN-5 0499 

South Texas Project, Unit 2 
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Davis-Besse Nuclear Power Station, 

Unit 2 
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50-501 

Davis-Besse Nuclear Power Station, 

Unit 3 
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Haven Nuclear Plant, Unit 1 
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STN-50-503 

Haven Nuclear Plant, Unit 2 
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"WPPSS Nuclear Project, Unit 3 
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WPPSS Nuclear Project, Unit 4 
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50-514 
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STN-50.516 

Jamesport Nuclear Station, Unit 1 
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Jamesport Nuclear Station, Unit 2 

250 


251 

251 

252 

253 
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STN-50-531 

GESSAR-251 
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STN-50-532 

BOP SAR 
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50-537 

Clinch River Breeder Reactor 
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50-538 

Memphis State Univ. Research 

Reactor 

259 
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Marble Hill Nuclear Station, Unit 1 
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STN-5 0-547 

Marble Hill Nuclear Station, Unit 2 
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50-548 

Fort Calhoun Station, Unit 2 
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50-549 

Greene County Nuclear Power Plant 

261 

STN-5 0-5 50 

GESSAR-238-BOP Interface 
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STN-5 0-553 

Phipps Bend Nuclear Plant, Unit 1 
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STN-50-554 

Phipps Bend Nuclear Plant, Unit 2 
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STN-5 0-556 

Black Fox Station, Unit 1 

263 

STN-50-557 

Black Fox Station, Unit 2 

264 

50-564 

Nuclear Fuels Recovery and 

Recycle Center 

266 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

266 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

266 

STN-5&-S68 

NEP Nuclear, Unit 1 

267 

STN-50-569 

NEP Nuclear, Unit 2 

267 

STN-50.574 

Bagnac Nuclear Power Project 

267 

STN-5Q-580 

Erie Nuclear Plant, Unit 1 

267 

STN-50-581 

Eric Nuclear Plant, Unit 2 

267 

STN-50-584 

GIBDSAR 

268 

STN-5 0-5 92 

Palo Verde Nuclear Station, Unit 4 

268 

STN-50-593 

Palo Verde Nuclear Station, Unit 5 

268 

50-596 

Now Haven, Unit 1 

269 

50-597 

New Haven, Unit 2 

270 

50-598 

Northwestern Univ. 

271 

50-599 

Carroll Facility I 

271 

50-600 

Carroll Facility 11 

271 

70-0008 

Battelle Columbus Laboratories 

272 

70-0025 

Rockwell International Corp. 

272 

70-0027 

Babcock & Wilcox Co, 

272 

70-0033 

Texas Instruments, Inc. 

272 

70-0102 

Amherst College 

272 
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70-0135 

Babcock & Wilcox Co. 

272 

70-2838 

Cincinnati Gas & Electric Co. 

279 

70-0143 

Nuclear Fuel Services, Inc. 

273 

71-0001 

ANEFCO, Inc. 

279 

70-0150 

Purdue University 

273 

71-0002 

Chem-Nuclear Systems, Inc. 

279 

70-0364 

Parks Township Site, Babcock & 

273 

71-0006 

United Nuclear Corp. 

279 


Wilcox Co. 





274 

71-0008 

Comm on weal til Edison Co. 

279 

70-0371 

United Nuclear Corp. 






71-0024 

Hittman Nuclear & Development 

279 

70-0734 

General Atomic Co. 

274 


Corp. 


70-0754 

Vallecitos Nuclear Center, General 

274 

71-0031 

Maryland Shipbuilding &. Dry Dock 

279 


Electric Co. 



Co. 

70-0820 

United Nuclear Corp. 

274 

71-0033 

Industrial Testing Laboratory 

279 





Services Co. 


70-0824 

Babcock & Wilcox Co. 

275 

71-0034 

Babcock & Wilcox Co. 

279 

70-0984 

Paciflc Northwest Laboratory 

275 

71-0036 

ITT Grinnell Corp. 

279 

70-1007 

General Electric Co. 

275 

71-0038 

Crane Co. 

279 

70-1086 

Westing house Electric Corp. 

275 

71-0039 

Walworth Co. 

279 

70-1100 

Combustion Engineering, Inc. 

275 

71-0047 

Capital International Airways, Inc. 

280 

70-1113 

General Electric Co. 

275 

71-0048 

Intermountain Pipe and Welding 

280 

70-1143 

Westinghouse Electric Corp. 

275 

71-0050 

Midlahd-Ross Corp. 

280 

70-1151 

Westlnghouse Electric Corp. 

276 

71-0055 

H.R. ‘Inspection Service 

280 

70-1173 

Mcrcylmrst College 

276 

71-0056 

Philadelphia Electric Co. 

280 

70-1193 

Cimarron Facility, Kerr-McGee Corp. 

276 

71-0057 

Exxon Co. U.S. A., Exxon Coip. 

280 

70-1201 

UFg Conversion Facility, Babcock & 

276 





Wilcox Co. 


71-0063 

Ozark Airlines, Inc. 

280 

70-1257 

Mbced Oxide Fabrication Plant, 

277 

71-0065 

H.P. & Associates, Inc. 

280 


Exxon Nuclear Co., Inc. 


71-0066 

Certified Testing Laboratories, Inc. 

280 

70-1308 

Morris Operations, General 

277 





Electric Co. 


71-0068 

Yankee Atomic Electric 

280 

70-1309 

Morris Operations, Sources & 
Standards, General 

277 

71-0070 

General Motors Corp. 

280 



71-0072 

Babcock & Wilcox Co. 

280 

70-1318 

NL Nuclear/NL Industries, Inc. 

277 

71-0074 

Nuclear Welding, Inc. 

280 

70-1319 

U.S. Nuclear, Inc. 

277 

71-0077 

Midstate Testing Laboratory 

280 

70-1355 

Army, Dept, of 

278 

71-0087 

Navy, Dept, of 

280 

70-1379 

Parkwell Laboratories, Inc. 

278 

71-0088 

Babcock & Wilcox Co. 

280 

70-1821 

Plutonium Production Facility, 

278 


Navy, Dept, of 


Allied General Nu’clear Service 


71-0089 

280 


Corp. 


71-0090 

Combustion Engineering Co., Inc. 

280 

70-2428 

St. Francis General Hospital, 

278 


Foster Wheeler Energy Corp. 

281 

Pittsburgh, PA 


71-0099 

70-2623 

McGuire Spent Fuel Pool, Duke 

278 

71-0103 

Twin City Testing & Engineering 

281 

Power Co. 



Laboratory 


70-2753 

Holyoke Hospital, Holyoke, MA 

279 

71-0104 

Chicago Bridge & Iron Co. 

281 

70-2760 

United Nuclear Corp. 

279 

71-0109 

Union Carbide Corp. 

' 281 
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71-0166 
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71-0168 
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Buckeye Steel Castings 

281 

71-0209 

Jacksonville Shipyards, Inc. 

282 

Material Testing Laboratory of 

281 

71-0213 

Intermountain Testing Co. 

283 

Virginia, Inc. 


71-0214 

Gas Rentals, Inc. 

283 

Navy, Dept, of 

281 

71-0215 

Space Science Services 

283 

Ingeisoll-Rand Co. 

281 

71-0216 

Nuclear Energy Services, Inc. 

283 

Daniel International Corp. 

281 

71-0217 

Pullman Kellogg, Inc. 

283 

Neutron Products, Inc. 

281 

71-0220 

General Dynamics Corp. 

283 

Stanwick Coip. 

281 

71-0222 

St. Louis Testing Laboratories, Inc. 

283 

National Annealing Box Co. 

281 

71-0223 

B.F. Straw, Inc. 

283 

Amoco Oil Co. 

281 

71-0225 

Navy, Dept, of 

283 

Chicago Bridge & Iron Co, 

281 

71-0226 

New York, State Univ. of 

283 

Welding Institute of Alaska 

281 





71-0234 

X-Ray, Inc, 

283 

Metals Testing Co., Inc. 

281 

71-0235 

Army, Dept, of 

283 

Rockwell International 

281 

71-0238 

Agriculture, Dept, of 

283 

Ranchers Exploration and 

281 




Development Co. 


71-0239 

Navy, Dept, of 

283 

Hess Oil Virgin Islands Corp. 

282 

71-0241 

United Nuclear Corp. 

283 

General Dynamics 

282 

71-0251 

Westingliouse Electric Corp. 

283 

Industrial Fabricating Co, 

282 

71-0255 

Walworth Co. 

283 

X-Ray Industries, Inc. 

282 

71-0257 

Industrial Laboratories, Inc. 

283 

Curtlss-Wriglit Corp. 

282 

71-0260 

Astro tech, Inc. 

283 

Ebasco Services, Inc. 

282 

71-0261 

Navy, Dept, of 

283 

New York Testing Laboratories, Inc. 

282 

71-0266 

Duke Power Co. 

284 

Finlay Testing Laboratories 

282 

71-0268 

Navy, Dept, of 

284 

Quality Assurance Laboratories 

282 

71-0273 

Navy, Dept, of 

284 

Florida Power & Light Co, 

282 

71-0277 

Allied Chemical Corp. 

284 

Southern California Edison Co. 

282 

71-0280 

ABCO Perforators, Inc, 

284 

QC Services, Inc. 

282 

71-0282 

WKM Wellhead Systems, Inc. 

284 

Energy Products Group 

282 

71-0286 

BPB Instruments, Inc. 

284 

Hartford Steam Boiler Co, 

282 

71-0287 

Carson Non-Destructive Testing 

284 

Consolidated X-Ray Service Co, 

282 

71-0288 

North Dakota State Water 

284 

Maynard Steel Casting Co. 



Commission 

282 

71-0290 

United Testing Services, Inc, 

284 

Todd Shipyards Corp. 

282 


Pacific Gas & Electric Co. 


71-0296 

Iowa Electric Light & Phone Co, 

284 

282 

71-0297 

284 

Quality Testing, Inc. 

E. Lewis Cook & Associates 

282 

71-0299 

Connecticut Yankee Atomic Power 

Quality Control Services, Inc. 

284 

282 


Co, 


71-0300 

Independent Testing Laboratories 

284 
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71-0304 

Teledyne Brown Engineering Co. 

284 

71-0305 

American X-Ray & Inspection, Inc. 

284 

71-0307 

Texas Pipe Bending Co. of Puerto 

Rico 

284 

71-0309 

Worthington Pump Corp. (U.S.A.) 

284 

71-0311 

Logwell, Inc. 

285 

71-0312 

Metalforms, Inc. 

285 

71-0317 

Hudson Products Corp. 

285 

71-0322 

Control Components International 

285 

714986 

Model: RA-2, Exxon Nuclear Co., 

Inc. 

285 

71-5026 

Model: BC-4 8-220, Atcor, Inc. 

285 

71-5450 

Model: RCC-1, -2,-3, Westinghouse 
Electric Corp. 

285 

71-5790 

Model: A1-M3, Energy, Dept of 

285 

71-5791 

Model: A1-M6, Energy, Dept, of 

285 

71-5795 

Model: None, Energy, Dept, of 

285 

71-5805 

Model: Atcor VNDB Cask, Atcor, 

Inc. 

285 

71-5908 

Model: DOT-GM Typo B, Babcock 
& Wilcox Co, 

285 

71-5926 

Model: 100, General Electric Co. 

285 

71-5957 

Model: BMl-1, Energy, Dept, of 

285 

71-6058 

Model: B3-1, Nuclear Engineering 

Co. 

285 

71-6144 

Model: 6144, Nuclear Engineering 

Co. 

286 

71-6244 

Model: 6244, Chem-Nuclear 

Systems, Inc. 

286 

71-6272 

Model: Poly Panther, Nuclear 
Engineering Co, 

286 

71-6273 

Model: 48X, F, A, Y, Allied-General 
Nuclear Services 

286 

71-6346 

Model: FSV-1, General Atomic Co. 

286 

71-6386 

Model: 235R001, Energy, Dept, of 

286 

71-6387 

Model: 60, Battelle Memorial 

Institute 

286 

71-6400 

Model: Super Tiger, Westinghouse 
Electric Corp, 

286 

71-6553 

Model: Paducah Tiger, Energy, 

Dept, of 

286 

71-6679 

Model: 1/2 Super Tiger, Nuclear 
Engineering Co. 

286 


Docket 

Name 

Page 

71-6697 

Model: 8500 PKG, General 

Electric Co. 

286 

71-6698 

Model: NFS4, Nuclear Fuel 

Services, Inc. 

286 

71-6744 

Model: Poly Tiger, Nuclear 

Engineering Co. 

287 

71-6771 

Model: SN-1, Nuclear Engineering 

Co. 

287 

71-9009 

Model: FL-10-1, General Electric 

Co. 

287 

71-9010 

Model: NLI-1/2, NL Industries, Inc. 

287 

71-9023 

Model: NLI-10/24, NL Industries, 

Inc. 

287 

71-9033 

Model: 660 & 660E, Technical 
Operations, Inc. 

287 

71-9044 

Model: GE-1600, General Electric 

Co. 

287 

71-9070 

Model: N-55, Energy, Dept, of 

287 

71-9079 

Model: HN-100 Series 2, Hittman 
Nuclear & Development Corp. 

287 

71-9080 

Model: HN-600, Hittman Nuclear 
& Development Corp. 

287 

71-9086 

Model: HN-100, Series 1, Hittman 
Nuclear & Development Corp. 

287 

71-9089 

Model: NH-100 S, Hittman Nuclear 
& Development Corp. 

287 

71-9090 

Model: 480M, Allied Chemical Corp. 

287 

71-9091 

Model: 30A, General Electric Co. 

287 

71-9092 

Model: HN-300, Hittman Nuclear 
& Development Corp. 

288 

71-9093 

Model: HN400 Hittman Nuclear 
& Development Corp. 

288 

71-9116 

Model: CN6-80B, Nuclear Packaging, 
Inc, 

288 

71-9120 

Model: TN-12, Transnu clear Corp. 

288 

71-9132 

Model: T-3, Nuclear Packaging, Inc. 

288 

71-9506 

Model: MS27684-2, Energy, Dept, of 

288 

71-9785 

Model: SZW/SZWA, Energy, Dept, of 

288 

71-9852 

Model: DT-14, Energy, Dept, of 

288 
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Accelerator Pulsed Fast Assembly 

50-235 

26 

Aerojet General Nucleonics 

50-32 

11 

Aerojet General Nucleonics 

50-53 

11 

Aerojet General Nucleonics 

50-103 

13 

Aerotest Radiography & Research 
Reactor 

50-228 

26 

Allens Creek Nuclear Station, Unit 1 

50-466 

227 

Allens Creek Nuclear Station, Unit 2 

50-467 

229 

Alvin W. Vogtle Nuclear Plant, Unit 1 

50-424 

206 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50-425 

207 

Alvin W. Vogtle Nuclear Plant, Unit 3 

50-426 

208 

Alvin W. Vogtle Nuclear Plant, Unit 4 

50-427 

208 

Arkansas Nuclear One, Unit 1 

50-313 

100 

Arkansas Nuclear One, Unit 2 

50-368 

178 

Army Materials Research Reactor 

5047 

11 

ASCO, Unit 1 

50430 

208 

Atlantic Generating Station, Unit t 

STN-50477 

230 

Atlantic Generating Station, Unit 2 

STN-50478 

230 

Babcock & Wilcox Co. Critical 

Facility 

50-13 

9 

Babcock & Wilcox Co. Critical 

Facility 

50-191 

19 

Babcock & Wilcox Test Reactor 

50-99 

13 

Babcock & Wilcox Test Reactor 

50-200 

19 

Bagnao Nuclear Power Project 

STN-5 0-574 

267 

BalUy Generating Station 

50-367 

178 

essing Plant 

50-332 

148 

• 

50-524 

256 


50-525 

256 


50-14 

9 


Name 

Docket 

Page 

Battelle Memorial Inst. Critical 

Facility 

50-360 

173 

Battelle Memorial Inst. Research 
Reactor 

50-6 

7 

Beaver Valley Power Station, Unit 1 

50-334 

149 

Beaver Valley Power Station, Unit 2 

50412 

203 

Bellefoiite Nuclear Plant, Unit 1 

50438 

209 

Bellefonte Nuclear Plant, Unit 2 

50439 

210 

Bernau Nuclear Station, Unit 1 

50-273 

61 

Big Rock Point Nuclear Power Plant 

50-155 

16 

Black Fox Station, Unit 1 

STN-50-556 

263 

Black Fox Station, Unit 2 

STN-5Q-557 

264 

Blue Hills Station, Unit 1 

50-510 

247 

Blue Hills Station, Unit 2 

50-511 

248 

BOP SAR, C.F. Braun 

STN-50-532 

259 

Braidwood Station, Unit 1 

50456 

221 

Braidwood Station, Unit 2 

50457 

222 

Brigham Young Univ. Research 

Reactor 

50-262 

46 

Browns Ferry Nuclear Power Station, 
Unit 1 

50-259 

41 

Browns Ferry Nuclear Power Station, 
Unit 2 

50-260 

42 

Browns Ferry Nuclear Power Station, 
Units 

50-296 

84 

Brunswick Steam Electric Plant, Unit 2 

50-324 

135 

Brunswick Steam Electric Plant, Unit 1 

50-325 

137 

Byron Station, Unit 1 

50454 

219 

Byron Station, Unit 2 

50455 

220 

California State Polytech College 
Research Reactor 

50-394 

192 

Calloway Plant, Unit 1 

STN-50483 

232 
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Docket 

Page 

Calloway Plant, Unit 2 

STN-50486 

234 

Calvert Cliffs Nuclear Power Plant, 

Unit 1 

50-317 

106 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

50-318 

107 

Carroll Facility I 

50-599 

271 

Carroll Facility 11 

50-600 

271 

Catawba Nuclear Station, Unit 1 

50413 

203 

Catawba Nuclear Station, Unit 2 

50414 

204 

Catliolic Unlv. of America Research 
Reactor 

50-77 

12 

Qierokee Nuclear Station, Unit 1 

STN-50491 

236 

Qicrokee Nuclei Station, Unit 2 

STN-50492 

237 

Qierokee Nuclear Station, Unit 3 " 

STN-50493 

238 

Clinch River Breeder Reactor 

50-537 

259 

Clinton Power Station, Unit 1 

50461 

225 

Qinton Power Station, Unit 2 

50462 

226 

Columbia Univ, Research Reactor 

50-208 

21 

Comanche Peak Steam Electric Station, 
Unit 1 

50445 

213 

Comanche Peak Steam Electric Station, 
Unit 2 

50446 

216 

Cooper Nuclear Station 

50-298 

86 

Cornell Univ. Research Reactor 

50-157 

18 

Cornell Univ. Zero Power Reactor 

50-97 

12 

Crystal River Nuclear Plant, Unit 3 

50-302 

88 

Crystal River Nuclear Plant, Unit 4 

50-303 

91 

DaviS'Besse Nuclear Power Station, 

Unit 1 

50-346 

164 

Davls-Bessc Nuclear Power Station, 

Unit 2 

50-500 

244 

Davis-Besse Nuclear Power Station, 
Unit 3 

50-501 

245 

Diablo Canyon Nuclear Power Plant, 
Unit 1 

50-275 

61 

Diablo Canyon Nuclear Power Plant, 
Unit 2 

50-323 

133 

Donald C. Cook Nuclear Power Plant, 
Unit 1 

50-315 

103 

Donald C. Cook Nuclear Power Plant, 
Unit 2 

50-316 

105 

Douglas Point Nuclear Station, Unit 1 

50448 

218 


Name 

Docket 

Page 

Douglas Point Nuclear Station, Unit 2 

50449 

219 

Dow Chemical Co. 

50-264 

47 

Dresden Nuclear Power Station, Umt 1 

50-10 

7 

Dresden Nuclear Power Station, Unit 2 

50-237 

26 

Dresden Nuclear Power Station, Unit 3 

50-249 

32 

Duane Arnold Energy Center 

50-331 

146 

Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

130 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

176 

Enrico Fermi Atomic Power Plant, 
Unirt- 

50-16 

9 

Enrico Fermi Atomic Power Plant, 

Unit 2 

50-341 

160 

Erie Nuclear Plant, Unit 1 

STN-5 0-580 

267 

Eric Nuclear Plant, Unit 2 

STN-5 0-581 

267 

Floating Nuclear Plant 

STN-5 0437 

203 

Forked River Nuclear Station, 

Unit 1 

50-363 

175 

Fort Callioun Station, Unit 1 

50-285 

74 

Fort Callioun Station, Unit 2 

50-548 

261 

Fort St. Vrain Nuclear Generating 
Station 

50-267 

50 

Fulton Generating Station, Unit 1 

50463 

226 

Fulton Generating Station, Unit 2 

50464 

226 

General Atomic Co. 

50-89 

12 

General Electric Co. Critical 
Experiment 

50-24 

9 

General Electric Test Reactor 

50-70 

12 

General Electric Nuclear Test Reactor 

50-7" 



Georgia Institute of Technology 
Research Reactor 

Georgia Institute of Technology 
Research Reactor 

GESSAR-238 ST^ 

GESSAR-238-BOP Interface STI 

GESSAR-251 

GIBBSAR STl 

Grand Gulf Nuclear Station, Unit 1 
Grand Gulf Nuclear Station, Unit 2 
Greene County Nuclear Power Plant 
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Docket 

Page 

I.'-,' (SSi'iiJ 1 riJigy Center, Uiut 2 

S(MS2 

219 

t.: -•n-u'.J InL‘rg> Center, Unit 3 

50453 

219 

!{ [{ Hiilnnton Pbiu. Unn 2 

50-261 

44 

iirUtU'i Ni-vk Plant 

50-213 

2i 

KiJtiwilc Sue {car Hant, Unit 1 

STN-SO-SIS 

25J 

ItiifsviJie NueJear Plant, Unit 2 

STN-5&.519 

251 

ItutiTille SuLleai Plant, Unit 3 

STN'50-520 

252 

Hj<is>.iUe Nuclear Dint, Unit 4 

STN-50-521 

253 

Ib.t’.T Nuclear Plant, Umt 1 

STN-50-502 

245 

lUien Nuclear Plant, Unit 2 

STN-50-503 

246 

ih^h Temp. Gas Cooled Critical 
l-xpenment 

50-240 

28 

H ’pe Creek Nuclear Station, Unit J 

50-354 

169 

flipe Creek Nuclear Station. Umt 2 

50-355 

169 

Humboldt Bay Power Plant, Umt 3 

50-133 

U 

Idaho State Univ. Research Reactor 

50-284 

74 

Indian Point Station, Umt 1 

50-3 

6 

I-ndian Point Station, Umt 2 

50247 

31 

Indian Point Station, Umt 3 

50-286 

76 

Iowa State Univ. Research Reactor 

50-1 U 

13 

iames A. ntzpaliick Nuclear Power 
Plant 

50-333 

148 

latnesport Nuclear Station, Unit J 

smso-sis 

250 

lamcspon Nuclear Station, Unit 2 

STN-50-517 

250 

Jorcjih M, Farley Nuclear Plant 

Umt 1 

50-348 

166 

Joseph M. Farley Nuclear Plant 

Unit 2 

50-364 

376 


Name 

Docket 

Page 

Marble HiU Nuclear Station, Unit 2 

STN-50-547 

260 

Massachusetts Institute of Technology 
Research Reactor 

50-20 

9 

Memphis State Umv. Research Reactor 

50-538 

259 

Mexico Research Reactor 

50-233 

26 

Michigan State Univ, Research 

Reactor 

50-294 

H2 

Midland Plant, Unit 1 

50-329 

M2 

Mfdiand Plant, Unit 2 

50-330 

144 

Millstone Nuclear Power Station, 

Unit 1 

50-245 

29 

Millstone Nuclear Power Station, 

Unit 2 

50-336 

153 

Millstone Nuclear Power Station, 

Unit 3 

50-423 

206 

Mississippi State Univ. Research 

Reactor 

50-241 

2H 

Manticello Nuclear Generating Plant 

50-163 

46 

National Bureau of Standards Reactor 

50-184 

IB 

National Naval Medical Center 

50-170 

IH 

NEP Nuclear, Unit 1 STN-SO-SEB 

267 

NEP Nuclear, Unit 2 STN-50-569 

26? 

New Haven, Unit 1 

50-596 

269 

New Haven, Unit 2 

50-597 

270 

Nine Mile Point Nuclear Station 

Unit 1 

50-220 

24 

Nino Miie Point Nuclear Station 

Unit 2 

50410 

202 

North Anna Power Station, Unit 2 

50^338 

154 

North Anna Power Station, Unit 2 

50-339 

158 

North Anna Power Station, Unit 3 

50404 

199 

North Anna Power Station, Unit 4 

S0-40S 

JOO 

North Carolina State Univ. PULSTAR 
Reactor 

50-297 

85 

North Carolina State Univ. Research 
Reactor 

50-8 

7 

woUna State Univ. Research 

50-111 

13 

wt Nuclear Plant (Puerto Rico) 

50-376 

185 

ern University 

50-598 

271 

lamination Reactor 

50-375 

185 

lels Recovery and Recycle 

50-564 

266 



Name 

Docket 

Page 

Name Docket 

Page 

Oconee Nuclear Station, Unit 1 

50-269 

52 

Point Beach Nuclear Plant, Unit 2 

50-301 

87 

Oconee Nuclear Station, Unit 2 

50-270 

55 

Prairie Island Nuclear Station, Unit 1 

50-282 

72 

Oconee Nuclear Station, Unit 3 

50-287 

77 

Prairie Island Nuclear Station, Unit 2 

50-306 

94 

Ohio State Univ. Research Reactor 

50-150 

16 

Purdue Univ. Research Reactor 

50-182 

18 

Omaha Veterans Administration 

50-131 

14 

Quad-Cities Station, Unit 1 

50-254 

38 

Hospital Research Reactor 



Quad-Cities Station, Unit 2 

50-265 

48 

Oregon State Univ. 

50-106 

13 

Rancho Seco Nuclear Generating 

50-312 

99 

Oregon State Univ, Research Reactor 

50-243 

28 

Station 



Oyster Creek Nuclear Power Plant 

50-219 

22 

Reed College Research Reactor 

50-288 

80 

Palisades Nuclear Plant 

50-255 

39 

Rhode Island & Providence 

50-193 

19 




Plantations AEC 



Palo Verde Nuclear Station, Unit 1 

STN-50-528 

256 

River Bend Station, Unit 1 

50458 

223 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

257 

River Bend Station, Unit 2 

50459 

224 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

258 

Rockwell International Corp. Critical 

50-147 

16 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 

268 , 

Facility 



Palo Verde Nuclear Station, Unit 5 

STN-50-593 

268 

Rockwell International Research Reactor 

50-94 

12 

Pawling Research Reactor 

50-54 

11 

Robert Emmet Ginna Nuclear Plant, 

50-244 

28 




Unit 1 



Peach Bottom Atomic Power Station, 

50-171 

18 




Unit 1 



RPI Critical Experiment 

50-225 

25 

Peach Bottom Atomic Power Station, 

50-277 

64 

Salem Nuclear Generating Station, 

50-272 

58 

Unit 2 



Unit 1 



Peach Bottom Atomic Power Station, 

50-278 

66 

Salem Nuclear Generating Station, 

50-311 

97 

Unit 3 



Unit 2 



Pebble Springs Nuclear Plant, Unit 1 

50-514 

249 

San Onofre Nuclear Station, Unit 1 

50-206 

19 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

249 

San Onofre Nuclear Station, Unit 2 

50-361 

173 

Pennsylvania State Univ. Rescarcli 

50-5 

7 

San Onofre Nuclear Station, Unit 3 

50-362 

174 

Reactor 








Saxton Nuclear Experimental 

50-146 

16 

Perkins Nuclear Station, Unit 1 

STN.50-488 

234 

Faculty 



Perkins Nuclear Station, Unit 2 

STN-50489 

235 

Seabrook Nuclear Station, Unit 1 

50443 

211 

Perkins Nuclear Station, Unit 3 

STN-SO-490 

236 

Seabrook Nuclear Station, Unit 2 

50444 

212 

Perry Nuclear Power Plant, Unit 1 

50-440 

210 

Sequoyah Nuclear Plant, Unit 1 

50-327 

139 

Perry Nuclear Power Plant, Unit 2 

50-441 

211 

Sequoyah Nuclear Plant, Unit 2 

50-328 

141 

Phipps Bend Nuclear Plant, Unit 1 

50-553 

262 

Shearon Harris Nuclear Power Plant, 

50400 

194 



Unit 1 



Phipps Bend Nuclear Plant, Unit 2 

50-554 

263 

Shearon Harris Nuclear Power Plant, 

50-401 

196 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

81 

Unit 2 



Pilgrim Nuclear Power Station, Unit 2 

50471 

229 

Shearon Harris Nuclear Power Plant, 

50402 

197 



Unit 3 



Pilgrim Nuclear Power Station, Unit 3 

50472 

230 

Shearon Harris Nuclear Power Plant, 

50403 

198 

Hum Brook Research Reactor 

50-30 

11 

Unit 4 



Facility 



Shoreham Nuclear Power Station 

50-322 

131 

Point Beach Nuclear Plant, Unit 1 

50-266 

49 





xxi 




Docket 

Page 

.Nj 

N>Llr IT Project, Umt 1 

STN-5 0-522 

254 

Nj.U,u Pov^or Project, Umt 2 

STN-50-523 

255 


siTN-50498 

239 

V. ii'h re<s< Project, Und i 

V ^rl! le'^r Project, Unit 2 

STN-50499 

241 

c P.jvlution Researcfi Reactor 

50-187 

18 

^.j,.io;.l Im. Research Reactor 

50-141 

16 

< PoAcr Project, Nuclear, 

SrrN-50485 

233 

iVil 1 

s: lovte Plant, Utul 1 

50-335 

151 

V, LUJV Plant, Unit 2 

50-389 

188 

c,^(rurjt Nuclear Power Station, 

50450 

219 

Init 1 

Sijfiiriit Nuclear Power Station, 

50451 

219 

Unit 2 

Sjit/ Power Station, Unit 1 

50-280 

67 

Sorry Power Station, Unit 2 

50-281 

70 

Sjs'^aehanna Steam Electric Station, 

50-387 

186 

Umt 1 

Su'-tjuehaJina Steam Electric Station, 

50-388 

187 

Umt 2 

S'APSSAR-Pl 

STN-50495 

239 

re's as A A M Uitiv. Research 

50-59 

11 

Reactor 

Texas A A M Uiiiv. Research 

50-128 

14 

Reactor 

Texas A & M Univ. Research 

50-129 

14 

Reactor 

Three Mile Island Nuclear Station, 

50-289 

80 

Unit 1 

Three Mile Island Nuclear Station, 

50-320 

108 

UiUt 2 


Name 

UCLA Training Reactor 

UC-Santa Barbara Research Reactor 

Docket 

50-142 

50433 

I'nRc 

K> 

2(»a 

Univ, of Arizona Research Reactor 

50-113 

13 

Univ. of California Research Reactor 

50-84 

U 

Univ, of California Research Reactor 

50-224 

25 

Umv. of Florida Training Reactor 

50-83 

12 

Univ, of Illinois Research Reactor 

50-151 

16 

Univ. of Kansas Research Reactor 

50-148 

16 

Univ. of Lowell Research Reactor 

50-223 

25 

Univ. of Maryland Research Reactor 

50-166 

IH 

Univ. of Michigan Research Reactor 

50-2 

6 

Univ. of Missouri Research Reactor 

50-123 

13 

Umv. of Missouri Research Reactor 

50-186 

18 

‘ Univ. of New Mexico Rosenreh 

Reactor 

50-252 

M\ 

Univ. of Oklahoma Research Reactor 

50-112 

l.\ 

Univ. of Texas Research Reactor 

50-192 

10 

Univ. of Utah Research Reactor 

50-72 

12 

Univ. of Utah Research Reactor 

50407 

201 

Univ. of Virginia Cavalier Reactor 

50-396 

191 

Univ. of Virginia Research Reactor 

50-62 

1 1 

Univ. of Washington Research 

Reactor 

50-139 

16 

Umv, of Wisconsin Research Reactor 

50-156 

17 

U.S. Geological Survey Research 
Reactor 

50-274 

61 

Vallecitos Boiling Water Reactor 

50-18 

9 

Vallecltos Experimental Superheat 
Reactor 

50-183 

18 

Vermont Yankee Nuclear Power 
Station 

50-271 

57 

Virgil C. Summer Nuclear Station, 
Unit 1 

50-.395 

192 

Virginia Polytech Inst, Training 
Reactor 

50-124 

H 

Washington State Univ. Research 
Reactor 

50-27 

10 

Waterford Generating Station, 

Unit 3 

50-382 

185 

Watts Bar Nuclear Plant, Unit 1 

50-390 

189 
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Name 

Docket 

Page 

Watts Bar Nuclear Plant, Unit 2 

50-391 

191 

Westlnghouse Critical Experiment 

50-87 

12 

Westinghouse Test Reactor 

50-22 

9 

West Valley Reprocessing Plant 

50-201 

19 

William B. MacGuire Nuclear Station, 
Unit 1 

50-369 

180 

William B. MacGuire Nuclear Station, 
Unit 2 

50-370 

182 

William H. Zimmer Nuclear Station, 
Unit 1 

50-358 

170 

Wolf Creek Generating Station 

STN-50-482 

230 

Worcester Polytech Inst. Research 

50-134 

16 


Reactor 


Name 

Docket 

Pago 

WPPSS Nuclear Project, Unit 1 

50460 

224 

WPPSS Nuclear Project, Unit 2 

50-397 

193 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

246 

WPPSS Nuclear Project, Unit 4 

50-513 

248 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

247 

Yankee-Rowe Nuclear Power 

Station 

50-29 

10 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

266 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

266 

Zion Nuclear Power Station, Unit 1 

50-295 

82 

Zion Nuclear Power Station, Unit 2 

50-304 

91 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET J7-039 SHEFFieLD, lU < NUCLEAR ENOlNEEftlNO CO 


79091002a3 Motion by licaniio For smirgency action to re*cind NMS8 
790320 order to ehou eauie Ssek* to r«f*p matter to A8UB 
AF-fidavlt of TB Baer end 

CONNERt T D > RADERi R Conneri Moore b Corber 77/03/22 17pp 


7903310010 Reapnns* to 770320 order to ihou cauea Order should be 
found voidi donle* any violation of license Certificate of 
Svc enc 1 

CONNER* r B Conner. Moore U Corber 79/03/23 9pp 


7903290372 Response to ASLD 790313 directive Concurs u/NRC 790330 
(notion that license applications may only be uiithdraun per 
NRC terms b conditions Request to file ins tanter . af f Idavi t 
of 8N Bekular b Certificate of Svc end 

BCOTTiM J ■ SEKULER.a N lUlnolsi State of 79/03/24 13pp 


7909100248 NRC response to licensee's motion for emsryency action Urges 
denial of request to rescind 790320 order to shoui cause uhy 
licensee should not resume obligations under OL Supporting 
documentation b Certificate of Svc end. 

REIS, E. J Branchs 79/04/02 26pp. 


7909030168 Forb>ards Bureau County Circuit Court. IL, order granting 
preliminary injunctive relief re operation of facility 
REIS. E J Branch 3 79/04/03 ip 


—7909030171 Order granting preliminary injunctive relief b ordering 
licensee to take certain actions ra facility 
e Hllnole, State of 79/03/27 7pp 


7909100237 Poet-hearlng brief submitted by licensee re issues arising 
during 790327 oral argument before ASLD, Responds to 
positions of NRC b State of IL Certificate of Svc end. 

CONNER. T B Conner, Moore b Corber. 79/04/03 30pp 


7909240138 Proposed correctlanf to transcript of 790327 oral argument 
tn Peer la. IL Certlflcata of Svc end 
CONNER,? B Conner, Moore b Corber 79/04/03 4pp 


7909140193 POIA request for all raeords, • tud les, correspondtneo b repts 
re decommissioning of reactor b shipment of decommissioned 
matl to Sheffield lou level ‘nuclear waeta site 
HANSELL, 0, IlUnots. State of 79/04/06 2pp, 


7909190321 Replies to applicant's motion for emergency action b to 
applicant's ansuter to show causa. Supper ting documantatlon b 
Certificate of Svc end 

HANSELL, D Illinois. State of 79/04/06 94pp 


7909110172 Responds to 790313 Itr re Nuclear Engineering Co illegal 
abandonment of Sheffield, IL low level nuclear waste burial 
ground. Forwards 790320 order to ehow cause why company 
should not resume responslb 1 Itlee b ebllgatlone 
OIRCKS. N J Office of Nuclear Material Safety b Safeguards 
77/04/09 2pp 


-‘-7909110181 Espretees concern w/lllegal abandonment by Nuclear 
Engineartng Co of its ShaffleldilL nuclear wasta site 
Requests NRC Intsrvene to secure site until matter of 
responsibility is adjudicated. 

DBMUZIQ, V mine is, State of. 79/03/13, Ip. 


790924029? Lists conditions by which proceeding mey be dismissed 
relevant to site decommissioning b protection of public 
health b safety 

REIS.E J. Branch 3. 79/04/10. 3pp, 


7909310392 Response by tntsrvenor Bureau County, IL to A8LB 790327 
hear Ing. Sta te of IL licensees are jointly responsible for 
nalnt of wasbe dlspoeal slbe Certificate of Svc end 
HAD80N. 8 Illinois, State of 79/04/10. 7pp. 


79090703&4 Forwerds 790330 Itr discussing Insp of Llcenst i3-i0042-0i 
on 790309.16,21-23 b 29 Ltr referenced in reply to 
applicant's (notion for emergency action b applicant's order 
to show ceuse 

HANSELL, 0. nUnols, State of. 79/04/11. tp. 


7909020197 Responds to 790227 ltr re plans to prepare ElB for lou level 
radioactive wasta burial ground EI8 has been delayed bsceute 
applicant has withdrawn its application b has not complied 
w/requests for addl info 

CORNELL, E K Office of the Etecutive Director for Operations 
79/04/12 2pp 


7909100372 Forcuards signed affidavit by MJ Bell of Lou Level Haste 
Branch to be included tn NRC response to licensee's notion 
for tnergsncy ection, to replace earlier unsigned vtrslon 
REIS.E J Branch 3 79/04/12 6pp 


7909310273 Olscusies conditions precedsnt to Nuclear Engineering Co 
withdrawal of application b termination of actlvitias 
Licensee should fulfill obligations Supporting documentation 
b Certlficats of Svc end 

SEKULER.a N llllnolsj State of 79/04/12 63pp 


7909241004 Cites objections to draft Interim branch position re 
tow level waste burial ground site closure b stabilisation 
Most of position is reasonable 

REYNOLDS, L E Chem-Nudear Systemi, Inc 79/04/13 2pp 


7909240979 Grants NRC b intsrvenors ' motion to dismiss license ammtsd 
for site espanslon Denies licensee's motion for withdrawal 
of application for license renewal b motion to dismiss 
procstd ings 

little, L H , HEMtCK,F J , OOODHOPE, A C Atomic Safety and Licensing 
Board Panel 79/09/03 6pp 


7909140199 Partial responee to FOIA request for records ra 
dscommlsstontng of rsactor b shipping of decommissioned 
matl Ltrs forwarded from IL Dept of Public Health dtd 
730201, 730124,700116, 700102, 720324 b 720223 end 
FELTON, J M Division of Rules and Records 79/09/07 Spp 


DOCKET 27-047 BARNWELL, SC , CHEM-NUCLEAR SYSTEMS 


7909220494 Requests thet Condition 10 contained in Amend 12 to Lieanse 
46-13936-01 be retained in future license amends rt U-235 
wests burial 

CORBETT, J.S Chem-Nudear Systems, Inc 78/01/10 Ip 


7909290232 Discusses raquest for amend to License 49-13536-tO which 
would permit local power range monitors containing 
plutonium Prior to amend Issuance.written permission from 
SC for plutonium burial must be obtained 

ORAOONETTE, K 8. Low Level Haste Brarich (Pre 7909011 79/04 /04 

tp 


DOMESTIC LICENSING OP SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CQRP 


7909010901 Requests amtnd to Llcenst 8UA-64B to pirmlt receiving & 
processing of earbonats selublon. Shlpmsnts are to begin 
790919. 

REKEMEYER.P C. Union Carbide Corp 79/03/29 Ip 


7909020280 Comments oh DES corrscts factual errors in rept, Planned 
monitoring program should be adequate 
DEXTER, H.D Hyomtng, State of 79/03/30 Ip 


7909030132 Forwards 790221 "Environ Assessmant of Below Grade U Tailing 
Disposal in A-9 Open Pit. East Gas Hills U Mine b MllL.HY, 
for Union Carbide Corp " 

MURDOCK.L.T Dames b Moore 79/04/10. Ip 


— 7909030136 "Environ Assessmant of Below Grade U Tailing Disposal In A-9 
□pin Pit, East Gas Hills U Mine b Hill, HV, for Union Carbide 
Corp. “ 

MURDOCK. LT Dames b Moors 79/02/21 117pp 


7909190613 8u((wary of 790301 masting w/Union Carblds Corp in Silvtr 
Spring. HD rs commsnts on 0E8. 

LINEH^. J J Assistant Dlrsebor for Haskt Managamant (Pri 790901) 
79/04/16. 2pp. 
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pro/td4i lupeJtnantdl Info in 790416 ttleon r# 

Eait Caoit Hill* h»ap Ifach 

BEKEWEyEB.P C UMon CarbU# Cbtp 79/04/17 4pp 


7909J0011S Forwards lupplaaiantarv Info r* pouret inabt 1 leania; draulng t 
of propotad tiaap liach tt dacrlptlsn of raclanatlon plant t< 
coita 0\^aralicd drawings tncl 

BEDEMEYEHfP C Union Carfelde COTp 79/04/19 7pp. 


DOCKET 40-ltAS UESTERK NUCLEAR. INC 


7909-l7029a Foruartf* info raquaitad bg 790314 talcon ra ladiitifnb aadipiaa 
from Or#»n Mountain IK Manh 

BEBKIDiN Naptarn Nuclaar.. Inc {tuba of Pfitlpf Dedga Corp I. 
79/03/89 Spp 


7909300147 Rtquaatf datarin i nat 1 on of naad for tod drain prior to 
approval of talllngt <ogt tgt 

BOOOEN. 0. Uaaborn Nuclaar. Inc iiuba of Phflpf Dodga Carp ). 
79/04/06 Spp 


790SS40442 Foruardt addl copiaa of nap ahouing location Of wailt li wall 
uiatar monitoring raai/lta for 1977'70. 

BOODEN. 0 Waatarn Nue Laari Inc (lubi. of Phalpi Dodga Corp. I, 
79/04/16 Ip 


— 7909240497 Foruarda map 6 chart ahouing location of utlla 6 wall uatar 
monitoring ratulta for 1977-^70 

DOODEN.O Waatarn Nuctaari Inc. laubt of Phalpt Dodga Corp, i 
79/04/09. 6pp 


DOCKET 40-3061 NEST CHICAGO FACILITY. KERR-HCOEE CORF 


7909100064 Conflrma 700410 dlacuaaion ra tncl eo/nmanti on 
dacomml at toning plan Flan tubmittad la not accaptabl a. dut 
to lack of datail for praparatlon of EIA Dutllnaa major 
daf le i ant 1 aa tf/augg 1 1 tad format for plan 

CBDWiW, T Fual Procaa* t> Fab Branch 79/04/13 14PP 


— 7903100071 Forwarda Riglon ill coirmanta on K«rr-McOea dacomml talonl ng 
plan Thlcknatf of “dag tub i true tur«“ ihould be itatad. 
anviron crltaria for radioac bivltg ihould ba ipaclfled i< 

“air icrubber aga" ahauid ba alaboratad 

DAUISiA D Raglott 3. Chicago. Fual Facility 6Hatrrlalt Safaty 

Branch, 79/03/00 Opp 


— 790910007B Forward* comicbnti on Karr-McOaa dacommliilonlng plan W/o 
•nc I 

CATALANO. 0. R Vfiit Chicago. IL 79/03/14 Ip 


79091000S? Summary of actlvlblai of IL State Oaologtcal Surveg 6 data 
collactad in attempta to locata auitable lito for dltpnial 
of thoriuni'baarlng lolld uaptea from Karr-McOrr facllitu. 
CARTNRiOHT.K lllln.i)i:a. Btata of 79/01/11 3pp 


— 7909100094 Forward* "Linar* for Banltarg Landfill* k chemical 6 
Naaardou* Halt a Ditpoial Sitai," EPA-AC 0/9-70-0 09. Mag 1970, 
in raiponaa to 790314 naatlng rr dacoeimleilonlng at 
Ktrr-McOaa fadlltv N/p and 

DR rOALAU&Kl. C T Fnvlranmanta 1 Frotacti on Agency 79/02/16 Ip 


7909240114 Raquaiti amand to 790303 raquait re thorium raaldual* in 
Naat Chicago Daconnliiionlng plan far Nait Chicago faclElty 
ihouid ba raiotvad within ili month* of data of Itr, 

SPELMAMiH J. Haat Chicago, IL 79/04/18 Spp, 


DOCKET 40-2899 PATHFINDER MINES CORP 


7909220039 Amand* Licani* Sl/A-678 to change nama of llcaniaa. mod t f u 
gtllawcak* drying (• packaging duit collactlon iyi,4i 
barreling araa 

0CARANO,R A Radloiiatopa* Llcbnaing Branch iPrt 790901)1 

79/03/22 3pp 


7909290011 Rtconmand* approval of Fathflndar Hin'a Corp'i raquact for 
Amand 4 to Llcana* StfA-67S authorlilng mod* to duit 
collactlon igi larving ijanawcaka drytr l« packaging area, 

SCARAHOj R A I ROSSSACH. L H. Radio liotopa* LI canting Branch <Pra 
7909011 79/03/22. 4pp 


7909240849 Forwardt NRC poaltlon* ii lacond round raquait for add I info 
r# gaologg l< gtotachnlcal anginaarlng of tailing* ratintlon 
projact 

SCARANOiR A Radiol lotopai Llctnalng Branch (Pre 7909011, 

79/03/30 6pp 


;!909290176 Ravlau of 790316 raapon*t» to raquett* for Info hav* batn 
complatad A datarmlnad to b* Inadaqiiat* Foruard* raqweit for 
addl info r* probabla mac 6-h rainfall value k. araa draining 
into pond a«*aciat*d u/propo«ed Tailing* Dam Addition 4 
SCARANQ.R A Fual Proce** U Fab Branch 79/04/09 3pp 


790929048S Forward* raqutit for addl Info to complata radiological 
avifiinant for amand raquaat R«qu«iti raiponsa by 790S04 
8CAHAN0,B A Dlvliton of Fu»I Cyel* «i Material Safety 79/04/10 
4pp 


7908100029 Retpotida to 790330 1 tr Provide* clarification k addl info 
ra tailingi mod p lam. 1 nc 1 udlng area archeological 
Invantory. 

NUGENT, E.L Pathfinder Mine* Corp 79/04/20 27pp 


DOCKET 40-2407 FELLOWS MEDICAL MFO CQ , INC 


7909230119 Ratponta to FOIA raquait for Info ra Thorotratt.it* 
lican* Ing . manufac turt r* h llcani*a« Forward* record* 
contained In Doctat 40-2407 

FELTON, U N Dlvliibn of Rule* and Record* 79/05/09 ip 


--7909230132 Notlflai Source Matl Llctnie 0TB-678 for Fetlowi Kadi | cal f' 
Co Inc if tarninatad Forward* 691110 I tr, rad latlon survey fc 
•valuation rapt on Itotopa preparation 

HARMON, D F Atomic Energy Commlnlon (Pre 19731 69/12/09 Off 


—7908230197 Notlfla* of tituance of License C-919S for Teitagar (, C* 
authorlilng u*a of thorium otalata In mfg of Thorotrast t> 
Umbrathor 

DELANEV, U C Atomic Energy Commlitton (Pre 1979) 66/06/10 tp 


—7909230201 Notlfia* of itiuance of Llcenie R-19S for Teitagar 6 Co 
authorlclng u»« of thorium oialate in mfg of Thorotratt t< 

Umbra tor 

DELANEY, J C Atomic Energy Comniiiion (Pre 1979) 99/03/03 I) 


— 7909230204 Natl f lot of itiuance of Hconie 0-192 for Teiteger L Co.ln 
authoriilng thorium oaalate for use in mfg of Thorotratt k 
Umbrathor 

JOHNSON, L Atomic Energy Coinmlillan (Pre 1975) 96/12/07 ip 


—7909230214 Roquelt* termination of Llcenie 0TB-67a Bldg at 13S4 U 
Lafayette Boulevard, Detro 1 1, Ml ihould be relaaied from 
license for dettruction 

CARRIOAN, R H Fallow* Mad leal Mfg Co , Inc , Fa 1 lowi-Taitegar 
Div 69/12/03 Ip 


— 790323031? Raqueait rept indicating that radloac tivl ty limits of 69C&'' 
Itr have bean met Application for license amand to ba filid 
ra proposed activities at new location* End radloactiv* 
limit* sat 

HARMON, D F Atomic Energy Commiiiloo (Pre 1979) 60/OB/14 3pp 


— 7909230259 Raquatt* addl info on procedural for evaluating pcrionnil 
eepoture to airborne radioac t Ivi t y, in ratponia to 640911 
application for renewal of Llcenie STB-670 

LAYFIELO.R L Atomic Energy Oommliiian (Pre 1973), 64/tO/S2 

2pp 


—7909230284 Raquetti renaual at Llcenie 8TB-670 

CARfitOAN, R H Fallow* Medical Mfg Co , Inc , Fa 1 lowi-Taitagar 
Div 64/06/tl Ip 


— 79092303 ) 3 Raquaata mak quantity of louca matl ba change from lOD lo 
300 lb to maintain production lavali 

CARRIOAH, R K Fetlowi Medical Mfg. Co , Inc , Fat lowi-Tattager 
Div, 63/02/07 Ip 


— 7903230320 Advitae that licaniae dlaolvad 680831 Merger approved 
w/F*llnu* Medical Mfg Co, Inc New name at of 630101 it 
Fal lowi-Taitagar Co Offlciri remain tame, except for 
lacratary k treaaurar potltion* Mfg to be don* in Oatrolt 
CARRIISAN.R H Fa 1 1 oui Medical Mfg Co . Inc > Fa 1 loui-Taitagar 
Div 62/12/31, ip 


—7909230342 Repeat* 610921 riquatt for info re llcanaa ranewal'to 
detarmina if aource metl uaa maati 610213 criteria 
NU8SBAUMER, 0 A Atomic Energy Commltslon (Pr* 19791 61/09/33 

tg, 


—7909230349 Ctariflea that raquatt; it for ranawal of licenta, as opPSiH 
to application for new llctni* 

CARRIOAH, R H Fallows Medical Mfg Go , Inc , Fal Ipws-Taatager 
Div 61/09/03 Ip 
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"7909230349 R« 4 uait« Info naceisary far application for renewal of 
Lieenit R-1S2 Application <nutt include max quantltlg of matl 
to bo potioooodi safeguard procedural I Ist of eurveg 
tnotrumenti It methode of radioactive uaite dlaposal 
NUSSBAUMERi 0 A Atomic Snargg Commleeton (Pre 1979) bl/OS/02 
Ip 


—7909230331 Requeat* renewal of License R-192 

CARRIOANiR H. Fellows Hadlcal Hfg Co < Inc i Fe 1 low«-Teo tagar 
Olv 61/03/28 ip 


—7909230352 Requests renewal of License R-192 

CARRIQANiR H Fellows Medical Hfg Go > Inc < Fe 1 lous-Testagar 
Olv 60/06/02 tp 


—7909230397 Requests renewal of License R-192 

CARRIOANiR H Fellows Medical Mfg Co i Inc i Fe 1 lows-Tes tagar 
DlV 99/02/ IS Ip 


--7909230370 Responds to 380314 request for Info re License R-192 Thorium 
oseiate to be used for medical profession Personnel handling 
matt wear gounsi protective masks b work in Isolated rooms 
Matl measured sotelg bg badges 

CARRIOANiR H Fellows Medical Mfg Co i Inc i Fe 1 lows-Tes tagar 
DlV 98/04/10 3pp 


—7909230374 Responds to licensee 990320 Itr Requests submittal of Info 
requested In NRC 990314 Itr before renewal of source matl 
license can be considered 

DELANEY) J C Atomic Cnergg Commission (Pre 1979) 99/04/01 Ip 


—7909230390 Application for renewal of Uicenso R-192 aulhorlilng use of 
thorium oicalats In e-rag media 

CARRIOAN.R H Fallows Medical Mfg Co , Inc < FeUows-Tes tagar 
Div 96/11/26 3pp 


—7909230139 Forwards renewed Source Matl License 8TD-670 

HARMON) 0 F Atomic Energg Commission (Pro 1979) 69/03/05 Ip 


—7909230149 Source Matl License 8TD-67S for Fellows Medical Mfg Coi 
Inc authorlilng use of ttiorium as described in 690216 
appl Icatlon 

HARMON) D F Radioisotopes Licensing Branch (Pre 790901) 

69/03/04 tp 


—7909230190 Forwards renewed Source Matl License 8TD-678 

NUSSBAUHERi 0 A Atomic Energg Commission (Pre 1979) 69/04/12 

>P 


—7909230160 Source Matl License STB-67a for Fel lows-Tes tagar Co 
authoriilng use of thorium as described In 610607 b 
610810 applications 

,e Radioisotopes Licensing Branch (Pre 790901) 69/04/12 2pp 


—7909230164 Forwards Bourca Matl License aTO-670 

NUa80AUMER)D A Atomic Energg Commission (Pre 1979) 63/01/23 

tp 


—7903230177 Source Matl License 8Tn-670 for Fel lows-Testagar Co 
•uthoritlng use of 0 b thorium as described in 610607) 

610727) b 61091S applications 

NUaSDAUMSfi) D A Radioisotopes Licensing Branch (Pro 790901 I 

63/01/23 Ip 


—7909230183 Forwards Source Matl License 8TB-404 

NUaSBAUMER) D A Atomic Energg Commission (Pre 1979) 61/06/29 

Ip. 


—7909230193 License 8Ta-404 for Testagar b CO) Inc authoriilng use of 
thorium as described in 610607)610727) b 61001S application. 
NUSBBAUMER) D. A Rad la isotopes Licensing Branch (Pre 790901 ) 

61/08/29 Ip 


—7909230226 Notifies of equipment for mfg of Thorotrast to be 
dismantled) moved) or disposed within next two months 
CARRIOANiR H Fallows Medical Hfg Co i Inc > FeUows-Tes tagar 
Div 68/08/07 Ip 


—7903230233 Application for renewal of License 878-678 euthariilng use 
of osalate In mfg of sterile x-rag contrast medium 
CARRIOANiR H. Fallaus Medical Mfg Co > Inc , Fe Uews-Tesbagar 
Olv 68/02/16 2pp 


— 7909230280 Approves ectension of time for submission of Info requested 
In 641022 Itr 

LAVFIELDiR U, Atomic Energg Commission (Frt 1979) 64/11/12 Ip 


— 7909230261 Aek receipt of AEC 640818 Itr Evaluation of personnel 
radiation sxposura accomplished bg readings of personnel 
badges b urine analgsee Lab wiped down ptrlodicallg Surveg 
ene 1 

CARRIOANiR H Fellows Medical Mfg Co i Inc ■ Fellowe-Testagar 
Olv 64/09/1 1 2pp 


—7909230270 Requests addl Info on procedures for tvaluating ptreonnel 
siposurs to airborne radi oac t ivl tg b alrborns activity in 
sihaust fan effluent) in respontt to 640719 application for 
renewal of License 6TD-670 

LAYFlELDi R L Atomic Energg Commission (Pre 1973) 64/08/10 

app 


—•7909230276 Application for renewal of Llcentt 8TB-67B authoriilng use 
of thorium oxalate in mfg of sterile r-rag contrast 
CARRIOANiR H Fellows Medical Mfg Co t Inc i F# I lowe-Tistagar 
Olv 64/07/19 2pp 


—7909230291 Requests replies to AEC 630312 questions Amend to Lietnea 
8T0-678 to be filed’ on Form AEC-2, 

NUSSBAUHER. D A Atomic Energg Commission (Pre 1979). 63/07/29. 

IP 


—7909230299 Inquires uhetlier current source matl license needs to bo 
emended to Incorporate handling of Th-320 for ANL. 

CARRIOANiR H Fellows Medical Mfg Co i Inc i Fe 1 laws-Tastagar 
Olv 63/07/08 Ip 


—7909230306 Discusses AEC 630312 Itr requesting eddl Info re application 
for amend of License STG-67S Dstrolt Health Dspt callad to 
assist In eva 1 ua 1 1 on. 

CARRIOANiR H Fellows Medical Hfg Co , Inc. ■ Fe Uawe-Tietager 
Olv 63/04/16 Ip 


—7909230312 Requests addl Info re amtnd of License 8TD-678 authoriilng 
use of addl 200 lb of thorium Raquiret deecrlptlon of 
proceduras for evaluating personnel exposure to airborne 
aettvitg b decontanlna tlon control within leb 

NU868AUMER) 0 A Fellows Medical Mfg. Co ■ Inc i Fellcws-Testagar 
Olv 63/03/12 Ip 


— 7903230320 Submits info as amend to Parts 1)2 b 3 of 610607 application 
for License R-i32 Max quantltg of source matt to be posseted 
is too lb Dust inhalation masks contain CR 72292 Comfo 
Respirator duet filter 

CARRI(}ANiR H Fellows Medical Mfg Co i Inc.i Fe 1 tewf-Tei tagar 
Div 61/09/10 2pp 


— 7909230332 Informs license not get received Requests issuance of 
licente or reasons for not ricilvlng llctnst. 

CARRIOANiR H Fellows Medical Mfg Co i Inc i Fe 1 lows-Tsstagar 
Div 61/07/27 tp. 


--790923033B App I iee for renewal of Lleenee R-193 

CARRIOANiR H Fellows Madlcat Mfg Co , Inc ■ Fe 1 lous-Testagar 
DlV 61/06/07 2pp 


— 79O923(}30O Ack receipt of AEC 990314 Itr rs renewal of License R-1S2 
Intp indicates controli b eefetg precauttone in order 
Inquires whsthsr written rept of insp desired 

CARRIOANiR H Fellows Hsdtcal Hfg, Co,, Inc, i Fs 1 lows-Tes tagar 
DlV 99/03/20 ip. 


--7909230396 Requests add! info on actlvlttssi safeguard procedures, survaif 
instrument description b method of watte disposal) In 
response to 800304 application for renewal of License R-i92 
DELANEY, JC Atomic Energg Commission (Pre 1979) 90/03/14 Ip. 


--7908230399 Requests renewal of License R-192, 

CARRIOAN/R.H Felloui Medical Mfg Co , tne i Ft Itoue-Testagar 
Div 90/O3/*O4 Ip 


DOCKET 40-3392 ALLIED CHEMICAL CORP 


7909220109 Forwards info requasted bg NRC 790119 Itr b 790226 mtmo re 
compliance of Hetropo 1 1 ■■ IL Norks w/requlrements of 
40CFRt90 Stock emission b lung fluid selubllitg data anct, 

NEMMANiR. I. Allied Chemical Corp. 79/03/22. 2epp 


7909290693 Ack receipt of 790410 Itr informing NRC of stape taken to 
correct violations noted in IE Insp Rept 40-3392/79-Oi 
DAVISiA. B Region 3, Chicago, Fuel Facilitg b Hatarlals Safatg 

Branch 79/04/26 Ip 
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— ?*?05a906AJ Rtiponili to NftC 7'903a3 ItT r* violation* not»<} In IE Itisp 
ftapt 40^3392/79-01 Corroctlva action* praparatlon of OA 
■nanuat< nou atr lampHnf llnat (natalliif t> nau con»tant air 
fflonltor Installed 

THQHASiJ H All fad Ch ami cal Carp > Hue I far Sarvlcaa Div 
79/04/10 3pp 


DOCKET 40-3453 ATLAfl HINEBA1.3 


790S240300 Sumnary of 790402 mating «i/Atlai tlinirali Corp re 
reclamation luratg arrangiaianti Itcmfiad cost braa kdoun ul 11 
tf conducted to flnaliie surety potting procati Followup 
meeting tcnadilled for 790427 to flnallie euraty arrmngeirent 
DANEEl-S^ft (1 Utah* State of . 79/04/02 Ip 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERB 


790S2a0&9l Forward « IE Insp Hept 40-4492/79-01 on 790301 No 
none amp I la nee noted 

BHOHH> 0 0 Region 4< Dallat* Office of the Director 79/03/19 

6pp 


— 7909230A93 IE Imp ftept 40-4492/79-01 on 790301 No noncompl lance noted 
Kajor areas Inspected talilnge area t< retantlon dan 
NfLBQHH.L . BROUN. 0 D Region 4. Dallas. Fuel Facility & 

Hatarlali Safaty Branch 79/03/14 App 


7909020222 Hydrologic englnaerlng Info requaetad on 790226 hai been 
sdnt by coneu 1 tante. but will bo resubmitted tscond time 
JACKSON.F 0 > WRIOHT.K. H Federal American Partners 79/04/04 
Spp 


7909070032 Forwards rapt on radiological tissue analyst e of VlY animats 
ti reft of five environ monitoring stations. 

JACKSON. F 0 Federal American Partner* 79/04/04 2pp 


— 7903070037 "Radlolog leal Tissue Analysis of Bel acted Plants 6 Animals 
Collected from UY U Districts." 

KEKININOTDN.O 8 • DOEflOES.J E Uyomlng. Unlv of 78/10/31 6Spp 


7903240444 Forwards Info re radiation monitoring program for total 
parti culatasrRn-222.Th-'230.Ra-326.Pb-21'0 U natural U 
JACKSON. F D Federal American Partnars 79/04/30 t9pp 


7903240792 "Supplemental Osotechnical Investigation 4i Stability 
Analysis for Propoiad Tailing Dam 2 " Overs 1 red drauings 
end 

• Federal American Partner* 79/04/30 47pp 


DOCKET 40-4602 HORTON RANCH URANIUK MILL 


7909100407 Comnsnt* on DES for facility No significant anvlron impacts 
in areas of agency's concern 

HCINEMANMiJ H Federal Energy Regulatory Conumlsslon 79/03/16 Ip 


DOCKET 40-663? PETBOTOMICS CO.. OETTV OIL 


7909180616 Bummarg of 790228 maatlng u/Patrotonics in Silver Bprlng.HD 
re upgrading of environ tc effluint monitoring program. 

LINEMAN. J J Assistant Director fay Uasta Hanagement (Prs 790301) 
79/04/19 2pp. 


7909100284 Forwards raqussted Info to update environ monl taring 
program One ovarslted drawing and 
PFAFFiS J Petrotomlcsi Inc 79/04/20 tlpp 


7909240948 Notifies of withdrawal of raguest for const mod of tailings 
dam Mill continue to fallow original design approved on 
780602. 

MHITHAN.J H Petrotomlcsi Inc 79/04/24. tp 


DOCKET 40-7086 ARMY. DEPT. OF 


7909310001 IE Insp Findings (< Licensee Act dtd 790226-0301 of License 
BUS- 734. Insp find logs; no Item* of noncamp 1 ianct found 
» Region 4. Dallat. Office of the Director. 79/03/01, Ip 


DOCKET 40-8027 KERR-MCOEE CORP 


7909090003 Notifies of Amend 3 to License SUB- 1010 to indud* 
deeammltsioning plans t< financial surety arrangements 
Requests correction of former amend numbers M/ravlsw of 
decomml SI 1 onfng plan 

CROU.U T Fuel Process 6 Fab Branch 79/03/36 2pp 

7909090008 Revlaw of License SUD-1010 amend appllcatlnn for futuri 
dacomnlssionlng plan 

CROUi U T Fuel Process & Fab Branch 79/03/26 3pp 


7909090429 Forwards application for Amend 2 to License BUB- 1010. dt i 
780303. detal 1 Ing plans for newly treated raffinate storage 
pond 3 Minor amend fee U oversized drawings end 
SHELLEY. U J US Nuclear. Inc 79/04/04 19pp 


7909290479 Notifies of amend to License 8UB-1010. author 1 1 Ing lest 
dletrlhution of barium treated neutralized solvent 
ectraction rafflnats over Kerr-HcOee owned land 
CRQW.M r Fuel Process 6 Fab Branch 79/04/13 2pp 


DOCKET 40-8039 COTTER CORP 


7909290067 Confirms 790316 request for radiological survey of flldis 19 
of former Cotter Corp property In Hate luood. HO Property 
previously released for unrestricted use Requests addl 
samples from Bldg 1 

CRON. H T _ Fuel Process 6 Fab. Branch 79/04/16 Ip 


OCKIKET 40-0064 EXXON MINERALS CO 08A, EXXON CORP 


7909290096 Forwards requested Info on Monitor Wells 0-9 at new solutlc 
mining R&O site, tc plot plan of RtD site showing relative 
location of leach field & monitor wells 
FREEHAN. H 0 Ecion Klnerals Co .USA 79/04/04 3pp 


7909230938 fiopt for first quarter 1979. Inc lud tng plot plan of flbO sHi 
itirll field, summaries of monitor welt valves 6 sample well 

analysts 

FREEMAN.HD Eexon Minerals Co .USA 79/04/19 19pp 


DOCKET 40-ai02 EXXON MINERALS CD USA. EXXON CORP 


7903300691 Safety evaluation supporting amend to License BUA-1139 ie 
permit solution process mining of U 

COOPERSTEIIf.ft Fuel Process 6 Feb. Branch 79/01/29 29pp 


7909190070 Confirms 790323 Celcon re sandblasting of equipment which 
caused unrestricted reltaee of airborne soluble li 
Radioactivity removed from room by wiping Forwards urine 
analyses from esposed employees U/o end. 

ORTLOFF.O D. E**on Minerals Co ,UaA 79/03/24 3pp 


DOCKET 40-8136 ARMV.PEPT OF. CQMMUNICATIDNS 6 ELECTRONICS HATCHIAL 


79D9100374 IE Insp Findings <• Licensee Ack.dbd 790306. of Licenses 
39-O1O2S-O0. 29-01032-11.29-01022-12. BUB-1190. 8MB-1327 «. 
BNK-1327 Insp findings no noncompl lance noted 

FRIEDHAN.L F. Region 1. Ph 1 ladtlph la. Office of the Director 
79/03/06. ip. 


DOCKET 40-8492 BEAR CREEK HININO CO 


7903230304 Notifies of individual's overexposure to airborne natural U 
on 790223. Caused by eaployaa caretassness which craated 
large cloud of dust orlng vane feeder repair in yallowcalte 
dryer anc losura. Suparvlslon of area Increased 
BAKER. J R Bear Creek Mining Co (subs of Kennecott Corp i 
79/03/09 2pp 


7909100223 Forwards angistesrlng it reclamation drawing* which provide 
details of ravtead operational t. reclamation features of 
mill tailing* disposal sys for Licanta 8UA-1310 
ANOREUSift. D Rocky Mountain Energy Co. 79/04/06 Ip 
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7709100233 Foruardt aver* 1 ted draining ihatuing telling reenrvolr after 
reclametloni per 790406 requeet Drainage from tailing cover 
ravened to flou aouth to dlveriion cut Oaienstream dam 
reducad in elope frcm 3 1 to 9 1 Overslted drainings anc 1 
ANDREUSiR D Roctij Mountain Enargg Co 79/D4/06 3pp 


7909S4O2S3 Foruarde requested floin sheet for mill process Changes 
relate to process efflclencg Improvements or necessarv 
additions to handle tolled ore Overslted draining oncl 
ANDREWS, R 0 Roekg Mountain Energy Co 79/04/17 Ip 


DOCKET 40-eS0a IRIOARV MINE, WYOHINO MININO CORP 


7909190B06 Recommende Amend 1 to Llcenso 6UA-134i be approved to 
authorise in situ U solution estractlon b recovery of 
natural U using calcium-magneslum-carbanate/blcarbonate h 
oildant sys within licensed solution eictractlan area 
COOPER8TEIN, R ■ BCARANO, R A Rad 1 o Isotopes Uicenslng Drench (Pro 

7909011 79/04/10 3pp 


7909240267 Forwards 790409 Itr to DOE requesting mod of WY State Mine 
Permit 478 

QCHENDEL, K R Wyoming Mineral Corp 79/04/36 3pp 


DOCKET 40-8984 UNION 76 MINERALS EXPLORATION CO 


7909190624 Summary of 790306 meeting u/Mlnerala Eiploratlon Co in 
Silver SprlngiMD re minor amends to License SUA-1390 ti 
prcoperatlonal monitoring program 

LINEMAN, J J Aseistant Director for Haste Management (Pro 790501) 
79/04/16 2pp 


7909110019 Informs that tnanpouer etponditure required for review of 
Amend I to License QUA- 1390 calls for smaller amend fee than 
fee which was sent Refund will be made 

MILLER, W 0 License Fee Management Branch 79/04/24 tp 


DOCKET 40-8602 UNITED NUCLEAR CORP 


7909140941 Responds to NRC 790409 request Bubml Is summery of United 
Nuclear Corp/Teton Eiploratlon Drilling Co/TVA rept re 
planned U milling facility at Horton Ranch property 
WOLFF, C E United Nuclear Corp 79/04/13 2pp 


7909030363 Responds to 790416 request Forwards revisions 6 additions 
to application for U mill license W/four oversized drawings 
WOLFF, C E United Nuclear Corp 79/04/20 7Spp 


7903290063 Forwards revised app 1 lea t Ion, i n response to 790423 request 
Some mods were made to U milling application in lieu of 
inclusion in source matl license 
WOLFF, C E United Nuclear Corp 79/04/23 7pp 


DOCKET 40-8663 NUCLEAR DYNAMICS, INC 


7909220029 Amends License 8UA-1331 to authorize use of alternate 
ammonium carbonate/b Icarbonate llxlvlant eye In R6D U 
solution extraction program 

CROW, W T Fuel Process. 6 Fab Oranch 79/03/30 Ip 


7909240899 Evaluates licensee request to authorize In situ U 
solution extraction field teste w/ammonium 
carhonatf/btearbonate t, oxidant sys. 

COOPERBTEIN,R . CROW, M T Radioisotopes Licensing Branch (Pre 

7909011 79/03/30 2pp, 


DOCKET 40-8681 BNEROY FUELS NUCLEAR, INC. 


7909240301 Requests c tar If Ication of ElB re air pa I lutlon. N/7901SS 6 
981207 Internal corretpondence 
HANSEN, R C Utah, State of 79/01/31, 4pp. 


7909300163 Comment* on preliminary ease rept for EnirSV Fuel* White 
Meta U Mlll.DQI memo re prafeaslonal con* Idiratlon* 
surrounding nonaequeous burial of archeological «lt* end 
REAVES, R Interior, Dept of 79/04/06. 2pp 


7909290201 Forward* “Research Design for White Heea Archaeological 
Project " 

CASJENS.L. Utah, State of 79/04/09. 23pp. 


7909290168 Comment* on DE8 classification of contaln«rs a* Type A is 
done by shipper, nob DOT. 

RIEDEL, U.R. Coast Ouard, Transportation, Dapt of 79/04/12 Ip. 


7909300132 Forwards supplemental ar c hoc log leal rept re stockpile area 
to east of tailings area 

BAKER, C E Energy Fuels NucUar. Inc 79/04/16 16pp 


7909240944 Forwards rept re findings of recent arch aolog ica I survey of 
eastern half of northeast quarter of Section 33 No further 
archoo log leal uor k required 

BAKERiC E Energy Fuels Nuclear, Inc 79/04/29 6pp 


7909310089 Summary of 790409-11 trip to ORNL to revise DES reflecting 
f Ina 1 1 zed NRC comments 

TRADER, E A Radioisotopes Licensing Branch (Pre 7 9050 1 ) 

79/04/26 Ip 


7909240290 Forwards requested eligibility determlnat ton for earth dam 
in San Juan CountyiUT to be included in Nall Register of 
Historic Placet Info should be integrated Into. NEPA 
analysis 

MURTACH.W J Interior, Dept of 79/09/01 I4pp 


--790S240S92 Requests determination of area eligibility as archaeological 
district for Natl Register Forwards State of UT 790104 Itr 
documenting eligibility 

eCARANO,R A Fuel Process b Fab Branch 79/04/30 3pp 


7909010618 Ca(nnisiits on DEB. boundar las of Olen Canyon Natl Recreational 
Arta are Incorrectly shown 

DENNEDEN,M Q Woodward-C ly da Consultants 79/04/04 lipp 


7909300194 Comment* on DES recommends NRC contact Regional Director of 
Fish li Wildlife 8vc , Denver , CO for guidance re endangered 
American peregrine falcon 

MEIEHOTTOrL E Interior, Dept of 79/04/09 lOpp 


7909240698 Forward* documents containing comments & questions re 
DES (NUREO-0904>. W/o end 

R0THFLEI8CH, J. Division of Fuel Cycle ti Material Safety 79/04/10 
2PP 


7909190061 Requests approval of application for source matl license for 
Shooterlng Canyon O Project. Project would be beneficial to 
teonomleal Ilf depressed area 
MARRIOTT, D House of Rap. 79/04/11, Spp 


7909290942 Supports cone lue Ion* of DES <NURE0-O9O4l 
OARN,J Senate 79/04/13 Ip 


7909290023 Forwards DOI 790419 comments on DES. Requests appropriate 
rep ly 

ROTHFLEIBCH, J E Uranium Recovery Licensing Branch 79/04/13. 
ip. 


7909190994 Forwards 790110 Itr describing county economic conditions It 
significance of mtna-cslll complex ti towns ite. Eag *r to see 
project unileruay. 

MIDDLETON,© Oarflsld County, UT. 79/04/19, 4pp, 


7909240429 Approves proposed memo of agreement w/Whlta Masa>San Juan 
Coon t y, UT, oxc op t Items re obligations of developer 
KEENE, J P Utah, State of 79/09/03 Ip 


DOCKET 40-8693 OGLE PETROLEUM, INC 


7909100172 Forwards quarterly rept for License aUA-t336 
CATCHPOOLE, 0 J Ogle Petrol eum, 1 nc 79/04/10 53pp 


DOCKET 40-0698 PLATEAU RESOURCES. LTD 


7909070441 Informs of completion of EI8 review No comments at this 
time 

BARROWS.H L Agrlcul ture , Dep t of 79/03/12 Ip 


7909010977 Offers no specific comments on DES (NUREO-D904I 
MCMILLAN. 0 D Agrleu I tur o, Dep t of 79/03/30 Ip 


7909290042 Suggests granting source matl 1 Icensei projec t will help 
solve problems of economically depressed area 
COOKE, P 8 Utah, State of 79/03/30 Ip 


7909190303 Forwards UT state agency eommente on DEB 
ORtQOa.K Ifteh, State of 79/04/04 1 Ipp 


7909300130 Forwardi "Analyels of ahooterlng Canyon U Project 
LOCHSTET, W A Affiliation Unknown 79/04/08 iipp 
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7909100060 FoTvard* rilponte to eomnenti an DE.S Sugga*t;t revliad 
languaja for F£S 

SEUELL. R 8 Plateau Raeourcei. Ltd 79/04/24 35|i(> 


DOCKET 40-07 J4 CLEVELAMd CLIFFS IRON CO 


7903230012 Sumtnerg of 790410 (nesting (u/CTeve Isnd-Cl if f s Iron Co in 
Silver 8prlng>hD re nource rastl license for Collins DraiiriUV 
s 1 t«i eppt Icetit 't draft redietlon menuali mins permit 
eppllcetlon (• guidelines for U setrectlon RliO 
CDGPERSTElNi R Radioisotopes Licensing Branch IPra 7909011 

79/04/13 2pp 


DOCKCT 40-0721 ROCKY KQUHTAIN EHEROY CO 


7909190634 Sumnarg of 790320 eiseting u/Rockg Hountaln Energy Co in 
Silver SprlngiKD re commercial scale U solution eitraction 
proposal 4< environ rept 

COOPERSTEIiNift Fuel Process 6 Fab. Branch 79/03/20 2pp 


DOCKET 40-8722 BflUSH-UELLHAM. INC 


7903300903 Responds to 790412 tslcon Violation of health stds has 
nivar been documented at plant 
ANDERSON. L F Utah. State of 79/04/13 Ip 


DOMESTIC LICENSINC OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 90-2 UNIV OF HICHIOAN RESEARCH. REACTOR 


J Insurance V indemnity Information 


7903160341 Forwards Amend ID to Indemnitg Agreanent E-24/per 10CFR140 
changes.re Increase from 4140 million to 4160 mllHoni 
effective 790301 Supporting dacumentat Ion end 
SALTZMAN. J Antitrust b Indennlbu Croup 79/03/01 Spp 


P Operating license stage documents b correspondence 


7903090298 Reguests eiemption of small ituantltics of 3NN from proposed 
upgrade rules for research reactors 
BURH.R R Michigan. UnlV of 79/09/04 Ip 


7903090367 Reguests eiemption for email i^uantitles of SNM from proposed 
upgrade rule for research reactors 
DURN.ft R. Michigan. Univ of 79/09/04 Ip 


7903230402 Forwards OA program b procadures for handling 0HI-1 shipping 
pactaga 3937 

KERR.M Michigan. Only of 79/09/14 ip 


— 7903230406 OA program for Ford Nuclear Reactor 
* Michigan. Univ of 78/05/14 lapp 


DOCKET 90-3 INDIAN POINT STATION. UNIT 1 


0 Adjudicatory corr aspondanco 


7903170162 Faruards compilation of Board notifications re licensee 
regulatory parformanco evaluation for dletributlon to all 
appropriate licensing hoards 
PATON.H D Branch 4 79/02/20 22pp 


U Insurance b Indemnitg Information 


7903070497 Confirms Increased llabllltg limit to 4124.000.000 for 
policies NF-1.29,4a,76>03. 100. Ill, 140.146, 151. 161.164. 170. 

173, 174, 170, 179. 100, 102, f09i lB6i 107, 100, 189. 192. 193. 194. 199, 

197. 198,200,201. 204.206,207.203. 210,212, 214. 219<b others 
DUATTRQCHHI, d, American Nuclear Insurers 79/08/01 Ip 


7903070302 Confirms Increase In llabllltg limit to 436,000.000 for 
potlclse MF-22i26, 29, 39,39,44,46, 47. 49,50.91, 52.33,34,33,36, 

97, 90, 60, 61, 64, 66, 67, 60, 69, 70, 71, 72, 74, 76, 77, 79. 79, 00, 06, 07, 
00,90,91,92,93,94,93 b 96 

ROBERTS, D. H. Mutual Atomic Energy Liability Underwriters, 79/03/01 

Ip 


7903140407 Forwards Amend 21 to Indamnltg Agreement B-19 per tOCFRlAO 
ehangee.re Increase In Uabllitg itituranee from 4140 million 
to *160 million, effectlv* 79030 L Supporting documantatlon 
end. 

SALTZMAH.J, Antltruit b Indamnltg Oroop 79/03/01. App. 


P Oparating license stage documents b corrtspondence 


790S070349 Act receipt of NRC 790412 Itr Willing to cooperate In 
planned analysts scheduled for woet of 790906 

CAHILL, U J Consolidated Edison Co of New York 79/04/30 Ip 


0 Inspection reports, IE Dulletlns b correspondence 


790S030272 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanls " 
ORIER.S H Region 1, Philadelphia. Office of the Director 
79/03/26 tp 


790S29024S Responds to IE Bulletin 79-03 re longitudinal weld defects 
In certain pipe spools mfg by Youngstown Welding b 
Engineering Co Piping not used In Unit 2 Info an Unit 1 will 
be provided when returned to svc 

CAHILL, W J Consolidated Edison Co of New York 79/04/13 2pp 


7903020390 Forwards IE Bulletin 79—07, "Seismic Stress Analysis of 
Safety-Related Piping “ Llceneae action required 
ORIERi B H Region 1, Philadelphia, Office of the Director 
79/04/14 ip 


7903030373 Forwards IE Qullotln 79— 06B, "Review of Operational Errors b 
Sys Misalignments Identified During TMI Incident " 

ORIERi B H Region 1, Philadelphia, Office of the Director 
79/04/14 Ip 


7903040103 Forwards IE Bulletin 79—00, "Events Relevant to Bolling 
Uatar Power Reactors Identified During TMI Incident " 

ORIER, 8 H Region I, Philadelphia, Office of the Director 
79/04/14 Ip 


7903010079 Forwerds IE Bulletin 79-09. "Falfuros of GE Typo AK-2 
Circuit Breaker In Bef ety-Related Bys " Licensee action 
required 

ORIER, 8 H Region 1. Philadelphia, Office of the Director 
79/04/17 tp 


— 7903010003 IE Bulletin 79-09, "Failures of GE Type AK-2 Circuit 
Brsatsr In Safety-Related Bys “ Estract of GE Svc Ltr 
l73(CPDDt9 3 snct 

e Offlcs of Inspection b Enforcement 79/04/17 tOpp 


7703010636 Forwards IE Bulletin 79— 06A, Revision 1, "Review of 
Operational Errors b Sys Misalignments Identified During TMI 
Incident ” 

ORIER, B H Region I, Ph Hade Iphia, Office of the Director 
79/04/ia Ip 


7703290177 Ack receipt of 790321 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Repti 90-003/70-13 b 
30-247/78-30 

SMITH. 0 H Region I, Philadelphia, Fuel Facility b Materials 
Safety Branch 77/03/04. 2pp 


•7903290185 Responds to NRC 790228 ltr re Violation noted In IE Insp 
Repts 30-003/70-13 b 30-247/78-38 Corrective actions 
developing techniques to avoid variables leading to badge 
anonal las 

CAHILL, U J Consolidated Edison Co. of New York 79/03/21 3pp 


•79O929O1B0 Forwards IE Insp Repts 30-003/70-13 b 30-247/70-30 on 
701227-29 b 770117-18 b notice of violation 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility b Materials 

Safety Branch 79/02/28 2 pp 


—7905290193 Notice of violation from Insp on 701227-29 b 770117-10 
« Region I, Philadelphia. Office of the Director 79/02/20 
If 


— 7903290196 IE Insp Rept 30-003/78-13 b 30-247/79-30 on 701227-29 b 
790117-18 Noncomp lienee noted failure to maintain personnel 
exposure limits in accordance u/iOCFR20 101 

NEELY, D. R , 8ERAS IAN, 0. A. Region 1, Ph 1 ladelph la, Office of the 
Director. CROCKER, H.W Region 1. Philadelphia. Foe! Facility b 

Materials Safety Branch 79/02/27 12pp 


R Periodic operating reports b related correspondence 

7909220376 Forwards affluent nonltorlng b Impingement data specified 
in Section 401 Certification for Apr 1979 

MONTI I U A. Consol Idatad Edison Co of Now York 79/03/10 17pp 


7903230392 Forwards dally record of fish colloctlons for Apr 1979 
H/daily species brsekdown b total wslght for Units 2 b 3 

Region 1. Phlladelph te, Office of tho Dtroctor 

79/05/14. Spp 
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79092303&S Forward! monthlv oparatlng rapt for Apr 1979 

CAHILL. M J Coniolidatad Edifon Co of N«u York 79/09/19 Ip 


"7909230367 Monthly oparatlng rapt for Apr 1979 

KAWULA. L Conaeltdatad EdUon Co of Mau York 79/09/04 7pp 


8 Raportable occurrancaa. LER« 4. ralatad corr a tpondanca 


7909220203 LEft 79-001 has been voided 

« Conaolidated Ed loon Co of Neu York 79/04/01 Ip 


7909220286 LER 79-003 has boon Voided 

« Coniolldated Edison Co of New York 79/04/01 Ip 


7909220288 LER 79-004 has been voided 

tt Consolidated Edison Co of New York 79/04/01 Ip 


7909220291 LER 79-009 has been voided 

« Consolldatad Edison Co of New York 79/04/01 Ip 


7909220294 LER 79-006 has bean voided 

a Consolidated Edison Co of Mew York 79/04/01 Ip 


7909220299 LER 79-007 has been voided 

« Consolidated Edison Co of New York 79/04/01, Ip 


7909220302 LER 79-008 has been voided 

• Consolidated Edison Co. of New York 79/04/01 Ip 


7909220309 LER 79-009 has boon voided 

• Consolldatad Edison Co of New York 79/04/01 Ip, 


7909220312 LER 79-010 has been voided 

« Consolidated Edison Co of New York 79/04/01 ip 


7909220313 LER 79-011 has been voided 

a Consolldatad Edison Co. of Now York 79/04/01 Ip 


7909190019 Forwards LER 79-012/04X-1 

CAHILL. U d Consolidated Edison Co of Mew York 79/09/10 Ip 


—7909190010 LER 79-012/04X-1 on 790213 actlvltg of precipitation sample 
esceedcd 10 times control station level Caused hg tritium 
releases from source asternal to facility Manufacturer in 
area has modified installation to prevent recurrence 
HASCtULLI.S Consolidated Edison Co of New York 79/03/10 3pp 


7909190021 Forwards LER 79-019/04T-0 

CAHILL.M, d Consolidated Edison Co of Now York 79/09/10 Ip 


— 7909190028 LER 79-019/04T-0 on 790409: ac 1 1 vJ ty of precipitation sample 
esceaded 10 times control station leval Caused by tritium 
releases from source ostornal to facility Manufacturer In 
area has modified Installation to prevent recurrence 
KA8CIULLI.S Consolldatad Edison Co of New York 79/09/10 2pp 


DOCKET 90-9 PEMNBYLVANIA STATE UNIV. RESEARCH REACTOR 


d. Insurance t. Indemnity information 


7909160328 Forwards Amend 14 to Indemnity Agreement E-10. per t0CFR14O 
changsstTs increase from 4140 million to 4160 million, 
effective 790901 Supporting documentation end 
BALTZHAN. d Antitrust 1. Indemnity Oroup 79/09/01 Spp 


DOCKET 90-6 BATTELLE MEMORIAL INBT RESEARCH REACTOR 


d Insurance & Indemnity information 


7909300069 Forwards Amend 14 to Indemnity Agreement B-6. reflecting 
change In 10CFR140 reflecting Increase in primary layer of 
liability from 4140 million to 4160 mill lon.effectlve 
790901. Supporting documentation end 

SALTZMANt J Antitrust It Indemnity Croup 79/OS/Ol 9pp 


7909240391 Forwards executed Amend 14 to Indemnity Agroement B-6t 
effect We 790914. 

STALL* D. H. Battelle Memorial Institute. Columbus Laboratories 
79/09/14. 2pp. 


DOCKET 90-8 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 
d Insurence indemnity Information 


7909300069 Forwards Amend 13 to Indemnity Agreement E-7. ref lectlng 
change in iOCFR140. Increasing primary layer of liability 
from 4140 million to 4160 million. effective 790901, 

Supporting documentation and 

SALTZHAN. J Antitrust & Indemnity Oroup. 79/09/01 9pp. 


7909310492 Forwards Amend 19 to Indemnity Agreement E-7. Requests change 
in addressee for correspondence 

BOHANNON. d R North Carolina State Univ 79/09/29 Spp 


DOCKET 90-10 DRESDEN NUCLEAR POUER STATION. UNIT 1 


0 NRC Draft/Final Environmental Statements, supple (. correspondence 


7903020234 Requests preparation of EI8 for proposed chemical 
decontamination experiment Forwards pertinent questions re 
radioactive corrosive products. waste burials 1. 
rad lohuc 1 id c-cholat Ing agents 
DHEY.K Affiliation Unknown 79/03/30 6pp 


F Security, medical, emergency h fire protection plans 


7903240421 Summariies 790320-22 fire protection review trip Areas 
Inspected physical separation of redundant safe shutdown 
equipment, f ire hazards tt facility protection features 
Forwards unansutred questions 6 positions 
DERDERIAN.L Plant Systems Branch 79/0A/17 llpp 


7903230097 No t If lea 1 1 on of 790900 meeting w/utll In Bethesda. MD to 
discuss fire pTOtectlan program 

O'CONNQRiP W Operating Reactors Branch 2 79/04/29 Ip. 


7903030366 Forwards moillfled physical security plan. Revision 3 Plan 
withheld (ref 10CFR2 7901 

LEE. D Commonwealth Edison Co 79/04/26 ip 


O Adjudicatory carrespandencs 


7903020523 Forwards petition requesting EIS be prepared on proposed 
decontamination experiments dsslgned to flush radioactive 
corrosion from reactor piping. H/FR notice 

DENTON. MR Office of Nuclear Reactor Regulation. 79/04/09 2pp 


— 7903020933 Plea for preparation of EIS on propoeed decontamination 
experiments designed to dissolve 1. flush out radioactive 
corrosion products from reactor piping 
OREY.K, Affiliation Unknown 79/03/19. 9pp. 


H Oensial carrespaiidence 


7903190673 Forwards K Drey 790319 Itr requesting that EIB be required 
before authorliatlon is granted to flush piping at facility. 

O'BRIEN. 0 M House of Rsp 79/04/04 9pp 


J Insurancs & Indemnity Information 


7909100163 Endorsement 99 to HAELU Policy MP-22 

OERASi T. Nuclear Energy Liability Insurence Association 79/03/27 

»P 


7909070497 Confirms Increased liability limit to 4124.000.000 for 
policies NF-1. 29, 43. 76. B3, 100, 111, 140. 146. 191. 161, 164. 170. 

173. 174. 178. 179. 180. 182. 189. 186. 187. 100. 109. 192. 193. 194. 199. 

197. 198.200.201.204. 206. 207. 200. 210, 212. 214. 219. 6 others. 
aUATTROCHHI. J American Nuclear Insurers 79/09/01 Ip 


7909070982 Confirms Increase In liability limit to 436. 000. 000 for 
policies MF-22.36, 29.38,37,44,46, 47, 49.90. 91. 92,93,94.99, 96. 

97. 98, 60.61,64.66, 67.69,69, 70,71.72, 74.76, 77,78, 79, 80,86, 87, 
88,90,91,92.93,94.93 1. 96 

ROBERTB.D M Mutual Atomic Energy Liability Underwriters. 79/09/01. 
‘P 


7909140404 Forwards Amend 21 to Indemnity Agreement B-IQ per 10CFR140 
changes, re Increase In liability insurence from 4140 million 
to 4160 ml 1 Hon, affective 790901 Supporting documentotlon 
end. 

BALTZHAN, J Antitrust U Indemnity Oroup. 79/09/01. 6pp. 
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P Dp»r*tln 9 licenn »tage iJocumants V eorreipo-niJsnt e 


7905030067 Foruarda Tiotta on 790302.13 S> 33 tonferenca teltona 
betuaari KFIC. tanaul tanta fc utH f bulletin "Palentlal 
Eiplnilve Oat Mlitorei At t umula t (oni Aaaotlated u/BHR 0#fgaa 
SVi □paratlena ” 

JPPOLITD.T A Operating fieactori Branth 3 79/OA7I6 4pp 


7905080337 Foruarda toptca deleted from agatemetic evaluation progratn 
revliu of facllltiea Re^ooiti revieu* fc Identification of 
ofTora uilthln 30 daga from receipt of 1 tr 

ZIEMANH, 0 L Operating Reactori Branch 2 79/04/16 7pp 


7904270366 Summarg of 790403 oieeting of 22 utils operating 37 
nuclear plants.ro planned use of RETRAH fISSS simulation 
program Requests iFiiettng u/NRC to aisure URC famlliarttg 
w/progran 

REED.C Commonwealth Edison Co 79/04/lB 2pp 


7905250324 Notifies that date for completion of solid waste handling 
sgs has bean delayed until 79(J430idue to lack of manpower 
for electrical work 

JANECEK. R F Commonwealth Edison Co 79/04/20 Ip 


7905010369 Forwards IE Bulletin 79“06A. “Review of Operational Errors I 
Sya Hi eal ignmonts Identified During TMl Incident " 

KEPPLERrJ O Region 3. Chicago. Office of the Director 79/04i'H 

Ip 


7903040334 Forwards IE Bulletin 79-06B. "Review of Operational Errors t 
Bga Hi sa 1 i g nment s Identified During TMI Incident " 

KEPPUER.J O Region 3. Chicago. Office of the Director 79/Ot/ll 
Ip 


7905040329 Forwards IE Bulletin 79-00. “Events Relevant to Dolling 
Hater Power Reactors Identified During TMI Incident " 

KEPPtERfJ O Region 3. Chicago. Office of the Director 79/04/14 

Ip 


7903030206 Forwards IE Bui la tin 79-09, "Failures of GE Typo AK-9 
Circuit Breaker In Befetg-Related &gt " Licensee action 
requ Ired 

KEPPLER. J 0 Region 3< Chicago) Office of the Director 79/04/17 

Ip 


7905040142 Forwards IE Bulletin 79-03B. "Nuclear Incident at 
TMJ-Suppl. “ 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/71 

dp 


7903040492 Notlflee of Intention to develop safety analgals using 
eilating computer codes Requests addl info 
8 CX.br ID, C H Commonwealth Edison Co 79/04/26 Ip 


7905090370 Reviews agstematlc evaluation program for shared engineered 
safety f eatures. ons 1 tfr emergency power it svc sys for 
multiple unit stations 

JANECEK, R F Commonwealth Edison Co 79/05/02 2pp 


7905140273 Summerliei status of completion of NPCl sys Dldg structure 
complete & most equipment is on site All concrete pourrd for 
north electric duct run.eieept for Manhole 4 
JANECEK, R F Commonwealth Edison Co 79/05/04 2pp 


7905250391 Forwards currant licensing open items status list 
REED.C Commonwealth Edison Co 79/DS/lB 1 Ipp 


—7905040198 IE Bulletin 79-038, "Nuclear Incident at TMI-Suppl " 
Supporting documentabloh end 

* Region 3, Chicago, Office of the Director 79/04/21 I2pp 


— 7903040170 ACR8 r bc ommenda 1 1 ons re 790320 incident at TMI Suggests bij 
priority be placed pn development of safety research on 
behavior of LHRs during anomalous transients 

• ACR9 - Advisory Committee on Reactor Safeguards 79/04/17 

2pp 


— 790S04020I Forwards ACRS recommendations re THI inc ident . prsiensed (s 
790417 

FRALEY. R F ACRS - Advisory Committee on Reactor Bafaguards 
79/04/10 Ip 


Q Inipectlon reports, IE Bulletins 1. correspondence 


7905020421 Forwards rssponie to IE Bulletins 78-12 6 70-12A, "Atypical 
Weld Hatl in Reactor Pressure Vessel Welds " 

REED.C Commonwealth Edison Co 79/03/22 IDpp 


7905010236 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safety-Related Piping " 

KEFPLER.JO Region 3, Chlcagd, Office of the Director 79/03/23 

>P 


—7905040221 In response to NRC 79041B ttr. states 790417 ACRS 
Tacommendations apply to all PWRs.but wore not Intended to 
require ImmcdlabB changes Plant mods should be made aftor 
study of effects on overall lafotgiTHI escluded 
CARBON. h X ACRS - Advisory Committee on Reactor Safeguards 
79/04/20 2pp 


7905240633 Forwards responses to IE Bulletin 79-07 requesting Info re 
seismic analysis of safety-related piping Reanalysls 
Indicates tnsthod of intramadal combination has little effect 
on pipe stresses t. equipment support loads 
REED.C Commonwealth Edison Co 79/04/24 4pp 


7903030370 Forwards IE Info Notice 79-07. "Rupture of Radwaiba Tanks ■“ 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/36 
Ip 


7903010133 Forwards IE Info Notice 79~0B, "lotorconnectlon of 
Contanlnated Bye w/Bvc Air Sys Used as Source of Breathing 
Air " 

KEPPLER, J.O Region 3. Chicago, Office of the Director 79/03/2B 

Ip 


7905010384 Forwards IE Info Notice 79-09, “BpUl of Radioacbl vely 
Contaminated Resin '' 

KEPPLER, J 0, Region 3, Chicago. Office of the Director 79/03/30 

Ip 


7903030013 Forwards IE Bulletin 79-06A, "Review of Operational Errors 6 
Sys Kisallgnments Identified During TMI Incident " 

KEPPLER, J.O Region 3. Chicago. Office of the Director 79/04/li 
IP 


790524044a Forwards IE Imp Rapts 30-010/79-07,30-237/79-09 tc 
30-249/79-07 on 790306-07,0312 l< 0323, No noncompl lance 
noted. 

DAVISiA.B Region 3, Chicago, Fuel Facilltli & Hatarlalt Safety 

Branch. 79/04/11 2pp, 


— 7903240494 IE Insp Rapts 30-010/79-07, 50-237/79-09 4- 50-249/79-07 on 
790306-07,0312 1. 0323 Na noncomgl lance noted Major areas 
Inipec ted. internal audl ti, aff el te support agaticg 
coordination, emergency factiltles, training tf drills 
ORANT.M B r EBSIO, T H Region 3, Chicago, Office of the 
Director, 79/04/05 5pp 


790S2SO2O6 Ack receipt of 790416 Itr Informing NRC of steps taken 1« 
correct violations noted In IE Insp Repti 50-010/79-04. 
50-237/79-04 t< 90-249/79-04 

HIND, J A Region 3, Chicago. Safeguards Branch. 79/04/26 If 


— 7905250213 Responds to NRC 79032B Itr re violations noted In (£ Imp 
Rapt* 30-010/79-04,30-237/79-04 ti 80-249/79-04 Corrective 
actions withheld <ref lOCFHB 7901 
REEOtC Commanweal th Edison Co, 79/04/16 Ip 


790S1S0148 Forwards responses to IF Bulletin 79-06A, Revle 1 on I, re 
BUR events Identified during TMI-2 Util has formed task 
force to review BWR events 4, recommend corrective action, as 
required 

REED.C Commonwealth Edison CO 79/04/27 22pp 


790S300242 Responds to IE Bulletin 79-04 No 3,4 or 6-lnch Velan swing 
check valves are In use at Dresden or Quad-Cltlei Review of 
Zion has identified use of valvts In same piping sys but 
review is incomp 1 ete. Ml 1 1 rept later 
REED. C Commonwealth Edison Co 79/05/01 2pp 


7903140469 Forward* IE Circular 79-07, "Unexpected Speed Increase of 
Reactor Recirculation Motor Oenarator Bet Resulted in 
Reactor Power Incroase '' 

KEPPLERrJ 0, Region 3, Chicago. Off its of the Director 79/0J/« 

Ip 


— 7903140492 IE Circular 79-07. "Unexpected Bpeed Inereasa of Rsatlor 
Rec ircula tion Motor Generator Bat Resulted in Reactor Power 
Incrsace " 

0 Region 3, Chicago. Office of the Director. 79/0S/02 6pf 


7903250260 Re e ponds to IE Bulletin 79-03 re welding defects in certain 
longitudinally welded pipe spools Plentt Inspeetedjno pipe 
found. 

REED.C, Commonwealth Edison Co, 79/04/12. 2pp. 
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W Periodic operating reports fc. related corretpondence 


^9'0i3|6Q354 Foruardt msnthli operating ropt for Apr 1979 
BTEPHENBQNi B B Commonwealth Edi»on Co 79/03/0H Ip 


“—7903160389 Konthlg operating rept for Apr 1979 

CIESZKIEUICZ.S ComiROnuealth Ed lion Co 79/09/03 SOpp 


Docket so- 12 LVNCHByso pool reactor 

sf Insurance (> indemnity Information 


7905070497 Confirms increased llabtlitg limit to ♦124.000.000 for 
policies NF-t. S3. 43,76.83. 100. Ill, 140. 146. tSt, 161. 164. 170, 

173. 174. 178. 179, 180, 182. 19S, 186, 187. IflS. 189, 192, 193, 194. 198. 
197. 198.200,801.204,206,207,208.210,212.214.215,6 others 
QUATTROCHHI. J American Nuclear Insurers 79/03/01 Ip 


DOCKET 30-13 BABCOCK 6 WILCOX CO CRITICAL FACILITY 


J Insurance b indemnitg Information 


7909070497 Confirms Increased llabilltg limit to »184.000. 000 for 
policies NF-1,35, 43. 76.83. 100, 111, 140, 146, 151. 161. 164. 170. 

173. 174, 178. 179. 180. 182. 189. 186. 187, 18S. 189, 192, 193. 194. 199. 
197. 198, 200, 201. 204. 206. 807. 20Q. SIO, 212, 214, 21 S. 6 others 
QUATTRQCHHI. J American Nuclear Insurers 79/09/01 Ip 


7909300714 Forwards Amend 19 to Indemnity Agreement B-0.per IOCFR140 
changes. re increase from 6140 million to 6160 million, 
effective 790901 Supporting documentation end 
9ALTZKAN. J Antitrust b Indemnity Oroup 79/09/01 8pp 


7909290427 Forwards esocuted Amend 1 to Indemnity Agreement 0-2 b 
19 to Indemnity Agreement D-8 

□LSEM, A F Babcock b Wilcox Co 79/03/21 3pp 


Q Inspection reports. IE Bulletins b correspondence 


7909070189 Forwards IE Bulletins 79-08. 79-08A b 79-06 re nuclear 
Incident at TMI 

a'REILLViJ P Region 2. Atlanta. Office of the Director 
79/04/13 Ip 


DOCKET 80-14 OATTELLE MEMORIAL INST CRITICAL FACILITY 


0 Ineurance b indemnity Information 


7905300063 Forwards Amend 14 to Indemnity Agreement B-6. ref lecting 
change In 10CFR140 reflecting increase In primary lager of 
liability from 9140 million to 4160 million, effective 
790801 Supporting documentation end. 

8ALTZMAN. vf Antltruit b Indemnity Group 79/09/01 3pp 


7909240391 Forwards executed Amend 14 to Indemnity Agreement B-6. 
affective 790914 

8TALL.DM Bottelle Memorial Institute. Columbus Laboratorlos 
79/08/14 2pp 


7909310491 Forwards Amend 82 to Indemnity AgreemanV D-20, per-NRC 
reguest 

MARQUARDT.P A Detroit Edison Co 79/09/23 2pp 


DOCKET 80-18 VALLECITOa BOIL! NO WATER REACTOR 


J Ineurance b Indecnnlty information 


7908300190 Forwards Amend 20 to Indemnity Agreement B-1 1. ref lecting 
change in 10CFR140. increasing primary layer of liability 
from 4140 million to 4160 million, effective 790301 
Supporting documentation end 

8ALTZMAN1 J Antitrust b Indemnity Oroup 79/03/01 Spp 


7908130308 Amend 20 to Indemnity Agreement B-H 

8ALTZHAN1J Antitrust b Indemnity Oroup 79/03/09 Ip 


P Operating license stage documents b correep bndence 


7908090364 Forwards questions of clarification re geologic 
Investigations around test reactor 

DEVINE. J F Inter tor. Dept of. Oeologlcal Survey 79/08/04 Spp 


DOCKET 50-20 MASSACHUSETTS INST OF TECH RES REACTOR 


J Insurance b Indemnity Information 


7908160322 Forwards Amend 10 to Indemnity Agreement E-39. per 10CFR140 
changes. re increase from 4140 million to 4160 million, 
effective 790801 Supporting documentation end 
SALTZHANi U Antitrust b Indemnity Oroup 79/08/01 Spp 


P Operating license stage documents b correspondence 


7909090331 Raises questions as to whether inciease in matl science 
activities are legal Requests advice re roqulred changes to 
license or Tech Specs before proceeding w/research 
activities 

FECYCH, M Massachusetts Institute of Technology 79/03/04 Spp 


8 Reportable oecurrencet. UERs b related correspondence 


7903040480 RO 79-2 on 790410 during completion of startup checklist 
for less than IQO kW operation, core tank level scram 
discovered inoparabla Caused by shorting batween probo 
conductor lead b casing 

CLARK, L Massachusetts Institute of Technology 79/04/19 3pp 


DOCKET 30-32 WE8TIN0H0U3E TEST REACTOR 


J Insurance b indemnity information 


7903070497 Confirms in 
policies NF-1,89. 43. 
173. 174. 178. 179. 180 
197, 198,200,201.204 
OUATTROCHHt, V An* 


DOCKET 80-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 
P. Security, medical, emergency b fire protection plans 


7905100162 Responds to 790403 to Icon b 790403 mall gram re fire 
protection at facility Forwards most racant Insp, conducted 
on 781214 M/o end. 

KEPPLER.J 0 Region 3. Chicago, Of flea of the Dlroctor 79/04/13 
Spp 


J Insurance b Indemnity Information 


7905160333 Forwards Amend 22 to Indomnitg Agreement B-20>pcr 10CFR140 
changes, re Incraasi from 4140 million to 4160 million. 

•ffactive 790S01 Supporting documentation one! 

SALTZMANrU Antitrust b Indemnity Oroup 79/08/01 Spp 
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PKi'f.r 27 wAsmruTO'i STAte wnv reseasch reactor 


J IniurAici t iriJtioHi/ inforMtion 


ytti^lEOJCO FefuAr 4 » Ai»n<} 12 ko Indifinlli) Ajretitiefit E-30ppBr lOCRRHO 
chiti^fipfi incrtAi# frQn IJ40 niltton to 4140 Aillionp 
• fftcki.p 790201 S.pportinp d ocuritn t4 1 1 on trcl 
SALTIMA'j, J An»itru»t i lodsrnity Group 79/05/01 3pp 


7905240472 Forijordi ACctptrd A-itfid 12 to Indtnnitv Agrsoitient 6-30 
CA8E<E Woihjngton Stott Univ 79/03/11 2pp 


P Qptrttlng littnit tttgt dotuatnt* ti corrttpondence 


7705310232 Forutrdt tpplicttion for rtntuti oP Llcente R'76> 
rtvKtd propoitd Ttch Sptc t . ElA. tntrgtncv pltn <■ unlv 
7ir>4i-titl rtpt Pur Fr tndtd 73Qi30 

MIlSOM U E , NPKA,*1,C J . SA-VDE. R D Hjihington Stitt Unlu 
79/03/15 Ip 


7t’ 3531C204 Applicition Par rtrtuil oP Licenta fi-76 
* UitMrgton Stitt Urlu 79/05/lS 44pp 


7903310239 Prcpottd Ttth Sptct Par WA Stitt Univ modlPltd TfilOA reattor 
u/crlgtrtl Ttclt Sptct 4 biatt 
• Wiitiington Stitt Univ 79/05/15 72pp 


790'50I0327 Forward* IE InPa Notice 79-0?( "Bplll of Rad loac 1 1 v» 
Contaminated Re*ln " 

ORIER.fl H Region li P(i iladelph lai Office of the Director 
79/03/30 Ip 


7903080073 Respond* to IE Bulletin 79-03 re longitudinal uold defect* 
No action rs^uiredi leam weld insp rettulrooiont la ASHE 
Section III Oniti plants designed under these rules are 
af fic ted 

HOODY< 0 E Vantee Atomic Electric Co 79/04/0'f Ip 


7905020114 Forwards IE Bulletin 79-04ii ''Review of Operational Crrore I 
Sga Klsal ignmsnts Identified During THI Incident " Licensee 
ictlon reiiulred 

SRIERiB H Region li Fhl ladelph la> Office of the Director 
79/04/U Ip 


P Operating license stage documents & correspondence 


7903290004 Finds VDOAP-I-A "Operational OA Program." accep tali te> ta ««d 
on review of Revision 4i Including Amend 1 

HAASfH P. Division of Project Management 79/04/10 app 


7905090022 Forwards topics deleted from sgstematlc evaluation progr** 
review of facilities Rsqueiti review fc Identification of 
errors within 30 dags from receipt of Itr 

ZIEHANN. D L Operating Reactors Branch 2 79/04/lP) /pp 


7905310242 ElA for continued operation of WA State Univ modified TRIOA 
reactor 

• Wishlngton State Univ 79/05/15 ISpp 


7905310245 HA State Univ Nuclear Radiation Ctr emergencg plan 
» Washington State Univ 79/05/15 12pp 


OQCHET 53-29 yAWEE-ROHE WCLEAR POWER STATION 
1 Financial information 


Advises of plan to file annual cash flow statements 
goaranleting Pigment of retrospective premiums on 790701 
prior ^ y*'’**' Hill also file statements bg 790401 

sOUCViA R fankee Atomic Electric Co 79/03/23 Ip 


J Inturance ti indemnllg information 


790502(3363 Forwardi draft evaluation of sgetematlc ovaluatloii proora'S 
Topic iV-t-Ap "Operation U/Less than All Loops In 8vc " 

Requests review t/ response within 30 dags 

ZIEHANNiD L Operating Reactors Branch 3 79/04/10 Opp 


Discusses loss of feedwater transient onalgili reported fl n 
790417 Analgsls error was found In Inverted GEMINI code t 
Incorrect assumption in analgiis of reactor coolant pump 
oparaHon follosi/ing trip 

GROCE, R H Yankee Atomic Electric Co 79/04/23 3pp 


/V08230040 SuiTimarg of 790321 meeting w/utll U Weston Oeophgslial ra 
ongoing review of sgsterratle evaluation program topics' 

‘‘**‘9" P‘P® breaks Inside contalnmefU 
BURGER, A Operating Reactors Branch 2 79/04/24 App 


numbrof Y5§A?-!.A°nn°ti"d;;?gn:Lr 

HEIDER,L H Yankee Atomic Electric Co 79/04/24 tp 


Spoilt ill NF-[‘ir 4 n'’ 7 l*oV?.,i‘ *“ *124.000,000 for 
poilCItt KF I ' 25* 43, 76( 83. 100/ 1 1 1 » 140« M6i iSla lAl . 1 Ad 

sot' 16’. 192. 193. 194. 195 

II : «: i;: Si: ;5: S!: i;' fir ’* ”■ =‘: 

ROBERTS, 0 H Mutual Atomic Energg LlablUtg Underwriter. 79/05 


7905070S4B Forwards Revision 4 t> Amend I 
QA program. as requested In 790410 Itr 
OHaCE.R H Yankee Atomic Electric Co 


to Revision 4 of operatiorial 
79/04/ao 4pp 


— 7905070553 
HAASS.H P 


informs that revisions to QA program are 
Oualitg Assurance Branch, 79/04/10 


acceptable 

1 /pp 


ORIER action required 

79/04/14 ip ® " Philadelphia, Office of the Director 


aAUTZHAN,J Antitrust 4 Indsmnltg Group 79/05/01 Spp 

Iftcreaslng Habllltg^inJlJe^J'’'' *“ ASraament B-17 

SOUCY.A R y,nk.. Atomic Electric Co 79/05/09 3pp 

re auilliary 


^ Bulletin 79-OA0, "Review 

79/04/14^ Ip ® " '’''“4<'9lPhl«, Office c 


Operational 
the Director 


I rr«»* t. % 


ORIER B h"' “•ntlfl.d Du 

7"oV? 4 ip ‘‘ '“''“-''•‘P'' 


Events Relevant to RollMig 
TMl Incident " 

Office of the Director 


r.JSlJid 

ORIER, B ii 
79 / 04/17 Ip 


Region I, Phlladetp 


"Failures of OE Tgpe AK 2 
Licensee action 

OPPlce of the Director 


operational Errors 
Incident " 


Sgs Misalignments Identified DuriHg TMI 
Office of the Director 


Safetg-RBUtSrpiping*" Onlt*w« illT' u®***"*' Strese Analgsle 0 
thods of analgsls ***Igned using nondgnamlc 

OCE'R H Vankee Atomic Electric Co 79 / 04 / 24 , ip 



DOCKETED ITEMS 
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7TO82303S9 Respond* to IE Bulletins 79-04, 79-06A & 79-06A, Revls ion 1. re 
THI arrors Outline* changes In operating procedures, 
preventative neasuras taken Supporting personnel briefing 4 
docutnentat ion end 

MOODY, BE Yankee Atomic Electric Co 79/0A/26 9pp 


R Periodic operating reports ti related correspondence 


7903150334 Forwards monthly operating rept for Apr 1979 
MOODY, 0 E Yankee Atomic Electric Co 79/05/12 ip 


—7903150337 Monthly operating rapt for Apr 1979 

SJOGREN, R M Yankee Atomic Electric Co /7/0S/12 Spp 


7905160431 Forwards Amend 11 to Indemnity Agreement D-7 

O'KEEFE, A J Army, Dept of, Hatl* b Mechanics Research Center 
79/05/09 2pp 


DOCKET S0~S3 AEROJET GENERAL NUCLEONICS 


J Insurance U indemnity information 


7903300059 Forwards Amend 17 to Indemnity Agreement B-S, r ef lectlng 
change In 10CFR140, increasing primary layer of liability 
from *140 million to 4160 ml 1 1 ion, effective 790301 
Supporting documentation and 

8ALTZMAN, J Antitrust b Indemnity Group 79/03/01 Spp 


S Reportable occurrences, LERs S> related correspondence 


7903130422 Forwards LEB 78-01 2/03L-1 

AUTIO.H A Yankee Atomic Electric Co 79/05/11 Ip 


—7903130428 LER 7a-012/03L-l on 7G0419 level of primary seat tank found 
to be decreasing at faster rate than normal Caused by Crack 
In carbon ring of mechanical seal Seal replaced 
MAY, e L Yankee Atomic Electric Co 79/03/11 Ip 


79031 S0433 Forwards L6R 79-014/031 -0 

AUTIO.H A Yankee Atomic Electric Co 79/03/11 Ip 


7903240337 Forwards eiecuted Amend 17 to Indemnity Agreement B-2 
NEWACHECK, R L Aerotest Operations 79/05/13 2pp 


DOCKET 50-34 UNION CARBIDE RESEARCH REACTOR 


J Insurance b Indemnity information 


7903160348 Forward* Amend 11 to Indemnity Agreement 0-14i per 10CFR140 
changes, re increase from *140 million to *160 million, 
effective 790301 Supporting documentation and 
SALTZMAN, J Antitrust b Indemnity Group 79/03/01 Spp 


—7905130437 LGR 79-014/03L-0 on 790412 CA-V-6B8 Valve failed containment 
leakage rate Caused by crud on valve seating surface Valve 
1 solated , c leaned, retested b returned to svc 
HAY,E L Yankee Atomic Electric Co 79/05/11 tp 


7903190126 Forwards UER 79-010/04X-0 

AUTia,H A Yankee Atomic Electric Co 79/03/14 Ip 


—7903190128 LER 79-010/04X-0 on 790213 while performing insp on air 
sample pump station A-3, air sample pump found inoperative 
Caused by bearing failure on motor shaft Searing replaced 
HAYiE L Yankee Atomic Electric Co 79/03/14 Ip 


DOCKET 30-30 PLUM BROOK RESEARCH REACTOR FACILITY 


J Insurance b indemnity information 


79031602B0 Forward* Amend 14 to Indemnity Agreement D-3, per 10CFR140 
changes, ro increase from 4140 million to 4140 million, 
effective 790301 Supporting documentation end 
SALTZMAN. J Antitrust b Indemnity Group 79/05/01 Spp 


7903190171 Amend 14 to Indemnity Agroomont D-3 betwoon NAQA b AEC 
SALTZMAN. J Antitrust b Indemnity Group 79/05/07 ip 


DOCKET 30-32 AEROJET GENERAL NUCLEONICS 


J Insurance b indemnity information 


7903300039 Forwards Amend 17 to Indemnity Agreoment S-2, rof 1 ec t ing 
change in lOCFR 140, increasing primary layer of liability 
from 4140 ml 11 ion to 4160 ml 1 1 1 on, ef f ecti ve 790301 
Supporting documantatlon end 

SALTZMAN, J Antitrust b Indemnity Group 79/03/01 Spp 


7903240337 Forward* esecutad Amend 17 to Indemnity Agreement D~2 
NEUACHGCK, R L Aerotest Operations 79/05/13 2pp 


DOCKET 50-37 TRIOA-MARK I PROTOTYPE REACTOR 


J Insurance b indemnity information 


7905300203 Forwards Amendment 31 to Indemnity Agreement B-9, rof lectlng 
change in lOCFRlAO, increasing primary layer of liability 
from 4140 million to 4160 ml 1 11 on, ef f eetlv* 790301 
Supporting documantatloh one I 

SALTZMAN, J Antitrust b Indemnity Group 79/OS/Oi 5pp 


P Operating license stage documents b correspondence 


7903010531 Provides responses to proposed Tech Spec items re potential 
reactivity, organiiatlen chart b definition of "unplanned 
transients " 

GEORGE, K D Union Carbide Corp 79/04/10 9pp 


790S0I0495 Act 790412 telcon re Tech Spec mods Details requested 
changes re liquid effluent release* 

GEORGE. K D Union Carbide Corp 79/04/16 2pp 


DOCKET 50-57 STATE UN IV OF NEW YORK RESEARCH REACTOR 


J Insurance b indemnity Information 


7903160332 Forwards Amend 12 to Indemnity Agreement E-34,per 10CFRI40 
changes, re increase from 4140 million to 4160 million, 
effective 790301 Supporting documentation epcl 
SALTZMAN, J Antitrust b Indemnity Group 79/03/0i 3pp 


P Operating license stage documents b correspondence 


7903190019 Request* Change to Tech Specs re present period reversal b 
scram 

ORLOSKY.P H New York, State Unlv of, Buffalo 79/01/09 2pp 


DOCKET 50-39 TEXAS AbM UNIV RESEARCH REACTOR 


J Insurance b indemnity information 


7905160343 Forward* Amend 14 to Indemnity Agreemont G-12, per lOCFRldO 
changes, re increase from 4140 million to 4160 million, 
effective 790301 Supporting documentation end 
SALTZMAN, J Antitrust b Indemnity Group 79/03/01 3pp 


DOCKET 50-62 UNIV OF VIRGINIA RESEARCH REACTOR 


J Insurance b indemnity information 


7905230456 Forwards Amend 12 to Indemnity Agreement E-2a, per lOCFRt40 
changes, re increase from 4140 million to 4160 million, 

•ffeetlve 790501 Supporting documentation end 

SALTZMAN, J Antitrust b Indemnity Group 79/03/01 Spp 


7903240462 Forwards accepted Amend 12 to Indemnity Agreement E-28, 
effective 790316 

JENNINGS, D N Virginia, Unlv of 79/08/17 2pp 


DOCKET 30-47 ARMY MATERIALS RESEARCH REACTOR 
J Insurance b Indamnlty information 


7905160270 Forward* Amend ll to Indemnity Agreement 0-7, por 10CFR14O 
changes, re increase from 4140 million to 4160 million, 
effective 790501 Supporting documentation end 
SALTZMAN, J Antitrust b Indemnity Group 79/03/01 Spp 


Q. Inspection reports, IE Bulletins b correspondence 


7905070148 Forward* IE Bulletin* 79-03, 79-OSA b 79-06 re nuclear 
Incident at THI 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/13 ip 



12 


DOCKETED ITEMS 


&DCKET 30-70 GENERAL ELECTRIC TEST REACTOR 


C NRC 8aTet<| Evalvatlon Report C5ERI< cuppli t« corrfspondetice 


7903160420 Roqoasti revlttia of ^eolopXc rapt L probability analyiile be 
ocpedlbod so SER can bi Issued 

DARHlTTELi R U General Electric Co iNuclaar Enargy Products Rlv 
79/05/07 Ip 


J Insurance 6 Indemnity dnforiratlon 


790S070477 Confirms increased liability limit to dlSApOOOiOOO for 
policlos NF-t.23. 43, 76.83. 100- HI. 140- 14*. (Sir 1*1. 164. i70. 

173. 174. 178- 174. ISO. 182. 189. 186. 187. 180. 187. 172. 193. i74. 173. 

197. 198.200. 301.204,20*, 207. 208- 210. 212. 214. SIS- (< others 
QUATTROCliHi. J American Nuclear Insurers 77/03/01 Ip 


7703070932 Confirms increase in liability limit to *3*. 000. 000 for 
policies KF-22, 2*. 29. 38.39. 44, 46. 47.47. SO. 31.92. 53,34, 33, 96. 

97. 38, 60, 61. 64, 66,67, 68,69, 70, 71. 72.74. 76. 77,78, 79,80, 86, 07, 
aa, 90- 71, 92, 93, 94, 75 & 76 

ROBERTS, D H Mutual Atomic Energy Llahllitv Underurlters 77/OS/Ol 
Ip 


7909300190 Forwards Amend 20 to indemnity Agreement B-£ I, ref lect Ing 
change in IOCFR140, increas Ing primary layer of liability 
from 4140 million to S160 ml 1 1 Ion- effective 770901 
Supporting documentation end 

8ALTZHAN, J Antitrust t Indemnity Group 79/03/01 9pp 


7709190308 Amend 20 to Indemnity Agreement B-II 

SALTZMAN. J Antitrust L Indemnity Oroup 79/09/08 tp 


DOCKET 90-72 UN IV OF UTAH BESEARCN REACTOR 


J Insurance b indemnity information 


7903300034 Forwards Aisond 10 to Indemnity Agreement E-31. ref lac ting 
change in 10CFR140, increasing primary layer of liability 
from 4140 million to 4160 mi 1 1 1 on. of f active 770901 
Supporting documentation enc 1 

SALTZMAN-U Antitrust U Indemnity Group 77/09/01 6pp 


7703140281 Amend 10 to Indemnity Agreement E-31 

aALTZHAN. J Antlbrust 9 Indemnity Croup 77/05/07 Ip 


P Operating license stage documents << correspondence 


7703090277 Forwards correct ion to page 16-4 in Amend 7 for License 
R^3l 

REtO. R W Operating Reactors Branch 4 77/04/09 3pp 


R Periodic operating reports b related correspondence 


7703010339 Announces plan to restart AON-201 reactor on 770307 NBC 
representative invited bo attend Forwards "Annual Operating 
Rapt 1978 ” 

JORDAN, e 0 Catholic Unlv 79/04/20 llpp 


— 7909010347 “Annual Operating Rapt 1978 " 

EBERT. 0 0 , KEENE, W E . JOHDAN.E D Catholic Univ 79/04/06 
tlpp 


DOCKET 30-83 UNIV OF FLORIDA TRAININO REACTOR 


J Insurance b Indemnity information 


7903160167 Forwards Amend 7 to Indemnity Agreement E- 18, par 10CFR140 
changaiirt liability insurance Increase from 4140mllllan to 
4160- mill ion. off active 770301 Supporting documentation oncl. 
SALTZHAN- J Antitrust b Indemnity Group 77/03/01 Spp 


a Inspection reports, IE Bulletins b correspondence 


7709070142 Forwards IE Bulletins 79-03, 77-OSA b 79-06 re nuclear 
Incident at TMI 

a'RElLLy, J P Region 2, Atlanta, Office of the Director 
77/04/13 Ip 


DOCKET 90-84 UNIV OF CALIFORNIA RESEARCH REACTOR 


J Insurance b indemnity information 


7909300032 Forwards Amend 13 to Indemnity Agraement E-19, ref Iccting 
change In I0CFR140, increasing primary layer of liability 
from 4140 million to 4160 ml 1 1 Ion, effective 770901 
Supporting documentation end 

8ALTZMAN, J Antitrust b Indemnity Group 77/03/01 Spp 


0 Inspection reports. IE Sullatins b correspondence 


7905010639 Act receipt of 770302 Itr Informing NRC of steps taten to 
correct violations noted in IE Insp Rept 90-072/77-01 
MAOSEN.O U Region 4. Dallas, Reactor Operations Nuclear Support 

Branch. 79/03/29 Ip 


— 7909D1066I fleeponds to MRC 770208 Itr re violations noted in IE Insp 
Rapt 90-072/79-01 Correctiva action* reactor log corrected 
to include radiation survey around reactor teals 
TURLEY, R E Utah, Univ of 79/03/02 8pp 


DOCKET 90-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


J Insuranco b indemnity Information 


7709300190 Forward* Amend 20 to Indemnity Agreement 8-11, ref lecttng 
change in lOCFR 140. increasing primary layer of liability 
from 4140 million to 4160 ml 11 Ion. effective 770901 
Supporting documentation and. 

BALTZMANiJ Antitrust b Indemnity Group, 79/09/01 9pp 


R. Operating licence stage documents b correspondence 


7909170134 Notifies that OE will have resources necessary to 
decommission rsactor 

BEATON. ft.H Oenoral Electric Co 79/09/14., Ip 


DOCKET 90-87 UE8TINGH0USE CRITICAL EXPERIMENT 
J Iniurance b Indemnity Informetlon 


7705160249 Forward* Amend 8 to Indemnity Agreement B-S6, per 10CFHI40 
changes, re incrcacc from 4140 million to 4160 million, 
effective 790901 Supporting documentation and 
SALTZKAN. J Antltruit b Indemnity Group 79/09/01 9pp 


DOCKET 30-87 GENERAL ATOMIC CO 
J Ineurance h Indemnity Information 


79083002<>2 Forwards Amendment 31 to Indemnity 
change In 10CFR140, Increasing primary layer 
from 4140 million to 4160 ml 1 1 Ion, affective 
Supporting documentation end 
SALTZHAN, J Antitrust b Indemnity Group 


Agreement 8-9, ref lectlng 

of liability 

770301 

79/09/01 Spp 


DOCKET 80-74 ROCKWELL INTERNATIONAL RESEARCH REACTOR 
J Insurance b Indemnity information 


79031*0320 Forward* Amend 13 to Indemnity Agreement D“13,per 10CFR140 
change*. re Incrcaee from 4140 million to 4160 million, 
effective 790901 . Supporting docwmantatlen end. 

SALTZMANi J. Antitrust b Indemnity Group. 79/03/01 3pp 


DOCKET 90-77 CATHOLIC UNIV OF AMERICA RESEARCH REACTOR 


J Insurance b Indemnity information 


7909160122 Forwards Amend 9 to Indemnity Agreement £-2, per 10CFR140 
changae.ra Liability Ineurance Increaee from 4140 million te 
41*0 million, effective 770301 Supporting documentation end 
SALTZHANrJ Antitrust b Indemnity Group 77/09/01. 3pp. 


7903190479 Forwerde Amend 9 to Indemnity Agrt ament E-2. 
LQWE.V.R Gethnllc Univ 79/09/10. 3pp. 


DOCKET 30-97 CORNELL UNIV ZERO POWER REACTOR 


J Ineurance & indemnity information 


7909300030 Forwarde Amend 11 to tndaeinlty Agreement E-4. ref lectlng 
change in tOCFRl40, increasing primary layer of liability 
from 4140 million to 41*0 million, effoctiv* 770901. 

Supporting dacunontation encl 

aALTZHAN, J Antitrust b Indsmnlty Group 77/09/01. Spp 



DOCKETBP ITEMS 
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DOCKET SO-*?*? BABCOCK i WILCOX TEST REACTOR 


J tniuranc* & Indemnity Information 


7903300714 Forward* Aitiand 19 to Indamnltg Aoreetnont D-8i per tOCFRlAO 
changaa>re increase from *140 million to •liO millloni 
•ffacttve 790301 Supporting documentation end 
SALTZMANi J Antitrust fc Indemnity Oroup 79/03/01 Spp 


7903290427 Forwards eiecuted Amend 1 to Indemnity Agreement 0-2 S< Amend 
19 to Indemnity Agreement B-O 

OLSEN. A F Babcock U Wilcos Co 79/03/21 3pp 


F Operating license stage documents t. correspondence 


7903140411 Submit* annual operations rept for 1973 
OLSEN. A F Babcock t. Wilcoi Co 76/02/24 9pp 


7903140414 Submits annual operations rapt for 1976 
OLSEN. A F Babcock fc Hllco* Co 77/02/23 Spp 


790314040a Submits annual operations rapt for 1977 
OLSEN. A F Babcock U Wilcox Co 7S/03/27 9pp 


7903110309 Forwards additions to License n-47> renewal application U 
proposed Tech Specs for power limits 
OLSEN. A F Babcock 4< Wilcox Co 79/03/01 2pp 


0 Inspection reports. IE Bulletins t. correspondence 


Q Inspection reports. IE Bulletins l< corroep ondence 


7903070146 Forwards IE Bulletin* 79-03. 79-OSA t. 79-06. ra nuclear 
Incident at TMI 

O'nEILLYiJ P Region 2. Atlanta. Office of the Director 
79/04/13 ip 


DOCKET 30-112 UNIV OF OKLAHOMA RESEARCH REACTOR 


J Ins ur ante !> indemn Ity Information 


7903160236 Forwards Amend 9 to Indemnity Agreement E-26. per 10CFR140 
changes.re increase from 6140 million to 6160 million, 
effective 790301 Supporting documentation end 
SALTZMAN, J Antitrust 8. Indemnity Group 79/03/01 Spp 


Q Inspection reports. IE Bulletins & correspondence 


79031S037B Forwards IE Insp Rept 50-112/79-01 on 790412-13 No 
noncomp llancs noted 

MADSEN 0 L Region 4. Dallas. Reactor Operations Nuclaar Support 

Branch 79/03/30 2pp 


— 7903130384 IE Imp Rept 30-112/79-01 on 790412-13 No none omp I lance 
noted Mador areas inspected security organ! lat I on. phys 1 ca I 
barrier*. access control detection aids 8. testing of security 
equipments Details withheld (ref 10CFR2 790) 

CALDWELL. R A Region 4. DaUas. Office ef the Director. 

MADSEN. O L Region 4. Dallas. Reactor Operations Nuclear 

Support Branch 79/04/27 Ip 


7905070159 Forward* IE Dulletlns 79-03. 79-OSA 8. 79-06 ro nuclear 
Incident at TMt , 

O'REILLY.J P Region 2. Atlanta. Office of the Direclor 
79/04/13 Ip 


R Periodic operating reports C. related correspondence 


79031 403B3 Forward* “Annual Rept 1978 " 

OLSEN. A F Babcock 8< Wilcox Co 79/02/28 Ip 


DOCKET 30-113 UNIV OF ARIZONA RESEARCH REACTOR 
J. Insurance 6 indemnity information 

7903160203 Forward* Amend 9 to Indemnity Agreement E-ld.per lOCFRlAO 
change*, re liability Insurance Increase from 6140 million 
to 6160 ml 1 1 Ion. ef f Bc 1 1 ve 790301 Supporting documentation 
enc 1 

SALTZMAN. O Antitrust 8. Indemnity Oroup 79/05/01 Spp 


—7903140384 “Annual Rept 1978 " 

* Babcock tf Wilcox Co 79/02/01 Qpp 


7903240607 Forward* executed Amend 9 to Indemnity Agreement E-14 
CARR. 8 E Arliona. Unlv of 79/03/10 2pp 


DOCKET 30-103 AEROJET GENERAL NUCLEONICS 


J Insurance 8 indemnity information 


7903300039 Forwards Amend 17 to Indemnity Agreement B-2. ref lecting 
change In lOCFRlAO. Increas ing primary layer of liability 
from 6140 million to 6160 mil lion, ef fee tlve 790301 
Supporting documentation end 

SALTZMAN. J Antitrust 1. Indemnity Oroup 79/03/01, Spp 


7903240337 Forward* executed Amend 17 to Indemnity Agreement 8-2. 
NEWACHECK. R L Aerotest Operation* 79/03/13 2pp 


DOCKET 50-106 OREGON STATE UNIV 


J Insurance 8’ indemnity Information 


7908160326 Forward* Amend 12 to Indemnity Agreement E-ll.p*r 10CFR140 
changes. re Increase from 6140 million to 6160 million, 
effective 790S01. Supporting documentation end 
SALTZMAN, J Antitrust 1. Indemnity Group 79/03/01 Spp 


DOCKET 50-111 NORTH CAROLINA STATE UNIV RESEARCH REACTOR 


J Insurance 8. Indemnity Information 


7905300069 Forward* Amend IS to Indemnity Agreement E-7. reflecting 
change In 10CFR140. Increasing primary layer of liability 
from 6140 million to 6160 mlLlton. effective 790501 
Supporting documentation and 

SALTZMAN. J Antitrust 8i Indemnity Oroup 79/05/01. Spp 


7905310452 Forwards Amend IS to Indemnity Agreement E-7. Request* change 
in addressee for correspondence, 

BOHANNON. J R North Carolina State Unlv 79/05/25 2pp 


OOCKET 30-116 IOWA STATE UNIV RESEARCH REACTOR 


J Insurance t. Indemnity information 


790S160IO6 Forward* Amend 9 to Indemnity Agreement E-3. per t0CFR140 
changei.re liability Insuvanc* Increase from 6140 mlllloti 
to 6160 ml ll Ion, ef foe tlve 790501 Supporting documentation 
enc I 

SALTZMAN. J Antitrust 8e Indemnity Oroup 79/03/01. Spp 


7905160296 Forwards signed Amend 9 to Indemnity Agreament E-3. 
Incraasing liability Insurance from 6140 to 6160 million 
8UDBECK, R R Iowa State Unlv 79/03/09. 2pp 


0 Inspection reports. IE Dulletlns 6 carrtspondence 


7903160488 Aek receipt of 790404 Itr Informing NRC of steps taken to 
correct violation* noted in IE Insp on 790222-23 

HtND.J A Region 3, Chicago# Safeguard* Branch. 79/04/18 Ip. 


— 7903160489 Respond* to NRC 790313 Itr r# violations noted in IE Insp 
on 790222-23 Correetlva action* withheld (ref 10CFR2 790). 

BURNET. 0 Iowa State Unlv 79/04/04 2pp. 


DOCKET 50-123 UNIV OF MIBSQURl RESEARCH REACTOR 
J Inaurance 8. indemnity Information 


7905160336 Forward* Amend 10 to Indemnity Agreemant E-23.per lOCFRMO 
changes, re Increase from 6140 million to 6160 milllan. 
effsettve 790501 Supporting documentation end 
HALTZMAN, J Antitrust 8. Indemnity Group. 79/05/01. Spp 


7905310401 Forwards executed Amende 10 1< 11 to Indemnity Agreement* 
E-23 6 E-2d. respectively. 

BLANBETT, V, Miisouri. Unlv of, 79/08/25. Opp 



14 


DOCKETED ITEMS 


S P»r iBiJie operat>rs reportB te psJaled correspondeoe* 


7^0S320039 ForQj 4 ril» prsgr»s« r«pt for Apr 1970-har 1979 for Roll a 
nuclaar reactor facility 

EOWAROS, Ef R Missouri. Univ of 79/04/30 Ip 


— 7905220090 Prosress rept for Apr 1978-Mar 1979 for Folia nuclear 
reactor f ac i 1 1 1 9 

ELUtOTT, A E Missouri, l/nlv of 79/04/30 lOOpp 


DOCKET SO- 124 VlROiNIA PDLVTECH IMST TflAININO REACTOR 


J Insuranca h Indemnity tnfornatlor 


79051AO3O3 Forwards Amend 15 to Indemnity Agreement £-33. per IDCFR140 
changes, re increase from *140 million to *160 nllllDn, 
effective 790S01 Bupportlng d 0 c umanta t i on end 
SALTZMANi J Antitrust U Indemnity Croup 79/05/01 Spp 


7905150363 Amend 12 to indemnity Agreoment £-33, Increasing liatllity 
coverage from »I40 million to S160 milllan 
SALTZMAN.J Antitrust i Indemnity Group 79/05/£0 Ip 


Q Inspection reports, IE Bulletins &. correspondence 


7909010193 Forwards IE Insp Rept 50-124/79-01 on 790129-31 No 
none omp 1 lance noted 

5DTI1ERLAN0, J T Region 5, Atlanta, Fuel Facllltv U Materials 

Safety Branch 79/03/16 5pp 


“79030l020’7 IE Insp Rept 90-124/79-01 on 790129-31 No noncomp 1 1 anc e 
noted Mayor areas inspected radiation protection re 
procedures, posting, labeling, dost me tery, train Ing, surveys % 
Instrument ca 1 1 b r 

EMALD, 5 C > OlBSaN, A F Region S. Atlanta, Fuel Facility U 

Materials Safety Branch 79/03/0? 7pp 


7905240474 Forwards [E Insp Rept 90-124/79-04 on 790320-0321 No 
noncompl iance noted 

LENIS, R,C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/04/04 2pp 


— 7909240480 IE Insp Rept 30-124/79-04 on 790320-0321 Mo none omp 1 Ian c 0 
noted Major areas inspected refueling operations !, 
associated radiological controls 

JULIAM,C A Region 2, Atlanta, Office of the Director 

MARTIN, R D Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/04/02 3pp 


7905070138 Forwards IE Bgltetlna 79-05,79-034 «< 79-06,10 nucioar 
Incident at TMI 

D'REILLV, J P Region 2. Atlanta, Office of the Director 
79/04/13 Ip 


DOCKET 50-128 TEXAS A 6 M UN IV RESEARCH REACTOR 


P Operating license stage documents tr correspondence 


7909150772 Requests addl info to Complete review of proposed amend, 
including effects of blast, part beam strength !< 
transportaion of eicplesive matl 

REID.R M Operating Reactors Branch 4 79/03/30 2pp 


7905230836 Notifies of pending license iiplration Forwards llctnss 
renewal review ttems Application for rsnswal must be filed 
at least 30 days prior to aipiratlsn 

REIDiR H Operating Reactors Branch 4 79/04/29 lOno 


Q Inspection reports, IE Bulletins 6 correspondence 


7905070196 Forwards IE Bulletins 79-05, 79-05A «, 79-06. ro nmlaer 
incident at TMI 

O'REILLV, J P Region 2, Atlanta, Office of the Dlreitui 
79/04/13 Ip 


DOCKET 90-131 OMAHA VET ADMIN HOSP RESEARCH REACTOR 


F Security, medical, emergency 5 fire protection plans 


790S140192 Forwards physical security plan Plan withheld 
(ref 10CFft2 7901 

BLOTCKY,A J Vet Admin Hosp NE/OM 79/03/10 Ip 


J Insurance U indemnity information 


7909160100 Forwards Amend B to Indemnity Agreement D-O, per i<IiIM|I' 
changes, re increase from 4140 million to 4160 million, 
effective 790901 Supporting documentation end 
SAUTZMAM, U Antitrust ft Indemnity Group 79/05/01 Ipp 


7905160297 Amend 0 to Indemnity Agreement 0-8, Increas Ing tlahllita 
Coverage from 4140 million to 4160 million 
SALTZHANi J Antitrust ft Indemnity Croup 77/03/09 l|> 


P Operating license stage documents ft correspondanca 


7903140190 Forwards application for renewal of License ll'h/ 
BLOTCKY, A J Vet Admin Mosp NE/OM 79/03/10 Ip 


--7909140201 Applies for renowal Of License R-5? Forwards applustli- 
supporting documentation 

MULUON, T P Vet Admin Hosp NE/OM. 79/09/10 Ip 


— 7905140204 Application for renewal of License R-97 
♦ Vet Admin Hasp NE/Drt 79/05/10 70pp 


DOCKET SO- 133 HUMOOLT DAY POWER PLANT, UNIT 3 


0 Adjudicatory correspondence 


7905030048 Forwards Lewis Committee rept tNUREO/CR-04001 , NHl pnUfl. 
statement on reactor safety study (HABH-14001 , 1 ts review by 
Lewis Committee ft survey of NRC uses of WASH-1400 
MULKEY. Me Branch 2 79/03/30 2pp 


7909070227 Not 1 f i c a 1 1 on of resignation of DE Pesonen as cuu, .sel f,.> 
Intervnears Intarvenori will continue to be represented by 
LJ Brown ft Sierra Club Legal Defense Fund. 

PESONEN. D e Garry, Dreyfus, HcTernan, Brotsky, Herndon ft l'ei<i>"s* 
Inc 79/04/04 Ip, 


I FI nanc lal Information 


7909300168 Forwards "Annual Financial Rept 1978 " 

CRAHErP, A Pacific Oas ft Electric Co 79/05/23 Ip 


—7908300174 "Annual Financial Rept 1970 " 

a Pacific Oas ft Electric Co 78/12/31 40pp 


790S300S10 Forwards "Estlmatad Internal Fund Oaneratton for CY/V' 4 
"Annifal Financial Rept 1970 " 

CRANE, P A Pacific Gas ft Electric Co. 79/03/24 3pp 


— 7905300529 "Annual Financial Rept 197S " 

* Pacific Oas ft Electric Co, 79/02/23 36pp 


J Insurance ft indemnity information 


7903160293 Forwards Amend 21 to Indemnity Agreement B-21,pee llKraK' 
changes, re Increase from 4140 mllllen to 4160 milliun, 
sffactlve 790501 Supporting dncumentatlon end 
BALTZMAN, J Antitrust ft Indemnity Group. 79/09/01 3pp 


7905140406 FoYwards Amends esecuted Amends 21 ft 4 to Indemnity 
Agreements 6-21 ft 6-75, respsctlvely 

CRANE, P. A Pacific Oas ft Electric Co, 79/05/08 3pp 



DOCKETED ITEMS 


P operating license stage documents t< correspondence 


7905S90011 Responds to 790313 Itr Lists references to specific 
docketed info describing operational QA program 
CRANE, P A Pacific Oas «< Electric Co 79/04/30 Ip 


7905300200 Foruards sumnarg of EOS Nuclear, Inc rosol u 1 1 on/docu(nentat ion 
of elbow flexlbilitg error which erlsted in versions of 
PiaOU piping analgsis computer program from Jan-Oct 1969 
Review ti reanalgsis included all work through Dec 1970 
PORTER. F L EDS Nuclear, Inc 79/03/31 9pp 


— 7905300263 Forwards EDS Nuclear, Inc list of BWRs t, piping sgs which 
could have been Impacted bg deficient computer program 
OE has no record of reanalgsls for Cooper piping sgs 
STEPHENS,? H General Electric Co .Nuclear Energy Products Div 
79/01/24 ISpp 


Q Inspection reports. IE Bulletins t. correspondence 


7903010387 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safety-Related Piping " 

ENOELKEN. R H Region 4. Dallas, Office of the Director 79/03/33' 
>P 


790S0400B1 Forwards IE Info Notice 79-07, "Rupture O'f Radwaste Tanks 
ENQELKEN. R H Regio-n 3, San Francisco. Office of the Director 
79/03/36 ip 


7903010216 Forwards IE Info Notice 79-08. "Interconnection of 
Contaminated 8ys le/Svc Air Sys Used as Source of Breathing 
Air " 

ENOELKEN. R H Region 3. San Francisco. Office of the Dlructor 
79/03/28 Ip 


7903010423 Forwards IE Info Notice 79-09, “Spill of Rad loac t I velg 
Contaminated Resin " 

ENOCLKENrR H Region 3. San Francisco. Office of the Diroetor 
79/03/30 Ip 


7903010033 Forwards IE Bulletin 79-06A. "Review of Operational Errors i 
Sys Misalignments Identified During TMI Incident " 

ENOCLHEN. R H Region 5. San Francieeo, Office of the Director 
79/04/14 Ip 


7903040508 Forwards IE Bulletin 79-06D, "Review of aparational Errors U 
Sys Misalignments Identified During THI Incident," 

ENOELKEN. R H Region 9, San Francisco. Office of the Director 
79/04/14 Ip 


Q Inspection reports, IE Bulletins tt correspondence 


7903070099 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licanaee action rei^ulrad 
ENOELKEN, R H Region 3, San Franeiieo, Office of the Director 
79/04/14 tp 


7903030288 Forwards IE Bulletin 79-09, "Failures of OE Typo AK-3 
Circuit Breaker In Safety-Related Sys " Licensee action 
required 

ENOELKEN. R H Region 3. San Franeleco, Office of the Director 
79/04/17 tp 


7908130809 Responds to IE Bulletin 79-01, "Environ Oual if 1 cation of 
Class IE Equipment " Mill provide schedule for eubmlcsion of 
info after seismic Issues have been resolved 
CRANE, P A Pacific Oee & Electric Co. 79/04/30 Ip 


790S0a036S Forwards IE Bull f tin 79-030. "Nuclear Incident at 
TMI-Suppl ■' 

ENOELKEN, R H Region », San Francisco, Office of the Director 
79/04/31. tp 


R Periodic operating reports & related correspondence 


7903090318 Forwards "Quarterly Status Rept of Investigations 4i Mods." 
Jan-Mar 1979. Rept 31 

CRANE, P A Pacific Oas «. Electric Co. 79/03/03. Ip 


7903190130 Forwards monthly operating rept for Apr 1979 
NEEKS.E D Pacific Oas t« Electric Co. 79/03/11 Ip 


8 Reportable occurrences, LERs S, rsleted corr sspondsnee 


79051S0060 Forwards PN0-79-67L 

ENOELKEN, R K Region 3, San Francisco, Office of the Direstor 
79/04/06. Ip 


7903140303 Forwards LER 78-004/03L-1 

CRANE, P A Pacific Oas t> Electric Co 79/04/09 Ip 


— 7903140304 LER 70-OO4/O3L-1 on 781313 rsdundant gas tpeatflen* sys dc 
fan operated below required desl.gn flou fc pressure dropped 
across gas scrubber column Caused by apparent* pack ing 
b lockage in scrubber column Pac k Ing replaced 
OETTV, B C Pacific Oas U Electric Co 79/04/09 ip 


7903130167 Forwards PN0-79-67R 

ENOELKEN. R H Region 3, Ban Franclccoi Dfflce at the Director 
79/04/11. Ip 


7903040123 Forwards PN0-79-67B 

ENOELKEN, R H Region 3, San Francisco, Office of the Director 
79/04/13 Ip 


7905130141 Forwards PN0-79-67T 

ENOELKEN, R H Region 3, San Francisco, Office of the Director 
79/04/13 Ip 


790303004S Forwards PN0-79-67U 

ENOELKEN, R H Region 3, Sen Franeleco, Office of the Director 
79/04/14, IP 


7903020327 Forwards PN0-79-67AA 

ENOELKEN. R H Region 3, San Franeleco. Office of tho Director 
79/04/30 ip 


790S01042S Forwards PN0-79-67AB 

ENOELKENrR H Region S. San Franeleco, Office of the Director. 
79/04/31 Ip 


7903010444 Forwards PN0-79-67AC k AD 

ENOELKEN. R H Region 3, San Franeleco, Office of the Director. 
79/04/33 Ip 


79043004B4 Forwards i*NQ-79-67AE 

ENOELKEN, R H Region 3, Sen Francisco, Office of the Director. 
79/04/24. Ip 


7903020227 Forwards PN0-79-67AF 

ENOELKEN, R H Region 3, San Francisco, Office of the Director. 
79/04/3S tp 


— 790S020S30 PN0-79-67AF. summary of info re nvclear incident as of 
790435. Describes plant status 4i environ a tatus. Hlg htit 
tharmocoupt# reading. 313 F. 

» Office of Inspection 8, Enforcement. 79/04/33 SPP. 


7903030836 Forwards PNO-79-67AO 

ENOELKEN. R. H. Region 3. San Francisco, Office of the Director. 
79/04/36 Ip 


— 790S020S60 PNa-79-67A0: summery of info re nuclear incident as of 
790436 Describes plant status U snviron status Highest 
Incore tsmp riading Is 311 F 

PAiJLU8,R C 1 THOMPSaN, D. Office of Inspoetion L Enforcement. 
79/04/86 2pp. 


7903090003 Forwards PNa-79-67AM. 

ENOLEKEN, R H Region 3, San Francisco, Office of the Director. 
79/04/87 Ip 


7903040339 Forwards PNa-79-67AI, AJ Si AK per NRC 790401 Itr traneeil tting 
IE Bulletin 79-08. 

ENOELKEN, R.H Region 3> Ben Francisco, Office of the Dlractor. 
79/04/30, Ip 


— 7903040360 PN0-79-67AI ' summary of info re nuclear Incident as of 
790438 Descrlbss plant Si environ status 
e Office of inspection Si Enforcement. 79/04/38. Spp 


— 7903040363 PNQ-79-67AK‘ summery of info re nuclsar incident es of 
790439 Describes plant 8i environ status 
e Office of Inspection St Enforcement. 79/04/30, app. 


"7903190138 Monthly operating rept for Apr 1979. 
« Pacific Oas Si Electric Co. 79/03/03 4pp 



DOCKETED ITEMS 


7^03070007 Forwii-ds PWO-79*-i7AL.. per MRC 790'101 I tr transmi tt ins IE 
bulletin 79-OS 

ENOetKEM. R » Region S> San Franc leco, Office of the Olrottor 
79/OS/Ol Ip 


790S170072 Fovuiris PI<0-79-67AM 

ENOELKEfl, R H Region 5. San Francieco, Office of the Director 

79/03/07 Ip 


DOCKET 30-131 WORCESTER PQLVTECH IWST RESEARCH REACTOR 
J Inturanct ti Inileinnits Infornatlan 


7903li0205 Feruardi Amend 9 to Indemnity Agreement E-36 p per lOCFRlAO 
changee^re Increase from 1140 million to 4160 m-llllpnp 
effective 790S01 Btipportlng doci/mentat 1 on enc 1 
SALTZMAN-d Antltruit t- Indemnity Group 79/05/01 5pp 


7903110290 Foriiiard* Amend 9 to Idemnlty Agreemant E-36 
LLDVD. D E Worcester Polytechnic Inet 79/03/00 2pp 


DOCKET 30-139 OMIV OF WASHIMOTDN RESEARCH REACTOR 


J In«urance ^ Indemnity Information 


79031*0192 Forwards Amend 9 to Indemnity Agreement E-29i per I0CFR140 
changes! re liability insurance Increase from 4140 million 
to 41*0 ml 1 1 1 oni ef f ecttve 790901 Supporting documentation 
end 

SALTZKAM. J Antitrust 6 Indemnity Oroup 79/05/01 9pp 


DOCKET 30-141 STAMFORD WMIV RESEARCH REACTOR 


J Insurance fy Indemnity information 


7903150386 Forwards Amend 9 to Indemnity Agreement E-I9i per 10CFR140 
changaiire increase from 4140 million to 4160 irtlllloni 
affective 790501 Supporting do c umentat 1 on enc I 
SALTZHANiv/ Antitrust tc Indemnity Oroup 79/03/01 5pp 


7905240387 Forwards ececuted Amend 9 to Indemnity Agreement E-19( 
effective 790514 

BETH.R M etanfoTd Unlv 79/05/14 2pp 


DOCKET 50-142 UCLA TRAIMINO REACTOR 


J Inaurance tt indemnity information 


7905160235 Forwards Amend 8 to Indemnity Agreement E-16i per iacFR140' 
changeiire liability insurance Increase from 4140milllan to 
4160 ml 1 1 lont ef fee t Ivc 790901 Supporting documentation enc 1 
SALTZHANi J, Antitrust t< Indemnity Oroup 79/05/01 Spp 


0 Inspection peportsi IE Bulletins !l< correspondence 


7905020513 Forwards IE Imp Bept 90-142/79-01 on 790212-19,28 6 0301 
No noncomp I lance noted 

BOOK, H E Region S< San Franclscor Fual Facility !< Hateriall 

Safety Branch 79/03/02 2pp 


— 7905020520 IE Insp Rapt 90-142/79-01 on 790212-13,20 b 0301 No 
noncompliance noted Kajor areas Inspected environ 
proteett on, emergency p lannt ng, rad latlon control 
indepandant imp effort 

THOKASiR.O Region 3, San Francisco, Office of the Director 
DOOK. H £ Region 5. Sen Francisco, Fuel Facility & Katarlals 

Safety Branch 79/03/02. 7pp 


DOCKET S0-I46 SAXTON NUCLEAR EXPERIMENTAL FAC IL I TV 


-J, Insurance & indemnity Information 


DOCKET 30-148 UN IV OF KANSAS RESEARCH REACTOR 


J Insurance t> Indemnity information 


7903160160 Forwards Amend 9 to Indemnity Agreement E-21,pBr 10CFRI40 
changesire liability insurance Increase from 4140 miltlon to 
4160 million, effective 790501 Supporting documentation end 
SALTZMAN, J Antitrust 1< Indemnity Oroup 79/03/01 3pp 


' 7909160117 Forwards Amend 9 to Indemnity Agreement E-B, per lOCFRldO 
changeiire liability Insurance increase from 4140 million to 
4160 lol 1 1 ion, effect ive 7905012 Supporting documentation 
end 

8ALTZNAN, J Antitrust b Indomnlty Group 79/03/01 Spp 


DOCKET 30-131 UNIV OF ILLINOIS RC9EAHCH REACTOR 


U Insurance V indemnity Information 


7905130370 Forwards Amend 12 to Indemnity Agreement E-20.per lOCFRUO 
changes, re increase from 4140 million to 4160 million, 
effective 790301 Supporting documentation end 
8ALTZMAN, J Antitrust b Indomnlty Group 79/05/01 Spp 


DOCKET 30-139 DIG ROCK POINT NUCLEAR PLANT 


C Utility Environmental Report (ERI, amends b correspondence 


7905010480 Forwards add 1 info re systematic evaluation program Topic 
VI I-l-A, reques ted by D MacDonald on 790306 Discusses 
Isolation of reactor protection sys Inputs from failures In 
plant computer 

CASHELL, 8 Consumers Pouar Co 79/04/lQ 12pp 


F Security, medical, emergency b fire protection plans 


7903140211 Provides schedule for submittal of addl fire protection 
Info, per NRC 790404 request 

HOFFMAN, 0 P Censumori Power Co 79/03/09 2pp 


J Insurance b indemnity information 


7909070497 Confirms increased liability limit to 4124,000,000 fop 
policies NF-li 25, 43, 76,83, 100, 111, 140, 146, 151, 161. 164, 170, 

173, 174, 178, 179, 180, I S2, 183, 186, 187, 180, 189. 192, 193. 194, 193. 

197, 198. 200, 201, 204, 206, S07, 208, 210, 212, 214. 21 S> b others 
OUATTROCHHI, V American Nuclear Insurers 79/09/01 Ip 


7905070382 Confirms Increase In liability limit to 436,000,000 far 
policies MF-22, 26, 29, 38,39, 44, 46, 47, 49,30, 91, 52, S3, 94,39, 96, 

97, 58, 60, 61, 64, 66, 67, 68,69,70, 71,72, 74, 76, 77, 78, 79, 00, 86, B7, 
08,90,91,92,93,94,93 h 96 

RODERTSiD M Mutual Atomic Energy Liability Underwriters 79/OS/Ol 


7905160291 Forwards Amend 16 to Indemnity Agreement B-22. per IOCFftl40 
changes,, re Increase from 4140 million to 4160 million, 
effective 790501 Supporting documentation end 
SALTZMAN, U Antitrust b Indemnity Group 79/09/01 Spp 


7903150484 Forwards executed Amend 16 to Indemnity Agreement 0-22 
DORIS, U R Coneumers Power Co 79/09/10 2pp 


7903290303 Forwards replacsment copy of Amend 1 to Indemnity Agreement 
0-22. Act 790910 fee Icon confirming original copy/dtd 620909, 
was transmitted to NRC 

BORIS, M R Consumers Power Co 79/09/21 Spp 


P Operating license stage documents b correspondence 


79O91SO640 Forwards Amend 27 to License OPR-06 b notice of issuance b 
availability Security plan evaluation withheld 
(ref 10CFR2 790> 

ZIEMANN, D L Operating Reactors Oranch 2 79/04/10 3pp. 


— 7909190707 Amend 27 to License DPR-06, revising security plan 
ZIEMANN, D L Operating Reactors Branch 2 79/04/10 2pp 


—7909190713 Notice of issuance b availability of Amend 27 to License 
OPR-06 

ZIEMANN, D,U Operating Raactors Branch 2, 79/04/18 2PP 


7909240271 Forwards topics delated from systematic evaluation progra-m 
review, due to parallel review as generic Iseue or 
ineppl Icabi Uty. Reques ts review b comnente within 30 days 
ZIEMANN, D,L. Operating Reactors Branch 2 79/04/16 7pp 



DOCKETED ITEMS 


17 


7909100239 Not I # 1 cafe 1 on of 790027 tnoafelnj u/util to discus* status of 
invostlgafeion Into small primary sys Coolant leak 
NQUlCKltS J Operating Reactors Oranch 2 79/04/24 Ip 


790S040099 Responds to NRC 790119 reRUeafe for Info Consultant ulll b* 
utilised to develop seismic design basis uMch uill entail 
piovldlng dynamic models of structure* listed in end t 
response spectra at specified locations 
BtXELiD A Consumer* Pouer Co 79/04/29 3pp 


7909040328 Foruards IC Bulletin 79-06Bi ‘'Review of Operational Errors b 
6ys Misalignments IdantlPied During TMI Incident " 

KEPPLERiJO Region 3, Cbicago. Office of the Director 79/04/14 
if 


7909040990 Forwards IE Bulletin 79''0Bt "Events Relevant to Balling 
Water Pooler Reactors Identified During TMI Incident '' 

Licensee action reRuired 

KEFPLER.JO Region 3r Chicago, Office of the Director 79/04/14 

Ip 


79091304B9 Forwards revised page 9-4, inadvertently omitted from 790323 
Tech Spec* for license Amend 24 

ZIEMANN, D L Operating Reactors Branch 2 79/04/29 3pp 


7905290099 Comments on draft evaluation "Station Battery Teat 
ReRulroments, " systematic evaluation program Topic VIII-3, A 
BIXEL, D.A Consumers Power Co 79/03/22 2pp 


7905310449 Responds to IE Bulletin 78-12, "Atypical Weld Matl In 
Reactor Pressure Vessels " Final rept will be submitted by 
790731 

BIXEL, D A Consumers Power Co 79/03/29 Ip 


Q Inspection reports, IE Bulletins b correspondence 


7905010333 Forwards IE Insp Rept 90-139/79-03 on 79022A-0302 No 
nencompllance noted 

HEISHHANtR.F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/03/19 2pp 


— 7903010336 IE Insp Rept 50-199/79-03 On 790226-0302 No noncomp 1 i ant e 
notad Major areas inspected design changesimod program 
procedures b refueling surveillance 

RlDCWAy,K R Region 3, Chicago, Office of the Director 
79/03/19 Qpp 


7909030041 Forward* IE Insp Rept 50-199/79-02 on 790214-16 No 
noncompliance noted 

DAVIS, A B Region 3, Chicago, Fuel Facility b Matorlali Safety 

Branch. 79/03/19 2pp 


—7909030046 IE Insp Rept 90-193/79-02 on 790214-16 No noncomp 1 lance 
noted Major areas Inspected refueling radiation protection 
activl ties, Inc lud Ing procedures, advanced p tanning, training, 
eiposure, mat 1 control b posting 

8CWUMACHER,M C Region 3, Chicago, Office of the Director 
FISHER, W L Region 3. Chicago, Fuel Facility b Materials Safety 

Branch 79/03/13 7pp 


7909070162 Forward* IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required 

KEPPLER, W 0 Region 3. Chicago, Office of the Director 79/04/14 

Ip 


7909030220 Forwards IE Dullefeln 79-09, "Failures of OE Type AK-2 
Circuit Dreaker in Safety-Related Sys " Licensee action 
r e Ru 1 r e d 

KEPPLER,JO Region 3. Chicago, Office of the Director 79/04/17 

Ip 


7909000486 Forwards IE Dulletln 79-09D, "Nuclear Incident at 
TMI-Soppl " 

WEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/21 

Ip 


7905190399 Responds to 790329 request to allow util to combine reviews 
of IE Bulletin 79-02 b systematic evaluation program Topic 
It 1-9 A Since bulletin involves safety Issue, NRC refuse* to 
extend time for revleui 

KEPPLERpiJ 0 Region 3, Chicago, Office of the Director 79/04/26 

ip 


7909310098 Inform* that respnnso to IE Bulletin 79-08. "Evonti 
Relevant to DWR Identified During TMI Incident," will be 
delayed one week due to plant outage cons! derations 
HOFFMAN. D P Consumers Power Co 79/04/27 Ip 


7909240893 Foruiards 1£ Circular 79-07, "Vnespocted Speed Increase of 
Reactor Recirculation Motor Oenerator Set Resulted in 
Reactor Power Increase " 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/09/02 
tp 


7909290278 Provides addl response to IE Bulletin 77-07 Forwards 
verification benchmarks used for dynamic piping analyses 
BIXEL, D A Consumer* PoweT Co 79/09/04 7pp 


7909010247 Forward* IE Info Notice 79-06, "Stroll Analysis of 
Safety-Related Piping " 

KEPPLER. JO Region 3, Chicago, Office of the Director 79/03/23 
•p 


7905210163 Responds to IE Bulletin 79-08 re events relevant to BUR* 
identified during TMI-S Incident No Tech Spec will he 
required to Implement actions discuiied in 790904 Itr 
HOFFMAN. D P Consumers Power Co 79/09/16 Ip 


7905040026 Forward* IE Info Notice 79-07, "Rupture of Radwasto Tanks " 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/26 
tp 


7905010162 Forward* IE Info Notice 79-OB, "Interconnection of 
Contaminated By* w/8vc Air Sys Used a* Source of Dreathlng 
Air " 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/03/23 

tp 


790909031? "Quarterly Status Rapt of Invei 1 1 ga t Ions b Hods," Jen-Kar 
1979, Rept 21 

• Pacific Oas b Electric Co 79/04/20, ip 


B Reportable occurrences, LERs b relattd correspondsnco 


79O3O0O4BO Forward* LERs 79-019/03L-0 b 79-01 Q/OlT-0 
BIXEL. D A Consumers power Co 79/09/02 tp 


7909010390 Forward* IE Info Notice 79-09, "Bplll of Rod ioac tl ve 1 y 
Contaminated Resin " 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/03/30 
tp 


— 79O3OBO404 LER 79-019/O3L-O on 790410 following scram b during routine 
primary sys leak rate testing, unldentif 1 ed leakage observed 
at 1 86 gpm Apparent cause was cooling water temp 
transients 

e Consumers Power Co 79/05/02 Ip 


7909290594 Forwards IE Imp Rept 90-193/79-04 on 790213-14, 

0313 b 26-27. 

FIORELLIiO Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/04/09 2pp 


7909290569 IE Insp Kept 90-199/79-04 on 790213-14,0313 b 26-27 
No noncomp Hence noted Major areas ihspected Inservlce Imp 
QA/QC program. Imp lemsnt Ing proc edures, work activities, 
nondestructive examination data b rept* b core spray 
WARD.K D , RIDOWAY.KR . DANIELSON, D. H Region 3, Chicago, Office 
of the Director. 79/04/05 lOpp 


7905030025 Forward* IE Bulletin 79-06. "Review of Operational Errors b 
Sys Misalignments Identified During THI Incident " 

KEPPLER. J 0 Region 3, Chicago, Office of the Director, 79/04/11 

Ip 


— — 79090B04BS LER 79— OIS/OIT— O on 790402 minor water leakage observed afe 
Interface between reactor vessel b F-2 rod drive houeing 
Leak stopped when primary sys pressure was reduced to 
atmospheric conditions 
e Consumers Power Co. 79/09/02 3pp. 


7905130437 Forwards LER 79-O17/03L-0 

BIXEL, 0, A Consumers Pouar Co 79/05/10 Ip 


—7905190459 LER 79-017/03L-0 on 790410 eight mechanical snubber* on 
reactor depressurl la 1 1 on sys piping appeared inadequaltly 
Installed during NRC Insp Units deemed Inoperable *j/a proof 
until mode completed 790426 
» Consumers Power Co 79/03/10 Ip 


7905010579 Forwards IE Bulletin 79-06A, "Ravlew of Operational Error* b 
Sys Hlsal Ignmenti Idinfelfled during TMI Incident " 

KEPPLER, J.O Region 3, Chicago, Office of the Director 79/04/14. 
Ip 



DOCKETED ITEMS 


DOCKET S0-I9i UNIV OF WISCONSIN RCSEABCH REACTOfl 


%l tn»ur4nc( tt (rxitfiinifeg Inlornattan 


7905160306 forwariH Amarnl 12 to Indamnltq AsT«*(nent E-37rp«v 10CFR14O 
ch«n3»si T« Incraait from 4140 ml Ilian to 4160 million' 

770501 Supporting docunentatlon «ncl 
SALTZMAMiJ Antitru«t 6 IndBmritg Group 79/05/01 5pp 

7905130439 Forward* etocutad Amand 12 to Indonnitu Agrooment E-37 
WINTEH^R U Uliconiln. Univ of. Hadiion 77/09/10 2pp 


Q Intpocbion roportii IE Bulletin* U corravpondenre 


7905150137 Forward* IE Itiap Rapt 50-136/77-01 on 790315-16 
No none amp 1 lane* notid 

HEISHNANi R F Ragion 3> ChlcagOt Reactor Operation! Nuclear 

Support Branch 79/03/26 2pp 


--7905150163 IE In«p Rapt 30-156/79-01 on 790313-16 No poncoaip 1 lance 
noted Major areai Inepected operational eeperience. 
malntj aurve 1 1 lanc«< operator requallf ication. audits ft 
proc edures 

LITTLE. M S Region 3. Chicago. Reactar Operation* Nuclear 

Support Branch. HAESC. R E . OAHIELS^F T Region 3. Chicago. 
Of Tice of the Director 79/03/23 3pp 


POCKET 50-157 CORNELL UNIV RESEARCH REACTOR 


J Insurance V indemnity Information 


790S300038 Forward* Amend 11 to Indemnity Agreement E-4i reflecting 
change in lOCFRHO. Increailng primary lager of liability 
from *140 million to *161} ml 1 1 ion. effective 790901 
Supporting documentation end 

6ALTZHAN.J Antitrust 6 Indemnltv Group 79/03/01 Spp 


OaCKET 90-160 OEOROIA INST OF TECH RESEARCH REACTOR 


\) insurance % indemnity information 


7709300045 Forwards Amend 12 to Indemnity Agreement E-30. ref I ic ting 
change In 10CFR140. Increasing primary layer of liability 
from *140 million to *160 ml 1 1 Ion. ef fee tive 790301 
Supporting documentation encl 

SALTiHAN. J Antitrust 6 tndiemnlty Group 77/09/01 9pp 


a Inspection reports.. IE Bulletins 6 correspondence 


7905070137 Forwards IE Bulletins 79-09> 79-OSA «< 77-06. re nuclear 
Incident at THl 

Q'RETLLVi J P Region 2. Atlanta. Office of the Director 
79/04/13 Ip 


DOCKET 50-166 UNIV OF MARTLANB RESEARCH REACTOR 


0 Insurence k Indemnity Information 


7703190376 Forwards Amend 7 to Indemnity Agreement £-22. per lOCFRtdO 
changes, re increase from *140 million to *160 milUont 
effoctlve 790901 Supporting documentation encl 
SALTZTIAN.J Antitrust * Indemnity Group. 79/03/01 5pp 


DOCKET 90-170 NATIONAL NAVAL MEDICAL CENTER 


J. Insurance Si Indemnity information 


7909130373 Forwards Amend 9 to Indemnity Agreement 0-2. per 10CFR140 
changeia re Increase from *140 million to *f60 mllllani 
affective 770901 Supporting dlocumcntatlon end 
BALTZKAN. d Antitrust I> Indemnity Group 77/05/01, Spp 


7905310336 Return* unsigned Amend 9 to Indemnity Agreement D-2i 
federal agencle* are exempt per 10CFR140 10 

MClNDOEiD W OcfenseiDept of. Defense Nuclear Agency, 79/05/23 

Sfp 


DOCKET 50-171 PEACH DOTTOfl ATOMIC POWER STATION. UNIT I 


J InsuraniCa k Indemnity Information 


7905140415 Forward* Amtnd 20 to Indemnity Agreement B-2Q per lOCFRtdO 
change* ra Incrtate in llab-lllty Insurance from *140 million 
to *160 mil Hon. effective 770501 Supporting dacumentatlon 
encl, 

SALTZflANi d Antitrust in Indemnity Group 79/09/01 6pp 


docket 50-162 PVR DUE UNIV RESEARCH REACTOR 
J Insurance t« indemnity information 


770916025S Forwards Amend 9 to Indemnity Agreement E-6. per lOCFRldO 
changesrra increase from *140 million to *160 million, 
effective 770301 Supporting documentat Ion encl 
DALTZMAN. J Antitrust «• Indemnity Group 79/03/01 5pp 


7703300422 Forwards executed Amend 7 to Indemnity Agreement £-6 
SMITH. R E Purdue Unlv 77/05/22 2pp 


a Inspection report*. IE Bulletins 6 correspondence 


7705110041 Forwards IE Insp Rept* 50-102/79-01 6 70-0150/79-02 on 
790213-15 Notice of violation withhold irof 10CFB2 7901 
» Region 3. Chicago. Safeguard* Branch 79/03/26 2pp 


“77051 1-0047 IE In*p Repts 50—102/79-01 fc 70-0130/ /7-02 on 790213-15 
Noncumpl iance noted tey*. lock* t< hardware deficiencies for 
fast b-rseder blanket facility Details withheld (ref 
10CFR2 7901 

CHRIBTOFFERi 0 M, MADEDA. T d Region 3. Chicago. Office of the 
Director HIND, d A Region 3. Chicago. Safeguard* Dranch 

79/03/21 Ip 


DOCKET 90-103 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


A App lication/censtructlon stage documents 6 correspondence 


7703070279 Summarlies 790403-04 meeting w/NRC In San dose.CA re plplnj 
Improvement program Progress Rept 6 Forwards roq,oastod 
action itsms re piping analysis 

ORIDLEV.R L Oeneral Electric Co .Nuclear Energy Products Dlv 
79/04/23 l2Spp 


DOCKET 90-104 NATIONAL BUREAU PF STANDARDS REACTOR 


d Insurance indemnity Information 


7709160281 Forward* Amend II to Indemnity Agrssmonl D-7. per iOCFHMO 
changes.re Increase from *140 million to *160 million, 
effective 770901 Supporting documentation end 
SALT2HAN. J Antltruit li Indemnity Group 79/09/01 Spp 


7909240334 Forward* executed Amend II to Indemnity Agreement D-9 

AMBLER. E Commerce. Dept of. National Bureau of Standarde 79/03/13 
2pp 


DOCKET 90-186 UNIV OF MISSOURI RCOEARCIl REACTOR 


d Insuranca 6 indemnity Informatlen 


7903160339 Forward* Amend 11 to Indemnity Agreement E-43. per 10CFB140 
changes.re increase from ♦14-0 million to *160 million, 
effective 790901 Supporting documentation encl 
8ALTZHAN. d Antitrust l< Indemnity Group 79/03/01 Spp 


7903310401 Forwards *xecut*d Arnonds 10 t. 1 1 tu Indemnity Agreements 
E-23 6 E-29< respectively 

BLANSETTiV Missouri. Unlv of 79/05/23 3pp 


DOCKET 90-107 SPACE RADIATION RESEARCH REACTOR 


J Insurance U Indemnity information 


7903160349 Forward* Amend 13 to Indemnity Agreement B~26. per l-0CFftl40 
changaerre l^screase from *140 million to *160 million, 
effective 790901 Supporting documentation end 
SALTZMAM.d Antitrust «< Indemnity Group. 79/09/01 Spp 


DOCKET SQ-ies KANSAS STATE UMIV RESEARCH REACTOR 


d Insurance It Indemnity Information 


7903160282 Forward* Amtnd 11 to Indemnity Agreement E-l> per 10CFR140 
change*, ro incroase from *140 millten to *160 million, 
effsctlve 790901 Supporting documentation encl 
SALTZMAM.d. Antitrust fc Indsmnlty Group 79/03/01 Spp 


7903230384 Forward* Amend 11 bo Indemnity Agreement E-1 
HOFFMAM.U C. Kansas State Unlv 79/05/17 2pp 
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Q Infpection reportfi IE Bullatlns Si corroupondene* 


7909190396 Forwards IE Inap Repfc, 90-183/79-01 on 790312-19 No 
noncomp 1 lane* noted 

HADSENi 0 L Region 4< Dslleai Reactor OpDratlona Nuclear Support 

Branch 79/03/28 Spp 


*7909130604 IE Inap Rept 30-188/79-01 on 790312-15 No none oinp 1 la nc e 
noted Major areaa inspected licensee's Internal revleui 
operating proeoduresi rad ia t ion protectloni environ 
protection tr emergeneg planning 

JOHNSON. E H . CONSTABLE, O L Region 4. Dallas, Office of the 
Director MADSEN, 0 L Region 4, Dallas. Reactor Operations 

Nuclear Support Branch 79/03/27 9pp 


DOCKET 30-19t BABCOCK S. WILCOX COMPANV CRITICAL FACILITV 


J Insurance St Indemnitg InFormatian 


7903300714 Forwards Araend 19 to Indemnitg Agreement D-8. per lOCFRlAO 
changes.re Increase Pram <4140 million to 4160 million, 
affective 790501 Supporting documentation end 
SALTIMANi J Antitrust S' Indemnitg Croup 79/09/01 Spp 


7903290427 Forwards executed Amend 1 to Indemnitg Agreement 0-2 Si Amend 
19 to Indemnitg Agreement D-B 

OLSEN, A F Dabcoclt t< Wilcox Co 79/03/21 3p p 


DOCKET 30-192 UNIV OF TEXAS RESEARCH REACTOR 


J Insurance 6 Indemnitg Information 


7905160339 Forwards Amend 11 to Indemnitg Agreement £-25. per lOCFRHO 
changestre Increase Pram *140 million to *160 million, 
effective 790501 Supporting documentat Ion end 
SALTZMAN, J Antitrust S« Indemnitg Croup 79/05/01 Spp 


DOCKET 90-193 RHODE ISLAND 8i PROVIDENCE PLANTATIONS AEG 


J Insurance S' Indemnitg Information 


7909160260 Forwards Amend 9 to Indemnitg Agreement E-43i per 10CFR140 
changes, re Increase from *140 million to *160 million, 
effective 790901 Supporting documentation and 
SALTZMAN, J Antitrust fc Indemnitg Orowp 79/03/01 Spp 


7903190049 Amend 9 to Indemnitg Agreement £-43 

SALTZMAN. J Antitrust Si Indemnitg Qroup 79/05/14 Ip 


DOCKET 30-179 MANHATTAN CDLLEOE RESEARCH REACTOR 


J Insurance Si indemnitg Infarmatton 


7903130377 Forwards Amend 10 to Indemnitg Agreement £-41, per t0CFR140 
changes.re Increase from *140 million to *160 otllHon, 
effective 790501 Supporting documentation encl 
SALTZMAN, J Antitrust & Indemnitg Group 79/03/01 Spp- 


DOCKET 90-200 DS-W TEST REACTOR 


J Insurance Si Indemnitg Information 


J Insurance Si indemnitg information 


7905160311 Forwards Amend 10 to Indemnitg Agreement D-29,p»r 10CFR140 
changes.re Increase from *140 million to *160 million, 
effective 790301 Supporting documentation end 
SALTZMAN, J Antitrust ?» Indemnitg Qroup 79/05/01 3pp 


P Operating license stage documents Si correspondence 


7903020214 Notifies that high level waste stored at West VallegiNY will 
not be moved from site 8D-2 to BD-l.as prevlouslg stated 
Action unwarranted Si countsrproducti ve to ongoing NRC 
stud las 

CLARK, J R Nuclear Fuel Services, Inc (subs of Oettg Oil Co 1 
79/03/27 tp 


7903030035 Forwards "Evaluation of Safotg Associated w/Dafoct in Pan 
QD-2 at West VaLIeg.NY " Defect cause Unknown No attempt 
should be made bo repair pan w/o further detailed analgsis 
HAUOHNEY, C J Fuel Reprocess Si Rscgde Branch 79/03/39 6pp 


7905230813 Responds to 790322 I tr re radiation levels In Cattaraugus 
Croak Si silts above Sprlngvllle Power Dam Forwards data re 
silt samples for 1967-69,1971,1977 Si 1978 
CA8HMAN, T J Mow York, State of 79/04/19 4pp 


7903290282 Forwards NY Dept of Environ Conservation 790419 Itr to 
JA Lango of Sprlngvl I la. NY re detection of radioac tivi t g in 
silt samples at Bpringvllle Dam W/data on silt samples for 
1967-69, 1971 S, 1977-78 

CLARK, A T Fuel Reprocess 6 Rocgele Branch 79/03/01 Spp 


Q Inspection reports, IE Bulletins S, correspondence 


7903010002 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sgs w/Bvc Air 8gs Used as Source of Breathing 
Air, " 

ORIERrD H Raglon 1, Ph 1 ladelph la. Office of the Director 
79/03/20, ip 


R Periodic operating reports S, related correspondence 


7903240619 Forwards discharge monitoring ropt for Mar 1979 
Rad loactivltg results re outfalls 001 & 003 will be reported 
as data becomes available 

OLDHAM. W A Nuclear Fuel Services, Inc Isobs of Oettg Oil Go 1 
79/04/10 Spp 


DOCKET 30-206 SAN QNOFRE NUCLEAR 8TATIDN, UNIT 1 


F Securttg, medical, emergeneg ^ firs protection plans 


7903230314 Updates status of commitments re operating functions Rt 
plant mods of fire protection program Discusses safe 
shutdown casualtg procedure, spurious valve actuation 6 
hgdrogin seal oil area fire, 

BUSKIN, K P Southern California Edison Co 79/OS/lS Spp 


1 Financial Information 


7905130400 Forwards "Annual Financial Rapt 1978“ for f 
Edison Co 4i San Diego Oas U Electric Co 
DRAKE, J H Southern California Edison C' 


7903300714 Forwards Amend 19 to Indemnitg Agreement B-B, per 10CrR140 
changes, re increase from *140 million to *160 mlllioni 
effective 790301 Supporting documentation encl 
SALTZMAN, J Antitrust L Indemnitg Orogp 79/03/01 Spp 


7903290427 Forwards ekecutod Amend 1 to Indemnitg Agreement 0-2 Si Amenc 
19 to Indemnitg Agreement B-8. 

OLBENiA F, Babcock Si Wilcox Co 79/03/21 3pp 


DOCKET 30-201 WEST VALLEY RBPR0CE831N0 PLANT 


0 Adjudlcatorg correspondence 


7903130732 Requests JM Hendrle to appear at 790404 hearing re safetg 
aspects of high level radwaste tanks at factlltg Test 
results showed leak In pan under tank containing 600,000 
gallon* high level liquid radwaste 
HOYTiW.B. New York, State of 79/03/21, Ip 
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7909070982 Con-firm* Inertaa* In liablUtij limit to *36.000i000 -for 
policiat KF-32. 36, S9, 38< 39.4 4i 46«47, A9, SO. 91. 53. SO. 94. SS. 96. 

57. S8, 60, 61.64, 66.67, 60, 69.70, 7t,73, 74, 76. 77, 76. 79, 00, 66, 07, 
68,90,91,93.93,94.99 t< 96 

ROBERTS.DM Hutoal Atomic Enerev Li*bllit<i UndeTwriter* 79/08701 
>P 


7909160314 Forward* Amtnd 13 to Indemnity AyresfflBnt D>31.p*r 10CFR140 
ehano**. r* incroai* from *140 million to *160 million, 
affactlv* 790901 Supporting docuntntatlen end 
BALTZMAN.J Antltruit 6 Indemnity Oroup 79/09/01 9pp 


7909190190 Forward* uecotid Am*nd 12 to Indafflnity Agraemant B-31 
WILLIAMS, F P San Diogo 04« 6 Electric Co 79/05/14 ip 


7903290069 Notlfla* of Inability to meet reply deadline for IE 
Bulletin 70-12A Awaiting info from WeJtlnghooie 
HEAD, J T Southern California Edlton Co 79/03/33 Ip 


7909010320 Forwards IE Info Notice 79-00, "Interconnection of 
Contaminated Sy* w/8vc Air By* Used at Source of Breathing 
Air " 

EMOEUKEN.ft H Region 8. San Franciico, Office of the Olreetor 
79/03/28 ip 


7909010431 Forward* IE Info Notice 79-09, "Spill of Rad loact (ve ly 
Contaminated Resin " 

ENSELKEN, R H Region 9. San Francisco. Office of the Director 
79/03/30 ip 


P Operating lieente stage documents l< corrispondence 


7909030449 Forwards Amend 40 to License DPfl-13, safety evaluation, 
notice of Issuance 4. availability Security plan evaluation 
withheld <r<f 10CFR2 790) 

ZIEKAMNi D L Operating Raactori Branch 2 7 9/04/10 3p p 


— 7903030430 Amend 40 to License DPR-13, requiring maint t Implementation 
of phyiical tecurity plan 

ZIEMANN. D L Operating Raactor* Branch 3 79/04/10 2pp 


7909010030 Forwards IE Bulletin 79-06A, "Review of Operational Errors I 
Syi Ki*alignm«nt* Identified During THt Incident " 

ENOELKEN, R K Region 9, San Francisco, Office of the Dlraetor 
79/04/14 Ip 


7909010039 Forward* IE Bulletin 79-06A, "Review of Operational Errors 4 
Sys Mliallgnment* Identified During TMI Incident '* Licensee 
action rtqulrad 

ENOELKEN, R H Raglan 5. San Francisco, Office of the Olrettor 
79/04/14 Ip 


—7909020497 Natlee of lsiuan.ee & availability of Amend 40 to License 
DfR-13 

ZlEKANN.O L Operating Reactors Branch 2 79/04/10 2pp 


7909040911 Forwards IE Bulletin 79-06D, "Review of Operational Errors I 
Sy* Mtealignmant* Identified During TMI Incident " 

ENOELKEN, R H Region 9. Ban Francisco, Office of the Director 
79/04/14 ip 


7909240302 Request* licensee provide design mods which will assure safe 
shutdown can be achieved 6 maintained using onsite power 
source 

LAINAS.O Plant Systeni Branch 79/04/13 2pp 


7909040619 Forwards IE Bulletin 79-OB, "Events Relevant to Boiling 
Mater Power Reactors Identified During TMI Incident " 

ENOELKENiR K Region 5, San Francisco, Office of the Director 
79/04/14 Ip 


7909090030 Forwards topics deleted from systematic evaluation program 
review of facilities Requests review 6 identification of 
error* within 30 days from receipt of Itr 

ZIEMANN, D L Operating Reactor* Draneh 2 79/04/16 7pp 


7909070104 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required 
ENOELKENiR H Region 9. San Francisco, Office of the Director 
79/04/14 ip 


7909030318 Forwards draft evaluation of systematic evaluation program 
Topic VI-10 B Requests review 4 response within three days 
2IEMANN.D L Operating Reactors Branch 3 79/04/18 6pp 


7905160319 Evaluates possible vibration problems re operation of 
chemical vol 4 control ly* test pump No problems ‘ 
antic Ipated 

BASKIN, K P Southern California Edison Co 79/04/30 3p p 


7908090347 Forwards Amend 78 to License DPH-13 Affidavit 4 Certificate 
of Sve enc 1 

DRAKE. J H Southern California Edison Co 79/09/04 7pp 


—7909090361 Amend 76 to License DPR-13, consist Ing of proposed Tech Spec 
Change 79, Increasing annual discharge limit of sulphuric 
acid to allow Units 3 4 3 to discharge startup flushing 
wastewater directly Into Unit I 

a Southern California Edieon Go 79/09/04 4Bpp 


7909190374 Forwards results of util esamlnation of NRC 790319 revised 
systematic evaluation program topic assessments 
HAYNES, d « Bouthern California Edison Co 79/09/04 2pp 


7909030399 Forwards IE Bulletin 79-09, "Failures of OE Type AK-3 
Circuit Brealer In Saf ety-Related Sys " Licensee action 
required 

ENOELKENiR H Region 9, San Francisco, Office of the Director 
79/04/17 ip 


7909390800 Responds to IE Dulletln 79-06A, Item 9>re initiation of 
auxiliary feedwater sys.Syt Initiated by operator action 
Requests exemption from requirements of 1 temi Immed late 
initiation Is not essential 

HEAD, d T Southern California Edison Co 79/04/19 Spp 


7909060371 Forwards IE Dulletln 79-09B, "Nuclear Incident at 
TMI-Buppl " 

ENOELKEN, R H Region 9, San Francisco, Office of the Director 
79/04/21 ip 


7909240073 Responds to IE Bulletin 79-07 re seismic stress analytit 
Computer codes containing algebraic summation errors have 
not been used in design 4/or analysis at facility Computer 
code cenflrmetlon will be forwarded by 790330 
HEAD, d Southern Callfarnla Edison Co 79/04/24 3pp 


R Periodic operating reports 4 related correepondence 


7909190409 Forwards monthly operating ript for Apr 1979 
CURRAN, dM Southern California Edison Co 79/09/04 Ip. 
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7903040188 Forwards PNO-79-678 

ENOELKEN. R H Rogion 3< Ban Franc t«eo, Offlcs q 4 the Director 
79/04/ia Ip 


7903190143 Forwardi PNO-79-67T 

ENOELREN. R H Region Sr Ban Franclico. Office of the Director 
79/04/'13 Ip 


7909030084 Forward* PN0-79“i7U 

ENOELREN. R H Region 3p San Francisco, Office of the Director 
79/04/14 IP 


7903030938 Forward* PNa-79-67Aft 

ENOELREN. R H Region 3, Ban Francisco. Office of the Director 
79/04/80 Ip 


7905010434 Forward* PN0-79-67AD 

ENOELREN.R H Region 9, San Francisco, Office of the Director. 
79/04/21 Ip 


7909010449 Forwards PN0-79-67AC «< AD 

ENOELREN.R H Region 5, San Francisco. Office of the Director 
79/04/83, ip 


7709300863 Forward* Interim rept Of Marin* Review Coremlttao ra ECC8 
WONO, 8 California. State of 79/03/13 Ip 


— 7905300270 “Interim Rapt of Marine Review Committee to CA Coastal 
Cornell** Ian. Part 1 Oenaral Bummarg of Finding*. Prediction* & 
Racoismendations Concerning Coaling Sg* “ 

CONNELL, a H . MECHALAS, 0 J , MIHURBRY. J A California. State of 
79/09/18 SSpp 


— 7903300877 “Interim Rapt of Marin# Review Committee to CA Coaftal 
Coniml*»ion,Part 11 App of Technical Evidence in Support of 
Oaneral Summarg " 

CONNELL. J H . NECHALA8. B 0., MIHURBRY, J A California. State of 
79/08/18 197pp 


7903310439 Forwards LER 79-007/03L-0. 

HEAD. J T. Southern California Edieon Co 79/09/83 Ip 


— 7903310444 LER 79-007/03L-0 on 790483 during full power operation. aieam 
flow indicator far (team generator A fat led > indicating 
loro flew Cauied bg failed power eupplg in tteam flow 
indication circultrg Failed power lupplg replaced 
CURRAN. J M Southern California Edieon Co 79/08/88 ip 


7903010462 Forwards PN0-79-67Ae DOCRET 80-808 COLUMBIA UNIV RESEARCH REACTOR 

ENOELREN.R H Rag Ion S, Ban Franc l»eo, Office of the Director 

79/04/84 Ip Iniurance 4. Indemnltg Information 


7909090041 Forwards PN0-79-67AF 

ENOELREN. R.H Region 3. San Francisco, Office of the Director 
79/04/89 Ip. 


7909090097 Forward* PNO-79-67AO 

ENOELREN.R H Region 9. Ban Francisco. Office of the Dlraetor 
79/04/86 Ip. 


7908040306 Forwards LER 79-OOS/OaL-O. 

HEAD, J T Southern California Edison Co 79/04/87 8pp 


— 7909040398 LER 79-003/03L-0 on 790408 sea temp data from throe senior* 
not obtained for three period* Cauted bg double film Image 
on car tr Idg*. dammed film cartridge ti unit torn from 
anchorage All unit* repaired or replaced 

OTTOaON.H L Southern California Edl»on Co 79/03/01 Ip 


7908090119 Forward* PN0-79-67AH, 

ENOLEKEN. R. H. Region 3. Ban Francltco, Office of the Director 
79/04/27. Ip 


7903070031 Forwardi PNQ-79-67AJ. AJ It AR, per NRC 790401 Itr tranimlttlng 
IE Bulletin 79-03 

ENOELREN.R H Region 3, Ban Franclico, Office of the Director 
79/04/30 tp 


7909070018 Forwardi PN0-79-67AL, per NRC 790401 Itr tranimlttlng IE 
Bulletin 79-09 

ENOELREN.R H Region 9, Ban Franclico. Office of the Director. 
79/09/01 Ip 


7909000418 Forward* LER 79-003/03L-0 

MOORE. J. D Southern California Edieon Co 79/09/03 Spp. 


“7909080489 LER 79-003/03L-0 on 790404. during normal operation, leolatlon 
valve on coaling water from containment air handling unit* 
failed to latch In open poiltlon Caueed bg dielodged wire 
clip t( metal pin Bolanold replaced t* pin eicurad 
CURRAN, J H Southern California Edieon Co 79/03/03. Ip. 


7909110134 Forward* LER 79-008/03L-0. 

HEAD, J. T Southern California Edieon Co. 79/09/04. Spp, 


—7909110139 LER 79-00a/03L-0 on 790404. faadwatar flow Indication B root 
to lOX above actual flow. Cauead bg flow * tralghtenlng tube 
bundle dlelodgement Stralghtener* B h C replaced 6 
ettachment etrengthanad 

CURRAN. U.H. Southarn California Edieon Co 79/09/04 ip 


7903310044 Forward* PNa-79-67AM 

ENOELREN. R.H Region 9, Ban Franeteco, Office of the Director. 
79/03/07 Ip, 


790S16OS3S Forward* Amend 8 to Indemnltg Agreement E-60iper 10CFRi40 
changes. re increase from *140 million to 4160 million, 
effective 790901 Supporting documentation end 
SALT! MAN I J Antitrust 1> Indemnltg Oroup 79/09/01 9pp 


DOCRET 90-813 HADDAM NECK PLANT 


F Seeurltg. medical, etnergencg 6 fire protection plans 


7909890073 Forward* response to NRC verbal (lutetion* re fire 
protection Engineering & design of most mods In progress 
COUNSIL.U.O Northeast Uti 1 1 tiee 79/09/18 i6pp 


J Insurance i> tnd emni t g 1 nf ormatl on 


7909070497 Confirms increased liabllltg limit to 4184,000.000 for 
policies NF-i, 89, 43,76, B3, 100. 111. 140. 146. 191, 161, 164. 170, 

173. 174. 178. 179, ISO. 188. 1S9. 186. 187, 188, 1S9, 192, 193, 194. 193, 

197. 198,800,801,804,806,807. SOS, 810, 818. 814, 819. (< other* 
aUATTROCHHl. U American Nuclear Ineurere 79/09/01 Ip 


7909070988 Confirm* Incraaee In liabllltg limit to 436.000,000 for 
policies MF-a2. 86, 29. 38, 39,44, 46, 47,49, 90,91, 92.93. 94. 93, 96. 

37. 38, 60, 61, 64, 66. 67. 6B. 69, 70. 71, 78, 74. 76. 77, 78, 79,80,86, B7. 
08,90,91,92,93,94,99 6 96 

ROBERTS, D M Mutual Atomic Energg Liabilitg Underwriter* 79/03/(>> 
Ip 


790916O3B9 Forwards Amend 18 to Indemnltg Agreement B-38,per 10CFHi4D 
changes, re Increase from 4140 million to 4160 million, 
effactlve 790901 Supporting documantat ion end 
SALTZMAN.J Antitrust t< Indemnltg Group 79/Or 


P Qporating license stage documents It correspond* 


7903090016 Forwards topics delated from egetematlc 
review of fad 1 1 1 la*. Requests review t< Identtflci 
errors within 30 dsgs from receipt of Itr 
ZIEMANN, D L. Operating Reactore Branch 2. 7<; 


7903240903 Informs that latest revision to opsratlt 
described in Rtvlslon 3A to QA rept NU-QA-1, forwi 
on 790426 

COUNSIL.U.O Connsctlcut Yankee Atomic Power Co 


4, Inspection riports, IE Bultstlns & corretpondeni 


7908090148 Forwards IE Insp Rept 80 -813/79-03 on 7' 
noncomp llane s noted, 

BRUNNER. E J, Region 1, Philadelphia, Reactor 

Support Branch 79/03/14, 8pp. 


7909180803 Forward* LER 79-006/03L-0. 

HEAD, U T. Southern California Edison Co. 79/09/11 2pp. 


—7903130312 LER 79-006/03L-0 on 790413. two quartsrlg S< two gaarlg 
environ direct radiation TLD* were lost, Caused bg vandalism, 
TLDs now in locked PVC tube 6 permanentlg fastened at sample 
location* 

CURRAN, J H Southern California Edison Co. 79/09/11. IP 


—7903090146 IB Insp Rept 30-213/79-03 on 790821-8! 
noted. Major arsas inspected licensee strike coi 
plan* Bt ref ue 1 ing/matnt activities. 

LAZARUS, W.J Region 1, PhlladelpMa, Offict 

REIHtO. R.R Region t, Philadelphia, Reaetoi 

Support Branch. 79/03/13. 4pp. 
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790S4t0t03 roruiardi 1£ Infc Matlcs 7?*(}6. ‘'Str»i» Analytic 
Saf a6y-R»lated Piping '' 

GRIERi B H Raglan Ij Ph 1 ladalph lai Office sf the Director 
79/03/’83 Ip 


7'?09030a7i Foruarde IE Inf* Motlce 79-07» "Rupture of Radwaite Tanka 
DRIER, a H Region I, Philadelphia, Office of the Director 
79/03/'26 Ip 


7905410040 Forwarde IE Info Motiee 79-00, "Interconnection of 
Contaminated Sys u/^Svc Air Syi Used as Source of Breathing 
Air " 

CRIER, B H Region t, Philadelphia, Office of the Director 
TRfOa/aS Ip 


7905010290 Forwards IE Info Notice 79-09, "Bpill of Rad toae t 1 vely 
Can tamlna ted Resin " 

CRIER. a H Region 1, Ph i ladel phia, Office of the Director 
79/03/30 Ip 


790S0SD036 For wards IE Bulletin 79-0&. "Reviei,; of Operational Errors 
Sys Hlsal ignmentt Identiflsd During TMt Incident " Licensee 
action required 

CRIER, B H Region t, Philadelphia, Office of the Director 
79/04/11 Ip 


7909080354 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping Licenses action required 
CRIER, B H Region t, Philadelphia, Office of the Director 
79/04/14 Ip 


7905040010 Forwards IE Bulletin 79-068, "fievieu of Operational Errors t, 
Sys his alignments Identified During TUI Incident " 

GRIER. B K Region 1, Phi ladslphia. Office of the Director 
79/04/14 ip 


7909040188 Forwards I£ Bulletin 79-08, "Events Relevant to Bolling 
Hater Power Reactors Identified During THI Incident " 

CRIER, B M Region 1, Philadelphia, Office of the Director 
79/04/14 Ip 


7903890446 Responds te IE Bulletin 79-03 re longitudinal meld defects 
i n A8ME 8A-3t8 stainless steel pipe Pipe not in use or 
planc^ed for use in unit 

COUNCIL, H 0 Northeast Utilities 79/04/16 Ip 


7909030099 Forwards IE Dultetin 79-09, "Failures of OE Typo AK-2 
Circuit Breaker In Safety-Related Sys '• Licensee action 
required 

ORIER, 6 H Region 1, Philadelphia, Office of the Director 
79/04/17 ip 


7909010641 Forwards IE Bulletin 79-464, Revl s Ion I, “Review of 
Operational Errors U Sys Klial ignmente Identified During TMI 
Incident “ Llciniee action required 

ORIERiB H Region I, Philadelphia, Office of the Director 
79/44/10 tp 


7909840398 Rss ponds to IE Bulletins 79-06A t /9-06A, Revision I, re TMI 
errors Discusses changes (n operating procedures, 
preventative measures & instructions to personnel 
COUNStLrH 0 Connecticut Vantee Atomic Power Co 79/04/84 79pp 


7909310473 Responds to IE Bulletin 79-04, "Incorroct Heights for Suing 
Check Valves Mfg by Velan Engineering Corp, " No Velan valves 
in use on Seismic Category I piping sys 

COONSILrW O Connecticut /ankee Atomic Power Co 79/04/86 Ip 


8 Reportable occurrences, LERs 6 related correspondence 


790S040061 Forwards LER 79-006/99)(-0 

GRAVES, R H Connecticut Yankee Atomic Power Co 79/04/36 Ip 


— 7909040070 LER 79-006/99!t"0 on 79011Q auxiliary feed pump did «i!l 
discharge at rated flow Cause undetermlnod, New rotor U 
cooler supply water resulted In acceptable tost 
FLEHINOiS T Connecticut Yankee Atomic Power Co 79/04/24 ?,f 


7909314446 Notifies of 790917 RO during which 830 gallons of sefls' 
hydrochloride were released at river's edge In 6-h period 
CRAVES, R H Connect loot Yankee Atomic Power Co 79/03/35 8pj 


BOCUST 90-819 OYSTER CREEK NUCLEAR POHER PLANT 


0 Adjudl eatery correspondence 


7905000039 Notifies of OE proposal for reanalyeis of aquipment effi,“. 
resulting from a combination of seismic U LOCA loads for 
Marl II N III plants Adequacy of proposed methodology being 
reviewed W/supportlng documentation 
WOODHEAD, C P Branch 3 79/04/04 Ip 


”7909080041 Board notification status of actions re progs an p# 
reanelyils for Mark II t. Ill sys Evaluation will bo Inc Ivied 
In Individual safety evaluation 

MATTSOM, R J Division of Systems Safety 70/04/03 tp 

— 7905000044 Concludes nothing new was achieved in OE 700301 brief I'i 
on safety Issues However, structured pattern bringing 
separate issues together in equipment design program was 
Innovative 

MATTBOM. R. J Division of Systems Safety 70/03/16 4pp 


—79OSO0OO48 Forwards handouts 1. list of attendees for meeting lo 
Identify deficiencies in acceptance criteria & combination 
methods proposed by OE for use in roanalysls of Mark II N 
III plant equipment 

MATTSON. R J Dlviilon of Systems Safety 70/03/06 81pp 


—7905080091 "Methodology for Combining Dynamic Responses " 

CUDLIN. R > HOSFORD, 8 , MATTU. R Office of Nuclear llenctor 
Regulation NUneO-0404 70/09/30 86pp Available at WTIO 


7905090419 Forwards HR Denton 700929 memo discussing results of 
recently conducted tire protection research test by UL for 
NRC fire protection research program 
WOODHEAD.C P Branch 3 79/04/09 Ip 


J Insurance ti indemnity information 


790S070497 Confirms increased liability limit to *184. 000. 000 for 
policies MF-1. 89, 43, 76, B3, 100, til, 140, 146, 191, 161, 164, 170, 

173, 174, 170. 179. ISO. 188, 185, 186, 187, 180, 109, 192, 193, 194. 199, 
197, 198, 200, 801, 204, 206,207,200,810,212,214, 819, & othsrs 
OUATTROCHKI , J Amsrlcan Nuclear Ineurers, 79/05/01 Ip 


790S070968 Confirms increase In liability limit to *36,000.000 dor 
policies MF-28, 26, 29, 30, 39, 44, 46,47. 49,90. 91. 98,93, 34, 93. 96. 

37, SB, 60. 61, 64, 66, 67, 60, 69, 70, 71, 78, 74,76,77. 78,79,60, 06. 07. 
80,90,91,92,93,94,98 & 96 

ftOSERTS, D M Mutual Atomic Energy Liability Underwriters 79/09 
Ip. 


Forwards "Inservlce tnsp h Testing Program," revised Van 
catINSILrW O Connecticut Yankee Atomic Power Co 79/04/27, Spp 


7903160293 Forwards Amend ts to Indemnity Agreement D-37, per lOCFftls: 
changes, re Increase from *140 million to *160 million, 
effective 790901 Supporting documentation end 
BALTZNAN, J Antitrust 6 Indemnity Group 79/09/01 Spp 


•7905070844 "Inssrvlce Insp it Testing Program," revised Jan 1970 
* Connecticut Yankee Atomic Power Co. 79/04/30 69pp. 


7909890391 Forwards executed Amend 18 to Indemnity Agreement fi-37 
FINFROCK, t R Jersey Central Power V Light Co 79/09/21 3pp 


7909300383 Forwards 790131-0883 steam generator tube 
CQUHSIL, W 0 Connecticut Yankee Atomic Power Co 


Irvep rept 
79/09/83 


Ip 


7909290394 Forward! executed Amend 10 to Indemnity Agreement B-37 
FINFROCK, 1 R Jersey Central Power »< Light Co 79/09/81 3pp 


■7908300327 “Eddy Current Esamlnat Ion, Tube Sheet CIca 
Plugging," imp rept for 790131-0883 
• Connecticut Yankee Atomic Power Co 79/08/23 


ning 6 Explosive 
33pp 


P Operating license stage documents & correspondence 


operating reports A related correspondence 

BohthlV operating rept for Apr 1979 
GRAVES, R H. Connecticut Yankee Atomic Power Co 79/05/11 Ip 


— 7909810814 Monthly operating rept for Apr 1979 

* Connecticut Vankaa Akr,,,ic Power Co 79/09/11 9pp 


7909140370 "Analysis of Populations of Boring A Fouling 
Vicinity of Oyster Creek Nuclear Oenaratlng Station." 
annual progress rept. Sept 1977-A09 1978 
HOAGLAND. K, E , CROCKET.L Lehigh Unlv, FIN B-5744 
79/03/31 lISpp, Avellable at NTI8 *7,89. 


Organisms t« 


NUREO/CN-CASi 


7909090084 Forwards toptci deleted from syetemetic evaluetlon proira* 
review facilities Requests review A Identification of errors 
A comments ufthin 30 days from receipt of Itr 
ZIEMANN, D L Operating Reactors Branch 2 79/04/16 7pp 



DOCKETED ITEMS 
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7703070633 Iitfqrm* of nsar completion of evaluation to dcteraitno impact 
of operaiton u/four recirculation pumps on currantly 
doctatod LOCA analgai* t< correapond i ng limit* in Amend 33 
Plant gparation Tastrictod until analg^ses comploted 
FlKPnclCKi I n Jerieg Central Power ?« Light Co 79/04/30 3pp 

/703210173 Porwnriii Har 1777 Ha rk I containment program actlvitg 
review 

(IClDtlNi L vi (loner ol Electric Co 77/os/io 6pp 

770323036(1 Oubmlt* info requeitod in 770001 teUon re propoied mode of 
opeiation pending completion of analgsoo to support four 
pump operation 01*cu*«ee backflow thraugh idle loop t< heat 
generation rate cuiva* during interim period 

nONtli 0 R CPU Bervlce Corp 77/09/13 3pp 

7709240347 Inforim of no further r online nt or correct tone to NRC revised 
eafetg aeseetment of «getematlc evaluation program Topic 
V-IO A 

FIHrHCICK> I H Jor*eg Central Power 8» Light Co 77/03/13 Ip 

/703210I74 forwarde ''^valuation of ilgetor Creek Roactor Coro Liquid 
Level following Inadvertent Reactor ill git Preaeuro Scram on 
/70902 " Hupplament* /VOSia aubmittal of transient analgal* 

Addl Info on reactor offgas actlvitg «nc.l 

r If(( R()CK> I R Jorseg Central Power S« Light Co 77/09/17 2pp 

— /709ai017V "rvaUiallon of Ogeter Creak Haactor Coro Liquid Level 
Following Inadvertent Renctor High Pressure Bcram on 
770902“ prepared bg ruion Nuclear Cot Inc 

e Jerteg Central Power h Light Co XN-Nr-77-47 77/05/ IS 39pp 


77092102/0 forwards response to NRC inf a request re effect of four pump 
operation upon transient l> accident analgsls other than 
I OCA 

nONRi 0 R OPW Oervice Corp 77/09/17 4pp 

/7099200nil Forward* schedule for imp I ema rotation *« resolution of MARK I 
containment long-term program All lorua mod* will be 
completed prior to Jan 171)1 

fINrRtICKi 1 R Jereeg Central Power & Light Co 77/03/17 2pp 

/VOli'/OOh/i Draft IM Hr re statu* 6 rote of Improvament of radiation 
protection program . 

Qltlin.ll M Region !• Phi lailelph la. Office of the Director 
77/09/10 3pp 

/7092I02A'1 ioi'ward* "Bounding loss of Coolant Inventorg Trane lent for 
llgeter Creek Plant*' 4i Info clarlfglng aavoval aspocte of 
original 770902 «< /70917 submit tale o* 

riNIRlICKi 1 R Jerseg Central Powei 4* Light Co 79/09/17 a4pp 

770921026/ forward* Tech flpec Chang* Heq.'Jd*'' / 2 imodlPglng Section 2 I D 
flKiROCKi I R Jerseg Central Powei <• Light Co 79/09/17 Ip 

— 7709210267 Tech Opee Change Request ‘!!"a®i V” 

fitend appllcabinig of safelg limit * adding Section 2 I r 

to prevent isolation of at least tuio feclreulatlon pomp 

toons. Cert If leal* of Qvc end 

• Jerseg Central Power >< Light Co 77/09/19 Spp 


Q Inspection reports. tC Bulletins I. correspondence 

7709110216 Forwards IE ln*p Rept 90-217/79-04 on 77022 »— 23 No 
noncompliance noted 

BRUNNER. E J Region t. Philadelphia. Reactor Op»r.a*(on* Nuclear 

Support Branch 77/03/20 2 pp 

-“7703110217 IE Insp Rept 90-219/79-04 on 770221-33 No nost 'omp I iaisca 
noted Major area* inspected previous imp findings. irs“Offiee 
review of periodic rept* t< LERs h containment spray 
ecchanger review 

SR 1 60S. L E Region 1. Phlladelphiai Office of tha tfirector 

MCCABE. E C Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 77/03/17 Spp 

7703010110 Forwards IE Info Notice 79'-06. “Btrass Analysis Of 
Saf etg-Related Piping " 

QRIER.S H Region I. Philadelphia. Office of the Dlractor 
77/03/23 Ip 

7709010046 Forward* IE info Notice 77-03. “ Interconnec t i.<o n of 
Contaminated Sgs w/6vc Air 6gs Used as Source of BreatiMing 
Air " 

ORIER.B H. Region It Philadelphia. Office of the director 
77/03/20 Ip 

7903010278 Forward* IE Info Notice 77-07, "Bplll of Rad 1 0 '^'ctive Ig 
Contaminated Resin ” 

ORIER.B H Region 1, Philadelphia, Office of the Director 
77/03/30 Ip 

7709100321 Forward* summarg of 790228.770301 & 790322 r« reaction to IE 
Bulletin 78-03. “Potential Ecplosive Oas Mistures 
Accumulations Associated w/BUR Offgas Sgs Operations ■" 

ZIEHANN.D L Operating Reactors Branch 2 79/03/3 0 4pp 

770S020049 Forwards IE Bulletin 77-06, "Review of Operational Errors & 
Sgs Misalignments Identified During TMI Incident " 

ORIER.B H Region 1. Philadelphia. Office of the Dlr«ctor 
77/04/11 Ip 

7709230349 Responds to lE Bulletin 77-03. “Long Itud Inal Wold Dafccts in 
ASHE 3A-312 Tgpe 304 Stainless Steel Pipe Spools Mfg bu 
Youngstown Welding t< Engineering Co '* No plan* to osa pipes 
in saf etg-releted sgs 

ROSS. 0 A Jerseg Central Power fc Light Co 77/04/11 Ip 

7709020337 Forward* IE Bulletin 79-07, “Beismle Stress ArlJalgsi* of 
aaf atg-R*lat*d Piping •' Licanaee action required 
ORIER.B H Region 1. Philadelphia. Office of the director 
77/04/14 Ip 

7703040029 Forward* IE Bulletin 77-060. "Review of Operational Error* 6 
Sgs Misalignment* Identified During TMI Incident 
ORIER.B H Region 1, Philadelphia. Office of the director- 
77/04/14 Ip 

7703040204 Forward* IE Bulletin 79-00, "Event* R»l»v;nt to Bolling 
Water Power Reactor* Identified ™I Incident 

ORIER.B.H Region 1. Philadelphia, Office of the Oirmetor 
77/04/14 ip 


/7032403I3 l•arw*rd* pagment tor Tech Spec Change 

TIFTOM. T 1. Jerseg Central Power 6 Llgl't Co 77/05/17 IP 

7709a90302 Respond* to NRC 770917 question* re loss-of-lnventorg 
transient ana I g* is Pump coastdown *"rva #ncl 
# Jersey Central Power U Light Co 7*7/02/23. 4pp 

77098701711 Forward* Tech Spec Chang* Request ^^.Addendum I, adding 
limiting safetg sgs setting Water quality rapt <• C.rtificat. 

FIHFROCk!* I *H Jersey Central Power & Light Co 79/03/83 27pp 

—7703870178 Tech Spec Chang* Request 70 . Addendum i, adding new safety sy 
central Power h Light Co 77/03/23 6pp. 


7709870174 Forward* Tech Bpee if'** 

Ineorporation of new eafoty *y* eettinff to Section 2 □ of 

FJNFROCK, 1 Jereey Centre! Power l« LlffDt Co. 77/09/23 Ip 

7709870172 Forward* Tech Spec Chang* ***‘^“'*i *** 

HAPLHOR curve* «/C*r tlf leal* of 8vc U appropriate cias* 

FIHFROCR. I n Jersey Central Power Light Co 79/09/84 3pp 
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DOCKETED ITEMS 


*»iP ■' ' > * j «• » j • » i carrtiyelif^Ot* 


f a'w** «» * 

r ,-u. 


111 (■ 2 * j ;iv' 7 ?^nM<’ c 
j«*alis" 5» n» tj» vn^j 7s 


IH'Jf- Jl-lP 

'■t-4l Ps«»r V Li 9 ^^ Co 79/04/30 Ip 

fi /9C45T LOCA Anolytii do*f not conildor 
rvt IrculotiQn looa% 


s» n» tj» vn^j 7s^» rtc trc jtotion toopt 

<»74k otiti, ,,i I-:,-! oniiTtt*^ 

C*T»*ii Fsujr t Hjht Co 79/04/30 Ipp 


7909230301 ForwApd* LER 79-014/011-0 
FINFROCKiI R Jer»»v Control Pooior 4< lijht Co 79/01/17. p p 

/J 

— 7903220383 LER 79-014/01T-0 on 790103 oiftiU p«r»<>r-mlnj lot! »• 
liocondonitr «uto-a« toot ion * v* ' *‘9*’' ^9*' Villi' ot/ao 

octi*TT«il CAU4ed by lock tj# procodorAl dil'octiaii 
reviouod It ChAnged 

Rasa. D A Jortsy ConbCAl Pouav <« LlgOt Co /'//01/IA ’•pf 


^'“'•■•^-♦’'3 I.F 9 'S-'-;!/: jV-O 

; O Piutf ti HjM CO 


79/03/01 Ip 


7903290014 Forward* UER 79-0 1 2/0 31-" 0 

FIRFRQCKi I R Jertoy Central Pno/or C. L lylil Cn 


/V/l>3/ I / 


' -TC'J s- 79^432 rod worth nlnlsiiiffr no 

■ it-i-'l"! t v*< i,dt*ttd ot-nrj third critical low power 
» **’ * br *aiUr* tp Ccspltl* itcond pift of 

15 - *"***"5 t t'*iti»lii4HCo ictiucnci rt«t itoppdd 

- - . A u*-l**J Fp.ir t Cioht Co 79/05/01 3r> 


79^432 rod worth nlnlsitiffr not 


t Cijht Co 79/05/01 3pp 


CeJrn '4.1. 


•t* «j 

»•' If d 


;i9/79/i4-ip 

trjl Pcu«r t. Lljht Co 


79/05/03 Ip 


during parformatico of actuation 
i-raV - r ‘*2*' i'-»d'»pt«tit rffctor high pretiurt 

'■*;**’ f = opfrator arrpr jn doting 

■>■ •'■■'IV*.. P.rfor^dd 

I f ( .*ri0^ Central Pcwtr 1 tijht Cg 


*« «<g C«iti*al Pcwtf li Lijht Co 79/05/04 Ip 

follsw^r. r durlnj rtcovary p*rlod 

T*sA CP,?, a! *. !"“? «»»r*t,d In Violation of 

.till ^ ‘d-’ilt.on Corroct.v. action 

ecnttAl/Crf-P. J £ Cntrfl Pow«r t. Light Co 


79/05/02 2pp 

- <-Md u.-ttfil Pcw,r L Light Co 79/05/03 Ip 

-aUraLtrwp-li^^oi^!;,'? drgw.M vacoua brealor 

tightan.j h .,1,, 4'» Ja«-nut 

D A ...r.fg c.rtral Po„r 4 Light Co 79/05/CB 3pp 

79-C03/03L-0 

-/.r.dd C.ntral Po„,r i Upht Co 79/05/ffB 1, 

790Si;ci4r2 LE9 79-l<}a/05L-3 ci 790417 w/n 

rrcirc p^rp tripp,, c«j,,d bu h, .k ^ ot ,vc,C 

»9,r,*fn, t trip In, MSr" ">“‘•"•■'9 from 

»r(.,hf, t hoadfr, rtplacd’ ” ” ov»rcorr*nt 

FOSS. 0 A •/•r„y c.ntral Po^„ I Ll,ht Co 79/05/03 3pp 

*■£" T9'O13/0 it -0 

^ <*-.r t Ll.Kt Co 79/05/10 ,p 

— 7W9»4<7374 lC 4 79-Oia/oiT-O on 7,0*97 . 

rtc ircutat icn p.np, (, pot f*7*tlon pf roactor opinp four 



rran.Unt,- „ r„„,p,d 

FtNFKOCX. t H .7*r,,g C»htral Pow*r I, tight Co 


-■'7903290017 LER 79~0ia/03L-0 nn 7‘/04lV otygan Inwal |ti «lip g t • • * 1 • - 
chafflbtr Atmeophorg wa* grPAtat tban 3% CAiltad by «*ii«|tl.<4* 
of tAmpllng (y< t< pofltion of fioip control vaJva 

Ocygen Analyiar r,ca 1 1 bri I ova 1 now bolow IX 

RO881D A jar,py CentrAl Power h. Light f’.o /'f/t)3/|/ Ipa 

7903290023 ForwArd* LER 79-011/031 -O 
FtNFROCK.I R Jortey Contra! f'ouor t, I tgli, ro 7‘//IH/,/ |g 

79Q329Q023 UER 79-011/03L-0 On 7V041V enr* tpray pomp H/iMA 1 * S*, 

failad to sbart upon initiation algnal Cauaeil by fo** 

’■•Pt^cad i< pump V»»t »uLc*»ifiil lig i omp 1 * I • 4 
KUHSi D A tiaripy Csntral Rouar t< I ighl Cil /*>/<l1/| ' f 

79/05/02 3pp 79033901A4 ForuarOi LER 79-010/031 -O 

FINFfloCK. I R \fertey Cantral Piiuer V Light Co /V/rti.tf tg 

79-010/03L-0 ON 790417 iPAk of Untopi. I. at 

^oLon^n?*?!.! ? n Within pip, turn.al U'4..**a p, 

aqulpaianl drain taiib |l,i« 

PtevBnt further 

ROSS, DA Jffr*»g Central power «, light Co f'f/OI/i/ t, , 


••79<J>|30277 'F,pt pft 790502 rr^n.. 

• 


>9/03/12 spp 


79/05/12 93pg 


I"'"!:,;" 

4 Ctntral pewtr V Light Ce. 


79/03/16 ip 


- 

ROSS, O A '7«r,«y Cdntral Pp^gp I , , 

Light Co 79/03/16 3gg 


?»-o«voir.o 

"* i w,., C. 


79/05/16 Jp 


>9O33i02s| lER ... 7_.. 

ware atartad vhtn »,ap »f ■‘aactor r*tireu,,t, 

•ow.. . ^..:;”;:,::rsLr:';u/r "" " '*'* •' 

U,»t Co 79/05/16 3pp 


'• C 1 A 


non-antitrvfb nail*,, 

“••r''! “■•;•' ■ ” 

49 pp inont.v . KCNNUIlV.II T Lammla«lun f'f/ltl , 1 

OO3alCK.LV Offlc* o. Co«flr.,.|.i,.l /V/03/OW 

r. .. aoo.0»,> 

flv. veAT, Age ''^Hlty n.ar 1- or tad Rlv.r.NJ 1 ,.. 

KOSTHAYER.PH Mou*. ofRgp 

«TAriON. unit 1 

^-RUon Enc, w.th„*M 

HO«AS,e 8 u.ao.u,. Laaih, ^aibg 

ttf omati <.« 

to ♦lai.ooo.im.i *4k 

*f*ar 79/09/01 ip 

7903070532 Confirm* . 

92 <>’' 7 oI 7 ? tl: $?' " 2 ' 84 . Sti. SA 

ROSERtI d’m ’’ *• ** * 

,, 

S4LT2HAN,0 

«9o«p 79/05/01 
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P Qperotlna license stage documents tt correspondence 


790S0SO23S Kottflcation of 79040S nesting oi/OE to diecuss rrathodolgg 
for predicting aafetg relief valve toads Por Hark I 
containments using T-(tuencher 

SUiT H Containment Systems Branch 79/03/26 2pp 


790302036? Detailed ueld procodures to demonstrate N53 eaPe-end elbou 
replacement 

PERKlNSi T J Niagara Mohauik Power Corp 79/04/24 41pp 


7903080414 Forwards responses to Hgdrologv-Met eorologg Sranch quastions 
Q372 2 (i 0372 3>per 790108 Itr Design interfaces between 
raduaste reduction 6 solidification sys are not complete 
Accident analysis to be recalculated 

RHODEi 0 K Niagara Hohawk Power Corp 79/03/Ot 82pp 


7903230293 Forwards table re torus mods for Spring 1979 rafucling 
QUtaga Analysis is contlnuingi to determine if further mods 
are required Final analysis for major structural components 
is ecpeeted by end of 1979 

SCHNElDERiR R Niagara Kobawk Power Corp 79/03/16 3pp 


7903230478 Responds to NRC 790319 Itr Info re radiation levels is 
contained in annual environ operating rept 
SCHNEIDER, R R Niagara Hohawk Power Corp 79/03/16 ip 


7903310218 Forwards application for amend to License DPR-63 ti *4,000 

fee 

THOMAS, E B LeBoegf, Lamb, Leiby <i HacRae 79/03/29 2pp 


—7903310221 Application for amend to License DPR-63 re Tech Specs 
changes to safety limmlts 

OIBEi D P Niagara Mohawk Power Corp 79/03/29 lOpp 


Q Inspection reports, IE Bulletins 6 correspondence 


7903090134 Forwards 1C Insp Rept 50-220/79-04 on 790206-09 «< 21-23 No 
noncompliance noted 

SMITH, O H Region 1, Philadelphia, Fuel Facility 4 Hatcrlats 

Safety Branch 79/03/19 2pp 


—7903090140 IE Insp Rept 30-220/79-04 on 790206-09 U 21-23 No 
noncompliance noted Major araas Inspected radioactive waste 
sys L radiation protection during refueling 

THONUS, L H Region !■ Phi ladelphla. Office of the Director 
CROCKER, H M Region t, Philadelphia, Fuel Facility U Materials 

Safety Branch 79/03/14 8pp 


7903010126 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safety-Related Piping " 

DRIER, B H Region 1, Ph 1 ledelph la. Office of the Director 
79/03/23 ip 


7905010033 Forwards IE Info Notice 79-09, "Interconnection of 
Contaminated Sys w/Svc Air Sys Used as Source of Qreathing 
Air " 

DRIER, B H Region 1, Philadelphia, Offlco of the Director 
79/03/28 Ip 


7903010307 Forwards IE Info Notict 79-09, "Spill of Rad loac tl vcl y 
Contaminated Resin " 

DRIER, B H Region 1, Ph 1 ladelph la, Office of tho Director 
79/03/30 Ip 


7903020069 Forwards IE Qullatln 79-06, "Review of Operational Errors 6 
ays Misalignments Identified During TMI Incident " 

DRIER, B H. Region 1, Philadelphia, Office of the Director 
79/04/1 i Ip 


7903100421 Responds to IE Bulletin 79-03 re longitudinal weld defects 
No piping was supplied by Youngstown Ueldlng t Engineering 
Co. 

SCHNEIDER, R R Niagara Hohawk Power Carp 79/04/11. ip. 


7903020332 Forwards IE Bulletin 79-07, "Setsmlc Stresi Ana ly els of 
Safety-Related Piping “ Licensee action required 
DRIERtB H Region It Philadelphia, Office of the Director. 
79/04/14. Ip 


7903040071 Forward! IE Bulletin 79-06B, "Review of Operational Brrors 6 
Bys Mlsallgnmente Identified During TMI Incident '' 

DRIERtB. H Region 1, Phi ladtlph la, Office of the Director 
79/04/14. Ip 


7908040237 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Meter Power Reactors Identiflad During TMI Incident " 

Licensee action required. 

DRIERtB H Region I, Philadelphia, Office of the Director 
79/04/14 Ip. 


7903030078 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

DRIER, B H Region 1, Philadelphia, Office of the Direclor 
79/04/17 Ip 


7903030288 Forwards IE Bulletin 79-06A> Rsvis ion 1, "Review of 
□perattonal Errors L Bys Hleallgnments Identified During TMI 
Incident " 

ORIERiB H Region 1, Philadelphia, Office of the Director 
“TT/Od/ia Ip — 


R Periodic operating reports 8i related correspondence 


79031S0SO8 Forwards monthly operating rept for Apr 1979 
SCHNEIDER, R R Niagara Mohawk Power Corp 79/03/10 ip 


—7903180911 Monthly operating rept for Apr 1979 

PERKINS. T J Niagara Mohawk Power Corp 79/03/0B 6pp 


8 Reportable occurranc es, LERs L related correspondence 


7903070401 Forwards LEB 79-009/0aL-0 

SCHNEIDER, R R Niagara Hohawk Power Corp 79/04/30 Ip 


— 79030704 U LER 79-003/03L-0 on 790401 during periodic Typo C leakage 
test, valves 19-68-06, tV-30l-09, IV-201-10 « 19-88 1-02 were 
found to b* in excess of Tech Specs Cause unknown Repairs 
will fas made during outage 

JUTRAB, R Niagara Mohawk Power Corp 79/05/01 Ip 


7903160392 Forwards LER 79-006/03L-0 

SCHNEIDER. R R Niagara Mohawk powor Corp 79/03/10 Ip 


— 7908160394 LER 79-00 6/03 L-0 on 790428 overf roquency relay On motor 
generator set 172 could not be celibr Caused by bad 
potentiometer adjustment. Repair! being made 
DUDAi E Niagara Mohawk Power Corp 79/03/tO Ip 


7903300486 Forwards LER-OIO/OSL-O 

LEMPOES, T E Niagara Mohawk Power Corp 79/03/23 ip 


—7905300496 LER 79-OIO/03L-O on 790424 during refueling outage, 
containment vacuum relief valve 68 19-10 flange failed leak 
rate test Q-rings replaced on flange 
OUDA, E. Niagara Mohawk Powor Corp 79/03/23 Ip 


DOCKET 30-223 UN 1 9 OP LOWELL RESEARCH REACTOR 


J Insurance U indemnity Information 


7903160268 Forwards Amend B to Indemnity Agreement £-34, per 10CFR140 
changes, re increase from *140 mil lion to *160 million, 
effective 790301 Supporting documentation end 
BALTZHAN. .f Antitrust «• Indemnity Oroup 79/03/01 Spp 


DOCKET 80-224 UNIV OF CALIFORNIA RESEARCH REACTOR 


J Insurance & indemnity information 


790S300092 Forwards Amend 13 to Indemnity Agreement E-19, ref lectlng 
change in 10CFR140. increas Ing primary layer of liability 
from *140 million to *160 mi 11 ion. effective 790301 
Supporting documantatlon end. 

8ALTZMAN. J Antitrust 8, Indemnity Oroup 79/03/01 3pp 


P aperatlng license stage documents 6 correspondence 


7909210178 Forward* Tech Spec Change 6 Requests info re SNM poeseselon 
limits, amount eiempt h nonaxempt 

KAPLAN, 8. N California, Univ. of, Berkeley 79/OS/H Ip 


—7903210101 Tech Specs Chang# 6 for Trlga Mark III 

• California. Univ. of, Berkeley 79/09/14, 30pp 


DOCKET 90-223 «P1 CRITICAL EXPERIMENT 


J Insurance h indemnity information 


7909160266 Forwards Amend 9 to Indemnity Agreement E-42, per tOCFRldO 
changes, re increase from *140 million to *160 million, 
effective 790901 Supporting decumentatlon end 
QALTZMANi J Antitrust ti Indemnity Oroup. 79/09/01, 9pp 
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TW5S2037J Rt^utiti r»niu*l 

-ijpUt*He'' to •ubnittid bv 79090t 
JUOD.O RfnmlJtf Polvt^chn*' I"*' 


CX-22 for 29 Formal 

79/09/1^ IP 


a In.picUor, r.port.- IE 1 1 

7905240277 For-artf. IE I(I*P Rtpt 50-225/79'03 on 790220-23 No 
^n.oapUanc. p.Had.lphU, Saf.juard, Branch 79/03721 

2pp 


0 Adjudicatory cot rospondence 


7909390298 Notifies proper I9 uorded contention re sahotape uoi>)d 
actepted Contention 6>as admitted Into nuke Poiuor Co 
pr oceedingi enc otnpasse* aspects of revised Contention it 
pros en ted by State of lU 

GOODARJ), R J Drench 2 79/01/06 2pp 


j Insurance f/ indentnity information 


7909100163 Endorsement 99 to rlAELO Policy Mr-Sa 

OERAS^ T Nuclear Energy Liability Insurance Association 77/037? 
IP 


— 7909240207 IE Imp Rept 90-229/79- 
noted Major areas Insplcted phyi 
protactlon of 5NM access control 
lurviillance Detain withheld (1 
LAWJN.fi H . DEVLIN, J H Rfjl 

Branch 79/03/20 ip 


■02 on 790220-23 Nd noncomp liance 
ilcal security plan, includlnj 
lialarm sys 1, communicattons 
•ef 10CFR2 7901 

Ion 1, Philadelphia, Safeguards 


7905070477 Confirms increased Hal 
policies NF- I, 29, 43, 76,83, too. 1 
173, 174, 178, 177, 180, 102, 183. 106' 
197, 178, 200. 201, a04, 206,207, 200. 
QUatTROCHMI.J American NucUat 


illlty limit to *124,000,000 f<nr 
1. 140, 146, 191. 161, 164. 170. 

107, laO, 187. 173, 173, 174.. 173. 
310,212,214.213,6 olhere 
Insuroi s 77/09/01 Ip 


DOCKET 90-227 TRIOA THERMIONIC PROTQTVPE REACTOR 
J Insurance 6 indimnlty information 


7909300202 Forwards Amendnant 31 to Indemnity Agreement 0-9. rof lac ting 
chenge in lOCFRMO, increatlng primerg layer of KabiUty 
froa *140 million to *160 oil 1 lien, ef fee tlvi 790901 
Supporting documentation end 

BALtIMAN, J Antitrust !i Indemnity Oroup 79/09/01 5pp 


DOCKET 90-220 AER0TE8T RADIOCHAPHY 6 RE8EARCN REACTOR 
J Inturenti 6 indemnity Inforiration 


7903070982 Confirms Increase In liability limit to *36.000,000 for- 
pol Icies rir-az, as, 27,38,37, 44,46,47,47, 90, 91, 32, 53. 94. 59, 96. 

97, 30. 60, 61,64, 66, 67, 68, 67, 70, 71. 73. 74. 76, 77, 70. 77. 00, B6. 07. 

80, 70. 91, 92,93, 74, 95 ii 76 

ROBERTS, 0 M Mutual Atomic Energy Liability Undoriurlters 77 / 09/' 

to 


7703140404 Forwards Amend 21 to Indemnity Agi oemont H~10 per lOCP'HTR 
changes, re increase In liability insurance from *140 million 
to *160 mi 1 1 ion, ef f ect (ve 790901 Supporting documontat 1 o« 
enc 1 

SALTZMANi J Antitrust ti Indemnity Group 77/03/01 6pp 


P Operatl-ng license stage documents 6 correspondenc □ 


7909300097 Fsrwards Amend 17 to Indtnnity Agreement B-S. ref Isctlng 
change In 10CFR140, increasing primary layer of liability 
from *140 nlUlDn ta *160 ml 1 1 ion, ef fee ti Va 790901 
Supporting documentatlan end 

SALTZMANpJ Antitrust (i Indemnity Group 79/09/01 5pp 


7909240397 ForwerdS accepted Amend 17 to Indtnnity Agreement 0-2 
NEWACI€CR,R L Aerotest Operations 79/03/19 2pp 


790902023S Notification of 770402 meeting u/OF to discuss metlxidolsg 
for predicting safety relief valve loadi for Merk I 
' containments u»inp T-yuenchar 

SU, T M Containment Systomi Branch 77/03/36 app 


7709230066 Forwards application for llcotiso mod ro spent fuel ptfol *1 
enc 1. 

CODDARD.R J Draitch 2 79/03/06 Ipp 


DOCKET 90-233 MEXICO RESEARCH REACTOR 
J Insurance 6 Indemnity Informitlan 


7909080970 Rpyueata supplemental Info re 700911 appllcaltun for epen 
fuel pool toads be sent t'O ASLB t, Inbervonot 0N Dokulai 
ZIENANN, D U Operating Reactors Branch 2 77/04/12 -IpP 


7909300202 Forwards Amendment 31 to Indemnity Agreement B-7r reflee ting 
change In 10CFRt40, Incrcaslnp prjmarv layer isf liability 
free *140 lellllen to 1160 million, effective 790901 
Supporting docyteantatlon end 

SALTZMANi J Antitrust it Indemnity Oroup 79/09/01 gpp 


DOCKET 90-234 TUNOBTEN NUCLEAR ROCKET CRITICAL FACILITY 
J Insurance & Indemnity Information 


790U00203 Forward* Amindnent 31 to Indemnity Agreement B-9, ref lec tine 
ehinge In lOCFRidO, Increasing primary layer of liability 
from *140 Hillton to *160 million, afftetlva 790901 
Supporting documentation end 

SALTZMAN.J Antitrust ti Indimplty Group 79/09/01 5pp 


DOCKET 90-339 ACceUERATOR PUUBED FAST ASSEMBLY 
J Insurance ti indemnity Information 


Jndfinnlt^ Aors»«i«nt B-9rrtffUctln 
cftirxg# IWFftiAOi incrt«»ing prlwiry of lUbllltii 

from *140 mllljen to *160 million' effective 790901 
Supporting documentation and 

0ALTZKAN, J Antitrust li Indemnity Group 79/OS/Ol 3pp 


DflEaDEH NUCLEAR POKER STATION, UNIT g 

*< fire protectUn plan* 


*»'"'**« pl*n.R.vUlor 5 Plan 
t£E,B Commonwealth Edison Co 79/04/26 Ip 


Ld:T;venH;n''jrS;?': S* "'*'M.m.nt.tlon of Nuclear 
r*4ustt flr^ to NRC 700629 

JA^CEK ^ fTotactlon admlnj,tretjve control, 
^CER.g F Commonwealth Edison Co 79/04/30 App 


7909030067 Farwards natoa on 770302,19 4 33 canfaronco telcnns 
botuamn NRC, cori*u I tmnts ti util re liulletin "Potential 
Eiplaslve Gai Mletures Accumulations Assaclated ui/tlUR Offgas 
ays dporablans " 

IPPOUITO, T A Operating Roaclors Brarrcli 3 77/04/16 4pp 


7703030339 Forwards topics deleted from lystemollc uvaliiallon psogry 
revlmu of facilities Fle<iuestt review 4, Ident I f 1 cm I Ian of 
errors within 30 ■days from receipt of Itr 

ZirnANNiD L Operating Reactore Branch 3 77/04/16 /pp 


7909080141 Rospands to 770309 Itr crltlcliing application for appror 
of prapOfed license amend that would allow shipment of igenl 
fuel between stations Provide* Info on upcoming hearing 
IPPaLITO, r A Oparat/ng Reaefors Branch 3 77/04/10 Ip 


■7905080151 Oppose* application for approval of proposed llren*.m m, 
that would allow shipment of spent fuel between slatian* 
H'OHENBOKEN. P , Affiliation Unknown, 77/03/13 2pp 


7905040402 Notifies of Intention to develop safety analysl* uitrsg 
eilstlng computer codes Reituetts addl Info 
SOLBRIOiC Id Cofflmaniuee 1 th Edison Co 79/04/26 Ip 


7909070370 Reviews systematic evaluation program for shared *nghn.»*i 
safety f ea tore t , ons i t* emergency power ti eve sys for 
auitlpl* unit stations 

JANECEKiR F Commonwealth Edison Co 79/05/02 2pp 


7909170016 Forward* current schedule for Implementation of Marl g 
containment lonj-ter/n mod* Oiscutsef cansCralnti inhibiting 
shorter time frame comp 1 etlon, Including sye load 
requirements & currant fuel cycles 
REED.C Co.rtimonwealth Edison Co 79/05/11 3pp 


7909190077 Requests correction of error discovered In 700423 Its-, r* 
capacity of Nuclear Assurance Carp NAC-1 truck cesk usad in 
spent fuel transfer. Gas k has capacity of two tlNR astemblteS 
JANECEKiR F Commonwealth Edison Co, 79/OS/ll Ip 
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7905230391 Foriuards current Ucenitng open items status list 
neEO.C Commonwealth Edison Co 79/05/10 llpp 


/9O53OO3O0 Forwards summary of EDS Nucleariinc resol ut ion/documentatlon 
of •Ibow floslbilltv error which eclsted in versions of 
FtsOE piping analyslB computer program from Jan-Oct 19&9 
ilovleu ti roanalysis included all work through Dec 1970 
POriTCRfF U ED9 Nuclear. Inc 79/03/31 9pp 


790S040142 Forwards IE Bulletin 79-038. "Nuclear Incident at 
TKI-Suppl “ 

KEPPLEB.J 0 Raglan 3. Chicago. Office of the Director 79/04/21 

Ip 


— 7903040158 IE Bulletin 79-03B. "Nuclear Incident at TNI-Suppl " 
Supporting documentation end 

• Region 3. Chicago. Office of the Director 79/04/21 l?PP 


— 7905300263 Forwards EOS Nuclear. Inc list of OWRs 6 piping sgs which 
could have beon Impacted by deficient computer program 
OE has no record of reanalysts for Cooper piping sys 
aTEPHCMQ.P H General Electric Co .Nuclear Energij Products Dlv 
79/01/24 IQpp 


— 7903040170 ACRS recommendations re 790328 Incident at TH] Suggests high 
priority be placed on development of safety research an 
behavior of LURs during anomalous transients 

a ACRS — Advisory Committoe on Roactor Safaguards 79/04/17 

2pp 


7903310364 Withdraws 701212 rq<luost fo-r 
flood reactor vessel during Integrated 
leak rate test 

JANECEK. H F Commonwealth Edison Cu 


osemptlon from 10CFR30 to 
primary containment 

79/03/24 Spp 


— 7903040201 Forwards ACRS recommendations re THl Inc Ident, pr t sented on 
790417 

FRALEY. R F ACRS - Advisory Committee on Reactor Safeguards 
79/04/18 Ip 


Q Inspection reports. IE DuUetlns 6 corrospondonc e 


7903020421 Forwards response to IE Bulletins 70-12 S. 70— 12A. "Atypical 
Hold Matl In Roactor Pressure Vessel Holds " 
rtEED. C Commonwealth Edison Co 79/03/22 lOpp 


— 7903040221 In response to NRC 790410 Itr. states 790417 aCRS 
recommendations apply to all PWRs. but wore not intended to 
require immediate changes Plant mods should be made after 
study of effects on overall safety.THl escluded 
CARBON. H X ACRS - Advisory Committee on Reactor Safeguards 
79/04/20 2pp 


/9O301O236 Forwards IE Info Notice 79-06. "Stress Analysis of 
Qa f aty-Ho I atod Piping " . . 

KFPPICR.J 0 Region 3. Chicago. Office of the Director 

Ip 


79/03/23 


7903240633 Forwards responses to IE Bulletin 79-07 requesting info re 
seismic analysis of safety— related piping Reanalysis 
Indicates method of Intramodal combination has little effect 
on pipe stresses 6 equipment support loads 
REED. C Commonwealth Edison Co 79/04/24 4pp 


/90303O370 Forwards IE Info Notice 79-07. "Rupture 
KFPPkERrO 0 Region 3. Chicago. Offlc* of the 

Ip 


of Radwaste Tanks " 
Di roc tor 79/03/26 


7903230206 Ack receipt of 790416 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-04, 
SO-237/79-04 & 30-249/79-04 

HINO.J a Region 3. Chicago. Safaguards Branch 79/04/26 Ip 


/9O501O133 Forwards IE I 
Coiitaflilnatod Rys w/Hvc 
All “ 

KEt’PLEIl. J 0 Roglon 

Ip 


nfo Notice 79-00. " Intorconno c t ion of 

Air 0ys Used as Source of Broathing 

3, Chicago. Office of tho Director 


79/03/20 


— 7905250213 Responds to NRC 790320 Itr re violations noted In IE Insp 
Repts 50-010/79-04,30-237/79-04 6 50-249/79-04 Corrective 
actions withheld (ref i0CFR2 7901 
REED. C Commonwealth Edison Co 79/04/16 Ip 


7903010304 Forwal ds IE Info Notice 79-09. “8p 1 1 1 of Rad loac tl vely 

K??i*rtR!'“/S'’ "“'Rilg'lon 3. Chicago. Office of the Director 79/03/30 

IP 

/9050300t3 Forwards IE Bulletin 79-06A. "Review of Operational Errors 6 

Director 79/04/11 

IP 

7905240440 Forward. IE In.p R-P** 80-010/79-07,50-237/79-09 6 
30-249/79-07 OH 790306-07,0312 6 0323 No ooncomp 1 iah 

DAVmiA B Oeglon 3, Chicago, Fuel Facility 6 Materials Safety 

Branch 79/04/11 2pp 

• n „ n/70— 07. ntl-237/79-09 // 30-249/79-07 on 

—7003240434 If. Imp Repts 30-010/79 07, 30 dJ///7 u 

790306-07.0312 ti 0323 No noncompl Unco noted HajoT 
inspocled. inlernal aud 1 ts. of f s 1 to support 

coordination, emorgoncy Office of the 

ORANT.M. D . eaSIO.r. H Region 3, Chicago, arfico 
Dlftfcior 79/04/03 5pp 

7908280200 Respond. 1^ “ulUtln 79-03 V. woUing defoct,^^ c.rtaln 

longitudinally welded pipe spooU. Plant, inspected! n P H 

RCEDiC Commonwealth Edison Co 79/04/12 2pp 

7908010369 Forwards IF S*'! V’T^^Vi'^tnlHent ** 

By. Mliallgnment. > <*•'”'‘1' Director 79/04/14 
KCPPUER.JO Regions. Chicago, Office of tho oirecsor 

Ip 

7908040334 Forward. IE Bulletin 79-068. “Review of Operational Error. 6 

ay. Ml. alignment. Director 79/04/14 

KCPPLER. J 0 Region 3. Chicago, Office or cne 

Ip 

7909040529 Forward. IE Bulletin 79-OB, "Event. 

Hater Power Reactor* Identified I”* Director 79/04/14 

t^PPLEfliJ 0 Region 3. Chicago. Office of the Director 

ip 

KEPPLE^f j 0 «-«IPD 3, Chicago. Offlc of the Director 79/04/17 


7908130148 Forwards responses to IE Bulletin 79-06A, Re vis 1 on I, re 
BUR events Identified during TNl-2 Util has formed task 
force to review BWR events 6 recommend corrective action- as 
reauirtfd 

Commonwealth Edison Co 79/04/27 


22pp 


7903300242 Responds to IE Bulletin 79-04 No 3. 4 or J/eUn swing 

check valves are In use at Dresden or Quad-Cities Review 
Zion has identified use of valves in some piping sys but 
review is incomplete Will rept 1*1*^ 

REED. C Commonwealth Edison Co 79/03/01 2pp 

7908140400 Forward. IE Circular 79-07, Speed Increase of 

Reactor ftec ircolat Ion Motor Generator Set Resulted in 

‘"".non 3, Chicago. Offlc. of the Director 79/05/02 

IP 

R Periodic operating 

7905160334 Forwards monthly “P®’’!*}"* * 79/05/08^^'^ lo 

STEPHENSON. B B Commonwealth Edison Co 79/05/0 P 

—7905160359 Monthly r*P*n«n*Co ‘^9/05/03 20pp 

ClESZKlEMICZf 8 Commonwsalth Edison Co 

B Reportable occurrences. LER. 


7903040432 Forwards LER 79 _ g. 

gjBpHBRSON. B B Commonwealth EOison vo 


79/04/30 IP 


-7903040361 LER 79-022/03L-0 on 790331 during refuel I g 

^’failed to start due to esercised 6 

position solenoid removedi no fault found Lineage 


diesel generator 


diesel started 
CHAN. V. Commonwealth Edison Co 


79/04/30 2pp 


7905080533 Forwards LER 79-023/03L-0 

STEPHENSON. B B Commonwealth Edison Co 


79/04/30 Ip 


-7903000540 LER 7'?-023'03‘--0 |;'2J“CeJriine*" " 

a-M?S-r«nd cut’nut Z reweld.d per A8ME holUr «• P-...ur. 
vessel code ASME hydrostatic test 
cSIn'r Commonwealth Edison Co 79/04/26 


Ip 
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7'90322023r ForuarJs UR 79-001 /03X-1 

SFEPHENSOH-B S Coitimofiuiea 1 1 h Edtaon Co 79/05/03 Ip 


— 790S320264 LER 79-001 /03X- I er 790103 during steady state operation, 
torus level exceeded specs Caused by operator oversljht 
Excess torus water pujoped to hotwell t< operator admonisbed 
Surveillance being revised 

HHIGHTiH Cojnmonuea 1 th Edlsois Co 79/03/03 ip 


7905160304 Forwards LER 79-020/03L-0 

STEPHENSDM, 0 0 Cominoinuea I tp Edison Co 79/05/04 Ip 


7905160303 LER 79-020/031-0 on 790413 measured leataga dor personnel 
air loct was 54 63 std cubic ft/h Leakage Identified through 
outer lowar handuell Shaft packing was replaced 6 air lock 
retested 

PaRCeLL>M CodiraonuieaUh Edison Co 79/05/04 Ip 


7905170226 Forwards LER 79-021/03L-0 

STEPHENSON, B B Commonwealth Edison Co 77/03/10 ip 


— 7905170229 LER 79-021 /03L-0 on 790415 3A LPC I pump was mantra 11 g stopped 
but would not restart properlg Caused bg trip on overcurrent 
relay Motor bridged N meggered sat i sf at tor 1 Ig Pump returned 

to SVC 

COEN, R Commonuea 1 th Edison Co 79/05/14 tp 


7903300967 Forwards L6R 79-024 /03L-0 

STEPHENSON, e B Commonwealth Edison Co 79/05/22 tp 


— 7903300573 LER 79-024/03L-0 on 790424 while in shutdown for refueling, 
U2 diesel generator failed to start Caused by air 
lines to upper air motor being reversed hlrstart motor was 
replaced 2< air lines properly routed 
CHANtJ Comnonuealth Edison Co 79/03/24 tp 


7909300443 Forwards LER 79-026/03L-0 

STEPHEN9GH, 6 B Commonwealth Edison Co 79/03/24 Ip 


— 7903300447 LER 79-026 /03L-0 on 790428 breaker trip logit testing 
disclosed motor generator set 28 output breaker would not 
trip Cause determinsd tP be small piece of bakeltte jamming 
tripping mechanism Breaker cleaned 
DUNBAR, if Commonwealth Edison Co 79/05/24 ip 


79053004B3 Forwards LER 79-023/03L-0 

8TEPHENBQN, B B Commonwealth Edison Co 79/05/24 Ip 


— 7905300499 LER 79-02S/03L-0 on 790423 during monthly surveillance, 
switchss S00-7,PB 304C b PS 9048 tripped at 410 pil Caused 
by instrument drift during prolonged shutdown period 
Switches reset 

DlfNBARtif Commonwealth Edison Co 79/05/24 Ip 


7905300473 Forwards LER 79-033/03L-0 

STEPHENBON, D B Commonwealth Edison Ca 79/03/23 Ip 


—7903300480 LER 79-033/03L-0 on 790420 during primary 

containment isolation valve surve 1 1 lance, 2C TIP machine 
failed to retract Caused by ball valve limit switch which 
did not dsenergiie machine control circuitry 
PARCELL Commonwealth Edison, Co 79/03/23 2pp 


DOCKET SO-240 HIGH TEMP OAS COOLED CfilTICAt EXPERIMENT 


DOCKET 50-243 QREODN STATE ONIV RESEARCH REACTOR 


P Operating license stage documents t, correspondence 


7903070564 Forwards proposed changes to Tech Spats fop TRIOA riactsi 
h justification for mods Desires to upgrade console < 

slectronics b< change reactivity pulsing limit during 
summer Changes uinuld require about two weeks 
HANO.C H , SMITH.C V Oregon State Unlv 79/04/16 14pp 


DOCKET 30-244 ROBERT EMMET OINNA NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency b fire protection plant 


7905070406 Responds to request for addl info rt 790214 fire protsctfst 
6ER Discusses piping ti duct penetrations, const joint, 
detsetor tsstirg b electrical cable Insulation 
WHITE, L 0 Rochester Oaf ic Electric Corp 79/04/30 3pp 


7903310393 Advises of steps undertaken re Items 3 2 9 (, 3. t 11 
of fire protection SER, concerning adequacy of fire brigade 
site (, battery room ventilation 

WHITE, L D Rochester Oas & Electric Corp 79/09/23 Ip 


I Financial informatlan 


7905030397 Forwards "Annual Financial Rspt 1970 " 

THOKASiE B LeBoeufi Lamb, Lelby fc MacRaa 79/03/02 Ip 


—7908030339 "Annual Financial Rept 1970 " 

e Rochester Oap L Electric Corp 79/03/13 3Bpp 


J Insurance ti indemnity information 


790S070497 Confirms increased liability limit to *124.000,000 for 
policies NF-1.29< 43, 76, 83, 100, ill, 140, 146, 131, 161. 164, 170, 

173, 174, 1701 179, 180, 182, 185, 186. 107, 188, 109, 192, 193, 194, 199, 
197. 196,200.201, 204,206.207,200,210,212,214,213,1, others. 
OUATTRQCHMI < iJ American Nuclear Insurers 79/05/01 Ip, 


7909070562 Confirms increase In Uabiilty limit to *36,000,000 for 
policies MF'22,26, 29, 30, 39, 44, 46, 47, 49, 90, SI, 52, S3, 94,39, 06, 
57rS0,6O,6li64, 66, 67,60, 69, 70,71,72. 74, 76,77, 70. 79. 00,06,07, 
00,90,91,92,93,94,99 (< 96 

ROBERTS, 0 M Mutual Atomic Energy Liability Undarwrltsrs 79/03/01 

Ip 


7905160106 Forwards Amend 0 to indemnity Agreement R-30, per lOCFRIlO 
changes, ra liability insurance increase from *140 million to 
*160 ml 1 lion, ef f sc t Ive 790301 Supporting documentation snci, 
SALTZMAN, if Antitrust 6 Indemnity Oroup 79/09/01, Spp 


7903230417 Forwards Amend 0 to Indemnity Agreement B-3B 

KUS61E, R R Roeheeter Oas «< Electric Corp. 79/09/17. Spp 


R aperating license stage documents 1, correspondence 


7903030126 Reviews 781012 Itr re syt mod to add new faattary eharitre 
Requests addl Info 

ZlEHANNrO L Operating Reactors Brench 2. 79/04/06, Spp 


7909090026 Forwards topics delstod from systematic evaluation pragram 
review of fee i 1 1 ties, Requests review L identification of 
errors within 30 days from receipt of Itr, 

ZIEMANNiD L Operating Reactors Branch 2 79/04/16 7pp 


790S02D331 Forwards draft evaluation of systomatlc ovaludtlon pragrM 
Topic III-4-D re turbine missiles, Requests rsvisu within 30 

days 

ZIEMANN, D L, Opsrating Reactors Branch 2, 79/04/18 Dpp 


7903090209 Forwards Amend 26 to Uiesnss OPR-IS, safety evaluation I, 
notlco of fssuanca & availability 

ZIEMANN, D,L Operating Reactors Branch 2. 79/04/10 app. 


—7909090207 Amend 26 to License DPR-18, revt f tng Tech Specs to reqwle 
reactor coolant sys ovorpresturo protsetlon mod. 

ZIEMANN, D (. Operating Reactors Branch 2. 79/04/18 Upp. 


—7903090200 Safety evaluation supporting Amend 26 to Lteense Df*R-l8 
a Office of Nuclear Reactor Rogulatlon, 79/04/10 13pp 



DOCKETED ITEMS 


29 


"770S0702&3 Notice of Isiuence i< evellebilltii of Amend 26 to Licence 
DPR- IS 

ZIEMANN<P U Operating Reactore Branch 2 79/04/18 2pp 


790S070S80 Responde to 790123 Itr re analgals of boron dilution 
mechanism* Sunmariies results ot residual heat removal si;s 
No single failure could result in boron dilution 
UHITE.L D Rochester Oas t< Electric Corp 79/04/30 Spp 


7903100149 Provides addl seismic info reiiuested bg NRC seismic revieui 
team Foruiards info on plant structural design escept for 
detail* of containment t> Internal structures Dgnamlc model 
of auxlllarg bldg It 35 oversized drainings end 
NKITEiL D Rochester Oas t< Electric Corp 79/03/07 1 Ipp 


7903130393 Submits revised Attachment Ai Q & C to 780728 submittal 
amending Tech Spec* for charcoal filter testing tt Iodine 
removal equipment operabllltg 

MILKENS. P C Rochester Oas «< Electric Corp 79/03/08 24pp 


7903250377 Comments on NRC 790416 Itr deleting topics for further 
revleu from sgstematlc evaluation program Lists other topics 
to be deleted uhleh are net applicable or have been 
resolved 

UHITE.L D. Rochester Oas t< Electric Corp 79/03/16 3pp 


7903220031 Responds to request for addl Info re pressure shielding 
steel diaphragm Submits info summarizing calculated pressure 
transients uhich result from breaks in 20''inch feeduater 
line or 12-lnch steam line, 

UHITE.L 0 Rochester Oas U Electric Corp 79/03/17 32pp 


7903300474 Foruiards supplemental info to 790307 Itr re sgstematlc 
evaluation program eeismlc revieui Dverslded drauilngs 
available In Central Files 

UHITE.L 0. Rochester Oas !< Electric Corp 79/03/22 60pp 


Q Inspection reports. IE Bulletins ti correspondence 


7903010148 Forwards IE Info Notice 79~06. "Stress Analgsis of 
Befstg-Related Piping " 

ORIER. B H Region 1. Philadelphia. Office of the Dlroctor 
79/03/23 Ip 


7903240294 Forward* IE. Imp Rept 30-244/79-03 on 790305-0308 No 
noncompllance noted 

BHITH.O H Region 1. Philadelphia. Fuel Facllltg Materials 

Safetg Branch 79/03/23 2pp 


—7903240306 IE Insp Rept 30-244/79-00 on 790303-00 No noncompllance 
noted Major areas inspected radiation protection program 
during routine refueling opera tlon*. procedures. planning & 
preparation, training enposure control St posting 

VUHA8. 0 P . CROCKER. H W Region 1. Philadelphia. Office of the 
Director 79/03/22 9pp 

7903010073 Forwards IE Info Notice 79-08. "interconnection of 
Contaminated 8gi u/8vc Air 8gs Used a* Source of Breathing 
Air " 

ORIER.B.H. Region 1. Philadelphia. Office of the Director 
79/03/20 Ip 


7903010322 Forwards IE Info Notice 79-09. “Spill of Rad toacttvelg 
Contaminated Resin “ 

ORIER. B.H, Region 1. Philadelphia, Office of the Director 
79/03/30 Ip. 


7903020313 Forwards IE Bulletin 79-07. "Seismic Stress Analgsis of 
Saf etg-Rolated Piping " Licensee action required 
GRIER, B H Region I, Philadelphia. Office of tho Director 

79/04/14 Ip 


7903040109 Forwards IE Bulletin 79-068. ''Review of Operational Eirors 4 
Sgs Misalignments Identified During TMI Incident " 

GRiERiB H Region 1. P h 1 1 a d c 1 p h ia r Office of the Director 

79/04/14 Ip 


7903030108 Forwards IE Bulletin 79-09. "Failures of CE Type AK-fi 
Circuit Breaker in Saf etg -Re I ated Sgs “ Lzeenseo action 
requ i red 

GRIER, B H Region 1. Philadelphia. Office of the Director 

79/04/17 Ip 


7903020333 Forward* IE Bulletin 79-06A. Rev I a 1 on 1. “Review of 
Operational Errors Sgs Misalignments Identified During TMI 
Incident " 

ORIER. B H Region I, Philadelphia. Office of the Director 

79/04/10 Ip 


7903010497 Comments on IE Bulletin 79~06A re Uesttnghouse PHR 
facilities imp lomontat Ion of bistable trip would create 
situation whore safetg injection act ua tlon could be 
susceptible to single bus perturbations 
DEBOER, T K New York, State of 79/04/23 app 


R Periodic operating reports V related correspondence 


7905220223 Forwards monthlg operating rept for Apr 1979 
SNQUi D A Rochester Oas S> Electric Corp 79/'0'3/10 Ip 


— 7903320227 Month Ig operat 1 ng rept for Apr 1 979 

DEPEU.L Rochester Oas t Electric Corp 79/05/00 3pp 


0 Reportable occurrences. LCRs S> related correspondence 


7903040101 Forwards LER 79-O07/03L-0 

UHITE.L D Rochester Oas & Electric Corp 79/04/30 Ip 


— 7903040147 LER 79-007/03L-0 on 790402 surveillance requirement for 
nuclear Intermediate range channel test within seven dags 
was not performed for two training criticalities Caused bg 
unclear training procedures 

PECK.C Rochester Oas U Electric Corp 79/04/30 Ip 


7903040180 Forwards LER* 79-009/01T-0 *, 79-OlO/OlT-O 

UHITE.L D Rochester Oa* t. Electric Corp 79/04/30 Ip 


—7903040107 LEr 79-009/01 T-0 on 79041* routine sample of boron boric 
acid tank showed 11 BV, Reactor power reduction started. 

Cauied bg possible backflow of makeup water Check valve 
rep laced 

PECK.C H Rochester Oas 4i Electric Corp 79/04/30 2pp 


—7903040191 LER 79-OlO/OlT-O on 790420 routine sample of boric acid 
storage tanks aheued lees than IS'A Reactor power reduction 
started Caused bg possible backflow of makeup water Check 
va Ive rap laced 

PECK.C H Rochester Oa* 4t Elsctric Corp 79/04/30 2pp 


7903110101 Forward* LER 79-00a/03L-0. 

UHITE.L D, Rochestar Oas & Electric Corp 79/05/07 tp 


7903230101 Responds to IE BuUstln 79-03. "Longitudinal Usld Defset* In 
ASHE 8A-312 Tgpt 304 Btainlsss Btssl Pipe apools Mfg bg 
Youngstown Maiding It Enplnasring Co," Class II stainless 
stsel piping sgs designsd to AaA-G36 19 S. B36 10. 

UHITE.L D. Rochestar Oas «t Elsctric Corp 79/04/06 Ip 


—7903110104 LER 79-OO0/OaL-O on 790406 boric acid flow control valv* 
leak noted on valve outlet one inch nipple Caused bg 
Internal weld flow through defects b deep external pitting, 

Nipple replaced w/40 nipple 

SPECTQR.S Rochester Oa* S. Electric Corp 79/03/07 Ip 


7903290169 Forward* IE tnsp Rept 30-244/79-04 on 790226-0302 No 
noncomp llanct noted. 

BRlRihER.E J Region 1. Philadelphia. Office of the Director 
79/04/10. 2pp 


—7903290173 IE tnsp Rept 80-244/79-il4 on 790226-0302. No noncompllance 
noted Major areas Inspected' faclLitg logs b records. p lant 
status, ref usllng procedurss. malnt activities t* plant tour. 
BECKMANiD.A, KALMAN, O Region 1, Philadtlphla, orflcs of the 

Director KEIMIO.R R Region 1. Philadelphia, Reactor 

Operation* Nuclear Support Branch 79/04/10 tSpp 


7903310431 Forward* LER 79-011/017-0 

UHITE.L D Rochester Gas t* Elsctric Carp 79/05/25 Ip. 


— 7905310433 LER 79-01 1 /OIT-Ot on 79031 1 ' no 1 1 f led bg manufacturer of 
pressurlxer power operated relief valve that template used 
to fabricate valve Internals not ulthin specs Caused bg 
error in tracer lathe template. 

SPECTQR.S. Rochester Oas & Electric Corp, 79/03/23 2pp 


7903020106 Forwards IE Bulletin 79-06, "Review of Operational Errors & 
Sgs Misalignments Identified During TMI Incident " Licensee 
ectlon required. 

ORIER. B.H. Region 1. Philadelphia. Office of the Director 
79/04/11 Ip 
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DOCKETED ITEMS 


DOCKET 90-S<»8 MIULSTOME NUCLEAR POWER BTATION. UNIT 1 
F Sicorityp meificali »tBfrg«rcV I* Tir* proticLlon ^lant 

7903390073 Foruardi T««ponie to NBC virbal qu9»tion» r« firs 
protsction Engineer Inj tt design of meet mods In progress 
COUNSIU W 0 Nortfisast Utilities 79/05/18 16pp 


H Qsnerel eorrespondetice 


79050901AO Responds to 790IS'» Itr eiprsssing concern for faulty const 
problem associated u/eottipae tad spent foil racks Venting of 
boron plates to spent fuel pool water will not alter 
prevl-oos conclusion that us* of racti is not dangsrous 
llEHANMi D L Operating Reactors Branch S 79/04/03 3pp 


J Insuranea fc Indafflnltg information 


7903140423 Forwards Anond 14 to Inda/nnitv Agreement B-39 per IOCFR140 
changti.re increaii in liability insurance from *140 million 
to »liO mi I lion, effective 7905Oi Supporting documentation 
anc 1 

8ALT2lf AN, U Antitrust tc Indemnity Croup 79/03/01 6pp 


790S19007S Forwards executed Amind 14 to Indemnity Agreement B-39 
O'CONNOR, L A Northeast Util I ties 79/05/15 4PP 

P Operating license stage documents i correspondence 


79OS0S0351 Forwards FR notice of proposed issuance of amend to 
provfsionat OL 

Z1EI1AN-N, 0 L Operating Reactors Branch S 79/04/06 3pp 


—7903080393 Notice of proposed Issuance of amend to previsional Licensr 
OPR-21 to revise Tech Specs re use of 148 BxBR fuel 
assemblies for Reload 6 

riEMANNi D L Operating Reactors Branch 8 79/04/06 Spp 


7905080343 Forwards topics deleted from systematic evaluation program 
reviaw of facilities fteguests review 6 Identification of 
errors within 30 days from receipt of Itr 

ZIEMANNiD L Operating Reactors Branch S 79/04/16 7pp 


7903300789 Act racBlpt of 790126 plane for Insp of feedwater t control 
rod drive return line nettles in reactor pressure vessel 
Forwards safety evaluation 

ZIEKANN, D L Operating Reactors Branch 8 79/04/81 Spp 


— 7903300731 Safety evaluation of proposed notlle Insp prografn 
* Operating Reactors Branch 8 79/04/81 4pp 


7909080434 Forward* NEDE-a0992-4P, Rev 1 s ion 1, “Segmented Teit F|( 
Bundle, fli 1 Istona IrSuppl 4“ dtd Apr 1979 Rept uiithheLd 
iref lOCFfta 7901 

COUIISILiM 0 Northeast Utilities 79/03/08 Spp 


7909300643 Informs of forthcoming detailed reply to 790307 Ur ti >' 
nuclear power plants Plants will not start up until all 
post-TNI Item* 4 requirements are Implemantad t, confirmed 
HENOfttErd H Commission 79/05/li Ip 


— 7909300647 Requests essuranco that action required by IE Info ri" 
bulletins have been implemented before CT plants return te 
operation Also requests Info on other anticipated NRC 
actions or anticipated problems 

0RA8S0. E Connecticut, State of 79/03/07 Spp 


7909300005 Responds to V Stello 790309 Itr Forward* bar-eharl 
showing tins periods for implementation of long-term progre* 
mods Essential completion of program planned for end of 
1980 

COUNSILfH G Northeast Utllltias 79/09/18 Opp 


G Inspection reports, IE Bulletins tt correspondence 


7908340698 Forwards IE Insp Repts 30-843/70-43 t, 80-336/70-39 cm, 
781808-790103 No noncompliance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations fi-cis/ 

Support Branch 79/03/21 3pp 


—7905240704 IE Insp Repts 90-845/78-42 ti 90-336/70-37 on 7(lt258-r' 
No none omp llanc e noted Major areas inspected Unit 1 reactor, 
turbine 6i radwaste bldgcUnit 2 auxiliary it turbine bldgs, 
condensate polishing facility ti radiation protectian 
SHEDLOSKV, J T Region 1, Philadelphia, Office of the tJIricl- 
MCCADE.E C. Region 1, Ph 1 lade Iph la, Reactor Oporattoim* n.i'hi 

Support Branch 79/03/20 13pp 


7909010131 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping '' 

ORI£R,B H Region 1, Philadelphia, Office of the Director 
79/03/83 ip. 


79090100S3 Forward* IE Info Notice 79-08, "Interconnection of 
Contaminated By* u/9vc Air Sys Used as Source of Breathing 
Air " 

GRIER, B H Region li Philadelphia, Office of the Dlrectee 

79/03/80 Ip 


7909010304 Forward* IE Info Notice 79-09, “Spill of 80(1 1 oat t 1 v H » 
Contaminated Resin “ 

GRIER, 0 H Region 1, Philadelphia, Office of the Dlxecipe 
79/03/30. Spp 


7909010489 In 700307 Itr to NRC t< 780301 Itr to DC Swltier,utll states 
it would be preferable to trip control valves in fesdwater 
trains, as opposed to tripping feedwater pumpi Impossible to 
complete installation in Spring 1979 

COUNSILi M 0 Northeast Nuclear Energy Co (Northiast Utilities} 
79/04/83 Ip 


7909010496 Forwards data & analysts of tuppritslon pool timp 
transients 

COUNSILrtf G Northeast Nuclear Energy Co (Northeast Utilities) 
79/04/84 lOpp 


7909290140 Forwards IE Insp Rept 90-849/79-09 on 790387-0308 Ms 
noncomplianc* noted 

BfiUNNER.E 0 Region 1, Phi ladelph la, Reactor Operallon* »i,iln 

Support Branch 79/04/03 2pp 


—7903890143 IE Insp Rept 30-843/79-08 on 790887-0303 Ho nonecephi ■ 
noted Major areas inspected, fat 1 1 ity procedures, revl slotis 
per Tech Spec amend * action on previous Insp findings 
CONTEjR d , COHOtLL.C J. Region t< Phi Udolphla, Office of fi 
Director Kt8TER,H B Region 1, Philadelphia, nsaetor 

Operations Nuclear Support Branch 79/03/31 llpn 


7909290007 Forward* Amends 60 l< 91 to Licenses DPR-8t L DPR-63, 
r espee t Ively, El A & notice of issuance Z< negative 
dec Lara ti on. 

ZIEHANN, 0 L Operating Reactors Branch 2 79/04/24 3pp 


7905020066 Forward* IE BuUstln 79-06, "Review of Operatlonml Errs,! 
Sys MIsa Llgnment* Identified During TMI Incident " 

GRlERiB H Region t, Philadelphia, Office of the Director 
79/04/11, Ip 


—7903290012 Amends 60 6 31 to Licenses OPR-81 6 DPR-69, respec tive ly , 
revising ET8 to provide mere flexibility In sampling 
schedules 6 collsctlan for aquatic monitoring t, reflecting 
improved 6 modified program objective* 

ZIEHANN, D.L Operating Reactors Branch 2 79/04/24 tSpp 


—7903290016 El A supporting Amsnds 60 «, 31 to Licenses DPR-Sl * DPR-69. 
retpsc tlvel y 

* Office of Nuclear Reactor Regulation 79/04/24 lipp. 


—7903290019 Notice of issuance of Amends 60 <i 31 to License a DPR-21 Ic 
DPR-69, respte tivsly, ti nsgatlve declaration. 

ZIEMANN, D L Dporatlng Reactors Branch 8 79/04/84 2pp 


7909070681 Forwards just if Icatlon of unLitnitsd purging of primary 
containment in order to provide flexibility to operators in 
control of conteinmsnt exygen ievtl drysitll pressure 
CQUNSIL.M 0 Northeast Utilities 79/04/87 Spp, 


7909080362 Informs that NItC draft evaluation of systematic evaluation 
program needs addi clarification it should be revised 
accordingly 

CQUNSIL, WO Northeast Utilities 79/04/87 2pp, 


7909030013 Forwards IE Bulletin 79-06A, "Review of Oporallonal Erri-, 
Sys Misalignments Identified During TMI Incident " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79#ct : 

Ip 


7903020300 Forwards IE Bulletin 79-07, “Seismic Stress Analyst* of 
Safety-Related Piping " Licensee action required 
GRIER.B H Region 1, Philadelphia, Office of the Director 
79/04/14 Ip 


7903040039 Forwards IE Bulletin 79-06B, "Review of Dp ere 1 1 one 1 Cerin 
ays Ml salignments Identified During TMI Incident ” 

GRIER, a H Region 1, Philadelphia, Office of the Director 
79/04/14. Ip 


7903040824 Forwards IE Bulletin 79-08, "Events Relevant to 061 Hri 
Mater Power Reactors Identified During TMI Incident ” 

Licensea action required, 

GRIER, a H Region 1. Phi ladtlph la, Office of the Dirac lor 
79/04/14, tp. 



DOCKETED ITEMS 
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790S030077 Forwai'd* IG Pul let In 79-09( "Fallurei of GE Type AK-2 
Circuit Breaker in Safety-Related Syi “ Lieeneee action 
required 

ORIERi B H Region t> Philadelphia) Office of the Director 
79/04/17 Ip 


— 7903300330 Applicatloin for amend of License DPfl-26 to permit engineered 
safeguards actuation tignai on low pressure regardless of 
pressurliar level Tech Spec page revisions St util safety 
evaluation enc 1 

CAHILL. W J Consolidated Edison Co of Now Vork 79/05/39 llpp 


790S0302Q4 Forwards IS Bulletin 79-06Ai Re v 1 s 1 on 1. "Review of 
Operational Errors Bye Misalignments Identified During THI 
Incident '' 

GRIER.B H Region 1. Philadelphia. Office Of the Director 
79/04/10 Ip 


R Periodic operating reports i related correspondence 


7903320393 Forwards monthly operating rept for Apr 1979 
CPLKA.J F Northeast. Utilities 79/OS/lS Ip 


— 7905220404 Monthly operating rept for Apr 1979 
YOUNG. R Northeast Utilities 79/03/03 6pp 


S Reportable occurrences. LERs te related correspondence 


7903300533 Forwards LCR 79-012/03L-O 

OPEKA.JF Northeast Utilities 79/03/21 Ip 

— 7905300544 UER 79—012/03L-0 on 790423 while performing routine reactor 
bldg exhaust duct t. refuel floor high radiation monitor 
functional survel I lance. Channel I was out of callbr Caused 
by instrument drift 

s Northeast Utilities 79/03/21 2pp 


O Inspection reports. IB Butletins t< correspondence 


79OS070189 Forwards IE Insp Rept 30-247/79-03 an 790213-16 No 
nunc omp I lance noted 

BRUNNERiE J Region I. Ph i iadelph ia. Reactor Operations Nuclear 

Support Branch 79/03/16 3pp 


— 7903070210 IE Imp Rept 50-247/79-03 on 790213-16 No noneump Hanes 
noted Major areas inspected document contr 0 1. records ti 
recent changes In QA program 

KISTERi H B Region It Philadelphia. Reactor Operations Nuclear 

Support Branch NAPUDArO > KGHOE. D Region it Ph i Iadelph ia . 
Office of the Director 79/03/14 17pp 


7905110362 Forwards IE Insp Rept 30-247/79-01 on 790107-0203 No 
noncomplianco noted 

BRUNNER. 6 J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/03/20 2 pp 


— 7903110371 IE Insp Rept 30-247/79-01 on 790107-0203 No none omp 1 1 anqe 
noted Major areas Inspected physical protection in area of 
access c ontro I . barr lors , search, escort, communtcat 1 ens *■ 
compensatory measures 

REOELGUSKI.T Region 1. Philadelphia, Office of the Director 
KEIMIO.R H Region i, Philadelphia. Reactor Operations Nuclear 

Support Branch 79/03/19 lOpp 


DOCKET 30-247 INDIAN POINT STATION, UNIT 2 


J Insurance ft Indemnity Information 


7903070497 Confirms increased liability limit to 4124,000,000 for 
policies NF-I, 23. 43, 76, 03, 100, 111, 140, 146, ISl, 161, 164, 170, 

173, 174, 170, 179, 100. 102, IBS, 106, 107, lOB, 189, 192, 193, 194, 193, 

197, 190, 200, 201, 204,206, 207, 203, 2 1 0, 2 12, 2 1 4, 2 1 5, 1, others. 
QUATTROCHHli d American Nuclear Insurers 79/03/01 Ip 


/9O3O7O302 Confirms Increase In liability limit to 436,000,000 far 
policies MF-22,26, 29,33,39, 44, 46, 47, 49, SO, 31, 32, S3, 34, 39, 56, 

37, 38, 60. 61,64, 66, 67, 60,69, 70, 71, 72. 74, 76. 77, 70, 79. BO, 06, 07, 
00,90,91,92.93,94,93 tt 96 

ROBERTS. D M Mutual Atomic Energy Liability Underwrtteri 79/05/01 

Ip 


7903140407 Forwards Amend 21 te Indemnity Agroement D-19 per 10GFR14D 
changestre increase In liability Insurance from 4140 million 
to 4160 mi 1 1 ion, o f f ec tl ve 790301 Supporting documentati on 
enc 1 

SALTZMAN, J Antitrust & Indemnity Group 79/03/01 6pp 


P Operating license stage documents b correspondence 


7703240229 Forwards proposed design criteria to be used In reraektng 
spent fuel pool Requests comments by 790416 NRC comments 
relayed via telcon on 790410 Licensee should propose change 
to Tech Specs tO’ provide U-235 loading limit. 

DLSHANiL Operating Reactors Branch 1 79/04/19 Ip 


7903070349 Ack receipt of NRC 790412 Itr Milling to cooperate In 
planned analysis scheduled for ueek of 790306 

CAHILL, U J Consolidated Edison Co of New York 79/04/30 Ip 


7903030272 Forwards IE Info Notice 79-07, "Rupture of Radwesto Tanks 
QRIGRiD H Region 1, Philadelphia, Office of the Director 
79/03/26 1 p 


790523024B Responds to IE Qullatin 79-03 re longitudinal weld defects 
in certain pipe spools mfg by Youngstown Melding 4, 

Engineering Co Piping not used in Unit 2 Info on Unit 1 will 
be provided when returned to sve 

CAHILL. W J ConsoHdeted Edison Co of New York 79/04/13 Spp 


7908020330 Forwards IE Bulletin 79-07, "Belimlc Stress Analysis of 
Safety-Related Piping " Licensee action required 
GRIER.B H, Region t, Philadelphia, Office of the Director 
79/04/ t4 Ip 


7903030373 Forwards IE Bulletin 79-06D, "Review of Operational Errors L 
Sys 1111411960190 11 Identified During TMI Incident " 

GRIER, B K Region 1, Philadelphia, Office of the Director 
79/04/14 Ip 


7903040103 Forwards IE Dulletin 79-08, "Events Relevant to Dolling 
Mater Power Reactors Identified During TMI Incident " 

GRIER.B H Region 1. Philadelphia. Office of the Director 
79/04/14 Ip 


7908010079 Forwards IE Bulletin 79-09, "Failures of OE Typs AK-9 
Circuit Breaker tn Bafe ty-Rela ted 0yi " Licensee action 
required 

GRIER, B H Region I, Philadelphia, Office of the Dire-*-''" 
79/04/17 Ip 


— 79030100D3 IE Bulletin 79-09. "Fall 
Breaker in Safety-Related Sys " t 
i73iCpF 


7903090287 Advises of suspension of NY Dept of EFA permit to construct 
cooling tousr as air containment source, pending EPA review 
Pertinent Itrs end 

CAHILL.U J Consolidated Edison Co of New York 79/05/04 4pp, 


7905170244 Forwards "Evaluation of Effectiveness of Cantlnuouily 
Operating Fine Hash Traveling Screen for Reducing 
Ichthyoplankton Entrainment " Affidavit t< Certificate of 
Sve end. 

CAHILL, M J Consolidated Ediian Co. of Ngw York 79/03/14 Spp 


— •7903170249 "Evaluation of Ef f ee t tvenoss of Continuously Operating 
Fine Mesh Traveling Screen for Reducing Ichthyoplankton 
Entrainment " 

a Consolidated Edison Co of New York 79/04/30, 30pp 


7903300334 Forwards application for amend to License DPR-26 Class III 
amend fee t> Csrtiflcate of Sve end 

CAHILL, M J. Consolidated Edison Co of New York 79/03/29, 2pp 


7905010497 Comments on lE Bulletin 79-06A re WSISI nynuuao . .... 
facilities Implementation of bistable trip would create 
situation where safety injection actuation could be 
susceptible to single bus perturbations 
DEBDER.TK New York, Stats of 79/04/25 2pp 


7903290177 Act receipt of 790321 Ur informing NRC of steps taken to 
corrtet violation noted in IE Insp Repts 50-003/70-13 fc 
30-247/78-38 

SMITH, O H Region L, Ph 1 Iadelph ta, Fuel Facility & Materials 

Safety Branch 79/03/04. 2pp 



DOCKETED ITEMS 


-■'7'903SV0I89 (Ivipandi ta HM 7902Z& Itr rt violation notad in IE ln«p 
fltptf 30-003/78-13 6 50-S-+7/70-38 Carroetivi act lam 
dtvtlopins tochnl^uet to avoid variablot taadino to badgo 
anooal lit 

CAHILL. U J Contalidatod Edlton Co a# Neu Vark 79/03/21 3pp 


-•7905290188 Forward* IE Intp Ropt* 30-003/76-13 6 30-247/78-30 on 
781227-29 b 79011 7-IS I notice oP violation 

SnlTH.O H Raglon 1. Phi lada 1 ph la. Fual Facility (• Material* 

SaPatv Branch 79/02/28 2pp 

—7903290193 Hotlc* of violation Prom in»p on 781227-29 8. 790117-19 
* Aagion 1. Ph I ladalph 1 a. QlPica of the Director 79/02/28 
Ip 


7903290196 IE Imp Kept 30'003/7e-13 i. 30-247/79-39 on 781227-29 6 
7901 17-18 Noncofflp I lance noted Patlora to maintain perionnol 
eipotur* limit* in accordance U/I&CFR20 lOl 

NEELY. D (t . SERABIAM. J A Region. 1. Ph 1 ladelphia. Offlco of the 
Director CROCKER. H U Roplon 1. Philadelphia, Fuel Facility & 

Material* Safety Branch 79/02/27 ISpp 


7903310396 Forward* <upp Icraental rcaponse to IE Bulletin 79-07 re 
lelimic analy«l< a* requested in 790317 meeting 

CAHILL.U J Coniolldatcd Edison Co of New York 79/05/22 5pp 


R Periodic operating report* tn related correipondence 


7903220376 Forward* effluent manltorlng it Impingement data specified 
in Section 401 Certification for Apr 1979 

HONTI.If A Conioli dated Edison Co of New York 79/05/10 17pp 


79030'40603 Forwards pages of ■' Imp Ismsntation of Nuclear Huluel Itml''' 
Loss Prevention Progra«i “ In response to NRC 780629 
request re fire protection edmlnlstrative controls 
UAMECEKiR F Commonwealth Edison Co 79/04/30 6pp 


0 Adjudicatory correspondence 


7903230230 Notifies properly worded contention ro sabolagd would 
accepted Contention 6. as admitted Into Duke Power Co 
proceeding. encompas*o* aspect* of revised Contonllon It 
presented by State of IL 

OODDARD. R J Branch 2 79/04/06 2pp 


d Insurance b Indemnity Information 


7905100163 Endorsement 99 to KAELU Policy HF-22 

0ERA8. T Nuclear Energy Liability Insurance Assoclallon JY/llI/i 

Ip 

7903070497 Confirms Increased liability limit to 4124. OI>(}, 1)04) for 
policlas NF-l. 23. 43.76,93. 100. Ill, 140. 146, 131, 161. 164, I/O. 

173. 174, 178. i79. 180. 192. 103, 186, 187, 188. 189, 192. 193, 194. 1.93, 

197, 199. 200. 201, 204. 206. 207, 209. 210, 212. 214, 213. i, othare 
OUATTROCHHli J American Nuclear Insurars 79/03/01 Ip 


7903070302 Confirm* Increase In liability limit to »36, 000, 000 f^r 
policies KF-22, 26. 29.38, 39. 44,46, 47, 49, 90.91,32,93.34. 99. 96. 

37, 59. 60,61.64, 66, 67,69.69. 70. 71,72,74, 76, /7, 70, 79, 00, 06.11/. 
99,90,91,92,93,94,99 6 96 

ROBERTS, D M Mutual Atomic Energy Liability Underwriter* fA/OlJ 
Ip 


7903230392 Forwards dally record of fish collections for Apr 1979 
U/dally spscia* breakdown 6 total weight for Units 263 
CRIER. B H Region 1. Ph 1 1 ade Iph le. Office of the Director 
79/03/14 5pp 


7905230365 Forwards monthly operating rept for Apr 1979 
CAHILL.U J Consolidated Edison Co of New York 79/03/15 Ip 


— 7905230367 Monthly operating rapt for Apr 1979 

KAUtA.A,L Consolidated Edison Co of New York 79/05/04 7pp 


S Reportable occurrences, CEBs 6 related correspondence 


7905040004 Forwards LERi 79-013/03L-0 V 79-014/03L-0 
CAHILL.U J Consolidated Edison Co of New York 79/04/27 


7903140404 Forward* Amend 21 to Indemnltg Agreement 11-10 par lij-tf ni* 
changesira increase In liability Inaurancs from 4140 mllllcm 
to 4160 mlllinn. effective 790301 Supporting documental I n» 
enc I 

SALTZMAN. J Antitrust 6 Indemnity Oroup 79/05/01 App 


P Operating license stage document* 6 correspondence 


7903230066 Forward* application for license mod re spent fuel pi.ivt k 
enc 1 

OODDARD, R J Branch 2 79/03/26 Ipp 


7905080370 Requests supplemental Info re 7H0511 app I leal |i>ii fnv age 
fuel pool mods be sent to A8LD t Intervenor ON Bekuler 
ZIEMANN. D L Operating Reactor* Branch 8 79/04/12 Ipp 


—7905040006 LER 79-013/03L-0 on 790329 pinhole leak at socket weld 
connection on seal injection header (line 402) downsbream 
of seal Injection filters Split collar placed around leak 
Permanent repair* will be made during future outage 
MAKEPEACE, ./ H Consolidated Edison Co of Hew York 79/04/27 


-7905040279 LER 79-014/03L-0 on 790331 electric heat trace SIB found to 
have Inoperable prlmarg circuit Caused by defective 
Chronolai strip heater elements PT-512 Element* replaced 6 
circuit rsturned to sve 
MAKEPEACE, d M Consolidated Edison Co 
Ip 


of New York 79/04/27 


7905190013 Forwards LER 79-012/04X-1 
CAHILL, l{ J Consolidated Edison Co. of New Yorl 79/03/10 Ip 


if precipitation sampl 

elceedsd 10 times control station level Caused by tritium 
releases from source ecternal to facility Manufacturer In 
MAsriuiVi"f installation to prevent recurrence 
HASCIULLI.S Consolidated Edison Co of New York 79/OS/lO 3 pp 


'905190021 Forwards LER 79-015/04r-0. 

CAHILL.U J Consolidated Edison Co of New York. 79/OS/io tp 


-7903190023 on 790409- ac tlvlty Of prsc i pltat ion sampl 

ticetded 10 times control station level. Caused by tritium ^ 

releases from source ecternal to facility Manufacturer in 

MASCiULLi^f recurrence 

MASCIULLI.E Consolidated Edison Co of New York 79/05/10 2pp 


DRESDEN NUCLEAR POUER STATION, UNIT 3 
— fire protection plans 


LEE, B Conaonwealth Ed 1 eon Co 79/04/26 tp. 


7905030067 Forwards notes on 790302.15 6 33 conference teltone 
between NRC, consul tants b util re bulletin "Potential 
Eiplotlve Oat MlKturei Accumulations Associated w/lll4R Offgas 
Syt Operations " 

IPPOLITO, T A Operating Reactors Branch 3 79/04/16 4gB' 


7903080141 Responds to 790303 Itr crltlclling application for agp-ra 
of proposed license amend that would allow ihipment of spent 
fuel between stations Provide* Info on upcoming hearing 
IPPOLITO. r A Operating Reactors Branch 3 79/04/11) Ip 


7905080131 Opposes application for approval of propoied llcetie* a 
that would allow shipment of spent fuel between stations 
N HQHENSOKEH. P Affiliation Unknown. 79/03/13, 2pp 


7905040482 Notlfiss of intention to develop safety analysts us in a 
eilstlng computer codes Rcquists addl info 
BOLBRtO.C U Commonwealth Edison Co 79/04/26 Ip 


7903140276 Submits Info re slipped refueling outage schedule 
will now begin in Mar 1979. All commitmants 6 schadulee fur 
Work should rsf new outage date. 

JANECEK.R F Commonwealth Edison Co. 79/03/04 Ip 


Civ I a 4 a 


7903190016 Forwards current schedule for Implementation of Marb | 
containment long-term mode Discusses constraint* Inhibit ina 
shortar time frame completion, Including sys load 
requirements 4 current fuel cyclci 
REEDiC. Commonwealth Edison Co 79/03/11 3 pp 




-a w.. 1 . •I i-vr Uiecovarao in /uustf I I 

^ NAC-1 truck cask used ii> 

P ««P«*';y of two BUR assemblies 

OANECEKiR F Commonwealth Edison Co 79/09/11 Ip 


« I 


7903280391 

REED.C 


rorwaros current licensing open items stal 
Commonwealth Edison Co 79/09/lS I Ipp, 


list 



DOCKETED ITEMS 


33 


790930020B Foruard* tumitiary of EDS Nuclearilnc reioluHon/documentat Ion 
of atbou flexibility error uhich exleted in vareione of 
Pl&QL piping analyile computer program from Jan-Oct 1969 
Revley Si reanalgei* Included all yorti through Dae 1970 
PORTER, F L EDS Nuclear, Inc 79/03/21 9pp 


— ‘790S300263 Foruardi EDS Nuclear, Inc list of OURs i piping aye uhich 
could have been impacted bg deficient computer program 
GE hat no record of reanalgalt for Cooper piping tye 
STEPHENS, P W General Electric Co , Nuclear Energy Products Div 
79/01/24 IBpp 


7903310364 Wlthdraut 701212 request for exemption from 10CFR3Q to 
flood reactor vessel during Integrated primary containment 
leak rate test 

JANECEKi R F Commonuealth Edison Co 79/0-3/24 2pp 


0 Inspection reports, IE Bulletins S, correspondence 


7903020421 Foruards response to IE Bulletins 70-12 !, 7B-12A, “Atypical 
Held Hatl in Reactor Pressure Vessel Helds " 

REED, C Commonueal th Edison Co 79/03/22 lOpp 


7903010236 Foruards IE Info Notice 79-06, “Stress Analysis of 
Safety* Related Piping “ 

KEPPLER, J 0 Region 3, Chlcaga. Office Of the Director 79/03/23 
ip 


7903030370 Foruards It Info Notice 79-07, "Riiptura of Raduiaita Tanks " 
KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/03/26 
*P 


7903010135 Foruards IE Info Notlca 79-OS, “Interconnection of 
Contaminated Sys u/Sve Air Bys Used as Source of Breathing 
Air " 

KEPPLER, J 0. Region 3, Chicago, Office of the Director 79/03/20 
ip 


7903010304 Foruards IE Info Notice 79-09, "Spill of Ra d loac t 1 ve ly 
Contaminated Reitn “ 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/30 

Ip 


7908030013 Forwards IE Bulletin 79-06, “Review of Operational Errors *, 
Sys Hisal Ignmanti Identified During TMl Incident " 

KEPPLER, J 0 Region 3, Chicago, Office of the Dlrecbor 79/04/11 

tp 


7903240448 Forwards IE Insp Repts 30-010/79-07,50-237/79-09 t 
30-247/79-07 on 790306-07.0312 *< 0323 Mo n one omp 1 1 ante 
noted 

DAVIS, A B Region 3, Chicago, Fuel Facility (iatorials Safety 

Branch 79/04/11 2pp 


—7903240434 IE Insp Repts 30-010/79-07.30-237/79-09 ft 30-249/79-07 on 
790306-07,0312 t, 0323 No none omp 1 ianc e noted Major areas 
Inspactad internal aud its, of f s i te support agency 
coordination, emergency fac 1 1 1 ties, training h drills 
GRANT, H B ■ E8SI0, T.H ' Region 3, Chicago, Office of the 
Director 79/04/03 Spp 


— 79O3O4O130 le Bulletin 79-OSB, “Nuclear Incident at TMI-Suppl " 
Supporting documentation end 

• Region 3, Chicago, Office of the Director 79/04/2L t8pp 


—7903040170 ACR8 rsc ommatida 1 1 one he 790320 Incident at TMI Suggests high 
priority be placed on development of safety research on 
behavior of LHRs during anoma I ous transients 

a ACRS - Advisory Committee on Reactor Safeguards 79/04/17 
app 


—7903040201 Forwards ACR8 recommendations re TMI Incident, presented on 
790417 

FRALEViR F ACRS - Advisory Committee on Reactor Safeguards 
79/04/18 ip 


—7903040221 In response to NRC 790410 Itr. states 790417 ACRS 
recommendations apply to all PURtSibut were not intended to 
require immodtate changes Plant mods should he made after 
study of effects on overall safety, THI eicluded 
CARBON, M K ACRB - Advisory Committee on Reactor Safeguards 
79/04/20 2pp 


7905240633 Forwards responses to IE Bulletin 79-07 requesting info rs 
seismic analysis of safety-related piping Reanalysis 
indicates method of intracnodal combination has Little effect 
an pipe stresses 1, equipment support loads 
REED, C Commonwea 1 th Edison Co 79/04/24 4pp 


7905230206 Ack receipt of 790416 Itr informing NRC of steps takoh to 
correct violations noted In IE Insp Repts 80-010/79-04, 
30-837/79-04 ft 30-249/79-04 

HIND, J A Region 3, Chicago, Safeguards Branch 79/04/26 ip 


—7903230213 Responds to NRC 790330 Itr re violations noted In IE Insp 
Repts 30-010/79-04,50-237/77-04 U 30-249/79-04 Corrective 
actions withheld iraf lOCFRa, 7901 
REED, C Commenwealth Edison Co 79/04/16 Ip 


79QSISO140 Forwaids reeponses to IE Bulletin 79~06 Ap R e vision 1, re 
BHR events identified during TMI-8 Util has formed task 
force te review BUR events U recemmend corrective action, as 
requirtd 

REED,C Commonuealth Edison Co 79/04/2? 22pp 


7903300242 Responds to IE Bulletin 79-04 No 3,4 or 6-inth Velan suing 
check valves are in use at Dresden or Quad-Cities Rovtsu of 
Zion has identified use of valves in same piping sys hut 
review Is incomplete idll 1 rapt later 
REED, C Commonwealth Edison Ce 79/08/Ot 2pp 


79031404S9 Forwards IF Circular 79-07, "Unexpected Speed increase of 
Rcector Rec Irculat ion Kotor Qenerator Sat Resulted in 
Reactor Power Increase " 

KEPPLER, J O Region 3, Chicago, Office of the DlTector 79/09/03 

Ip 


R Periodic opetatihg reports S, related correspondence 


7903160334 Forwards monthly oporatlng rept for Apr 1979 
STEPHENSON, 0 B Commonwealth Edison Co 79/03/00 tp 


7903230200 Responds to IE Bulletin 79-03 re welding defects in certain 
longitudinally welded pipe spools Plants Inspectsdtno pipe 
found 

REEDiC Commonwealth Edison Co 79/04/lS 2pp 


790S01DS69 Forwards IE Bulletin 79-06A, “Review of Operational Errors U 
Bys Misalignments Identified During TMI Incident “ 

KEPPLER.J 0, Region 3, Chicago, Office of thi Director 79/04/14 

Ip 


— 7903160359 Monthly operating rept for Apr 1979 

CtE8ZKIEWIGZ,8 Commonwealth Edison Co, 79/03/03 20pp 

8, Reportable occurrences, LERs t, releted c orr espondence 


7905030549 Forwards LER 79-003/03L-0 

STEPHENSON, S B Comrtianwea 1 th Edison Co 79/03/02 Ip. 


7903040334 Forwards IE Bulletin 79-06D, “Review of Operational Errors t, 
Bys Mlsel ignmants Identified During TMI Incident “ 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/04/14 
Ip 


— 790S0809S6 LER 79-00a/O3U-O on 790410, dor log routine sorve i Uancs. h I 
isolation condansata flow switch dlffsrtntial presiurs 1349 
tripped Caused by instrument drift 

LINDBEROiC Commonwealth Edison Co 79/05/02 Ip 


7903040329 Foruards IE Bulletin 79-00, “Events Relevant to Bolling 
Hater Power Reectors Identified During THI Incident " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/04/14 
Ip. 


7903030206 Forwards IE Bulletin 79-09, “Fat lures of GE Type AK-2 
Circuit Breaker In Safety-Related Sys “ Licensee action 
raquirad 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/64/17 
Ip. 


7903140318 Forwards LER 79-0O6/0IT-0, 

BTEPHENBON.B B Commonwealth Edison Co 79/05/04. Ip 


— 7905140324 LER 79-006/OIT-0 on 790424 250 volt battery was nol 
operabla, Caused by operator error Battery wee recharged 
after rafueling outage discharge test, 

HOLLAND, P Commonuealth Edison Co 79/09/04 Spp 


7905300579 Forwards LER 79-009/01T-0 

STEPHENSON, B B. Commonwealth Edison Co 79 /OS/2 4 kappler, J 


7903040142 Foruards IE Bullstln 79-038, “Nuclear Incident at 
TMI-Buppl. ” 

KEPPLER, J.O, Raglan 3, Chicago, Office of the Director 79/04/21 

Ip. 



docketed items 


I. toj-<?0 ouauH.« 


Sultcl'»» not nuiUHtS 


v.iUit»«n *‘ 1 “'//*';^!,!! 79 / 05/24 2 PP 


CjfSnuid 1 14 Ed'*®*' '-P 


7T'j'3/.’i.97 ror-«r<(« UE« Co 79/05/24 I? 

grtF.H£>.:0f' B B Ccr.nori/rdUf EdMon t.o 

7-.r^705 UP 79-OO0/O7L'O on 790503 P'f®*' ’'''' 

ccjrjc5»ri»tic« 4 r« 79/05/24 Ip 


c7Jr.C5.ri»tlC« 4 F*''”* 

^anOEN T CcT'0>'«<«dl th EdlJor Ce 


K'kET :J-250 TWKE/ POlf^T PLAMT, UN1IT^3 

7 „.; 90 U 3 for p.APt .odd r. f.ro protoot.on 4 addl 

'/r'„ r, .Of.ta .V 4 id.t. 0 .,p.r 79032 
Ldfflto R E Florid! Pcu«r 4 CljM Co 79 / 05/21 P 


0 Ad/-niU*»ora cDrr««PO''4!nce 


7975300035 to «P Or>o.vo,o 

n*rins Arsuf* tUt rnont 11 untt.Pla 4 ^ «, 

dioonitr*t> itjndio, Supportinj documintat i on. 4# f idavi t* 4 

CirtiPlcotd of Srt tntl . cGLt.,N A 

aAi7=EFf « A Log«nitiin.N»wo*n'R»”'*‘«‘'^^'* *■ t-ULd-.w « 

Affiimion untnOi.n 79/03/09 22pp 

-7905300040 Cony*a* d»«‘r' t® ond.rtPt. .flnt pfogra. to r.paln 
D*icftb»i typ® Ttpain t^'<t ih^uld o® 

l/HPIC. R E Florida Pcg«r 4 Uljht Co 77/09/30 3PP 

7905150175 Foruardi revliian to 790209 patitlon to intervene 
ONCAVAGEttI p Affiliation Untnoun 79/03/19 ip 

-790S15O1B2 Reviilen to 790209 petition iO Intervene re proposed OL 
asend to permit iteam generaVor repair* Affldavi t. motion for 
production of dotuaienti 4 Certifltate of Svc end 
0 *iCAVA 5E.M P Affiliation Untnoun 79/03/10 i9pp 

7905150755 Act receipt of 790319 Hr to Board, end revised petition 
to intervene. R Dailg a f f » davl t, aotl on for production 
of docuaenti 4 intrg upon land for imp 4 other purposes 
Retutits signed 4 notariied affidavit from R Oailg 
COUL.N A Steel. Hector 4 Davis 79/03/23 2pp 

7905IS0793 Answer bg util in oppoiitlon to 790319 motion bg HP 
Qncavjge for production of documents Certificate of Bvc 

»TiS\ 

BAUEER.H a Locuinstein. Neuman, Reis. Aieirad 4 Toll COLU.N A 
Stilt. HsctoT 4 OavU 79/03/30 3pp 


'7905150799 Rfsponii bg util Seeking denial on bails of untimelinass 
of HP Qncavage's petition to intervene Petitioner does not 
deflpnitrati trending nor offer admissible contentions 
BAI/SER.H a couenstelniNeuman. Rets. Aielrad V Toll CQLi-<H A 
Steel. Hector 4 Oa/if 79/03/30 14pp 


7905240479 Prebearing conference to rule on petition of HP Oncavage 
will be Add on 790503 in Hiaffli.PL 

BOUERS E $ Atomic Safety and Licensing Board Panel 79/04/05 

2pp 


7905290026 Reptta* '^*^*c*ial training or 

- 

KcK«S.“'J '""li!:"- " 

MP oncavage, s-Petu and LlcoMslng Hoard 79. 7 

BOWERS, e 8 Atomic Safety 

2pp 

H Oaneral correipondence 

7905230100 Forwards M J,®* V* HiUJvVnt* o?» Ileyiiest* 

HP oncavage petition ^“7 hearing 

[^^Nrr^rous^ors^r"?-o"‘= “> 


repairs 
LEHNANi W 


House of Rep 


STDNEi R Senata 7*?/04/2i 2pp 

7905300762 Requests reiponsa to ‘ * “ape t J ' 

from HP Oncavage to intervene In steam genet Atoi > ep 

proceeding Telegrams end 

STONE, R Senate 79/OS/Ol i2pp 

ssssK""»"“i, s.™.’" i:. 

79/05/03 Ip 

—7905290486 Forwards constituent's *• * “* j * !!® , ’ s ','u „ 

HP Oncavage patitlon for hearing 4 Inlorvent i <i« 
generators repair i 

LEHMAN, W House of Rep 79/04/13 ip 

3 Insurance 6 indemnity information 

790S070497 Confirms increased liability * J'j* J .'i 
policies NF-l,25,«,76,03,lOO,Ul,l4O,l46.ia . U. . 164;^^ 

173, 174, 178, 179, 180, 182, 103, 106- 187, JOD, 109. I fJ> I 

197, 198,300, 301, 204, 206, 207, 208, 310, 213, 214. »» »' *“ ' ! 

QUATTROCHHI, J American Nuclear Insurers 79/0.)/i» 

7903070582 Confirms increase in liability 1*^ ! “a 

poUd.s MF-33. 36,39. 38, 39, 44, 46, 47, 49, 50, 81. 82. 3.1, 84 . 5 7 * 

57,58,60,61.64,66,67,60,69, 70, 71 , 72, 74, 76, 77, 70. 7*», ll.i.Hi. 
80,90,91,93,93,94,95 4 96 ml..* 'v 

HOHERTa.D M Mutual Atomic Energy Liability Uitd •• wC 1 1 * 

Ip 

7903140449 Forwards Amend 10 to indemnity Agreement 

changes, re increase in liability Ifisurance from *140 isn i « " 
to 4160 million, effective 790301, Support Ing docuwen t ml in i 

8 ALTZMAN, d Antitrust 4 Indemnity Oroop 79/03/01 Apr 

7905100316 Forwards Endorseihont 48 to NELIA Policy Nf ' 1115 

FIELDER, J Marsh 4 McLenon, M 4 M Nuclear Consol taoi »• ‘ ‘ 

79/03/03 2pp 


7905100307 Forwards Endorsement 47 to NELIA PoliPy Nr-HII 
FIELDER, d Marsh 4 McLenon, M 4 M Nuclear Consultants. !>-' - <■ ■ 

79/05/04. 2pp 

7905250411 Forwards tcecuted Amend 10 to Indemnity AgreeA#*'* •” * i 

Increasing coverage to S160 million 

UHRIO, R E Florida Power 4 Light Co 79/05/21 Clpp 


7905300301 Forward* Endorsement 40 to MAELU Policy HF-33 
fielder. J Marsh 4 McLenon, M 4 M Nuclear Consul tan 1 1 . 
79/05/24 2pp 


7905300311 Forwards Endorsement 41 to MAELU Policy HF-3S 
FIELDER, d Marsh 4 McLenon, M 4 M Nuclear Consul tante, I*',. 5. * 

79/03/34 3pp 



DOCKETED ITEMS 


as 


H Aiitltruit c orra iporid«Tica 


/9O019O234 Motion by Ft. Cltiei seeking antitrust hearing Renews request 
to argue poiltioti re review £> consolidation oF antitrust 
Issue GerllFlcata of Svc end 

OAIUON.il A £)|)iegel )l< McDiarmid 79/03/sa app 


/70fll90/27 roruiordiJ motion far consolidated hearings on behalf of FL 
Cltlea 

JAOl ON. II A Opiege) t< McDlarmid 79/04/02 ip 


--/909)9O/Cn Motion fni consolidated hearings by FL Cities Certificate 
of Uvc eiic i 

JAIll.DNill A Qplogel ft McDlarmld 79/04/05 4pp 


— 7903S 50430 
IRANI, A . 
79/03/3 t 


"DriBR Safety Limit for COBRA 1 1IC Analusls •> 
NIL5DN, U , tlYRlCK.R Florida Fewer 1 . Light Co 

16pp 




of elbow flenibllity error which sslsted in versions of 
PISOL piping analysis computer program from Jen-Oit Ifby 
Reviau 1, reanalgsis Included all work through Dec 1970 
PORTER, F L EDS Nuclear. Inc 79/05/Zl 9pp 


avii/giuLwiiivii>awi I 


■7905300263 Forwards EDS Nuclear, Inc list of BHRs h piping SWS which 
could have been impacted by deficient computer program 
OE has no record of reanalysls for Cooper piping syt 
STEPHENS,? U Oeneral Electric Co .Nuclear Energy Products Diw 
79/01/24 ISpp 


/9052.I06S2 tiuspoiids tn 79032E> b 790402 motions filed by FL Cities to 
Initiate antitrust hearing. In rasponso to Nile 700727 order 
Curllflcatn of live oncl 

l)tULV,l , tJIANANIA. I D , EVANS, I) J Anti-Trust Division 79/04/17 
5pp 


|» (iperatlny license stage rtocumonls t< corro spondenco 


/70‘H)n006'3 Fiirwarde Amends 49 t, 31 to Lie one es DPH-31 f/ DPR-41i 
respect Ively, safety evaluation ft notice of Issuance & 
ava liability 

(ICItUl NCi PI. A Cl|iorating Floactors Branch 2 79/03/21 3pp 


— /9030«00/,V Ameinls 41 4 31 to Licenses DPU-31 J, 4 1 . r e sp ec 1 1 ve I y , a d d 1 ng 
llcvnaa cendlllona ra completion of Paetllty mods ft 
lm|i I eoieiit at i on iif administrative controls For fire 
protection 

(ICIIUI Nt 1 11. A (Jperatlng Reactors [)i onch 2 79/03/21 2pp 


/‘fOUKlOD /'J llafety evaluation supporting Amends 43 tf 31 to Licenses 
Dl'K'.ll t, 41, respectively 

• Dporallrtg Roacturs Branch 2 79/03/21 47pp 


- 790*101100110 Notice of lesuaiico t/ availability of Amends 43 t, 31 to 
licenses IM'U 'Jl t, |)PR-4 1 , i ospee t Ive Ig 

(11.11141 MCI It, A tlporntlng lieactori llranch 2 79/03/21 2pp 


Q Inspection reports. IE Bulletins b correspondence 


7905010193 Forwards IE Info Notice 79-06. “Stress Analysis of 
Safety-Related Piping " 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/03/23 2pp 


7903030310 Forwards IE Info Notice 79-07, “Rupture of Fladuasbe Tanks 
O’REILLY. J P Region 2, Atlanta, Office of the Director 
79/03/26 3pp 


7903010104 Forwards IE Info Notice 79-08, “Interconnection of 
ConbaminatBi] Sys w/Svc Air Sys Used as Source of Breathing 
Air " 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/03/23 2pp 


7905010333 Forwards IE Info Notice 79-09. "Spill of Rad toac t I ve I g 
Contaminated Resin " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/30 2pp 

7905020127 Forwards IE Bulletin 79-06, "Review of Operational Errors 6 
Sys Misalignments Identified During TMI Incident " Licensee 
ac t ion required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/11 Ip 


7‘f03(l70 1 0'f hoi wards Amend 46 tu License DPR~3l , saf o ty evaluation t 
notice nf lesuance ft avallnblllty t . 

IK.IINIMCI (I, A Dporatlno Reactors Branch 1 79/03/30 2pp 


/V09(l/Oll4 Amend 46 to License DPR-31 , per ml 1 1 Ing continued operation 
of linll '1 fiJl sif cqulvnlent months of „ 

lUllim NCI-IL A Operating Reactors Branch I 79/03/30 2pp 

' -/V03l)/Ol 19 Uafelij evaluation eupportlng Amend 46 to License DPR-31 

* Operating Itoaclors Branch I 79/03/30 Spp 

7V0511/01U4 Notice of itswanee b aval lah I 1 1 ty of Amend 46 to License 
(I'ClIWI'HrrUi A Operating Reactors Branch 1 79/03/30 2pp 

/9031 10050 nummary of /'f04l3 meeting w/utll t< Westlnghouse re seismic 

analysis of reafitlon coolant piping ,o/n 4 /ls 3oo 

TMAHUrn.a C M Branch 1 79/04/19 PP 

7903000412 FQlwai'ds request to amend Ap p A ^ 

re preesuriier level Affidavit b sofety ova lua t Ion enc 1 
UHHIO. n L, Florida I'ower (< Light Co 79/05/02 PR 

/903l40ai7 Forwards replacament first page for saf o ty «va lua t ion. 
forwarded 790502, w/Tec h Spec change proposal re safety 

urin*0,Vl'’E ^''Florlda'pouer b Light Co 79/03/04 2PP 


7905040212 Forwards IE Bulletin 79-06B, "Review of Operational Crrore 
Sus Misalignments Identified During TMI Incident ‘‘ 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 2pp 


7903040300 Forwards IE Bulletin 79-07. "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required 
Q'fiEILLY. J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


*903040404 Forwards IE Bulletin 79-00, "Event, Tallin, 

Mater Power Reactors Identified During TMI Incident 
O'REILLY, J P Region 2> Atlanta, Office of the Director 




>05030164 Forwards IE Bulletin 79-09, 

Circuit Breaker in Safety-Related Sys Licensee action 
O'ReIlLY.J P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


/905l4oa20 Forwards initial response re 
tests requested In NRC 790309 Itr 
UMRIOi R E Florida Power b Light Co 


emergency power sys periodic 
79/03/07 2PP 


—7903140225 
TAYLOR, R. 


Jnstriictlons for Insp b tests 
L riorida Power b Light Co 


of lockout relays 
79/08/15 6pp 


7903240347 Forwarde request for J** *''^CC8“coolInr** ^ 

pPH-41 Amsnd changes Tech Spec limits ^ _ 

performance, In light of Mestinghouee r 34pp 

mifllO. R C Florida Power b Light Co 79/03/ta PP 

7903230426 Bubmlts analyeit eupportlng *'’**2'* . 

miloi b OPR-41 DNBR ‘twl dr-DNDR 9 

W/CO0RA me computer code Forwards DNUh oareuy 

COBRA me Analysis '* 79/03/21 8PP 

URiq.R e Florida Power b Light Co 797uorai rr 
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H Ptfledit 8p*r.Hirv9 rtporti !. c prri »p snd enc » 


7?j530i3213 PervKcm »» 4nny*l photojTiph of cooling 

Clill ig> oounitry 

E Ploi-iio POuti- U Light Co TI/Q-S/ll 5pp 
S Bipor4*6l* occijrnnc** . LES* »/ riljteP corr e jp oni »nto 


J'03’3<ii 7 Porwirili LER 7R-OOf /03L-0 
£•:»«! or, A D floriij* Powlr fc Hjht Co 79/04/20 Ip 


--793;o 30471 UER 79-007/03L-0 on 790331 lur^tlllince test of BMR not 
pfrloriB*! C»Os»4 tg o 1 1 into rp r 1 1 J t lO n of stheiioling info 
rtJuoi fron OC to oporJtioni ppriomtl Rmond proposed to 
chingi tot intervil 

= :HOf’Pr»N M A Florid# Power V Lljht Ct, 79/04/30 Ip 


79l;i3'<0047 ForwerO lER 79'009/03L-0 
5:r»1IDf.A D Flopidi Power h Light Co 79/04/37 Ip 


'-'^79Cv09'3iD 73 L£P 79-009/03L-0 on 790328 during refueling ihutdotin^ Leak 
otter red Iron teoporarp level-indication Jjnf near bate 
ttfweling water ttorage tank About 25 gallons of water 
leated out Cauie undetermined Inve* t Igation In progrete 
srMOPPKAf), n A Florida Power 4 Ulgbt Co 79/04/37 Ip 

7VOS770074 Faruardt LER 79-OOB/03L'0 

ECitllDr, A D Florida Power 4 Light Co 79/04/37 Ip 


79Q3150173 Fopuardt ravlelon bo 79020 V petition to Inlervvna 
ONCAVAOE.M P Affiliation Unknown VV/Qtl/lV Ip 


“'•7905150162 Rovielon to 790309 petition to Intervene re propoifl 
amend to permit steam generator repairs Af f 1 dnvltt /no t i on for 
production of documents tt Cortlfleata of Hve end 
ONCaVAgEiM P Affiliation Unknown 79/03/113 IVpp 


7703130753 Ack receipt of 790319 Itr to lioard.oncl ravtse<t patltli 
to InterveneiR Dally aff Idavl t< mot Ion for production 
of documents 4 entry upan land for Inep li otLier purpneet 
Reyuest* signed 5 notarliod affidavit friim R Daily 
CQLL.n a Steel, Hector L Oavis 79/03/23 3pp 


7903130793 Answer by util in opposition to 790319 mottoo by liJ* 
Oncavage for production of documents CorVlflcate of Uve 
and 

DAUSERiMA Lowanstelo, Newman, Rol Si A«e Irod U Tull COI I . H A 
Steal. Hector b Davis 79/03/30 3pp 


— 7905150799 Response by ubll seeking duiilal on basis of iintimall' 
of HP Oncavage 'f petition to Intarvene I'etltlonei does nnl 
demonstrate standing nor offer admUsthla contontloiis 
6AUSER,(tA Louonsce in, Newman, Re 1 s, Aio trail & Toll nil ( , rd A 
Steel, Hector b Davis 79/03/30 14pp 

790524O479 Prehearing Conferonce to rule On petition of hi* llircevaf 
Will be held on 790S02 In Miami, FU 

flaNERS, £ S Atomic Safety and Hcenilng Uoai tl Panel /'t/OA/03 


voi control sys holdup 


-7903090031 LER 79'008/OaL-u on 790323 chemical v vo i control 
tank owerf illed, creating siphon through vent line b header, 
resulting in low internal tank pressure b tank damage Caused 
by erruneeuf level indication 

SetOPFhAN, rl A Florida Power 4 Light Co 77/04/27 2pp 


7905220103 Forwards LER 77-01 1 /OSL-O 
S.HniDI, A D Florida Power t Light Co 


77/05/09 (p 


"“/fins preparation for routine 
hid CO K. !1 i"! refueling shutdown. condensate storage tank 

othi^ lentamination Tank of 

udrding proposed 

S^WPPfMN, « A Florida Power b Light Co 79/05/07 Ip 


77Q52J0122 Forwards LER 77-012/03L-0 
SCHMIDT, A D Florida Power b Light Co 


77/03/14 Ip 


nes. D H Florida Power i< Light Co 77/03/14 2 pp 

7905250383 Forwards LFR 77-IH3/03L -o 
SCHMIDT, A 0 Florida Power i, Light Co 


7905290481 Reyusats granting HP Oncavage petition for hnarinds 4 
Intervention re facility repairs 

OAVIB.L , MENDOZA, N 0 , SMITH, U R Affiliation Unknoiuii F9/04 

1 Ipp 


7703300722 Response to MP Oncavage 7903 1 9 
intervene In proceeding Certificate of 1 


reviled petition Iti 
S.I Qvc oitc) 

QOLODERO, 5 C Branch 2 79/04/OA Qpp 


RdRuotts NA Coll he included on eve list 
COlL.NA Steel, Hector b Davis /9/04/09 ip 

’’’ffrhetrinrr^''! fiAilgrams requesting granting of p 

*■ *n*"FVentlon re facility repairs 


FfSHBACN, N Affiliation Unknown 79/04/12 


9pp 


79/05/16 ip 





regularly 

Florida Power 4 Light Co 79/03/li Ip 


‘’••"“'■iPti on non-antl trust 




COOSINg'fi , aiULIO, J , OASTaiS Affiliation Unkiiouni /V/iH/i 9 



NGAvAQE.M P Affiliation Unknown 79/04/24 Rpp 

2pp^^'^ ^ Atomic Bafaty and Licensing Board Panel 79/Cl'>f09 
H Oenoral correspondence 


7709140547 Transcript of 77 q 4 Dp r,_„r 

Hoard 

generators repair •’•■•'’ing b intervention re steam 


PE ant. UNir 4 



7703270143 Forwards w 

?-*li!iil!*!IJi_*«''rfip<indtnc» 

Oncavage 790209 re,u„t for 
tfiAon«tr4itt ^tAhH*ba#. e ** fail* to 

C«rtific«U ^v'^-ntatltn^Sf^Uavlt, b 

AMUlititn '7bJn:wn'"7,!fjr/S"9;"*U;r'''' *' ^ 


questing granting t>f 
rvontlon Request* 


repair 

LEHMAN, W House of Rep 79/04/12 

Forwards H Purc.Jl kelagram Pe 
W Oncavaa, for haarlno^ inta 

•PF'-oPrlat. action ’*• 

LEHMAN, t( Haute of R,p 79/04/12 tp 

MP 0''=*va9o'*'patttiDrtri)ltarVeM’'iJ!^h"‘'*?** c«ns 1 1 tsi*n I « r 

repairs mcarvefi# in hearing on proposed 

LEHMAN, H Hous* of R.p 79/04/20 3pp 

^0524071g Porivartft concti f nMni- r 

Petition #or hearinp & *^^*^^*^ flrpnt nr On.c«v^ 

stone, R, e.nefce 79/0V2r *'* repairs 
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7TO530O762 Hociuoitt rttaponso to various tBlograme iupportlng petition 
from Mf* Oncavage to Intorvono in eteara gonerator repair 
procoedlns TalegraDa enc I 
BTONE.I! Senate 7>7/03/01 ISpp 


.7909080060 Notice of iieuanc* I avallabilitu of 
i'iteneee OPR^Oi S< DPR“4ii reeptc tl ve l*y 
SCHWENCEfi. A Operating Reactor* Brar^c^ 2 


AmerOt 49 t 31 to 
ff/Ql/Il Spp 


7VO32‘fO403 ReipoTiiJ* to 790412 Itr requesting c one I berat i on of telegram 
in support of MP Oncavago petition to intervene Prehearing 
confareliCB lolli lio hold on 790S02 in Miaiml, FL 
OOSStCK) L V Office of the Eeecotive Director for Operations 
79/03/02 Ip 


Inturance tf indetnnltg information 


/'fOS07049/ Confirm* increased liability limit to 41241 OOOp 000 for 
pellciee NF-I,P9, 4:i, 76< 03i iOO, ill, MO, 146, 131, 161, 164, 170, 

1/3, 174, 17D, 1 /9, IQO, IDS, IDS, 106, 187, 188, 189, 192, 193, 194. 199, 
I'?/, im 200. 201. 204, 206, 207, 20Q, 210, 212, 214, 219, 4, others 
QUATTROCtiHI. ,/ Amor I can Nuc 1 ear Insurers 79/09/01 Ip 


/9090/0302 Confirms increase In liability limit to 436,000,000 for 
poUclas MF-2.>, 26. 29, 38,39, 44, 46, 47, 49, 90, 51, 92, 93, 94, 99, 96, 

O/, 90,60, 61 , 64, 66. 67. 6Q, 69, 70, 71 , 72, 74, /6, 77, 70, 79, 00, 86, 87, 
110.90.91,92,93,94.93 ty 96 

HdiltltTS, 0 M Mutual Atomic Energy Ulablliby Underwriters 79/09/01 

Ip, 


7909140449 Foruards Amend 10 to Indemnity Agreomont D-46 per IOCFR140 
changes.re Increase in liability Insurance from 4140 million 
to 4160 mi I I Ion, of foe tivB 790901 Supporting documentation 
enc I 

BALTZMAN. 0 Antitrust t> Indomnlby Croup 79/03/01 6pp 


/900100316 Forwards r.ndorsomant 4(J to NELIA Policy NF-105 

ri{.l.DLR, U Marsh 6 McLenon. K Si M Nuclear Consultants, Inc Div 
79/03/03 2pp 


7909110098 Summary of 790413 meeting u/uttl b H**«ingho,ie r* lejs-uc 
analysis of reaction coolant piping 

TRAMMELL, C M Operating Reactor* Branch l 79/04/10 9pp 


7909080412 Forwards request to amend App A of Luensis DFS-31 t, Cf’R-41 
re presiurlier level Affidavit i, safety **elual>«n end 
URHIO.R E Florida Power 6 Light Co 79/09/02 /pp 


7909140217 Forwards replacement first page for safety eraUatlen 
forwarded 790902, w/Tech Spec change proposal ra safaty 
injec t ion trip log ic 

tIHRIQiR E Florida Power t< Light Co 79/09/04 2pp 


7909140220 Forwards initial response ra emergency pewar sy* periodic 
tests requested in NRC 790309 Itr 

UHRIO.R E Florida Power t, Light Co 79/09/07 2pp 


--7903140229 Instructions for Inip S tests of loetoot relays 
TAYLOR, R L Florida Power S Light Co 79/08/19 6pp 


7909240947 Forwards request for amend to App A of Licenses DPR-31 6 
DPR-41 Amend changes Tech Spec limits re ECCS cooling 
performance, tn light of Viet tinghouse rec/aluation 
OMRIO.R E Florida Power 4, Light Co 79/09/18 34pp 


7909230426 Submits analysts supporting amind to App A of Ltesnset 
DPR-3t L DPR-41 DNBR safety limit of 1 24 Is consistent 
W/CO0RA IlIC computer code Forward* “DNBR Safety Limit for 
COBRA MIC Analysis '' 

URIO.R E Florida Power U Light Co 79/09/21 epp 


/VO31O03O7 Forwards Endorsement 47 to NELlA Policy NF-IBS 

f IfeLIlUR, J Marsh ty McLenon, M 8. M Nuclear Consultants, Inc Div 
79/03/04 2pp 


— 7905290430 "DN8R Safety Limit for COBRA lIlC Analysts * 

IRANI, A , WILSON, U . WYRICK.R Florida Powsr t. Light Co 
79/03/31 I6pp 


/YOTysOAll Forwards eascuted Amend 10 to Indemnity Agreement 0-46, 
increasing coverage to 4160 million 

UliruO, Ft C Florida Power ty Light Co 79/09/21 3pp 


7909300208 Forwards summary of EDS Nuclear, Inc resolutton/doeumentatlon 
of elbow flerlblllly error which eiiited in version* of 
P180L piping analysis computer program from Jan-Oet 1969 
Review 4i reanalysli included all work through Dec 1970 
PORTER, F L EDS Nuclear, Inc 79/05/21 9pp 


/'ZOiaOODOl Foiwarile fendor lemon t 40 to MAELU Policy MF-99 

f irLOCrt, J Marsh 4i rtcl enon, M 4, M Nuclear Consultants, Inc Div 
79/03/24, Kpp. 


/90!).)0031 I forwards C.mlorsement 41 to HAGLt) Policy HF-5S 

I ' I (tUDI t1 , 0 Harsh 8, del enon, M 4, (1 Nuclear Consultants, Inc 

79/09/24 app 


Oiv 


— 79OS300263 Forward* EDS Nuclear, Inc list of BHRi >, piping sy* which 
could have been Impacted by deficient computer program 
OE has no record of rsanalysl* for Cooper piping sy* 
aTEPKENSiP W Central Electric Co .Nuclear Energy Product* Olv 
79/01/24 IBpP 


a Inspection reports, IE aulletlni 4. correspondence 


H Antltruft correspondence 


/W3I30a34 Motion by FL Cities seeking antitrust hearing Renews request 
to argue position re review U consolidation of antitrust 
Issue Certificate of flve end 

JAllUON.riA Bplegei liHcOlarmld 79/03/20 2pp 


/903190729 Forwards motion for consolidated hearings on behalf of FL 
JAULON. R A Bpkegel ty Mcniarmld 79/04/02 Ip 

-79091S0733 Motion for consolidated hearings by FL Cities Certlflcat 
UAnl!aM.rA‘ ap legal 41 McDiarmid 79/04/02 4pp 


^909010199 Forwards IE Info Notice 79-06, “Stress Analijsis of 
Safety-Related Piping “ 

O'RElLtYrJ P Region 2, Atlenta, Office of the Director 




7909030310 Forwards 
O'REILLY, J P 
79/03/26 app 


IE Info Notice 79-07, “Rupture of Radwaite 
Region 2, Atlenta, Office of the Director 


7905010104 Fi 
Contamlnat' 
Air " 

O'REILLY, J I 


7903230622 Responds to 790320 V 790402 ^ ‘ 

ImlUato antitrust hearinadn response to NRC 700727 order 

SlSy,'ur",»«K».rD,‘; 0 .n.,-Tr„.. U.v,.,." 

Spp 


P Opsratino license 

a,.r.n.. .r.ncK =. W 

— 79090000., Ai..nd. 49 9 31 5IeT?lty inil,!*!''** ^ 

—7909000073 O,,*., ,v.,u.Hon .uppoRtlOQ Affl..,* .9 4 


79/03/30 2pp 


7903020127 Forwards 
Sys Misalignments 
action required 
0 'REILLY, J P 
79/04/11 Ip 


ulletln 79-06, "Review of Operational 
tifled During TMt Incident - Licensee 




AiAA,.. -a sha Director 


Errors 


t. 


7903040212 Forwards 
Syt Misalignments 

O'REILLY, J,P 

79/04/14 app- 


IE Bulletin 79-06B 
Identified During 
Region 2- Atlanta. 


, “Review of Operational Errors 
TMI Incident “ 

Office of the Director 


Is 


,0009 R.7.,7-; .B " 

I4/14 ip 
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7»1V5404<54 For«iif4i U 'EvinH RfUv«nt to BolUn* 

Mill)- f«m*r Rtidori ItintifiKl Outing Tttt IficirfiCii " 

0‘PEIul-^>J F 2* Olfic* df tli# Oirietor 

79/<J«/H »P 


Fei-Dit** «e OuUmn 79-09. ‘Fiilurn o# OE Typ# A«-a 
Circul* Irijkit fn 8iiikv-Ril«ii4 SU* * Uccniit ICtion 

O-REtU-V..; P Ritisn 3. Atlinti. QfPld of th« Olrtttot 
79/04/i7 apf 


p. OptPdtlng lic*n*# i^«g* OoeomontR fc cort'oipondarKO 


7905240166 Inf ormi -*h«t Dp»r«Hon»l pottloiv* of opni-itpr 
r*4.u«llflcatlai) aiuit te il«l4tfed Accopt* urlHan Si 

oppr«tlon4l pttttioni of mmllf le*tl»n program If 
CGopltUd b« 7<fD913 

CoUt-INSip. F Op*r«ton Licoiidlnp OfAnch, 79/04713 if 


DOCKET 90-254 aUAD-CITIEB BTATIQN, UNIT I 


7903110247 Ack rictlpt of IE Inip Rtpki 90-250/79-08 k 90-251/79-08 on 
790237-0301 tio propriotirg Info 

UlfilO.A E riorldi P«ulr i. t.i|9k Co 74/04/17 If 


--7401190291 FOiwftd* IE tnif Rift* 90-290/79-09 t 90-281/79-09 on 
790327-0301 No nonconp I lint! notid 

lEMIB.R C Rffion 3. Aklinka, ftaitkot Qf«r«klonk Noel top 
Support Brpncti 79/03/23 3pf 


-7905190299 IE Inip Ripl 50-290/79-09 4: 90-291/79-08 on 790227-0301 No 
Roncoapifonc* notid Hijor iripi iitipfctod rifgolinf nilnti 
spin itiM.noncoaifliinct follouvp.ROt 9 IE bullotln fa 
(trcular fotloxvip 

VtRCERY.E N . Cantrell. F S Rip ion 2> AtUntp. Rf actor 
Qpiratloni Nucliir Support Branch 79/03/22 App 


7903340434 Fer«4rdf riipento to IE Bullttin 79-07 Nano of matbodp 
ipiclftod irt ullO tf A/E In ptltoic anatgoii of ipfaty- 
Ttltt«4 piping Itaa 2 not applicablt to A/E fa NSSS Vondor 
alvliat that coaputir coda littlnpi ara proprlatary 
UHRIO.R F Florida Pouar fa Light Co 79/04/25 2pf 


F Sacurlty. «tdle«l. amargancy fa flrt protoitlon plana 


7909160419 Forwarda tad t Iona Of ftra protoction U£fl which roqolri 
furthar NRC rovlaw vplva auparvlalon. air hraathlng oguipaiant 
fa tnttrtor hoap atationa 

HALLiR E Brookhavan National Laboratory 79/04/18 3pp 


7909030346 Foruar da modiflad phytltal aacurlty plan. Hai/l«l(*n 9 Pim 
withhold Iraf 10CFR2 790) 

LEE. D CoiMBOniuaalth Ed lion Co 79/04/86 Ip 


0. Adjudicatory eorraapondanca 


/9098802S9 Notlflaa proparly wordad contantlon ra oabotago would it 
accoptad. Contontion fa.aa admlttad Into Duko Poiuar Co 
procoading. anccmpaaaaa aipacta of rovlaod Contantlan It 
pratantad by Stata of IL 
OODOAftO.R J Branch 8 79/04/06 app 


J Inauranca fa indamntty Information 


7909240496 Foruardi *6tfiA Oinaritor Imp Progran * Imp thowad no nau 
pAtnoaina Varlfiad y«n«rai pattarn of dontinp la withvn 
praaictatla llaita Paquatta yaraltalon to ritorn facility to 
pswir eftratlon 

UtfllS. R E Florida Pewar & Light Co 79/05/10 8pp 


— 7905240493 ■Btaa* Oanarator Imp Propran * 

a Florida Powir fa Light Co 79/09/18 39pp 


R ParledU oparatlng raporta fa ralatad corratpendanca 


7903300019 Forwardi antlyali of annual aarial photograph of caoting 
canal aya boundary 

umiO. n C Florida Powir fa Light Co 79/03/11 Spp 


8 ^aporlabu occurrancts. LERa fa ralatad corraapondanea 


79S,3O0<J554 Forwarda LER 79-OQ9/0X*0 
eCWIQT.A 0 Florida Powir fa Light Co 79/04/20 la 


■ 7W32a.procaa, radiation monitor, 

o«‘ of avc Cauitd by fatlura pf air lampliM 
tituJmS tt **'"'•'* Taplacad fa mnltora 

SCfOfPtiANi n A Florida Powar fa Light Co 79/04/20 ip 


7908100163 Bndoraaoant 99 to MAELO Policy MF-22 
OERASiT. Nuclaar Entrgy Liability Inauranca Aaaoclatlon 79/Oji 
Ip 


7905070497 Confirms Incraaaad liability ilmU to ♦124.000,000 for 
pollclta NF-I.23,43,76.B3. lOO. Ill, 140. 146, 191, 16.1 , 164. 170, 

*15* 10*' 107' 10Q> 109' 198. I9q, 194. 193. 

197, 190,200. 801. 204. 306, 807, 800, 810; 813,81 4. 81 9. k olhwra 
Ol/ATTROCHHI, ,/ Amartcan Nucloar Inaurara 79/O3/01 Ip 


7908070303 Conf Irma Incraaaa in liability limit to «36. 000.000 for 
HF-a8,26, 89,30,39, 44, 46. 47, 49. 90. 81. 98. 5»3. 94, S9. 96. 
zl' S?' *1' *7i 68, 69, 70, 71, 78, 74, 76, 77, 70. 79, 00, 06. 07. 

63.90.91.98,93,94,99 fa 96 

ftOaeftTS.O «. Kutval Atomic Energy Llab titty Undarwrlkara 7W 


7909140496 Forwarda Amend 11 to Indemnity Agrdamant 9-47 pwr lOCFRl 
5- I" ll4bllttv inauranca from 9140 ml I fa Ion 

1®^*160 ml 1 1 ton, off activa 790901, Supporting doeuwanfaatign 

SAUTZNANrj Antitrust fa Indemnity Opoup 79/09/01 6pp 


Endoraaaanta 47 fa 43 to NELIA Policy NF-801 
OSTER.J, Commonwealth Edison Co 79 / 08/16 


App. 


*'*'**'*’ I-® 79-OO4/0X-0 
SCfttZOr, A 0 Florida Powir fa Light Co. 


79/04/80 Ip. 


««.)WP«AN,N A Florida Powar 4 Light Co 79/04/30 2 pp 


P ?P* *‘***1»^^l*»n»* stage documenta {< corraaponilanFa 

^’batfa2n’'i.^?'‘"**'‘’* , i®*!* *" *« M confaronco toieorra 

batwaon NRC, consul tanta fa util ra bullatJn "PotantJal 

sjrojj^jtlom”* **"'’** Aaaoclatad w/DUft Dffflaa 

IPPOLITO,T, A Oparatlng Raactora Branch 3 79/04/1* 4pp 

*•> 790309 Ur cntlciamg app 1 tea Cion for 4Pf*t 

of propoitd llconat amand that would allow. thia«ifit Q# aa.«t ' 

P LITO.T, A apiratlng Raactora Branch 3 79/34/10 Ip 


HO^NwSeN ? AfJi rir “f. 

DUMtwBQHfcN.P. Affiliation Unknown 79/03/15 


app 


,/AN6CEK,fl F Commonwaalth Edlaon Co 79/04/88 3pp 

IS.T-l" 

80L8RI0,C.H Commonidtalth Edison Co, 79/04/86. Ip 
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7703t‘?001A Foriuard* curT»nt schodule for Implementation of Mark I 
coiitaliimeot long-term mod* Dltcuatat conetrainte inhibiting 
thortar time framo comti I a t loni Inc luding «gs load 
roqu li etnante << current fuel cycles 
REHlIi C Commonuiea I th Edison Co Vf/OS/ll 3pp 


77031900'/? Raquaets correction of error discovered in 760423 Itr re 
capacity of Nuclear Assurance Corp NAC-1 truck cask used In 
spent fuel transfer Cask has capacity of tuo QVIR assombltes 
JANECtKi n F Commonusoa 1 th Edison Co 77/09/11 Ip 


/V00a9039l Forward* current licensing open items status list 
HE ED I C. Cocnmonwoa 1 th Edison Co 77/03/16 llpp 


/701>;/9D933 Forwards “Ouad-C 1 1 las Nuclear Power Station Unit 1> Cycle S 
Otar tup Test llesults " 

JANECEK. II r Commonuiealth Edison Co 77/03/21 Ip 


—7903230336 "Quad-Cltits Nuclear Power Station Unit li Reload 4j Cycle 3 
ntartup Test Results “ 

« Commuiittjea 1 th Edison Co. 77/00/21, 13pp 


Q Inspection reports* IE Dulletins i correapondance 


770?)D2042I raruards response to IE Bulletins 79-12 U 78-l2Ai "Atypical 
Ueld Mall In Reactor Pressure Vessel Melds " 

REEDiC Commonwea I 111 Edison Co 77/03/22 lOpp 


Forwards ACRS recommendations re TMI me laent. presented on 
T90417 ^ 

FRAEEV* R F ACRS — Advisory Committee on Reectsr Cefesveret 
79/04/18 Ip 


— 7703040221 In response to NRC 770418 Itr.statii ell a:P 7 770417 
recommendation* apply to alt PURiibut were not mtenaej te 
regulre tmmadlate chanyt* Plant mods should bt made after 
study of effects on overall safety. TMI eicludtd 
CAROQNi M X ACRE - Advisory Committee on Reatter Safesuards 
77/04/20 2pp 


7903240633 Forward* response* to IE Bulletin 79-07 re^uestlnj tnfo re 
seismic analysis of safety-related piping Reanalysis 
indicates method of intramodal combination has little effect 
an pipe stresses U. equipment support loads 
REED. C Commonwealth Edison Co 77/04/24 4pp 


7903130149 Forwards responses to IE Bulletin 79-06A, Rtvi s ion l.rs BWd 
events identified during TMI -2 util has formed task force 
to review BMR events (< recommend corrective acticn.es 
required 

REED.C Commonwealth Edison Co 77/04/27 22pp 


77033001^42 Responds to IE Bulletin 77-04 No 3.4 or 6-inch Velen swing 
check valves are in use at Dresden or Ouad-Citles Rsvteu sf 
Zion has identified use of valves in some piping ys but 
T evleui is incomplete Mill rept later 
TIEEDi C Commonwealth Edison Co 77/03/01 2pp 


/'/0a0l02a6 Forward* IE Info Notice 77-06, "Stress Analysis of 

Oafaty-Related Piping ” ^ 

KEHf*l.ER< Ji 0 Reg ton 3. Chicago. Office of the Director 79/03/23 

IP 

7703030370 Corwarde IE tnfo Notice 77-0/, "Rupture of Radwaste Tanks " 
KUr’I'LEn. U 0 Region 3. Chicago. Office of the Director 79/03/26 

tp 

7703010133 ruruiard* IE Info Notice 79-08, "Interconnection of 
ColitnnitnalecI By* u/flvc Air 6yi Used as Oourco of Breathing 

tM't’l'imiJ O Region 3. Chicago* Office of the Director 77/03/26 

Ip 


7703140468 Forwards IE Circular 77-07, "Uneipeeted Spied Increase of 
Reactor Reclrculatian Motor Oenerator Set Resulted in 
Reactor Power Increase " 

KEPPLEH,vl 0 Region 3. Chicago. Office of the Director 77/03/02 
Ip 


R Periodic operating reports !< related correspondence 


7909170230 Forwards monthly oparatlng rept for Apr 1979 
KALIUVIANAKIS. N Commonwealth Edison Co 79/03/17 Ip 


•7703170260 Monthly operating rept for Apr 1979 

H ANNUM. 0 Commonwealth Edison Co 79/05/17 28pp 


/yOBOIO'lOR forward* IT Info Notice 77-07. "Spill 


Contaminated 
KEI»I»IKR. J 0 
Ip 


Resin " 

Rogion 3, Chicago. Office of 


th 


of Rad loac t Iva ly 
a Director 77/03/30 


S Reportable occurrences. UERs t. related correspondence 


770S100296 Forwards LER 77-017/03L-0 . 

KALIVI ANAKIS, N Commonwealth Edison Co 79/04/26 tp 


7703290200 Respond* to IC Bulletin 79-03 re welding defects in certain 
longltud Innlly welded pipe spools Plants inopoctedjno pipe 

f 

KFLO.C Commonwealth Edison Co 79/04/12 2pp 


7709D109<.9 rorwards IC Bulletin 79-06A. "Review of 
Oy* Mleal I gnments Identified During TMI Incident 
KEFPUCfl. J O Region 3. Chicago. Office of the 

ip 


Operational Errors & 
Director 77/04/14 


7908040334 Forwards It Bulletin 77-06B, "Review of 
Ely* Mleal igtifients Identified During TMI liel'l*''* 
KEFFl.FHi J 0 Region 3. Chicago, Office of in* 

ip 


Operational Errors fc 
Director 77/04/14 


7903040327 Forward* lE Bulletin 79-08* 

Hater Mower ftoaetor* Identified Director 77/04/14 

KU»FI.ER. J 0. Region 3* Chicago, Office of the Director 

IP 


7900030206 Forward* IE Bulletin 79-09, 
Circuit Braater In Safety-Relatad 9y* 


"Failure* of OE Type AK-2 
" Lleen»ee action 


required. /.urinn, office of the Director 77/04/17 

KtPPl.tRfJ O Region 3. Chicago, uffice or sue 

tp 


-7703100277 UER 77-017/03U-0 on 790416 leak betuean RHR water J. *vc 
water side of heat ekchanger Caused by crack In pipe to 
flange weld of bellows assembly Pipe '•epalrjid 
VAHRENMALD, J Commonwealth Edison Co 79/04/26 Ip 

f9O3O7O307 informs that release rat. of 

oartlculate matl u/half-llves greater than tight day* 

I 22 Umt. hT^er than Tech Spec design o jectlv. for first 

quarter 1977 Caused by **•*'" ‘•*^* I* 79/04/30 2pp 

KAUIVXANAKIS, N Commonwealth Edison Co 79/04/30 pp 


OS240597 Forwards LER 79-018/01 T-0 


-1-77 


7709040142 Forward* IE Bulletin 77-030, "Nuclear Incident at 

mpptm.li 0. 3, ChU-PO. 



DOCKETED ITEMS 


Ml to i 
tt to 

fif ;i^*r-rF‘£p, c 
3;? 


«;tclJl pr»N»»rir,} cen»«rinc» on 790510 In St Jooeph, 
pitition* to intirvtnii to irfontifip k»9 li*uei 
icKtiul* >or pjrthir octioni in 

Atc-iic Sofot^ «Tid Ultinilng Boord Panel 79/04/0S 


7=fHn':046 Fsrwordi »tnn jtneratop repair ript nhith aceompafiied 
TtJlOT menu aaerd peqwnt W/« erel 
JAflln C A Sranth 3 79/04/16 Ip 

79 ;!JC 0 I 43 Fsruerdt iteia jenerakor repair ript which conetitute* baeie 
asCLoe- kak ion til okil accenpanvirj 790103 renu«*t for 
luenet 4 *«ni Pept to be ueii ai aid in preparation of 
petition Is intervene 
EWIH C A Branch 3 79/04/16 Ip 


7=9rj2i059i Peipondt to k<PC . Coniostri Power Co (t ASLB re intervention 
in haarirjt on iteaa jenerator replacenent Svpportlnj 
dctvaertatior 1 Certificate of Svc end 
SlurCAIR « Oreat take* Energy Alliance 79/04/20 19pp 


J Inturante Ir indennity Inforaation 


7TaM70497 CsAfirai incriaeed liability liffllk to *124,000.000 for 
pdiciee lir't 2 ). 43 76,93. 100, 111 , 140, 146, 151, 161, 164, 170, 

I’D 174 179 179 190,192,105.196,197,188,199,192,193,194,195, 
197,193 :00 201 204 206,207,209.210,212,214.215,6 other* 
QuATTROCHHI, J American Nuclear Iniurer* 79/05/01 Ip 


7905220020 Forward* responee* to quatllon* re THl Incident dellv 
A Schweneer at 790512 maetlng Overtiied drawing onci 
HOFFMAN, D P Coniuner* Power Co 79/09/19 20pp 


7905230052 Responds to concern* railed at 790907 meeting Util *g 
make mod* necessary to bring piping *U* to TSAR strees 
limit* by end of nect refueling outage 
HOFFMAN, D P Consumer* Power Co 79/00/16 Spp 


7905230095 Forwards “Ailal Power Dtstr Ibot ion* from Ftiiirlsr ritl 
Fixed Incore Detector Powers" to clerlfy Tech Spec change 
HOFFMAN, D P Consumers Power Co 79/03/17 tp 


— 7909230104 "Axial Power Distr Ibut Ions from rouriei fitting erf 
Incore Detector Powers," presented at ANQ winter meeting 
in Sen Francisco, CA on 791116-21 

TERNEV.U B , MARKS, 0 H , UtLLIAMSON.C A Consumer* I'aweT Ct 
75/11/21 9pp 


7905300208 Forward* summary of EDS Nuclear, Inc resnlutlon/doc wns 
of elbow flexibility error which existed in vertioni of 
PISOL piping analysis computer program from tfan-Oct 1969 
Review 6 reanalysi* Included all work through Dec 1970 
PORTEft.F L EDS Nuclear, Inc 79/09/21 9pp 

"7909300263 Forward* EDS Nucloarilnc list of DWn* 6 piping 19 * 
could have been impacted by deficient computer program 
GE has no record of reanalysi* for Cooper piping sys 
STEPHENS, P W General Electric Co , Nuclear Energy frodurt* 
79/01/24 ISpp 


7905160172 Forwavd* A*ind 9 to Indeanlty Agreement B-40,per 10CFR140 
chenges.ri liability insurance increase from *140 million to 
ai60 nt 1 1 1 on, a f f e c t ive 790301 Supporting documentation and 
SAlTJMA'Ji J Antltruik 6 Indemnity Group 79/05/01 Spp 


7903210125 Forward* Endor»#a#nt* 61 4 62 to NELIA Policy NF-f79 
FCTTER S C Consuneri Power Co 79/08/15 Spp 


7905310449 Responds tc IE Dullotln 7S-13. "Atypical Held Matl I 
Reactor Pressure Uessels " Final rapt will be submitted by 
790731 

BIXEU. DA Consumer* Power Co 79/09/29 Ip 


0 Inspection reports, IE Oulletins 6 eorratpondenco 


P Operating Itcenie stage documents i, correipondanci 


7903090029 Forwards topic* deleted from systematic evaluation program 
review of facilities Requests review 6 identification of 
errors within 30 days from receipt of Itr 

ZIEtWlN.D L Operating Reactors Branch 2 79/04/16 7pp 


7903230602 Forwards tteaa generator repair rept Requests addl Info to 
complete evaluation of altirnatives in steam generator 
repiacsjsenl program 

ZIEKANN.O L Operating fisactor* Branch 2 79/04/17 4pp 


7903000138 Forwards raquast for addl info re steam genarator 
riplacietent program 

2IEMAJ«i,D l Operating Reaelori Branch 2 79/04/19 3pp 


svaluatton program 

IIEMAMN.D L Operating Reactor* Branch 2 79/04/21 6 pp 


^CAN.e L Division of Reactor Operations Inspections 79/04/24 


790S2S0210 Summary of 790425 ate tlna t./n c 

capability far C-E plants * ^ natural circulation 

THADANI.A C Rsactor Systems Branch 79/05/02 43 pp 


DCNITT.RB, HOFFMAN, DP 


7V053A0731 Motlfiti th 4 t tar jrfsii in< 

should be submittsd to licenses ’‘•*’'*'^•<1 grid voltage 


LAINAS.O C Plant System! Branch 


79/05/00 3pp 


7909230087 Forwards summarii of 79 ftnni 

Circulation conditions in C-E oefSl*.?****"® “/C-E re natural 
THADANI.A C Reactor reeetors 

paetor Syitins Branch 79/05/09 Ip 


fTis.url.er cad* 

HOfFlW«,DP Consumers Power Co 79/OS/lO 3 pp 


Corp h?? k«»«')Mg!!dJl!‘as*iJe“Jp!;*J*,|?'' ‘’^9 Bechtel Power 

fregram cooling equipment nod 

M(3FFMAM,D P Consumer, Power Co 79/05/15 Ip 


7905090084 Forward* IE Imp Rapt 90-290/79-04 an 790220-2 I U no 
violation 

HEIBHMANiR F Roglon 3, Chicago. Ramctoi' Oparallcxrio Ntiilm. 

Support Branch 79/O3/0B 2pp 


--79O5OBOO06 Notice of violation from Insp on 790220 J.J 

a Region 3, Chicago, Reactor Opermtlono Nuclear Duppori 
79/03/08 tp 


"7905080093 IE Insp Rept 50-299/79-04 on 790220-23 Noiico(*pU*i 
failure to implement procedures re mods mad* to filler «ir*l 
plugs on emergency diesel during melnt 

dOROENSONi B L , WARNICK. R F Region 3. Chicago, Ilf flee « 
Director 79/03/06 9 pp 


7909010247 Forward* IE Info Notice /9-06. "Stress Aiiaivst* of 
Safety-Related Piping " 

KEPPLER.J.O Region 3, Chicago, Office of the Dlveetcii 7 

Ip. 


Notice 79-07, "Rupture of Radwostm 
KEPPLER,J 0 Region 3, Chicago, Office of the Director T 
*P, 


Notice 79-08. "Intorconnect loii of 
Contamineted Sys w/ 8 ve Air Syt Used as Source of Dreathlng 


Air, 

KEPPhER, J, 0 
• p, 


Regions, Chlcego, Office of the Director 


'’conUmlnetSrRmln'" 

KEPPLERiJO. Regions, Chicago, Office of the Director 7 


^’"?recfviMaMA!i^* of 790330 Itr Informing NRC of steps t, 
HEISHMmp F "’’P ''•P*' 80-858/79-04 

6uppo?t Branch 79 / 04/06 Op«retlon* Nuc 


“’"‘'w-2Mf?9-SrSS?!.c?ir 'l: noted In IE 

4. vawrirStn 9— '■•tor. In.pe 

HOFFMAN, D P Consumer* Power Co 79/03/30 2pp 


79090300S3 Fofurirdt IE But lot in •to 

KEPPLER.J.O R.„„ 3 , J, 


DOCKETED ITEMS 
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7903010S79 IE Dulletln 79—06A# "Reviou of Operational Errors U 

Sgs Mi»alignm8nt8 Identified during THI Incident " 

KEPPLER.J 0 Region 3, Chicago, Office of the Olractor 79/04/14 

Ip 


7903040324 Foruarde IE Bulletin 79~06Bp ''Revieui of Operational Errnre 
Sgs Misalignments Identified During TMI Incident “ Licensee 
action rcituired 

KEPPLEOtJO Region 3, Chicago, Office of the Director 79/04/14 
IP 


7908040340 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Water Power Reactors Identified During TMI Incident " 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/04/14 
Ip 


7903070162 Forwards IE Bulletin 79-07, "Seismic Stress Analgsls of 
Saf etg-Related Piping *' Licensee action required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/04/14 
Ip 


7903030220 Forwards IE Bulletin 79-09, "Failures of GE Tvpe AK-a 
Circuit Breaker in Saf etg-Rela ted Sgs " Licensee action 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/04/17 
IP 


7903000466 Forwards IE Bulletin 79-030, "Nuclear Incident at 

TMI-auppl " 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/04/21 
Ip 


7903130353 Responds to 790329 request to allow util to co^mbine reviews 
of IE Bulletin 79-02 t> sgstematlc ovaluation program Topic 
III-S A Since bulletin involves safety issue, NRG refuses to 
attend time for review 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/26 
IP 


7905240309 Responds to IE Bulletin 79-06B re TMI errors Conditions &■ 
events which led to TMI Incident were reviewed w/emptogcos 
HOFFMAN, D P Consumers Power Co 79/04/27 lOpp 


7908230364 Responds to IE Bulletin 79-01, per 790301 discussion le/HJ 
Wong Identifies & compares computer program used in 
seismic analgsis of safetg-r ela ted piping 
HOFFMAN, D P Consumers Power Co 79/03/03 3pp 


R Periodic operating reports related correspondence 


7903130414 Forwards monthlg operating rept for Apr 1979 
ADAMS, M E Consumers Power Co 79/03/07 Ip 


“—7905130416 Monthlg operating rept for Apr 1979 

800TKE, P J Consumers Power Go 79/03/07 4pp 


8 Reportable occurrences, LERs related correspondence 


7903040306 Forwards LER 79-016/03L-0 

HOFFMAN, 0 P Consumers Power Co 79/04/30 Ip 


"7903040407 LER 79-016/03L-0 on 790406 diesel generator output breaker 
has potential to lockout open. Caused bg failure of contact 
on shutdown sequencer to operate Sequencer repaired 
» Consumers Power Co 79/04/30 ip 


7903000337 Forwards LER 79-017 /oaL-O 

HOFFMAN, D P Consumers Power Co. 79/05/04 Ip 


■7903000539 LER 79-017/03L-0 on 790404 white taking batterg voltage 
readings, two cells In station battsrg 2 burst due to 
esploflon of hgdrogen inside cel Is, Batterg taken out of svc 
Two replacement cells ordered 
* Consumers Power Co 79/04/04 Ip 


7903100249 Forwards LER 79-009/01 X-1 

HOFFMAN, 0 P Consumers Power Co 79/03/07 Ip 


■7903100232 LER 79-009/01X-1 on 790220 design review Indicated butterflg 
valves mag not close under accident conditlans Caused bg 
vague purchase specs which did not include requirements for 
closing against pressure, 

» Consumers Power Co 79/03/07 ip, 


7905100233 Forwards LER 79-OIB/03L-0 

HOFFMAN, D P Consumsrs Power Co. 79/03/07 Ip 


——7903100239 LER 79-O10/O3L— 0 on 790409 reactor made critical w/p 
conducting flow test of lines Caused bg mis inter pro tatton of 
Tech Specs Personnel instructed to ecerclse care when 
reviewing operabilttg requirements 
♦ Consumers Power Co 79/05/07 ip 


7903130613 Forwards LER 79-01 9/03L-O 

HOFFMAN, 0 P Consumers Power Co 79/03/10 Ip 


--7905130623 LER 79-019/03L-0 on 790331 sump drained to ausitiarg bldg 
floor drains thr'OUgh test cohneetlon located between 
containment bldg isolatlan valves Caused bg communication 
failure Corrective action still being evaluated 
• Consumers Power Co 79/03/10 IP 


7903220329 Forwards LER 79-020/0 1 T-0 

HOFFMAN, D P Consumers Power Co 79/03/1 5 Ip 


-—7903820333 LER 79-020/01 T-0 on 790501 restraints for piping between 
power conversion sgs safetg injection tanks B t B not 
adequate Caused bg program error used bg consultant to 
determine hangar p lacement 
« Consumers Power Co 79/03/15 Ip .. 


7903220340 Forwards LER 79-0 13/0 1 X-1 

HOFFMAN, D P Consumers Power Co 79/05/13 Ip 


— 7903S20343 LER 79-013/OlX-l on 790327 level in T-B2C safetg Injection 
tank decreased while draining D tank to permit increase in 
boron concentration Caused bg seat teakage CV 3004 drain 
valve will be repaired during noct refueling outage 
» Consumers Power Co 79/05/15 ip 


T Hearing transcripts on non-an 1 1 trust matters 


7903240330 Transcript of 790S09 moating in St Joseph, MI Pp 1-171 
BECHHOEFER.C , ANDERSON, 0 C , LtVINOBTON, S Atomic Safetg and 
Licensing Board Pane 1 79/0S/09 I78pp , 


DOCKET 30-239 BROWNS FERRV NUCLEAR POWER BTATION, UNIT 1 


J Insurance 6. indemnltg information 


7903140462 Forwards Amend IS to Indemnttg Agroament J)-S2 per lOCFRlAO 
changes, re increase In llabilitg insurance from 4140 million 
to 4160 ml 1 I 1 on, of f ee t ivo 790301 Supporting doc umen ta t i an 
one I 

SALTZMAN, J Antitrust & Indemnitg Group 79/03/01 6pp 


7903030390 Forwards Cndorsament 47 t^o ANI Pollcg MF-190 

FIELDER, J Harsh L HcLsnon, H b M Nuclear Consultants, Inc Olv 
79/03/03 2pp 


7903080394 Forwards Endorsement 40 to ANI Pollcg NF“19a 

FIELDER, J Marsh 4, McLenon, M t, M Nuclear Coniuttants, Inc Olv 
79/05/03 2pp 


K Utilltg Final Safetg Analgsis Report (FBAR) L amends 


790SH0024 Forwards Amend 60 to F8AR 

O ILL ELAND, J E Tennessso Valleg Authoritg 79/03/00. 2pp 


— 7905110031 Amend 68 to F0AR M/oversiiod drawings 
» Tennessee Valleg Authoritg 79/03/08 lOOpp 


P. Operating license stage documents b correspondence 


790308-0033 Ac k receipt of Class II fee 8, application for amend to 
Licenses DPR-33, DPR-52 L DPR-6B Requests pagment of addl 

fee. 

HILLER, U 0 License Fee Management Branch 79/04/04 tp 


7903110177 Submits schedule for torus mods, In response to NRC 790312 
ttr to HO Parris 

OILLELAND, J E. Tennestse Valleg Authoritg 79/05/04. 3pp 


7903140371 Forwards •’Bummenj Rap t, Re fue 1 Ing Test Program, Cge I • 3 " 
OILLELAND, J, E Tennessea Valleg Authoritg 79/03/07. ip 


— 7905140378 "Summerg Rep t , Ref ue I Ing Test Program, Cgc le 3," 
» Tennessee Valleg Authoritg 79/03/07 6pp 
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DOCKETED ITEMS 


7909240&441 Nu t i f J cat ic n of 790523 meatinfl lu/uHl In Chattsfioofla. TM fco 
dlicusi NftC ?r»»antation on result* of faclHtij vital aroa 
con# irniattirg analgais Discussion will cover J0CFfl2 790 Info 
U will be closed to public 

CLARKifl A Reactor Bafogoarils Llcenslnj Branch 79/0570B Ip 


770S30020S Forwards somnap^ of EOS Muclaar<Inc reio I u fc ton/d o cumonta 1 1 on 
of elbou flexibility error which eilited In versions of 
PISDU piping analysis computer projraiB from Jan-Oc t 19&9 
Review ti reanalysli Included all work through Dec 1970 
PORTER. F L EDS WucleaT, Inc 79/05/21 9pp 


— 79033002*3 Forwards EDS hue 1 ear. Inc list of BHRs t< piping sgs which 
could have been impacted by deficient computer program 
GE has no record of reanalysis for Cooper piping syi 
STEPHEfiSiP M 'Oenerai Electric Co p Nuclear Energy Products Dlv 
79/01/24 IBpp 


0 Inspaction reportii IE Bulletins !. correspondence 


790S130103 Forwards IE Insp Repts 30-239/79-04. 50-260/79-04 6 
90-296/79-04 on 790102-0202 No noncomp 1 i a nee noted 
O'REILl.V', J P Region 2, Atlanta, Office of the Director 
79/03/23 2p p 


— 790S150107 IE Jnsp Repts SO-259/79-04, 90-260/79-04 4 50-296/79-04 on 
790102-0202 No noncomp 1 1 anc e noted Major areas Inspected 
plant op erat 1 on s > ref ue 1 1 ng 4 restart of Unit 1. plant tour tr 
liquid radwasta processing 

SULLIVAN. R F Region 2, Atlanta, Office of the Director 
DANCE. H C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/19 7pp 


7909010211 Foruards IE Info Notice 79-06, “Strass Analysis of 
Safety-Related Piping " 

O'REILLV.J P Region 2, Atlanta. Office of the Director 
79/03/23 2pp 


7905190130 Forwards i£ Insp Repts 50-239/79-05,90-260/79-09 *< 
30-296/79-05 on 790226-0302 No noncomp 1 1 a nee noted 

LENI8,R C Region 3, Atlanta, Reactor Operations Nuclear Support 

Branch 79/03/23 2pp 


—7905150147 IE InSp Repts 90-299/79-05. 50-S60/79-03 !< 50-296/79-05 on 
790226-0302 No noncomp 1 1 ance noted Major areas Inspected 
reportable secondary contalnrnent leak rate testing. IE 
circulars 6 bulletins 

PRICEiD 8 Region 2. Atlanta, Office of the Director 
DANCE.H C Region 2, Atlanta, Reactor Dpsrations Nuclear 

Support Branch 79/03/22 *pp 


790S0I0113 Forwards IE Info Notice 79-00, "Intsrconnec tl on of 
Contaminated Sys w/Sve Air 0ys Used as Source of Breathing 
Air " 

O'REILLV, J F Region 2, Atlanta, Office of the Director 
79/03/23 2pp 


7903010363 Forwards IE Info Notice 79-09, "Spill of Rad 1 oa c 1 1 vs ly 
Contaminated Railn “ 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/03/30 2pp 


7903000176 Responds to IE Bulletin 79-03 No evidence that any stainless 
steel pipe mfg by Youngstown Melding 4 Engineering Co was 
used in any ABKE Class 1,11 or III safety-related sys 
OILLELAND, J £ Tennessee Valley Authority 79/04/12 Ip 


7909030368 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping ” Licenses action regulrsd 
Q'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 3pp 


7909040233 Forwards IE Bulletin 79-068. "Review of Operational Errors 4. 
Sys Misalignments Identified During TMI Incident " 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/04/14 3pp 


7905190700 Forwards IE Sul Is tin 79-OS, "Events Relevant to QNRs 
Identified During THI Incident '' Licensee action required. 
O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/04/14 2pp 


7903030172 Forwards IE Bulletin 79-09. "Falluret of OE Type A«-2 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director, 
79/04/17. 2pp 


7905020479 Forwerds IE Bulletin 79-06A, Revl s ian t. "Review of 
Operational Errors L Sys Mlsallgnmentt Identified During THI 
Incident. " 

O'REILLY. 0 P. Region 2, Atlante. Office of the Director, 
79/04/IB. 2pp 


7905250344 Forward e re spans* to Item 7 b of IE Insp Kept* 50-239/79-05 
90-260/79-09 t< 90-296/79-09 re deterioration of Duna-N 
components Cn ASCD s oleno 1 ds, as followup to IE Bulletin 
78-14 

OILLELAND, J E Tennessee Valley Authority 79/04/20 3pp 


7909300745 Forwards response to IE Bulletin 79-00 Plant superintendent 
will present review of TMI Incident to all managers 6 
supervisors w/op6rationa I respunslbl 1 i t ies Containment 
Isolation design tf procedures nave been reviewed 
OILLELAND. J E Tennessee Valley Authority 79/04/29 14pp 


7909240947 Act receipt of 790423 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-299/79-07. 
50-260/79-07 & 30-296/79-07 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility ti Materials 

Safety Branch 79/04/30 2pp 


— 7905240972 Responds to NRC 790330 Itr re Violations noted In IE Insp 
Bepti 30-239/79-07, 90-260/79-07 6 50-296/79-07 Correcttvo 
actions entire radwasbe bldg properly posted as radioactive 
area 

OILLELAND, F E Tennessee Valley Autherlty 79/04/23 4pp 


— 7903240992 Forwards IE Insp Repts 90-239/79-07,90-260/79-07 «. 
90-296/79-07 on 790226-0302 S< notice of violation 
SUTHERLAND, J T Region 2, Atlanta, Fuel Facility 4. Materials 

Safety Branch 79/03/30 2pp 


-7903241003 Notice of violation from Insp on 790226-0302 

* Region 2. Atlanta, Office of the Director 79/03/30 2pp 


—7905241003 IE Insp Repts 50-239/79-07,90-260/79-07 «. 90-296/79-07 on 
790226-0302 Noncomp 1 lance noted failure to post radiation 
area, label containers of radioactive mail «< barricade high 
radiation area 

JACKSON. L L Region 2, Atlanta. Office of the Director 

CIDSON.A F Region 2, Atlanta, Fuel Facility 6 Materials Safely 

, Branch 79/03/29 2pp 


--7905241005 IE Insp Repts 90-299/79-07,90-260/79-07 «. 

90-296/79-07 on 790226-0302 None omp 1 lane e noted feiluie to 
post radiation area, label containers ef radioactive matl 5 
barricade high radiation area 

JACKSON. L L Region 2. Atlanta, Office of the Director 

79/03/29 epp 

7903240652 Forwards responsei tn IE Bulletin 79-04 re incorrect stelnf 
check valve uelghti Corrected valve weights do not create 
any ove rstresslng In p Ipes. hang ers or supports Addl info 
will be provided by 79091 1 

OILLELAND. J E Tennessee Valley Authority 79/09/01 6pp 


R Periodic operating reports 5 related correspondence 


7905030343 Forwards "Environ Radioactivity Levels. Annua 1 Rapt 19711 " 
OILLELAND, JE Tennessee Valley Authority 79/04/27 Ip 


—7909030349 "Environ Rad ieacfcl vl ty Levels, Annual Ropt 1970 " 

s Tennessee Valley Authority MRH-79-3-DF2 79/04/27 SOpF 


7903010473 Forwards “Flifi Impingement Rept" for first quarter 1979 
OILLILAND.JE Tannestc* Valley Authority 79/09/01 2pp 


— 7909010476 "Fish Itoplngemenb Rept" for first quarter 1979 
4 Tennessee Valley Authority 79/DS/Ol 14pp 


7905130346 Forwards monthly operating rept for Apr 1979 
DEWEA9E, JO Tennessee Valley Authority 79/05/09 ip 


— 7909190352 Monthly operating rept for Apr 1979 

DECEASE, J O Tennessee Valley Authority 79/04/30 36pp 


S Reportable occurrences, LERs & related corratpondence 


790S0903I4 Forwards LER 79-007/03L-0 

FOX, NS Tsnnessee Vallsy Authority 79/09/02 tp 


—7909090316 LEft 79-OO7/O3L-0 on 790404 one cone of Initiation logic fet 
spreader roam sprinkler lys found inoperable Caussd by 
failure of contact on auxiliary rtlay to make up Relay 
replaced. 

e Tennessse Valley Authority 79/09/02 2pp 
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nOCKLl 30-2A0 HHCHNtl ITIUJY HUCLCAfl I’llUfH flTATSDNp WNIT 0 


J Ihtui’dtica t/ Indsmitliif Informalton 


/VOOIdOdta (iirwrtiiJ* Amsiid l:;! In litdomnitv Agi'oomoiU I) Ta ppr lOCrRMO 
ch/itiguii r« Inn >ns« In ll^bllllg Intiirpncd frcim dMO mil linn 
to *IAO ml 1 t loi'i of foe t Ivo /VO‘>oi liuppot ling dor timonta 1 1 nn 
onr I 

OAI.T/KANp J Anlllri(»t 1* liidomiillg Oronp /’//O'i/Oi 6pp 


/'/<>3l)fJ(UV0 loiuat’d* Indortomont 4/ to ANI Pnll<g N( 1VI> 

nr LDUOi J Karih MlI onoin M h It Noi l«ni Contol tool ti Inc Dlv 

/'//oa/oi <ipp 


/VOUOOOTVA foruardt I ndoriomonl <1(1 to ANI t»ollig Nl tVd 
FH-ltHIliJ Mai *lt b Mel VhUMi Ml t< M Norlaai' Cout itl t an t >> Inc Dlv 
77/09/0 » apii 


K Iftllltg I Inal llafolg AnalgtU lloport (I'OAIII amendi 


/•/oaiiooad FoiumUi Amin<l All In I (lAM 
Oil I bt AMDi Jl iBhitaitaa Valltg Authovltg /7/0!)/0il app 


- /'/OlllOOJI Amaiid Ad to I UAH d/ov»r»li«d di aiding t 
« 1 «iitio«*oa Vallog Ailtliiiritg /V/0*)/0d iOOpp 


H dpaiating llianao »taga dnciimoiil* (> ( oi i otpnndatK. » 


/VO!K)IIOO'i;i Act I'ocolpt ot <)la«« II tn applicalinn for amond to 
Miani** Ill’ll-' '!.)• DPII tia t< IH’I) Ad llai)o«at« pagmarit of add) 

fa* 

Mill (Hid 0 I Icon** la* Managamant lliaruh /<//(>4/04 Ip 


/V09n0t04 Niitlfiai of rafiitid nf f eai, i ami 1 1 ad /iJ0/O9> for authoritg to 
tianifar fual batuiaen facllltg (• t.lgatal lUvar Unit d Hafund 
ulll b* taut uliati piucaataU 

MHIIH.tIO I Uana* la* Hanagananl llraticli /'f/OS/OJ Ip 


/'/O’lllDI?/ diibmiti ailiadnli for torot mudii in laapnnia to NItC /70:iia 
Ui to no I’ai-rli 

OUlllAND.iM Tennaaiaa Vallag Aullinrllg /'//09/04 lipp 


/VOSadOlMfi Not 1 flea t Kin of /VOnj I maat ilig w/utU In Dba 1 1 anooga, TN tn 
diacua* NOD pi aaatitat Kin on laaolti iif fapilttg vital aiaa 
confirmatnig analijalt IHacuaaion will covai lOCMia 770 Info 
t> wi 1 1 b* I. Iiiiad tn pi/t>Mc 

(.lAltKfll A llaai tor Itafaguarda lUaiiaKig llianch /V/09/0(J Ip 


/VOSI/OUlill lorwaida add I Info ra 770>j07 raitoaat for Tach llpac amaiid to 
allou on* rallaf vatva out nf avt w/no darraaa* In pouar 
on tn ANI). J I raniiaaaaa t/allag Aiithnrltg /7/0’t/l') t')pp 


' /70') I /01tfi7 "tlopp I amantal Maload l.uanalng dubmittal fair dtload U " 
inviN.A H > illldOQts. fl I) Oanaral riactrte t'o .Nuelaar tnargg 
I'rnducta Dlv NIDU »4tAVA /7/04/.)0 J4pp 


/70nK303/fl naapoiida to 7704«t,) Itt f'orwarda addi info r* propotad T*ch 
tlpac cliangaa for *tartup taat program, cod* loading 
var If IcatlQii t. Itnaittiig caaaa afl«r dc pnwar fallura 
mil IIANO.^) b, T«nn*aa*a t/allag Authnritg 77/09/tA 7pp 


7709'IOO.ron r-orwanla atinmarg of bUII Nuclaar. Inc raaolution/documantation 
of albow ftailbtlltg aa-ror which aililad in varilona of 
PinOl piping analgiaia eomputar progran from Jan-Oet 1769, 
ntvlaw ti raaitalgali Includad all wart through Dac 1970 
POnTtll.r t IDIlHyelaar. Ine /7/09/ai 9pp 


-'770!>n00a63 Forward* blDll Nuclaar. Inc Hat of llUFIa 6 piping ig* which 
could hav* baan Impactad bg dafUlaiit computtr program 
OE ha* no racord of raanalgat* for Coapar piping aga 
OTEPIICNO. F M Oanaral I'lactrlc Oo .Nuclaar Tnargg Product* Dlv 
77/01/34 lOpp 


Q Inapactton raporbt. IE Bullattna b <arr»*p«nd*nc* 


7903130103 Forward* IL intp Kaptt 30 397/77-04,90 360/79-04 I. 
30-396/79-04 on /VOIOS-OSOS No noncomp I lane* notad 
a'Rrin.V, JP Raglon 3. Atlanta. UffUa of tha O|r«ctor 
79/03/33 3pp 


--7909130107 IF. tnap Rapbt 90-399/77-04, 00 360/79-04 V 30-396/79-04 on 
790103-0303 Ho noncooip I lanca notad Hajor araai inapactad 
plant oparat ion*, raf ua I Ing b raatart of Unit I. plant tour (. 
liguld radwaata proc«a<lng 

mciVAH.R F Raglan 3. Atlanta. Offic* of tha Dlractor 
DANCEiH C Haginn 3. Atlanta. Rtaetor Dparatlona Nuclaar 

Support nranch /9/oa/l9 7pp 


7903010211 Forward* IK Info Notica 79-0&t ''Qbraaa Analgal* of 
Oflfatg-flalfltad 1‘lptng " 

O'llEILIY.J P Hoglon 2. Atlanta. Off lea of tha Dlraetor. 
77/03/23 2pp 


7903190130 Fnruarda IE Inap Hapta 90-239/77-03,90-260/79-03 *. 

90-276/ /7-09 on /703 36-0 302, No none omp 1 1 anca notad, 

LEIfin.Fi C Flogloii 2. Atlanta. Ftaactor Dparatlona Nuclaar iupport 

Branch 77/03/23 2pp 


--7703I90147 IC Inap Flapta 90-237/77-03.30-260/79-03 90-296/77-03 Or 

/9032A-0303 No none amp 1 lanca notad Major araa* Iritpactad 
raportabla tacandarg contalnmant 1 aat rata baiting. IE 
clrculart (. bulletlna 

PRICE. I) 11 Raglon 2. Atlanta. Offlca of tha Dlraetor 
PANCL. II C Hag t on 2. Atlanta, llaactor Operationa Nuclaar 

tlupport Dranch V7/0:i/22 6pp 


7703010113 Karuard* lb" Info Nolle* 79-OD. “In t arconnac tlon of 
Con timlna ted Pgi w/Dvc Air Qga Uaad a* Qourca of Elraathlng 
Air" 

O'DEIlLYiJ P Raglan 2. Atlanta. Off lea of the Dlraetor 
/7/03/3H 3pp 


7709010363 Forward* lb Info Nolle* 79-09. "Op 1 11 of Flad loac t Iva tg 
Oontamlnatud tlailn “ 

U'HFtlLY..) P Raglon 2. Atlanta. Offlca nf tha Dlraetor 
77/01/30 2pp 


/709UII0176 Ratpnndi to IL Dullatln 77-03 No avldanca that *ng atatntaaa 
ataal pip* mfg bg Vootigatown Nalding b Cnglnaarlng Co waa 
uaad in aug ABMF Claaa I.II or III aaf atg-r* latad age 
OIl-LCLAND, .) C Tann*a*e* Vallag Authorltg 77/04/12 Ip 


7703030360 rnrwardt IT Dullatln 77-07. “tiallmic (Itrata Analgtl* of 
Flaf atg- Fla I at*d Piping '' t.lcenaaa action raqulrad 
O'llEIUlVi.l F', llaglon 2. AlLatila. Offlca of tli* Dlraetor 
/7/04/I4 Opp 


/709040233 Forwsrdi IE FFullatin /7-06II. "Rtvlaw of Oparat tonal ErroT* b 
tig* Ml a* 1 1 giimant a ld«nblflad During TMI tnetdant “ 

O'Mb.IUV.3 P Flag Ion 2. Atlanta. Offlca of th* Dlraetor, 

79/04/14 3pp 


7703130700 I'orward* IF Dullatln 77- OD. "C.vtnta Ka la want to Biffla 
tdantiflad Uui Ing TMI Incldant, " Ulevnaa* action raitolrad 
U ‘fU ICI.Y. 3 P llagioii 2. Atlanta, Offlca of th* Dlraetor 
/7/04/I4 2pp 


7703030172 Forward* IE Dullatln 79-09. 'Tallura* of DC Tgp* AK-2 
Circuit Rraatar In Fla f atg-FI* I atad llga.'' Llcanaaa action 
r* i)uir*d, 

0'nb'ILl.V. 3, F>, Raglon 2. Atlanta. Off lea of tha Dlraetor, 
77/04/17 2pp 

7703020479 Forwardi It Dullatln 79-Q6A, Hav I a Ion t. "Raviaw of 
Dparatlonat Errara'b CIg* Mlaa I igtimant* tdantiflad During TMI 
tneldani " 

U'FIEILLV. J F> Flaglon 3, Atlanta. Offlca of th* Dlraetor 
7V/04/in 3pp 


7905290344 Forward* r*aponi* to I tarn 7, h of IE Inap Rapta 00-239/79-00. 
90-360779-09 b 30-296/79-03 ra datarl oration of Duna-H 
componariti tn AflCU tolanoida.aa followup to IE Dullatln 
/H-14 

OM.ILIAND.JF Tannaaata Vallag Authorltg 79/04/20, Opp. 


7703300749 Forward* raaponia to IE Dullatln 79-OB Plant tup *P mtand ant 
will praaant ravltw of THl incldant to all nanagtra b 
auparvltor* w/oparat tonal rtaponalbllltl** Conta Inmant 
laolation daatgn b procadurat hava b*«n raviawad, 

01Utl.AND,JE Tannaaata Vallag AuthorlVg. 79/04/23, f4pp. 


7709240747 Act rtcalpt of 790420 llr Informing NfIC at atapi tatan to 
eorract violation* notad li* IE Inap Rapti 80-239/79-07. 
BD-260/79-07 b 30-296/79-07 

BUTIICR1.AND. J T Raglon 2. Atlanta, Fual Faellltg b MfkarUla 

Rafdtg Branch 79/04/20, 2pp, 


—7903340972 Haapondi to NRO 790330 Itr ra violation* notad In IE Inap 
Rapt I 80-239/79-07. 90-260/79-07 b 30-296/79-07 CorpactlVd 
action* , antira radwaat* bldg proparlg poatad at radloaeblv* 

arta 

OILLEUAND.F, E, Tannaaia* Vallag Aukhoritg, 79/04/23 4pp. 


7909340992 Forward* IE Inap Rapt* 90-239/79-07.30-360/79-07 la 
80-296/79-07 on 790236-0302 b notleP of violation 
eUTHERLAND, J T. Raglon 3. Atlanta. Fual Faellltg b MatartaU 
Bafatg Dranch, 79/03/30 2pp 

*7903341003 Noble* of violation froA map on 790236-0302. 

a Raglon 2. Atlanta. Offlca of tha Dlraetor. 79/03/30. 3pp 
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— 790S241005 IE Insp Reptl SO-a 59 /■79-07* 30-260/79-07 !t on 

790aa6~030a Nontompllonco notetf fajluro to poot fadiotton 
arodi kabol containoro of radioactlv® watl fc bari*lcada hiQb 
radiation area 

JACKSONil. L Region 2< Attantai 0»flc* of tlie Director 

OiasoN.A F Region 2^ Atlanta. Fvel FaclUtv *tH«t»Plal» Safety 

Branch. 79/03/29 app 


7905240633 ForuarOt responeee to IE Sulletin 79-04 ro incorrect lulnj 
check valve toeighte Corrected valve ueighto do not create 
any overe treaaing In pipe** hangera or lupport* Add! info 
will bo provided bij 790511 

6 IUUELAND.J E Tenneoeee Valley Abthorlty 79/D5/01 6 pp 


R Periodic operating report*. 6 related correrpo-ndence 


7905030343 Forward* "Environ Radioactivity Level *. Annual Rept 1978 " 
OILLELANO* J E Tenne*<ee Valley Authority 79/04/27 Ip 


— 7903030349 “Environ Rad i oac t ivi tg Levels. Annual Rept 1970 " 

* Tenneeaee Valley Authority HftH-79-3-llF2 79/04/37 SOpp 


7903010473 Forward* “Fl»lt Impingement Rept" for first quarter 1979 
OILLILAUO.O £ Tennottee Valley Authority 79/03/01 2pp 


— 7903010476 "Fish Imp injeuien t Rept" for flrit quarter 1979 
* Tennessee Valley Authority 79/03/01 14pp 


790513034& Forward* mo’nthly operating rapt for Apr 1979 
DECEASE. J 0 Tennessee Valley Authority 79/03/09 ip 


— 7905150392 Honthly operating rept for Apr 1979 

OEUEASE. V 0 Tenneisee Valley Authority 79/04/30 36pp 


8 Roporteble accurrences* LER* 6 related correspondence 


7905110313 Forwards LER 79-004/03L-0 

FOKtH S Tennessee Valley Authority 79/05/07 Ip 


7905U031B LER 79-004/031-0 on 790414 reactor bldg, turbine bldg 6 
refueling tone vent eahaust monitor RI1-90-230 failed 
surveillance test 81 4 B D-4 3<S«ctian 4e Caused by failure 
of Input card for radlatlnn monitor 
• Tennessee Valley Authority 79/05/07 2pp 


7903230078 Forwards LFR 79-003/03L-0 

FQX.H 6 . Tennessee Vallsy Authority 79/05/17 ]p 


— 7905230336 LtR 79-009/03L~0 on 790419 broken ternlnal discovered on 
shutdown board D battery Cause unknown Affected cells 
replaced fx personnel Instructed in proper tightening 
d)e thpds 

e Tenltessed Valley Authority 79/03/17 2pp 


7903310362 Forward* LER 79-009/OU-0 

FQXiH 8 Tonnessee Valleii Authoritu 79/A5/1fl In 


79'0SIS'032O notification of change In 700901 submittal Flro protectls' 
penetrations filled u/9 Inches of foam Instead of 12 inches 
UTLET, E E Carolina Power b Light Co 79/03/09 Ip 


7905250121 Forwards application for amend to License DPR-23. r avis Ing 
Tech Specs re fire protoctlon sys 

VTLET* E E Carolina Power b Light Co 79/05/17 Ip 


—7905830124 Application for amend to License DPR-23i revl* i ng Tech Bpaci 
re fire protection sys 

* Carolina Power I* Light Co 79/03/17 12 dp 


0 Adjudicatory correspondence 


7903140194 Forwards TF Carter 790122 roomo describing lecent draft 
docueisnt re sabotage of spent nuclear fuel Info Is being 
assetsed ASLAS will bo notified upon completion 
LEWIS, B« Branch 2 79/03/30 3pp 


7909240603 Forwards EO Case 780403 memo to 8 Levine re studies to 
determine capability of eilstlng personnel neutron dosimetry 
lyl to monitor reactor nautron environ 
LEWla.SH Brand! 2 79/04/02 7pf 


7905240771 Advises that Suppl 2 of SER Was issued 790330 RocoihmeiidS 
conference call to discuss ASlB plans for future action 
LEUESiS H Branch 2 79/04/04 Ip 


<J (nsuranc* 6 indomnivy information 


7903070497 Confirms increased liability limit to *124.000.000 for 
policies NF-1,2S. 43. 76. 83. 100 . 1 1 1 . 140. 146. 1 31 , 1 61 , 164. l7<>. 

173. 174. 178. 179. 180. 182. 183, 186. 187. 100. 109. 192. 193, 194. 193. 

197. 198.200. 201, 804. 306, 207. 208. 210. 212. 214. 213, b others 
QVATTnaciDlt , J American Ruclear Insurer* 79/03/01 Ip 


7905070582 Confirms increase In liability limit to *36,000,000 for 
policlo* HF-22.26. 29. 3B. 39. 44,46. 47 . 49 , 30, 31 , 32. 53. 54, 33, 36. 
57.30.60.61,64,66. 67.68,69, 70.71.72.74. 76, 77, 78, 79,80. 06. HV, 
60.90.91,92,93.94.95 *. 96 

RDIIERTS.D M Mutual Atonic Energy Liability Undorwr i levo 7<#/03/01 

Ip 


/905160163 Forwards Amend B to Indemnity Agrooment I)-43. p®T lOCHI 140 
changes, re liability Insuranco Increase from *140 million to 
*160 mill ion, effect ive 790S01 Supporting documentation «i»cl 
SALTZHAN, J Antitrust t, Indemnity Oroup 79/05/Oi 3pp 


7903140337 Forwards Endorsement 46 to MAELU Policy MF-49 
CRAHAn.H e Carolina Power 6 Light Co 79/03/0/ 2p|> 


7903170233 Forwards Amend 9 to Indemnity Agrooment* D-42 6 II-/1 
reflecting Increase in primary liability insurance provided 
by AMI /MAELU 

B ARM AH I C D Doug las* b Barham 79/03/11 3pp 


P Operating license stage documents 6 correspondence 


7903040307 Forwards Buppl 2 to 740520 safety evaluation of propasmsi 
pQWir Increase 

SCHUEtICER I A Operating Reactors Branch 1 79/03/30 iz-pp 


— 7903040309 Suppl 2 to 740320 safety evaluation of prop peed mnetid ■ 
License DPR-23i allaielng power increase from 2,200 MUt to 
S,30O HUt 

« Operating Reactors Branch I 79/03/30 30pp 


7903070121 FoTward* Amend 36 to License DPR-23, safety ■vatuaiian %, 
notice of issuance t availability 

BcHRENCERtA Operating Reactors Branch 1 79/04/1 1 iipp 


■7903070123 Amend 36 to License DPB~23 authorlilng reni'Oval of 411 
part-lk-ngth control rods from reactor 

SCHMEN-CERi A Operating Reactors Branch I 79/04/11 1 t p 


— 7905070127 Safety evaluation supporting Amend 36 to L. Icon *4 
* Office of Huclear Reactor Regulation 79/04/11 3pp 


—7905070130 Hotlce of Issuance b availability of Amend 36 to t, scm 
IJPB-23 * 

BCHVEMCER. A Operating Reactors Branch 1 79/04/11 JIpp 
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/9031 50290 Notlflts that 79O30ii Application for arntnil to Li ten so DPR-23 
hat boon rectlvod u/t&i 400 for two Class 2 h one Class 3 
amandi Rtvisw tfetorminod first & tocond changet each require 
Clots 3 amend fse 

HILLERtM 0 Uicenst Fo« Managemont Branch 79/04/20 Ip 


^■905030331 Motif its that util wilt perform eitended burnup teat for 
four asttffltlies during Cgcla 7 Forwards program deter Ipt ion 
UTLEY. E E Carolina Power <i Light Co 79/04/23 3pp 


^05020333 Forwards *2,300 addl license fee requested in MRC 790420 
Itr 

UTLEY, E E Carolina Power t, Light Co> 79/04/S7 Ip 


^906080437 Requests eitension until 790731 to submit evaluation 
justifying unllistted purging of containment bldg dui ing 
normal operation 

UTLEY, E E Carolina Power «. Light Co 79/OS/Ol Ip 


^905030493 Forwards oversiied maps L photo attachments to util 761129 
rept on main dam cora trench features M/o drawings 
FLOYD. S 0 Carolina Power t> Light Co 79/OS/oa 9pp 


F909220346 Requests change In Tech Specs to reflect deletion of 
pressurtier preseure signal M/supporting documentation b 
Qlass III amend fee 

UTLEY, E E Carolina Power t. Light Co 79/03/ IB 9pp 


7903290374 Forwards seismic reanalysls of RCS In response to 7903 17 
ti 790918 telcons Loads & moments meet F8AR crituria 
UTLEY, E.E Carolina Power & Light Co 79/09/21 4pp 


> Inspection reports, IE Bulletins b correspondence 


7909230883 Forwards IE Insp Rspt 90-261779-04 on 790213-16 No 
noncGfflpliance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/03/19 2pp 


— 7909830992 IE Insp Rept 30-861/79-04 on 790813-16 Wo noncomp lianee 
noted Major areas inspected licensee event followup b plant 
operations 

MCHENHY.T J Region 2. Atlanta, Office of th« Director 
DANCE, K C Region S, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/19 4pp 


7909010168 Forwards IE Info Notice 79-06. "Stress AnalRsls of 
Safety-Related Piping " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/23 3pp 


7908030894 Forwards IE Info Notice 79-07, "Rupture of Raduaste Tants, " 
O'REILLY, J P Region 8, Atlanf** Office of the Director 
79/03/26 8pp 


7909010099 Forwards IE Info Notice 79-06, "Interconnection of 
Contaminated Sys w/8vc Air Sys Used as Source of Breathing 
Air *' 

O'REILLY, U P Region 2, Atlanta, Of flea of the Director 
79/03/8S app. 


7909010346 Forward* IB Info Notice 79-09, "6plll of Had loac lively 
Contaminated Resin. " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/30 2pp 


7909020189 Forward! IE Bulletin 79-06, “Re view of Operational Errors b 
Sys Mlsallgnmonts Identified During TMI Incident " License# 
action required. 

O'REILLY. JP Region 8. Atlanta. Office of the Director 
79/04/ U. Ip 


7909830613 Respond* to IE Bulletin 79-03. No pip* epools from Voung*town 
Welding it Engineering Co are v*ad or planned to be used 
UTLEY, E.E Carolina Power b Light Co 79/04/13 Ip 


7909040163 Forward* IE Bulletin 79-06B, "Review of Operational Error* b 
Syc Hlial ignmantc Identified During 'TMI Incident “ 

O'REILLY, d P Region 2, Atlanta. Of flee of the Director 
79/04/ i 4. 2pp 


790804028! Forward* IE Bulletin 79-07. ''Belamlc Stp*** Analyels of 
Safety-Related Piping." Llcaneae action required 
O'REILLY. J P Region 2, Atlanta. Office of the Director. 
79/04/14 ip 


7909040329 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Water Power Reactor* identified During TMI Incident " 

O'REILLY, J P Region 2, Atlanta, Off tea of the Diroetor 
79/04/14 Ip 


790S030141 Forwards IE Bulletin 79-09. “Falluros of OE Type AK-2 
Circuit Brealar in Saf sty-Related Sys " Licensee action 
required 

O'REILLY, d P Region 2, Atlanta. Office of the Director 
79/04/17 Spp 


7903020426 Forwards IE Bulletin 79-06A. Rev Ision 1. "Review of 
Qporatlonal Errors b Sys Misalignments Identified During TMI 
Incident " 

O'REILLY, d P Region 2. Atlanta, Office of the Director 
79/04/ la 2pp 


7903230898 Act receipt of 790414 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-261/77-09 
SUTHERLAND, J T Region 2. Atlanta, Fuel Facility b Material* 

Safety Bronch 79/04/19 Ip 


"7903230604 Responds to NRC 790323 Itr ra violation noted In IE Insp 
Rept 50-261/79-09' Corrective actions only health physics 
technicians w/proper qua I if Icat i ons will be utiliied for 
back shift coverage 

BANKS, H n Carolina Power b Light Co 79/04/14 2pp 


— 7903230610 Forwards IE Insp Rept 80-261/79-03 on 790226-0302 b notice 
of violation 

BUTHERLAKO.d T Region 2, Atlanta. Fuel Facility b Materials 

Safety Branch 79/03/23 2pp 


— 7909230614 Notice of violation from ln*P on 790226-0302 

« Region 2, Atlanta. Office of the Director. 79/03/23 Ip 


— 7909230623 IE Insp Rept 30-261/79-OS on 790226-0302 Noncorap 1 tanc a 
noted technicians used in responsible positions w/o 
sufficient health physics experience 

dENKINSrO R Region 2. Atlanta. Offlc* of the Director 

0ID8ON.A F Region 2, Atlanta. Fust Facility b Materials Safety 

Branch 79/03/23 7pp 


7903010917 Forwards restated paragraph from 770330 I tr, submi tted as 
revision to OA program. In response to IE Insp Repts 
30-324/79-02 b 30-323/79-02 Paragraph discusses radiation 
survey /mens ur ing instruments 

UTLEY. E E Carolina Power b Light Co 79/04/23 2pp 


7903040064 Requests that present Inservlce testing program for pu.nps b 
valves. cond 1 tionally accepted by NRC on 771014, be allowed to 
continue through 810307 

UTLEY. E E Carolina Power b Light Co 79/04/2S Ip 


7903010352 Forwards util 790424 raspons* to IE Bulletin 79-07, "8flsraic 
Stress Analysis of Saf ety-Ro latod Piping " Requests revlaui 
b reply 

UTLEY, E E Carolina Power b Light Co 79/04/27 Ip 


—7909010397 Rtsponds to IE Bulletin 79-07 requesting info on seismic 
stress analysis of saf ety-re lated piping Uastingheus* 
rtanalytls revealed rase stress uas well below allouable 
limit. 

UTLEY. E E Carolina Rower b Light Go 79/04/24 3pp 


7909300296 Responds to IE Bulletin 79-04. Requests extension of response 
date to 790931 

UTLEY, E E Carolina Power b Light Co 79/03/01 tp 


7909890388 Preliminary response to IE Bulletin 79-02. "Pip* Support 
Base Plata Designs Using Concrete Expansion Anchor Bolts " 

Ravlaw of records rtvsaleil DC documentation not available 
to sufficiently support proper bolt Installation 
UTLEY, E E Carolina Power b Light Co 79/03/22 3pp 


R Pirlcdic operating reports b related correspondence 


7909190418 Forwards monthly op ar a ting rept for Apr 1979 
FURR, a d Carolina Power b Light Co 79/09/10 Ip 


— 7909190426 Monthly operating rept for Apr 1979 

WATFORD, K L Carolina Power b Light Co. 79/03/02. 4pp. 


B Reportable occurrences, LER* b related correspondence 


7903040931 Forwards LER 79-006/03L-0 

FURR.B.d Caro-llna Power b Light Co 79/09/01 Ip 


— 7908040939 LER 79-006/03L-0 on 790402 boric acid transfer pump B 
tripped due to high temp. Caused by broken shaft. Pump 
replacod b testsd satisfactorily 

STARKEY, R 8 Carolina Power b Light Co 79/09/01 2pp 
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7<?031 30480 Foruards LER-*7'?-OOr/'03L“0 

FUHHi B J Carolina Power 4 Light Co 79/05/'l0 Ip 


— 7903IS0491 LER 79-007/03L-0 on 7<?04Il leal found in »team ganorator B 
Imp revealed « { « tubea u/(inall leaks Cause undeterfelned 
Ueats will be repaired bg eiploiive plugging 
STARKEY, R D Carolina Power 4 Light Co 79/03/10 2pp 


7905130461 Forwards LER 79-011/01 T-O 

FURR, S J Carolina Power & Light Co 79/05/10 Ip 


—7905150463 LER 79-01 1/OlT-O on 790426 small pin hole leaks -found on 
four canopg seal welds Caused bg weld degradation NSSS 
supplier eraraining this tgpe failure 

STARKEY, R B Carolina Power 4 Light Co 79/05/10 2pp 


7905170010 Discusses 790413 operation of overpressure protection sgs 
while proceeding to cold shutdown Requests license amend re 
overpressure protection Forwards 790413 ftO 4 771222 rPRuest 
for license amend 

BAWKS, H R Carolina Power V Light Co 79/03/14 Ip 


— 790S1900J2 RO on 790413 while proceeding to cold shutdown, ovorpr assure 
protection sgs actuated Caused bg operator error Event 
details are being studied 

a Carol ina Power 4 Light Co 79/05/14 3pp 


— 7905190013 fieguest for license amend to revise Tech Specs re 
overpressure protection If/revised pages to Implement 
chang es 

UTLEY, E E Carolina Power 4 Light Co 77/12/22 lipp 


7903190027 Forwards LER 79-0Oa/O3L-O 

FURR, D J Carolina Power tc Light Co 79/05/15 ip 


— 7905190030 LER 79-0OB/O3L-0 on 79041* safetg Injection pump A failed to 
start Cause unknown Pump, its breaker 4 timing relag were 
checked e 1 ec tr ica I igi no preblems observed Pump started 
locallg 4 returned to svc 

STARKEY, R B Carolina Power 4 Light Co 79/03/13 2pp 


7905190006 Forwards LER 79-009/03L-0 

9ANKS, H H Carolina Power 4 Light Co 79/03/13 tp 


— 7905190033 LER 79-009/03L-0 on 790414 diesels failed to assume 
ebectricai loadings in required SO-s Caused bg timing 
relags being set too long, due to instrument drift Timing 
ralags reset Permanent change being considered 
STARKEY, R 0 Carolina Power 4 Light Co 79/09/13 2pp 


7903220106 Forwards LER 79-010/03L-0 

BANKS, H R Carolina Power 4 Light Co 79/05/16 tp 


— 7909220110 LER 79-010/03L-0 on 790415 engine driven fire pump rendered 
inoperable due to fuel leak -Caused bg failure of lolensld 
operated fuel shutoff valve to close fullg,due to pieces of 
slag between valve seating lurfacei Slag removed 
STARKEY, H B Carolina Power 4 Light Co , 79/05/16 2pp 


7903290219 Forwards LER 79-012/0 lT-0 

BANKS, H R Carolina Power 4 Light Co. 79/03/22 Ip 


— 7909290230 LER 79-0I2/01T-0 on 790503 during normal operation, s 1 » Of 
ten supports of cold leg safeti; Lnjectie^ tine failed' 
allowing section of pipe to rest on floor, Caused bg 
waterhammer New supports to be installed, 

STARKEY, R B Carolina Power 4 Light Co 79/05/22 3pp 


DOCKET 50-262 QRIOHAM YOUNO UMIV RESEARCH REACTOR 


J ineurance 4 indemnity information 


79D3190373 Forwards Amend 9 to Indennltg Agreement E-30, per 10CFR140 
changes' re increase from *140 million to *160 million, 
affective 790301 Supporting documentation end 
SALTZMANi J Antitrust 4 Indsmnltg Qroup 79/03/01 3pp 


DOCKET 90-263 MDNTICELLD NUCLEAR OENERATINO PLANT 


D. Adjudicatory carrespondence 


7903220024 Dentes 78120S request to prohibit further Installation of 
spent fuel storage racksi pending hearing to determine If 
license amend should be issued 

DENTON' H R Dfflce of Nuclear Reactor Regulation 79/04/24 tp 


--7905220030 Dlreetor's decision per I0CFR2 206 request Propoted ipisi 
fuel storage rack mods do not require license amend Request 
bg liN Pollution Control Agency to prohibit installation 
racks Cs denied 

BOYD, R 3 Office of Nuclear Reactor Regulation 79/04/S4 i7gg 

4 

— 7903220033 Notice or issuance of Director's decistan>p«r lOCFfta 256, 
denying MN Pollution Control Agency's request for 
suspension of fuel rack installation 

BOYD, R S Office of Nuclear Reactor Regulation 79/04/24 5pp 


I Financial information 


7909130223 Forwards "Financial 4 Statistical Info" as luppl to "Annuil 
Financial Rep t 197B “ 

BROSVENjA D Northern States Power Co 79/03/10 Ip 


— 7903190231 "Financial 4 Statistical Info," submitted as suppl |q 
"Annual Financial Rept 1973 " 

* Northern States Power Co 79/03/31 21pp 


J Insurance 4 indemnity information 


7903070497 Confirms increased liability limit to *t24,0u0,000 for 
poi idee NF-1, 25, 43, 76, 83, 100, ill, 140, 146, 191, 161, 164, 170, 

173. 174, 176, 179. ISO, 102, 109, 106. 107, 18B, 169. 192, 193. 194. 198, 
197, 193,200, 201,204, 206,207,208,210,212.214,219,4 othere 
QUATTROCHHI , J American Nuclear Insurers 79/03/01 Ip 


790SD703S2 Confirms increase in liability limit to *36,000,000 for 
pol 1C lei HF-22'26, 29, 30, 39, 44, 46, 47,49, 50,51, 82, 83, 84. S3, 8&, 

37, 50, 60, 61, 64,66, 67, 60. 69 , 70, 71. 72,74, 76,77, 78. 79,80,06, 87, 
80,90,91,92,93,94,99 4 96 

ROBERTS, D N Mutual Atgmlc Energy Liability Underwrltcre 79/05y«l 
ip 


7903160170 Forwards Amoinl 9 to Indemnity Agreement 0-42, per 10CFRt40 
changes, re liability insurance incraaie from *140 million to 
$160 ml 1 1 ion, ef f e< t Ive 79OS01 Supporting documentatlan end. 
SALTIMAN, J Antitrust 4 Indemnity Group 79/05/01 9pp 


7908230394 Forwards Amend 9 to Indemnity Agreement 0-42 4 Amend 7 is 
Indemnity Agreement 0-60 

JOHNSON, R 0 Northern States Power Co 79/09/10 9pp 


7905290093 Forwards Endorsement* 91 4 92,43 4 44 to NELIA Polldai 
WF-lTd 4 MF-Sl, respectively 

JOHNSON, R Q Northern State* Power Go 79/03/23 Spp 


P aperating license stage documents 4 correspondence 


7905190579 Submits statue repti on snubber springe, retainer clip 
replacement 4 firs deluge ektenelon, in response to TL 
Harpster 's requait 

UACHTERiL J Northern States Power Co 79/04/10 2pp 


7903040413 Respond* to TA Ippollto 790319 Itr requesting info re 
radiation levels attributable to plant aperation Forwards 
plant environ radiation survey preparad by Environ Analysts, 
MAVERiL 0 Northern States Power Co 79/04/20, 2pp. 


790509036? Comments on OE etudy of dc power source failure on CCC6 
performence for operating DNR/D 4 4, dtd 781101. Rapt is 
epp I Icable to fac 1 1 1 ty 

MAYER I U 0 Northern States Power Co 79/04/24 Ip 


7905S90162 Notification of 790427 meatlng w/Bechtel, Coneumere Fowit 
4 Northern Stake* Power Co In Betha*da,MD to diicues etatue 
of Tfviau of nonconservative value uied for elbow stiffnei* 
in certain piping etrae* calculation*. 

JORDAN, E L. Division of Reactor Oparatloni Inspection* 79/04/34 

Ip 


7905040604 Potential diesel generator turtochargar problem w/repeaia* 
hot starts is being avoided Necessary mod will be available 
In Ilk months, 

ELIASOM. U R Northern States Power Co, 79/04/27 Ip. 


7903080413 Informs of review of OE's failure mode 4 effect* analysis I 
proposal to modify reactor protection syi power supply Util 
plan* to modify supply protective circuitry par conceptual 
design approved in NRC 790223 Itr. Submits Tech Spec changes 
NAYERiL a. Northern States Power Co. 79/04/27. Ip 


7905040011 Forwards request for license amend 4 $4,000 fea 
MAYER, L O Northirti State* Power Co. 79/03/0t. 2pp. 
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47 


--79(>304'00aa Roq.ua*t« amend to DPfl-82 to delete App Bisection 5. 4i 
interim radioactive effluent Tech SpeCe h to roviee App A 
Tech Specs 

UACHTERa 1. J Northern States Pouer Co 79/09/01 71pp 


yT’OSOd-OSSO Foruarde *4» OOO foe for 790901 license amend roo.oeat re 
rddloactlvo effluent Toch Spec changes 
a Northern Slatos Poiiiar Co 79/09/01 Ip 


/90’90T03/i6 Foruiarde documonte eupporting propoeed Tech Specs changesn 
submitted 790301i ref lectlng requirements re Offsite Dose 
Calculation Manual ti process control program 
MAVFHi L 0 Northern States Pouer Co 79/09/02 Ip 


— 790*1070372 "Process Control Program for Waste Solidification 
a Northern Otates Power Co 79/09/01 32pp 


— 7909890346 IE Insp ftept 50-263/79-02 on 790319-0323 Ms rooccap 1 1 4"' t 
noted Haior areas inspected design change t> add progras. 
plant operet tonsi c I eao I tnesi. f ol lowup on llcenee enenl 
conditions, bul letinsi circulars t LERs 

HARPSTER.T L . HEKMIMO. J E , MARHJCK. R F Region 3 Chicago 

Office of the Director 79/04/09 7pp 


7909290321 Informs of investigation resulting from IE Bulletin 79-03 
NO ASMS SA-312, fgpe 304 or other velded pipe nfg bg 
Vaungstoun Welding t Engineering Co is in use or planned lor 
use 

WACKTER.I- J Northern States Pouer Co 79/04/12 Ip 


7909010999 Forwards IE Bulletin 79-06A. “Review of Operational Errors t 
89 * Misalignments Identified during TMI Incident " 

WEPPLER. j 0 Region 3. Chicago, Office of the Director 79/04/14 

»P 


--7903070300 ‘'Qffelto Doea Calculation Manual “ 

a Northorn Klntos Power Co 79/04/30 129pp 


791>3fm04ll Cottflrios 790902 tclcon fc 790314 meeting to discuss spent 
fu«l Btorage racts Ooggosts dlscuieion te limited to sic 
lachnlcal quasllons Diecusslons will bo open to publlc.bub 
should uol ho considerod as hearing 
OTCNUVAAO. J Htnno*otni Stale of 79/09/02 3pp 


790S040409 Forward* IE Bulletin 79-06B. "Review of Operational Errort t 
Sd s Misalignments Identified During TMI Incident “ 

KEPPUER.-J 0 Region 3, Chicago. Office of the Director 79/04/14 

ip 


790S0'40491 Forward* IE Bulletin 79-07, “Seltraic Stress AnalgtiS of 

6 af etu-Related piping ” Licensee action required 

KEPPLER.d 0 Region 3. Chicago. Office of the Director 79/04/14 


7903000408 Confirms 790302 telcon re possible meeting during week of 
/70314 w/utll.NrtC 6 HN Pollution Control Agoncg to discuss 
tpunl fuel etciiage rack* ot ‘ i ‘ 

OTrNItVAAOi T Minnesota. State of 79/09/02 3pp 


7909O4097A Forwards IE Bulletin 79-08. “Events Relevant to 
Water Power Reactors Identified During TMI Incident 
KEPPLERiJ O Region 3. Chicago. Office of the Director 

Ip 


Bolting 

79/04/14 


/903l9()0a3 Hoeponds to V SteUo 790318 I tr Submits schedule for 
Implementation of Mark I containment ‘ P*' 

/I rjn«t4:hei«n Qtaict PoWffi’ Co 79/05/*^ 2pp 


7703030313 SoUmlte supplemental Info to 78113 «. 

s.rc-tlon Dlnlnio restraint mods Dachtol Corp used envelope 
4 a«pon«o^spoctri*m mothod, meeting FSAR requlremonts for RHR 

HACHTrUfL J Moirthorn Slates Power Co 79/05/17 Ip 

7903340360 Pre.ont* summarg of 

translanl sludg-ln response to “/la i,.. 

MAVEHiI.. tl Northarn State* Power Co 79 / 09 /lB 4pp 

l"XcHTni!’J!r'°NorU.arn State* Power Co 79/05/21 4pp 

„a unn tj.ir leari Inc reso luHon/documentat 1 on 

TWS'iOOJon Forward* ■“"'"’'"''i ^.lited tn versions of 

of ultow Sroirlm from Jan-Oct 1969 

PIHOl work through Dec 1970, 

l^cV.n«.?.r*"EDrNr.c‘l".arr Inc 79/09/81 9pp 

^ H. rnH Nuclear, Inc list “f fW*** * piping ««« which 

-7903:100863 deficient computer program 

could have i , for Cooper piping *9* ^ 

OF ha« no record Co .Nuclear Lergg Products Dlv 

0T1.PICN3. P W General Electric to 
79/01/24 lOpp 

a Inspection 

If- Info Notice 79-06. "Stre** Analgel* of 
7903010862 Forioardi IC Info noci c 

"R^Sron'o, ChUago. Office of the Director 79/03/a 

•P 

/•^OlO^OOjtO^Forw-rds^IE^tnfa «“““ J^a^^'lce^^f ‘the mr"ftor“’“'79/S3/aA 

to 

7903010174 P“Tward. IC Info Notlc.J9-0Br^nnterconn.^ 

Contaminated a*!* 70/03/28 

« »•— - — •' 
tp 

. . S. rir. 79-09. "SplU of Radloactivelg 

7903010410 rorieard* IE n o o i- 79/03/80 

Sc?P^ERr3‘5‘' ""'R^gidn a. Chic-go, Office of the Director 

Ip. 


7903030237 Forwards IE Bulletin 79-09, "Failure* of Tgp* AK-2 
Circuit Breaker in Saf etg-Related Sg» Lieen»«e action 

KEPPLERfj 0 Rssicn 3- Chicago. Office of the Director 79/04/17 

ip 

7909080303 Forwards IE Bulletin 79-OSD, "Nuclear Incident at 

i^ePPLER'i 0 Region 3, Chicago, Office of the Director 79/04/21 

♦* « jai i.ai IF Riiiisfln 79-01 rP 4 limit twitch 
valves Inside containment Qualification data for 

R Periodic op.r.tInj_ r.port*_fcj-.lat.d_corr.»pond.nce_ 

'-^‘'rrr:herrrti2.r?o::‘"So^’^^9%;/oi'' xi 

8 Reportable occurrence*. _teRs^^_r.l.t.d_corr..pond.nc. 

”s^?i^fL^"“’'Nrru.rrsi:;r^”^r%o 79 / 05/04 ip 

-7903000438 LER 7’'°®’'®^|;X??prcoo!lng**t?.irlup'pN Val^ 
nrcoiSeislr u.^- rein .ro,lon due to^^ 

;t.am from leaking Co 79/05/04 Ip 

HAMMER. 8 J Northern State* 

”SAlERfro'^"Nor'tJ.rr8t:;°i%'oiIr"c 79/03/iO Ip 
-7905160381 LER 79-OlO/OlT-O ^O^tri^'r^pr'cVltm 

prt.nttal dle.el Ao^Selng ■‘•v.leP.d 

inadequate design of lube oil *9 7^/03/10 Ip 

PEDERSON, D E Northern Statis Power 


103890936 Forward* IE Insp 
non comp I lane a g, 

HEieHMAH.R F- Ragi®" 

79/04/10 app 


Rapt 30-263/79-02 
Chicago. Office 


on 

of 


790319-0323 No 
the Olrdctor. 
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DOC^'ET 50-26A DOM CHEMICAL CO 
J Ifiturinet injtnnitij InformiUon 


7?09 140357 Foru^rJ* Aatnd 10 to Indtaniti; Agretnont B-34, per lOCFRlAO 
ch 4 ngfi<r-i lncrt4$« Aron t(40 eiillicn to $140 million^ 
tMtctivi 790S01 Supporting doc uHtnta t ion <ncl 
SALTIMAN, J Antltrult U Indtmnitg Croup 79/03/01 5pp 


7903150359 Foruardi titcuted Anptid 10 to Indomnltg Agrtenent B-34 
CQALUELLiT N Oou ChenicdE Co 79/03/09 2pp 


DOCFET 30-249 QUAD-CITIES STATIOM, OMIT 2 
F Sfcuritg. apdicoU inergcncg l> firt protoction plant 


7905140419 Foruardi lectioni at fira protfction SER uhlch require 
furtKir UHC review valve >upervi«isn> air breathing equipment 
4 Interior hote ttatlont 

HALLc R E Brookhaven National Laboratorq 79/04/12 3pp 

7905030364 Forward! modlMed phgelcal tecurltg p lan< fievieion 9 Plan 
withheld (red 10CFR2 790) 

LEEiB Conrsonwealth Edlton Co 79/04/24 Ip 


0 Ad judicatorij corre tpondenc e 


7905230258 NotiPlet properlg worded contention addreeelng contention of 
labatage would be accepted Into proceeding Contention 6i at 
adnitted into Duke Power Co proceeding/ enconpaeeet atpecti 
of reviled Contention II preiented bg State of IL 
OQOOARO, R J Branch 2 79/04/06 2pp 


J Insurance 4 knde/nnitg Information 


79 05100143 Endorienent 99 to KAfeLU Pol leg KF-28 

CERAS/T Nuclear Energy Liability Insurance Aiiociation 79/03/27 
Ip 


7905070497 Conflrmi tncrcattd liability limit to $l24i 000,000 for 
pal Iciai MF-Uas, 43, 76.83, lOO, 111, 140, 146, 151, 161, 164, 170, 

173, 174, 170. 179, 180, 102, 105. 106, 167, IGB, 169, 192, 193, 194. 195, 
197, 193,200,201,204,206,207, 206, 210, 2t2, 2 14, 21 5, 4 others 
QUATTROCKHl, J American Nuclear Insurers 79/05/01 Ip 


7905070582 Conf iTois increase in. liability limit to *36,000,000 for 
» 0 1 1 c 1 1 s MF-2a, 24, 29, 38, 39,4 4, 46, 47, 49, 50,51, 52, 53, 54,55, sL 
37, sa, 60,41, 64, 66,67,68,69,70,71, 72, 74, 76, 77,70,79,80,66,07, 

88, 90, 91.92.93, 94,95 e, 96 " luwocor, 

ROBERTS, D M Mutual Atomic Energy Liability Underurltepi 79/05/01 


7905140456 Forwards Amend 11 to Indemnity Agreement B-47 per 10CFR14O 
changes. re increase in liability insuranca from *140 milUon 
to *160 million, effective 790501 Supporting documentation 
t n c I 

SALTZMAN, J Antitrust t> Indemnity Group 79/05/01 6pp 


P Operating license stage docomints k correspondence 


7905030067 Forwards notes on 790302.15 k 22 conference telcons 
boWeen NRC. consultants k util re bulletin "Potential 
Eiptoslve Oai Mlsturei Accumulations Associated w/BWR Offgas 
Sys Opirationi. " * 

IPPOLITO, T A Operating Reactors Branch 3 79/04/16 4pp 

7903000141 Responds to 790305 1 tr critlciiing application for aobroval 
of proposed liceny amend that would aUou shipment of spent 

W^L ''♦-ring 

IPPOLITO* T A Operating fieacton Branch 3 79/04/18 Ip 



HOHENBOKENdP Affiliation Vntngun 79/03/15 Spp 


vWHECEKiR F Commonwealth Edison Co 79/04/25 3pp 

EOLBRIoVh"^"!" ’"iM^iSite^addrlnfo**^**'' *''**''*^' ‘'“"9 
EOLBRIO.C H Commonwealth Edison Co 79/04/26 tp 


REED.C Comeonwealth Edison Co 79/03/11 3pp 


7905190097 Requests correction to error dlecovoreti In / 11042 1 Hr f* 
capacity of Nuclear Assurance Corp NAC-1 truck cask used in 
spent fuel transfer Subj truck cask has capacity of turn Qllll 
assemblies 

JANECEK.R F Commonwealth Edison Co 79/05/11 tp 


P Operating lleenso stage documents & cor respondoneo 


7905250391 Forwards current licensing open Items status list 
REED.C Commonwealth Edison Co 79/03/10 lipp 


0. Inspection reports, IE Bulletins k corr eopondoiic o 


790502042! Forwards response to IE Bulletins 70-12 h< /(I 1 ,‘A, -Ai^el-s 
Meld Hatl in Reactor Pressure Vessel Wolds " 

REED, p Commonwealth Edison Co 79/03/S2 tOpp 


7905010236 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping " 

KEPPLER, J 0 Region 3, Chicago, Office of tlm Director 'J, , 7 
Ip 


7905030370 Forwards IE Info Notice 79-07, "Rupture of Ilailuas I* l*v*i ' 
KEPPLER, J 0 Region 3. Chicago, Office of tho Dtieitm rv f 
Ip 


7905010155 Forwards IE Info Notice 79-08, " In t ercoiiiies t k on of 
Contaminated Sys w/5vc Air Sys Used as Source of lli'eathlng 
Air " 

KEPPLER, J 0 Region 3, Chicago, Office of tho Dlieitor fd - 1 til 
IP 


7905010384 Forwards IE Info Notice 79-09, "Spill of Kail loa< I I > • t • 
Contaminated Resin “ 

KEPPLER, J 0 Region 3, Chicago, Office of the Direiliii It u> , 
IP 


7905030013 Forwards IE Bulletin 79-06, "Review of OpsiatloMel k*r««e s 
Sys Misalignments Identified During TMI Incldoiit “ 

KEPPLER, J 0 Region 3, Chicago, Offleo of the Dlieilui -y s ,• 
Ip 


7905250280 Responds to IE Bulletin 79-03 re welding dafeils liv 4 s»»* » 
longitudinally welded pipe spools Plants Inspoc letliiiii ptue 
found 

REED,C Commonwealth Edison Co 79/04/12 2pp 


7905010569 Forwards IE Bulletin 79-06A, "Review of OpoiaUn.,a1 », 
Identified During TMI Incident " 

KEPPLER, JO Regions, Chicago, Office of the IHreclar t 4 


4‘* i 


« ; I 


Forwards IE DulUtin 79-06D* “Raviaui oi 
Identified During TMI Incident 
KEPPLER, J 0 Region 3. Chicago, Office of tin 
Ip 


llpera t Iona I ks 
Dires lur ■<« 


* ^ 


. k 


KEPPLER, J 0 Regions, Chicago, Office of the Olieilnr 


Clrcult^Breaker in Safety-R. laiidi;. " Uci;;:,r a^t . ’ 
KEPPLER, JO Regions, Chicago, Office of the Director »f J* 


IE Bulletin 79-05B, "Nuclear Incident et 
KEPPLER, JO Region 3, Chicago, Office of the Dlrectur 


Suppurting docvnientatton enel- ‘tsmeni: 

• Region 3, Chicago, Office of the Director 


79/04/Jl iJri 




^^^ACfiS Advisory Committee on Reactor Safeguards 79 / 04 -U 



DOCKETED ITEMS 


4d 


— 7905040301 Forwards ACRS recommendations re TMI tnc ident. present ad on 
790417 

FRAUEVi n F ACRS - Advisorg Committee on Reactor Safeguards 
79/04/10 Ip 


--7905040331 in response to NRC 790410 Ur, states all ACRS 790417 
recommendations applg to all PURsp but were not intended to 
reiiulre linfflediate changes Plant mods should be made after 
study of affects on overall safetgp THt eicluded 
CARBON p H X ACRS - Advisory Committee on Reactor Safeguards 
79/04/20 app 


79O3240&33 Forwards responses to IE Oulletin 79-07 requesting info re 
seismic analysis of safety-related piping Reanalysis 
indicates method of intramodal combination has little effect 
on pipe stresses f* equipment support loads 
REEDpC Cammontuoa 1 th Edison Co 79/04/34 4pp 


7905150149 Forwards responses to IE Oulletin 79-06 Ap R ovls ion Ip re OHR 
events Identified during TMI-3 Util has formed task force 
to review DNR events recommend corrective actionpos 
required 

REEOtC Commonwealth Edison Co 79/0‘i/37 S3pp 


7903300242 Responds to IE Bulletin 79-04 No Op 4 or 6-inch Velan swing 
check valves are in use at Dresden or Quad-Cities Review of 
Zion has identified use of velvets in some piping ys but 
review is incomplete Nlll rept later 
REEOi C Commonwealth Edison Co 79/09/01 2pp 


7905140400 Forwards IE Circular 79-07 p "UneipBCtod Speed Increase of 
Reactor Recirculation Motor Oonorator Set Resulted In 
Reactor Power Increase " 

KEPPLERiJ 0 Region 3 p Chlcagop Office of the Director 79/05/02 

Ip 


H Periodic operating reports & related correspondence 


7905170250 Forwards monthly operating rapt for Apr 1979 
KALILVIANAKISp N Commonwealth Edison Co 79/05/17 ip 


—7905170260 Monthly operating rept for Apr 1979 

HANNUMp D Commonwealth Edison Co 79/05/17 2Spp 


S Reportable occurrcncest UERs t' related correspondence 


7905090389 Informs that release rate of radioiodine (p radioactive 
particulate mat! w/half-llves greater than eight days was 
2 22 times higher than Tech Spec design objective for first 
quarter 1979 Caused by steam leaks & "spiking " 

KALlVlANAillSp N Commonwealth Edison Co 79/04/30 2pp 


7905240678 Forwards LER 79-004/03L-0 

KALIVIANAKIS. N Commonwealth Edison Co 79/04/30 ip 


— 7905240607 LER 79-004/03U-0 on 790211 while in cold shutdown, sue tlon 
isolation valve HO 2-1001-50 failed to close from control 
room Caused by stuck auiiliary contact on valve motor 
control circuit breaker Contact cleaned t* proved operable 
VAHRENWALD, d Commonwealth Edison Co 79/04/30 2pp 


7905240702 Forwards UER 79-007 /03L.-0 

KALIVlANAKlQp N Commonwealth Edison Co 79/05/03 ip 


— 7905240707 LER 79-007/03U-0 on 790409 small leak discovered at wold 
edge In transition weld Cause unknown Leaks filled w/weld 
matl *i penetrant tested to verify removal of indications 
TIETZ.O Commonwealth Edison Co 79/05/02 3pp 


7905240691 Forwards LER 79-009/03L-0. 

KALIVIANAKIS, N Commonwealth Edison Co 79/05/04 ip 


— 7903240699 LER 79-00a/03U-0 on 790409 suppression chamber level 
determined to be below Tech Spec min, Caused by Instrument 
setpoint drift Level Indicator recalibr t* water added to 
euppresslon pool 

8 MALES > J Commonwealth Edison Co 79/05/04 3pp 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT I 


F. Security, medical, emergency L fire protection plans 


7909300466 Submits proposed mods to fire protection plan as set forth 
in SER Recommends fire hydrant Insp t, supervision of valves 
controlling fire water sy« 

HALL,R e Brookhaven National Laboratory 79/04/27 3pp 


tj Insurance U indemnity Information 


7905070497 Confirms increased liability limit to 0124, 000, 000 for 
policies NF-1, 25. 43, 76,03, 100. Ill, 140, 146, 151. 161, 164, 170, 

173, 174, 178, 179, 100, 102, 105, 186, 107, 108. 189, 192, 193, 194. 195, 
197, 190. 200, 201.204,206,207, 200, 210, 212, 21 4, 219. «< others 
QUATTROCHHI, J American Nuclear Insurers 79/09/01 Ip 


7909070992 Confirms IncTBaso In liability limit to S36i000, 000 for 
pol ides MF-22. 26, 29,30, 39, 44, 46, 47, 49, SO. 51, 92, S3. 94. 95. 96, 

97, 90,60, 61, 64, 66, 67, 60. 69, 70, 71. 72. 74, 76, 77, 70,79,80, 06,07, 
88,90,91,92,93,94,95 » 96 

ROBERTS. 0 M Mutual Atomic Energy Liability Underwriters 79/05/01 
ip 

7905140431 Forwards Amend 11 to Indemnity Agreement B-41 per 10CFRI40 
changes re increase in liability insurance from 4140 million 
to *160 mlllton effective 790901 Supporting documentation 
enc 1 

8ALTZMAN. J Antitrust t Indemnity Group 79/09/01 6pp 


7909230463 Forwards eiecutsd Amend 1 1 to Indemnity Agreement B-4l< per 
NRC 790901 request 

DUNDAS. M J Wisconsin Electric Power Co 79/05/17 3pp 


P Operating license stags documents t, c errespondence 


7909140513 Forwards Amends 35 6 41 to Licenses DPR-24 t, DPR-27. 
r espec 1 1 ve ly , saf e ty eva luatlon. EIA 1, notice of Issuance 5 
ava i lab 1 11 ty 

SCHWENCER.A Operating Reactors Branch 1 79/04/04 2pp 


•7909140520 Amends 39 fc 41 to Licenses DPR-24 t< DPR-27, reap actively 
authorliing installation 6 use of modified spent fuel 
storage racks in spent fuel pool. which ineraasei capacity 
for storage from, 3S1 assemblies to 1,502 assemblies 
ZIEMANN.D L Assistant Director for Systems b Projects 
79/04/04 24pp 


--7909140526 Safety evaluation supporting Amends 39 6 41 to Ulcenset 
OPfi-24 fy DPn-27, respectively 

* Office of Nuclear Reactor Regulation 79/04/04 16pp 


— 7905140529 EIA of Amends 35 6. 4 1 to Licenses DPR-24 i DPR-27, 
raspec 1 1 ve ly 

* Office of Nuclear Reactor Regulation 79/04/04 33pp 


— 7905140533 Notice of Issuance 6 availability of Amends 35 b 41 to 
Licenses DPn-24 L rPR-27i respoc tlvely 

SCHHENCER, A Operating Reactors Branch 1 79/04/04 3PP 


790S09006S Forwards Amend 36 to License DPR-24, safety evaluation & 
notice of issuance b availability 

SCHNENCER, A Opera ting Reactors Branch 1 79/04/06 2pp 


—7905090068 Amend 36 tO' License DPR-24, e n tend ing reactor coolant sys 
pressure-temp heatup 6 cooldown curves from 7 to It 
effective full power years 

SCHHENCER. A Operating Reactors Branch 1 79/04/06 9pp. 


— 790S09007i Safety evaluation supporting Amend 36 to License OPR-24 
* Office of Nuclear Reactor Regulation 79/04/06 3pp 


--7905090076 Notice of Issuance L availability of Amend 36 ' 
DPR-24 

SCHHENCER, A Operating Reactors Branch 1 79/04/06 


7905100439 Forwards Amends 37 b 42 to Licenses DPR-24 k DPR 
respectively it notice of issuance 6 availability Security 
plan evaluation withheld <ref t0CFR8,790), 

SCHHENCER. A Operating Reactors Branch 1 79/04/13 


— 7905100442 Amends 37 k 42 to Lteensss DPR-24 b DPR-27. res. 
implementing provisions of NRC-approve d physical lecuri 
p tan 

SCHHENCER, A Operating Reactors Branch I 79/04/13 


—7905100446 Notice of issuance b availability of Amends 37 
Licenses DPR-24 & DPfi-27, respoc ttvely 

SCHHENCER, A Operating Rcaetgrs Branch 1 79/04/13 


7905IS0071 Forwards info In response to 790321 request re d 
plant shutdo'wns. 

DENTON, H R Office of Nuclear Reactor Regulation 79/04 



BO 


DOCKETED ITEMS 


79030?oa7f RsitUBtt 4fflfrnd9 to Ulc*n*«( DPR-S4 It I)PR~S7t ch^ng Ing Taeh 
8p«cc r« Initiation Inotruimont laitlng Haiti for 
«ng inoared laPetv Itatupsi T'oruardo Clan Jit amend foo 
BURSTCINpS Ulieoniln electric Power Co 79/04/27 7pp 


7903240831 Relponda to IE Bulletin 79-06Ai Item 3 re TMI errors 
Pressurliar law level setpoint b-leCabie returned to 
untripped position until logic change req,ue»ted in 790427 
license amend is Imp I ejnented 

BURSTEIM. 8 Wisconsin Electric Power Co 79/04/30 2pp 


7903130202 Poruards addl info re reactor vessel weld t- surveillance 
weld Riietalf 

OURSTElNiS Wisconsin Electric Power Co 79/03/04 3pp 


7903130448 Forwards addl Info re Tech Spec Change Request 62« pormitting 
safety Injection actuation circuitry nod to two out of three 
presturiier low pressure logic Requests approval by 790311> 
to permit mods on 790512-13 fc 790319-20 

BURSTEINtS Wisconsin Electric Power Co 79/0S/07 3pp 


7903300208 Forwards svnntary of EOS Nuclear' Inc reso 1 ut 1 on/documen tat Ion 
of elbow fleiibCllty error which esisted In versions of 
PI80L piping analysis computer program from Jan-Oct 19d>9 
Review tt reanalysis included all wort through Dec 1970 
PORTER. FU £03 Nuclear, tne 79/05/21 9pp 


— 790530028'3 Forwards EDS hluclaar>Inc list of BIfRs & piping sys which 
could have been Impacted by deficient ccusputer program 
OE has no record of reanalysls for Cooper piping syi 
STEPKENSi P W Oenerai Electric Co .ffuclear Energy Products Dlv 
79/01/24 I8pp 


7903310339 Submits formal responses to 790310 questionnaire r« 
pressurlier heater, lots of feedwater event 1/ staani 
generator 

BOBSTEIN. S Wisconsin Electric Power Co 79/03/22 Opp 


O Inspection reports. IE Bulletins 1. correspondence 


79OSOI0I42 Forwards IE Insp Rept* 30-2*6/79-04 U 30-301/79-03 on 
790220-23 li notice of violation 

OAVIB.A B Region 3. Chicago. Fuel Facility V Materials Safety 

Branch 79/03/22 2pp 


'7903010131 Notice of violation from insp on 790220-23 

* Region 3. Chicago, Office of the Director 79/03/19, Ip 


•7908010160 IE Insp Repts 30-264/79-04 t, 30-301/79-03 on 790220-23 
Nancomp 1 lance noted failure to provide 7~day holdup of 
radloactlvo gat before release 

CRECER.I. R , HIATT. JW Region 3. Chicago, Office of the 

Director FIOHER.W L Region □« Chicago, Fuel Facility t 

MateTlals Safety Branch 79/03/19 iOpp 


7903010270 Forwards IE Info Notice 79-06. "9trass Analysis of 
Safety-Related Piping " 

KEPPUER.J O Region 3, Chicago, office of the Director 79/03/23 

Ip 


790304'0060 Forwards iE Info Notica 79-07, '’Rupture of Radwasto Tonics " 
KEPPUER.J O Region 3, Chicago, Office of the Director 79/03/26 
If 


790SOI0IQI Forwards IE info Notice 79-00. "Interconnection of 
Contaminated Sys w/&vc Air Sys Used as Source of Breathing 
Air ■" 

KEPPUCRi J O. Region 3. Chicago. Office of the Director 79/03/20 

tp 


790S010417 Forwards IE Info Kotlce 79-09. "Spill of Rad lo-actlvel y 
Contaminated Resin " 

KEPPUER.J O Region 3. Chicago, Office of the Director 79/03/30 
Ip 


7903000062 Forwards IE Bulletin 79-04. "Review of Operational Errors 6 
eys Misalignments Identified During TUI Incident " Licensee 
action required 

KEPPUER. J. 0 Region 3, Chicago. Office of the Director 79/04/11 
tp 


790SO1O413 Forwards lE Bulletin 79-04A, ’’Review of Operational Errors * 
3ys Misallgnmsnte Identified during TUI Incident *’ Licensee 
action required 

KEPPUER.J Q Regidn 3. Chicago, Office of thd Director. 79/04/14 

Ip. 


790304'0431 Forwards IE Bulletin 79-06B, "Review of aperational Errore Si 
Sys Misalignments Identified During TMI Incident '' 

KEPPUER.J. O Region 3. Chicago, Office of the Director 79/04/14 


7903040438 Forciardi IE Bulletin 79-07. ’’Seismic Stress Anatyiii eP 
Saf ety-Related Piping " Licenses action required 
KEPPUER. J C Region 3, Chicago. Office of tho Dlractor J<t/Z* - 
*P 


7903040398 Forwards IE Bulletin 79-08, ’’Events Relevant to BolHnl 
Mater Power Reactors Identified During TMI Incident “ 

KEPPUER.J O Region 3. Chicago. Office of tho Director ;g/il - 

Ip 


7903030253 Forwards I£ Bulletin 79-09. "Failures of OE Type AH-J 
Circuit BrealtoT In flaPoty-Re lated Sys " Licensee action 
required 

KEPPUER.J 0 Region 3. Chicago. Officii of the Director 79/Sl 

Ip 


7903290073 Responds te IE Bulletin 79-OAA Espressos concern ti 
emergency operating procedures for reactor coolant pump t 
requirement for immediate tripping of low levol bistahlos 
BURSTEIN, S Ulsconsin Electric Power Co 79/04/19 3pp 


790S080513 Forwards IE Bulletin 79-03D. "Nuclear Incident «t 
TMI-Soppl " 

KEPPUER.J 0 Region 3. Chicago. Office of tho Director 79yi,l / 

ip 


790324031? Responds to IE Bulletin 79-07 re computer programi usil I’ 
seismic stress analysis of safety-related piping sys No 
computer codes used which utlllied algebraic summation 
techniques 

BlfRaTEIN. B Wisconsin Electric Power Co 79/04/25 3pp 


7903240303 Responds to IE Bulletin 79-03 re possibility of longitul. > 
weld defects in ASHE 8A~312 Typo 304 stainless steel pipe 
spools Revlsu of pipe documentation records indicates no 
use of such tubing 

□URBTEIN. B, Wisconsin Electric Power Co 79/04/26 2pp 


7903300314 Responds to IE Biylletln 79-06A 6 79-04A, Rovl s I on 1 IM.I 
established taste force to facilitate review 4. understanding 
of TMI incident 4' Impact on facility 

BURSTEIN, a Wisconsin Electric Power Co 79/04/2/ I3pp 


7903290284 Responds to IE Bulletin 79-09 re OE Typo AR-2 circuit 
breakers Item not in use at plant 

BURSTEIN. S Ulsconsin Electric Power Co 79/03/07 tp 


8 Periodic operating reports 4. related correspondence 


7903140362 Forwards monthly operating rept for Apr 1979 
BURSTEIN. 8. Mlsconsln Electric Power Co 79/OS/OG ip 


— 7903160365 Monthiy operating rept for Apr 1979 

« Mlsconsln Electric Power Co 79/03/04 lOpp 


8 Reportable occurrences, LERs 6 related correspondence 


7903020310 Forwards UEB 79-006/03U-0 

BURSTEIN. 8 Mlscnnsln Electric Power Co, 79/04/10 Ip 


7903020318 UER 79-006/03U-C> on 790404 during biweekly tes t ■ Itcer (ir| 
heat tracing circuit of Boric acid sys Circuit 47 found 
Inoperable Caused by shorted heat tracing cable in circuit 
Cable replaced 4- circuit returned to operation 
DUftSTEIN.S Mlsconsln Electric Power Co 79/04/10 3pf 


7903240611 Forwards UER 79-007/01T-0 

Bt/aSTBlN. B Wisconsin Electric Power Co 79/03/07 Ip 


— 7903240627 UER 79-0O7/0tT-O on 790424; Vendor Issued bulletin re 
po’tentlal problem w/turbochanger bearing lubrication 
Administrative controls 1 ns tl tuted. Mods to be made at soon 
at posilbld 

BURSTEIN. S Wisconsin Electric Power Co 79/03/07 3pp 


DOCKET 30-267 FORT BT VRAIN NUCUEAR OENERATINO STATION 
J. Insurance ft indemnity information 


7903070497 Conflrme increased liability limit to ♦124,000,000 for 
potlclas NF-i.aS, 43. 76.03, 100, 111. 140, 146, 131, 161, 164, 170. 

173, 174, 178, 179, ISO, 102, 185, 106, 187, 188, 10?. 192, 193, 194. 193. 
197, 198,200,201,204,206,207,208,210,212,214.213.6 others 
QUATTROCHHI I J American Nuclsar Insurers 79/03/01 Ip 



DOCKETED ITEMS 


79‘090705e2 Con^lfm* Incraaso In llabUltu lloitfe fco onn e 

29. 3B- 39, 44, 46. 47. 49^50. Sl/sl s5?54®Is 
S7r 50f ^Or 6 t f I 67 I ^3f &9l 70« 71 r 72« 74* 7A 7y ya an* ay ^ 

08, 90, 91, 92. 93,94, 9S I 96 ^7, 79. 79. So. 06. 07, 

R0DERT9,0 H Mutual Atomle Energy LiabUtty Underwriters 79/OS/Oi 


7903030431 Forward 
Contaminated Sui 
Air •• 


s IE info Notice 79-00, "interconnection of 
W.'Svc Air Sys Used as Source of Dreething 


SEVFRIT.K V 

Ip 


Region 4, Dallas, Office of the Director 79/03/3B 


® *“ indomnltg Agreement B- 30 ,per lOCFRHo 
chAn9o««re- liability in«urancQ increase #rom «140 i « i ^j-o 

aA^?ZMAN‘i“"''’'Annt'''’ documentation pncf'* 

aALTZMANi vf Antitrust t> tndamnlty Group 79/05/01 *^9pp 


7908230464 Responds to IE Bulletin 78-12B Bulletin was sent to util 
mistake t< no response is rcguired 

HARRENBQURO, 0 Public Service Co of Colorado 79/03/28 ip 


by 


79092303S4 Amend 0 to indemnity Agioemont D 
financial protection 

UALTZHAN, U Antitrust & Indemnity Group 


30, changing amount of 
79/08/15 2pp 


790S010384 Act receipt of 790313 Itr Informing NRC of steps taien to 
correct violations noted In IE Insp Rept 50-367/79-03 
HADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 

nrjsnrh 1 a 


P Operating liceiiae stage documents b correspondence 


/908010179 Notification of 770303 meeting w/utll in 
dlscue* status of tnservtce insp program, pr Imaru 
steam generators b agendo items 

KUZHVCZtO Advanced Reactors Dranch 79/04/17 


Betheeda. KD 
«ys valves. 

3pp 


to 


7903310160 Forwards Amend 20 to License DPR-34, sa f e tu 
notlco Of issuance t, availability 
8PEI8. T P Advanced Reactors Branch 79/04/20 


evaluation b 
spp 


7703310171 Amend 20 to License OPR-34 to revise Tech Specs to 
eight test foal elements into reactor core at first 
refueling b to install graphite surveillance specimens 
into five bottom transition reflector elements 
SPETB. T P Advanced Reactors Branch 79/04/20 9 pp 


insta 1 1 


- 7908310100 Safety evaluation supporting Amend 20 to License DPR -34 
• Office of Nuclear Reactor Regulation 79/04/30 2Spp 


•7903010361 Responds to NRC 790331 Itr rt violations noted in IE Insp 
Rept 30-367/79-03 Corrective actions Tech Specs regulrements 
reviewed b emphaslied w/personnel involved 

MILLEN.C K Public Service Co of Colorado 79/03/13 Spp 


7903100261 Forwards IE Imp Rapt 50-367/79-05 on 790337-0302 No 
noncompliance noted 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/03/39 Spp 


7905100366 IE Insp Rept 30-367/79-05 on 790337-0303 No noncomp I lance 
noted Major areas inspected radiation protection program 
b analytical measurement results 

MURRAY. B , BROUN, G 0 Region 4, Oailasi Fuel Facility b 

Materials Safety Branch 79/03/38 9pp 


7903140143 Forwards IE Bulletin 79-04, "Incorrect Ucights for Swing 
Check Valves Hfg by Vslan Engineering Corp “ License action 
requires 

8eVFRIT,R V Region 4, Dallas, Office of the Director 79/03/30 

Ip 


— "^"^DPR^SG^* Notice of IssuAnco b availability of Amend 20 to Licenso 
SPCtS, T P Advanced Reactors Dranch 79/04/30 ip 


7903030321 Informe that util ul 1 1 not alter existing Tech Specs to 
accommodate 8T8 format rormat of proeont Tech Specs Is 
adequate b. meste Intent of proposed STS 

FULUCFl.J, K Public Service Co of Colorado 79/04/23 ip 


7903300210 Ikescribee proposod mods resulting from various analyses of 
76U33 pouter failure of sleam/uater two loop dump sys 
BPEIQ. T P Advanced Reactors Dranch 79/05/04 Spp 


7903330204 Responds to 790130’ request for temporery alteration to 
scheduled roqua 1 1 f Icatlon program in order to correlate 
planned refueling outago Mod acceptable 

CQlLINSiP r Operator Licanelng Branch 79/03/07 Spp 


7903I6031S Bubmils outline describing special teste to be performed 
during startup b rise to power, par 790508 request 
HAREHliaUttO, D Public Service Co of Colorado 79/OS/ll 23pp 


7905330029 Forwards list of outstanding Itrs b requests for Tech Spec 
changes Oversiied end evallable In Central Files only 
HAREMnaURO. D Public Service Co of Colorado 79/05/14 4pp 


Q Inspection reports, IE Bulletins b correspondence 


79091S00S6 Forwards IE Circular 79-04, "Loose Locking Nut on Limitorque 
Valve Operators " 

SEYFRIT, K. V Region 4. Dallas, Office of the Director 79/03/16 

4 


7903010484 Forwarde IE Bulletin 78-12B. "Atypical Weld Matt in Reactor 
Pressure Vessel Uelds " Licensee ection required 

SEVFRIT.K V Region 4, Dellas, Office of the Director 79/03/19 

tp 


7909030446 Forwerds IE Circuter 79-OS. ''Molstupe Leakage in Stranded 
Wire Conductors " 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/03/20 

4 


7903130031 Forwards IE Info Notice 79-09, "Spill of Red i pact ivt ly 
Conteminated Rosin “ 

SEYFRITiKV Region 4, Dallas, Office of the Director 79/03/30 
Ip 


7908330637 Responds to IE Bulletin 79-03 Util has no intention of using 
stainless steel pipe mfg by Youngstuon Melding b Engineering 
Cq 

FULLER, J K Public Service Co of Colorado 79/04/06 Ip 


7905040498 Forwards IE Bulletin 79-06B< "Review of Operational Errors b 
Sys Misalignments Identified During TMI Incident " 

SEVFRIT.K V Region 4. Dallas, Office of the Director 79/04/14 

4 


7903040627 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Mater Power Reactors Identified During TMI Incident " 

SEVFRIT.K V Region 4. Dallas. Office of the Director 79/04/14 

4 


7903070077 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required 

SEVFRIT.K V Region 4, Dallas, office of the Director 79/04/14 

Ip 


7903090106 Forwards suppt to IE Bulletin 79-05A. "Nuclear Incident at 
TMI " 

SEVFRIT.K V Region 4. Dellas. Office of the Director 79/04/16 

4 


7903030202 Forwards IE Bulletin 79-09, "Failures of GE Type AK-2 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

SEVFRIT.K V Region 4. Dallas, Office of the Director 79/04/17 

4 


7903000333 Forwards IE Bulletin 79-03B, "Nuclear Incident at 
TMt-Suppl. " 

SEVFRIT.K V Region 4, Dallas. Office of the Director 79/04/21 

Ip 


7903300222 Roquosts 30-day extension to respond to IE Bulletin 79-07 
SWART, F E Public Service Co of Colorado 79/04/34 ip 


7903020279 Forward* IE Info 
Safety-Related Piping " 
SEVFRIT.K V Region 4. 

4 


Notice 79-06, "Stress Analysis of 
Dallas. Off let of the Director 79/03/23 


7903190793 Ack receipt of 790406 Itr informing NRC of stops taken to 
correct violations notsd in IE Insp Ropt 80-267/79-04 
MADSEN 0 L Rtgion 4. Dallas, Reactor Operations Nuclear Support 

Branch 79/04/86 ip 


7909030411 Forward! IE Info 
BEYFflIT.K V Region 4, 
4 


Notlco 79-07, "Rupture of Radweste Tanks ■ 
Dallas, Office of the Director 79/03/26 



62 


DOCKETED ITEMS 


— 7909150000 Ratpeniis to KRC 790'319 Itr rt violation! noted In 16 Imp 
Rapt S0-2i7/79-04 Corrective actions jupervltors informed 
that suTvelIian.ce testl ti other controlled work pracedorei 
must be reviewed before beinf slsned oft 

HILLENdC K Public Service Co of Colorado 79/04/06 Ip 


R Periodic operating reports t related correspontfenca 


7905010907 Forwards monthlv operatinj rept tor Mar 1979 

WAREMBOURO,!) Public Service Co of Colorado 79/04/2S ip 


— 7903'010314 Monthly operating rept for Mar 1979 

CAHH, JW Public Service Co of Colorado 79/04/01 lOpp 


790908043S Forwards monthly operating rapt top Apr 1979 

WAREMflaURO.D Public Service Co of Colorado 79/09/02 Ip 


— 7905000497 Monthly operating rept tor Apr 1979 

GAUM. J W Public Service Co of Colorado 79/09/01 5pp 


S Reportable occurrencei. LERs & related correspondence 


7909140239 Forwards LEfl 7B-002/01T-0 

SWART. F E Public Service Co of Colorado 70/02/01 Lp 


“7909140294 LER 7B-002/01T-O on 790110 data indicates temp of control 
rod drives in power operated relief valve top head 
penetrations greater than ecpected by analytical model 
Surveillance fi equcncy Increased 

HILLVARD. K M Public Service Co of Colorado 78/02/01 Spp 


7905140319 Forwards LER 78-Q01/03L-0 

SWART.F E Public Service Co of Colorado 70/02/14 lp 


—7909140323 LER 78-001 /03L-0 on 7001 IS at SO A thermal 1 eve I, average core 
outlet temp eiceeded 1.200 F, resulting in o.paratiDn In 
degraded node Caused by moisture ingress in.tD primary 
co.olant sys from stean generator tube leak Ocidents removed 
HILLYARO. H W Public Service Co of Colorado 78/02/14 Spp 


7905150110 Forwards PWa-79-67R 6 79-77<INnRl 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/04/11 lp 


—7903150111 PN0-79-77lHnRI 

« Office of Nuclear Reactor Regulation 79/04/10 4pp 


7903040119 Forwards PNO-79-673 

HAOSEN'i G L Region 4> Dallas. Reactor Operations Nuclear Support 

Branch 79/04/12 lp 


7903130223 Forwards PK0-79-67T correction 

MADSEN. 0 L Region 4i Dallas. Reactor Operations Nuclear Support 

Branch 79/04/13 lp 


--79031S0249 Pfl0-79-67r correction 

• Office of InipectLon % Enforcement 77/04/13 4pp 


79030I053S Forwards PN0"79-67iy, V t/ H 

MADSEN. O L Region 4. Dallas. Office of the Director 79/04/16 
lp 


79O'SOIOS40 Forward e PNO- 79-67)1 & V 

MADSEN. O L Region 4. Dallas. Office of the Director 79/04/IB 

lp 


7905010406 Forwards PN0-79-67AA, AB. AC t, AD 

MADSENiO L Region 4. Dallas, Office of the Director 79/04/24 

Ip 


790S040374 Forwards LER 79-01 0/03 L-0 

UAREMBOUROrD Public Service Co of Colorado 79/04/27 ip 


— '7905040376 LER 79-010 /03L-0 on 790330 during routine surveillance of 
circular speed bistable trips, two high speed trip setpoints 
found higher than mai acceptable speeds Caused by bistable 
instrument dr i ft. B Isteble adjusted. 

OAhW.J W Public Service Co of Coloredo 79/04/27 Spp 


7903130102 Forwards PN0-79“67AF> Aff. AH. A1 6. AJ r» nuclear incident at 
TrtI 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch. 79/04/30 tp 


79O9O0OS44 Forwards LER 79-011/03L-0 

HAREMBOUflOf D Public Service Co of Colorado 79/03/01 ip 


— 7903000349 LER 79-011/03L-0 on 790402 during post-mod testing, 
discovered water pressure differential indicating switches 
inoperable Caused by failure of rango adjustment mechanism 
due to normal wear New movement b terminal ends installed 
OAHMi J H Public Service Ce of Colorado 79/03/01 Spp 


7909240428 Forwards PN0-79-67AK h AL 

MADSENiO L Region 4. Dallas. Reactor Operations Nuclear Su|(. 

Branch 79/03/02 Ip 


7903160367 Forwards LER 79-012/03L-0 

WAREMOOURO. D Public Service Co of Colorado 79/05/07 lp 


— 7905160371 LER 79-'012/03L-0 on 790410 while flushing b a s in. rf I 111 I 
exceeded for iinc Caused by large amount of sediment 
OAHM.J W Public Service Co of Colorado 79/09/07 Spp 


7909160372 Forwards LER 78-027/03)(-4 

WAREMBOURG. D Public Service Co of Colorado 79/03/07 tp 


— 7905160377 LER 7B-027/031(-4 on 790319 five of nine helium clrculil- 
seal malfunction differential pressure switches tripped 
Caused by dirt accumulation in ITT Barton Model 289 pressure 
differential switches 

OAHM.J M Public Service Co of Colorado 79/03/07 hpp 


7905230393 Forwards LER 79-014/03L-0 

MAREMBCWROi D Public Service Co of Colorado 79/03/16 Ip 


— 7903230403 LER 79-014/03L-0 on 790419 w/roactor bldg sump proporlls. 
sampler Inoperab 1 e. dal ly direct samples of sump effluent 
were not taken, nor was sampler operability verified daily 
Caused by improper personnel procedures 

GAHM, J U Public Service Co of Colorado 79/03/16 4pp 


DOCKET 30-269 OCONEE NUCLEAR STATION. UNIT 1 
F Security, medical, emergency I. fire protection plans 


79'05290090 Discusses 790213 submission of security plan for elorais «' 
spent fuel )b 790216 tetcon re reiiuirement for security plan 
mods Initial plan Is subj to withholding from pub 1 ici r tcord 
of transmittal is required 

ROUSE. L C Fuel Reprocess 6 Recycle Branch 79/03/29 lp 


7905140203 Forwards emergency procedure EP/O/A/lSOO/4, “Lost of Piaii.. 
Coolant,'' containing instructions for operator action for 
seia 1 1 breaks 

PARKER, H D Duka Power Co 79/05/09 a9pp 


H Oeneral correspondence 


7905230131 Urges careful review of staff rept before ordering ehul4.>- 
of facility. since action could cause extensive power 
curtatiments ii higher fuel costs for 1 2 million customers 
In Carolina piedmont 
HELMS, U Senate 79/04/26 ip 


790S0202S4 Expresses gratitude for decision to close facility 
TKDHPeON.H M Affiliation Unknown 79/04/26 tp 


J Insurance V indemnity information 


790S0705B2 Confirms increase in Habit Ity limit to 436, 000,000 far 
policies KF-22, 26, 29,38,39, 44, 46, 47,49, 30, 31. 52, 33, 34, SS, 56, 

97, SB, 60,61, 64, 66, 67,66,69, 70, 71, 72. 74, 76, 77, 78. 79, 60,66. 0/. 

90, 90, 91, 93, 93. 94, 95 (, 96 

ROBERTS, D M Mutual Atomic Energy Liability Underwriters 79/'05,:. 

lp 


7905140430 Forwards Amend 13 to Indemnity Agreement B-44 per I'OCFfilO 
changes, re increase in liability insurance from 4140 million 
to *160 mi 1 1 ion, effect Ivs 790S0t Supporting documentation 
and 

SALTZMANid Antitrust t> Indemnity Group 79/05/01 6pp 


7905160361 Submits axacuttd copy of Amend 13 to Indemnity Agreement 
B-44, ref lec t Ing changes in 10CFR140 
PARKER. W 0 Duke Pawar Co 79/05/00 3pp 


790S310349 Forwards replacement copy of Amend 0 to Indamitiby Agraeai-t 
B-44 In responsa to 790316 request M/copy of util 740412 
transmittal Itr. 

PARKERiW 0 Duke Power Co 79/09/22 3pp 
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P operating Ileanee stage documents t> correspondsnee 


790Sli0129 Agrees to close block valve RC -66 Until approval of dial I 
thickness analgses for o lec tronie tic relief valve RC'-£& is 
received Kowever> va Ive will bo opened for reactor 
transients 

THIEBj A C Duke Poioer Co 73/lO/OS Spp 


79031l0i39 On 731217 pressurlter e Uc troraa tic relief block valvo RC-A 
(tias opened white unit was in transient oiodo Bt>U f* util have 
evaluated continued plant operation w/press ur i ler sprag 
valve inoperable ti Pound it acceptable 
THIE 8 . A C Duke power Co 73/1S/19 Ip 


7909230014 Poriuards Amends 69,69 «• 66 to Ulconses DPR~0S, nPR-47 t< 
DPR-S9i respectivelg, EIA & notice of Issuance fr availabllltg 
REID, R U Operating Reactors Branch 4 79/03/02 3pp 


--790S23001B Amends 69,69 4 66 to Licenses DPR-3S. DPR--47 4 DPR-S3, 
respective Ig, uh tch revises ETS bg deleting aquatic 
surveillance program %> special studg programs 
REID, R U Operating Reactors Branch 4 79/03/02 1 Ipp 


"7903230021 EIA supporting Amends 69,69 4 66 to Licenses DPR-3B, OPR-47 t> 
DPR -881 respectivelg 

* Operating Raactors Branch 4 79/03/02 4pp 


790S1901SS Responds to R Mattson fc. D Ross concerning value of running 
natural circulation test on DttU reactor 

TEDESCOiRL Assistant Director for Plant Sgstems 79/04/03 4pp 


79090B0130 Responds to 790329 submittal re radiological effluent Tech 
Spec, which omitted solid raduaste process control program 
Requests omitted portion 

REtO,R W Operating Reactors Branch 4 79/04/13 2pp 


7908010821 Forwards documentation, design info V projected 
Implementation schedules re emergencg feedwater sgs, as 
committed in NRC 790428 meeting 
PARKER, M 0 Duke Power Co 79/04/28 4pp 


7908010890 Forwards addl Info re Ofc of bluclear Reactor Regulation 
status rapt Requests addl dialogue w/NRC re control sgs 
LEE.U a Duke Power Co 79/04/25 Ip 

7908030371 Informs that util has conducted review of plant design 4 
operation, Including goal of improving rellabilltg of normal 
feedwater sgs 4 added assurance of emergencg feedwater 
supplg to steam generators Design adequate 
OMEN, U H Duke Power Co 79/04/23 2pp 


7908040047 Corrects error In 790419 Hr to NRC Reported period of 
facilltg mods should be Jan-Doc 1979 
PARKER, M 0 Duke Power Co 79/04/29 Ip, 


7909110063 Informs that small break analgses review is complete 
Anaigsas are unaccep tab La 4 incomplete 
ROaZTOGZV, Z R Analgsis Drench 79/04/23 Ip 


— 7909110074 Comments on draft rapt received 790420 too lengthgidoes not 
concentrate on Important issues 4 has doiens of incorrect 4 
misleading statements Rept should be reorganited 
ROSZTBCZY, ZR Analgsls Dianch 79/04/28 3pp 


7908240982 Responds to 790380 Itr requesting advice on allowable time 
interval for submittal of repts to NRC 

REIO/R M Operating Reactors Branch 4 79/04/26 2pp 


79080208B3 Informs of util position on Issuance of formal order re 
continued plant operation Mrltton Issuance is undesirable as 
pollcg 4 lagallg unnecessrg 
LEE.M 8 Duke Power Co 79/04/89 Ip 


7903040332 Forwards response to 7B03S9 request for addl info re 
proposed changes to hgdraullc shock suppressor Tech Spec 
PARKER, M 0 Duke Power Co 79/04/30. 8 pp 


7908080433 Forwards proposed revision to Tech Specs covering reactor 
bldg hgdrogcn purge sgs, penetration room ventilation sgii 
reactor bldg purge filters 4 spent fuel pool ventilation 

sgi 

PARKER, U a Duke Power Co 79/09/01 Upp 


7908060966 Forwards proposed revision to Tech Specs, de 1 e ting Tech Spec 
4 13 which is no longer required 
PARKER, W 0. Duke Power Co 79/09/01 4pp 


7909080388 Responds to questions raised at 790801 meeting Forward! add! 
Info re prepoted Inetallatlon of high capacttg etorage 
rackt Info supplements 790202 4 790420 submittals. 

PARKER. U a Duke Power Co 79/08/02 3pp 


7903240466 Documents completion of 761001 proposal to delete Tech Specs 
re tendon, anchorage 4 liner plate surveillance programs 
License fee not required 

PARKER, W Q Duke Power Co 79/08/02 Ip 


7903130104 Notifies of refund of f Be s, reml tt ed 780708, for authoritg to 
transfer fuel between facility 4 Crgstal River Unit 3 Refund 
Uill be sent when processed 

MILLER, U Q License Fee Management Branch 79/09/03 Ip 


7908140169 In response to NRC 790418 request, forwards prO'possd Tech 
Spec re plant solid raduaste process control program 
PARKER, W □ Duke Power Co 79/05/07 5pp 


7909240231 Forwards status on improvements to omergoneg feodwater sgs, 
per WO Parker 790423 Itr 4 W 8 Lee 790426 Itr 
PARKER, W O Duke Power Co 79/08/07 lOOpp 


7909180317 Clarifies 790807 conversation re ALARA program associated 
w/reracklng of spent fuel pool 
PARKER. U 0 Duke Power Co 79/03/0Q 2pp 


7909140369 Lists drawings used for installation of automatic starting 
of interconnected amerganeg feedwater sgs, which were sent 
to NRC on 790803 

PARKER, M □ Duke Power Co 79/03/09 Ip 


790914026B Forwards "Emergencg Feedwater Sgs, Sgs Concept & Analgsls 
Pump installation to be complete bg 79082S Overstlod drawing 
in Central Files 

PARKER, M O Duke Power Co 79/05/10 9pp 


7909160389 Forwards "04W 177 Fuel Assembig Owners Qroup Asgmmstrlc LOCA 
Loads Evaluation Prog ram. Phase 2," dtd 790410 Supersedes 
program provided on 790111 
PARKER. U 0 Duke Power Co 79/05/10 Ip 


•7903160390 ■■B4U 177 Fuel Assemblg Owners Group Asgmmetric LOCA Loads 
Evaluations Pr ogram, Pha se 2 " 

* Duke Power Co 79/04/10 9pp 


7905220270 Submits request for relief from roquiramont of A 8 MC. 
Boiler 4 Pressure Vessel CodorSection It, re imp ract tea 1 1 tg 
of doing hydrostatic tost on amargeneg feedwater header due 
to excessiva laalcoga through boundarg isolation valves 
PARKER. W a Duko Power Co 79/03/11 7pp 


7909220235 Forwards "Steam Generator Operating Histerg " 
PARKER, U O Duko Power Co 79/09/14 Ip 


-- 7905220239 "Steam Oenorator Operating History 
• Duke Power Co 79/05/ 14 30pp 


7908230343 Forwards revised sgs concept 4 analysis re addition of two 
motor-driven smergsneg feedwater pumps Supersodas 790SI0 
submittal U/oVarslied drawing 
PARKER, M O Duke Power Co 79/05/17 lOpp 


7909240479 Reepands to IE Du Ho tin 79-05B re TMi Incident Forwards 
proposed ensnd to Toch Spece, chang Ing setpoints of 
preesurlier electromagnetic relief valve 4 reactor coolant 
sgs high pressure trip 

PARKER, W O Duke Power Co 79/08/21 11pp. 


7909240478 Forwards design description for eafetgf grade anttcipatorg 
reactor trip on turbine trip or lose of main Feedwater Mods 
will be installed for each refueling outage folloutng NRC 
approval 

PARKER, M 0. Duka Power Co 79/05/21. 3pp. 


7908300208 Forwards summarg of EDS Nuclear, Inc reso tut ton/documentation 
of elbow fleiclbllltg error which existed In versions of 
PtSOL piping analysis computer program from Jan-3ct 1969 
Review 4 reanalgsis Included all work through Dec 1970 
PORTER, F L. EOS Nuclear, Inc 79/05/21 9pp 


— 7905300263 Forwards EDS Nuclear, Inc list of BMRs 4 piping egt which 
could have bean Impacted by deficient computer program 
OE hat no record «f raanalysls for Cooper piping sys 
STEPHENS, F M General Electric Co .Nuclear Energy Products Dlv. 
79/01/24 IBpp 


7909310211 Forwards prnpaeed Tech Specs revision re limiting conditions 
for operation 4 surveillance requirement* 

PARKER. M.n Duke Power Co. 79/05/29. 9pp 
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7905230482 Forw*rd* IE Imp Hipti 80 -a 69 /T 9 - 04 t SO-iTO/T^-Odi 
tc 50-3a9/7'7-04 on 790208-07 No noncasplUnc# not»d 

UEMISiR L Rojlon 3> Atl 4 nk#i R»«<ti>r Oporjkiant Nueloar Support 

Bronth 79/03/12. 2pp 


— 7909230303 IE In«p Ropti 90-249/79-04. 50-870/79-041 90-237/79-04 pn 
790203-07 NO naitcomp 1 lane* notPd M«jor ir«4» ln*p#ct*tf El7» 
protpctlon/privintlon proQran. QA lur'/oH iPiitPi f Irt lo*or«ni* 
rtptf fc *(lmlnlitp«tl v» control proeodtirti 

DRADFQBD.H H . TAYLOR. P. A . KELLOOO. I* J Rofllon 2. Atipntp. 

Raactor Oporatlani Muclaar Support Br«nch 79/03/05, 4pp 


— 7909230803 IE Imp Roptf 90-269/79-04.50-270/79-04.80-297/79-04 on 
790208-07. Np noneonpllanc* nottd. Major »r«at Inappt tad. 4 lr» 
protaet lon/pravant Ion propraaiiOA furvail lanct. f Ir* Sniuranco 
raptf It adntnlitrativa control procadurti 
BRADfORDrW H Rtgion 2, Atlanta. Of/Ica o» tlia Dlractor 
79/03/05 4pp 


7908010177 Forward* IE Info Kotlc# 79-06. “Str*** Anilg*li of 
Safaty-Ralattil Piping ” 

O'REILLY. J P R* 9 iDn 2 , Atlanta. Off lea of ttia Dlroctor 
79/03/23 2pp 


7905030307 Porwardf IE Info Nollta 79-07. "Ruptur* of Radwa»ta Tank* " 
O'REILLY. J P Raglon 2. Atlanta. Offtea of tS* Dlractor 
79/03/86, 2pp 


7905230272 DtscUt*** B6H rapt. “Ratord* Invaitlgatlen Rapt Ralatad to 
Of f-Chanl«trv Haldi In Katt Survalllanc* Bpaclmani 6 
Raipont* to lE Bullatln* 79-12 6 7fi-12A-8gppI . “ rapt 
accuratalg rapratant* data for raactor praitur* vattili 
PARKER. M.O. OukB Pouar Co. 79/03/27 Ip 


7903010098 Forwarda IE Info Notica 79-09, " Intarconnaction of 
Contamlnatad Bg« w/Bvc Air Sg* Ifiad a* Qourca of Qraathlng 
Air " 

O'REILLY. J P Raglon 2. Atlanta. Offlca of tha Dlractar 
79/03/20 2pp 


7909010330 Forward* IE Info Notica 79-09, "spin of Rad loac t Iva I g 
contaminated Ra«ln " 

O'REILLY. J P. Raglon 2. Atlanta. Offlca of tha Dlrictor. 
79/03/30 2pp. 


7905830279 Raaponda to IE Bullattn 79-02 ra longitudinal waU dafact* 
No ASHE 8A-312. Typa 304 piping or ang othar waldtng w/o 
filler natal piping nfg bg Youngttown Hildlng ti In u*e or 
planntd for u*a 

PARKER, M D, Duka Pouar Co, 79/04/04. Ip 


7909100290 Forward* raapon*** to IE Bullatlni 79-05 ti 79-09Ar ’’Nuelaar 
Imcldant at TMI " 

PARKER. H O Duka Pouar Co 79/04/10. 21pp 


— 7903100299 Forward i Abnormal Decorranca Rrpt A11-2B7/73-07 
PARKER I M 0 Out a Pouar Co 79/06/27, Ip. 


—7903100301 A0-2a7/73-O7 on 750613' axe ate Iva raactor coolant «V« 
cooldown rata occurred Gautad bg operator error 6 failure of 
pouar-actuatid pratiurliar raliaf valve aRC-66 to clo»i 
• Duka Pouar Co. 79/06/27 Ip. 


7908100046 Ratpond* to IE Bulletin 79-08Ai Itam* 7.8,10 l< 11 r« TMt 
Incidant All manual Valve* uhlgh could defeat or camproaii** 
flow era locked open 

PARKER. N Q Duke Pouar Co 79/04/13 8pp 


7903040176 Forward* IE Bulletin 79-06B> "Raviaw of OperatlO'nal Crrort t 
Bg* Mltallgnmant* Identified During Till Incident " 

O'REILLY.J P Raglon 2. Atlanta. Office of the Director. 

79/04/14 Ip 


7903040263 Fort/arda IE Bulletin 79-07. "Baitmlc Straai Anatgal* of 
Baf a tg-Rela'tad Piping *' Llcaniaa action ratiulrad 
□ 'REILLY. J.P Region S. Atlanta. Qfflct of tha Dlractar 
79/04/14 Spp 


790804tf3Gl Forward* IE Bulletin 79-OB. ‘'Event* Relevant to Boltins 
Uatar Power Raactor* tdantlflad During TMt Incident “ 

O'REILLY.J P Region 2, Atlanta. Offlca of tha Director. 
79/04/14 Ip 


7905030160 Forward* IE Bulletin 79-09, "Failure* of QC Tgp# AW.-8 
Circuit Breaker In Baf etg-Relatad Sg* " Lican*** action 
raquitad, 

O'REILLY. J P Raglon 2. Atlanta. Off let of the Dlractnr 
79/04/17 2pp 


7905020429 Forward* IE Bulletin 79-06A, Ravlelon 1. "RavU'W of 
Qperatlanal Error* 6 Sg* tiliallgnmant* Identified During THI 
Inc 1 dant. " 

O'REILLY. J P Raglon 2> Atlanta. Office of the Director 
79/04/ia 2 pp 


7903240492 Retpond* to IE Bulletin 79-09. Item 3. ra TMt Incident Raaciai 
pratactiva eg* high RGB praiiure fatpolnt lowered to not 
greater 'than 2.300 p«lg pra*«urllar pouar operated relief 
valve raliad nomlnallg to S.480 ptlg 
PARKER. H 0 Duka Power Co 79/04/81 Ip 

7903240509 Forward* raspon** to IE Bulletin 79-07 re computer prograa 
utad for piping analgal* Algebraic lummation methddt warn 
not u*ad In piping analgal*. 

PARKERiW □ DuV* Power Co 79/04/24 8pp 


7903110264 Forward* 79Q5DS reapan** to IE Dullatln 79-0911. I tam* 1.2.4 
i 6. ra TMI inc Ident. 

PARKER, U.O Duke Power Co, 79/09/09 Ip. 


— 7905110268 Raaponda to IE Bulletin 79-0911. I tame 1.2.4 6 6 Emarp'gncg 
procaduraa for la** of raactor coolant fiou.ateam aupplg ag* 
rupture, uncontro 1 labia flooding of turbine bldg 6 Iota of 
normal NPt makeup or letdown have bean ravlaad 
PARKER, M D Duka Pawar Cp, 79/09/09 6pp. 


7903300341 Forward* Inaervlca Imp program 
PARKER. H.O. Duk* Pouar Co 79/09/13 Ip, 


— 7909300590 ln«*rvtc* ln«p program 

a Duka Power Co. 79/09/19. 79pp 


7903220391 Forward* da*crlption of po«t-TMI operator training. gfr 
790513 dl«cua«lona «. IE Bullatln 79-09. 79-09A 6 B. Operating 
«hift« have adtituat* knowladgt to operate raactora In all 
mode*. 

PARKER,!), a. Duke Power Co 79/05/16 4pp, 


'-7909100303 Forward* addl Info ra AO-287/79-07 Corrective actiona. 
fhutdoun procaduraa ray lied, relief vatva* ulLl be aiamlnad li 
quench tank rupture dltc replaced. 

PARKER. 14. 0 Duka Power Co 79/08/08 0pp. 


R, Periodic Oparattng report* 6 ralatad eorraipondanct 


7909220383 Forward* monthlg oparatlng r«Pt for Apr 1979 
PARKER, M 0. Duke Poukr Co. 79/09/19 tp. 


7909020040 Act race ip t of 790326 Itr Informlhg NRC af itepi taken to 
correct vlalatlon* noted in IE ln*p Rapt* 80-269/79-03. 

00-Z70/79-03 6 90-887/79-03 

KENNArU.D Rtglon 2. Atlanta. Bafaguardt Branch. 79/04/12. tp 


—7909020064 Respond* to HRC 790306 Itr r* vlolatinn* noted In IE Inap 
Rapt* 90-269/77-03,90-270/79-00 1. 90-297/79-03 Carrictlva 
action* withheld <r*f 10CFR2 7901, 

PARKER. 14. □. Duk* Power Go 79/03/26, tp. 


--7908020078 Forward* IE Imp Rapt* 90-269/79-03,80-270/79-03 6 
90-287/79-03 on 790209-06. Nat Ue of violation withheld 
(raf iOCFflZ, 790). 

KEfttlA. W. B. Raglan 2. Atlanta. Safeguard* Branch. 79/03/06. 
app 


—7909220369 Monthlg aparatlng rapt for Apr 1979 
REAYIB.J A. Duka Powar Co 79/09/19 16pp 


7909110017 RO 269/7887 on 781214' on 781213, raae tor coolant t*«p 
tacama arratic Faaduatar problem ra«ultad from aperati'On of 
pnt or more feedwater valve* Power cord* have been fitkod 
* Duk* Power Co. 79/Ot/lS 2pp, 


7909140373 Dasertba* RO-269/79-lO, uh Ich wa< to have been awbwiill'd 
790413. re removal from *vc of high pra**ort eve watar pump 
Caused bg leakage from motor cooler, Cooler repaired k 
returned to «vc. 

PARKER, H.D, Duke Power Co 79/04/13 Ip 


7909020327 Forwarila LER 79-010/03L-0. 

7909020087 IE Inap Rapt* 90-269/79-03.50-870/79-03 6 30-287/79-03 o(V PARKER. W-D. Duka Power Co. 79/04/27. IP. 

790209-06, NSneoap Hence notediare** of testing/malnk k 
deitcilen elda. Detail* withheld Iref 10CFR8. 7901. 
rofllN.W, J. R*glon 8. Atlanta. Office of thi Dlrectur 
OILUESPie. F. P. Regions. Atlanta, Safeguard* Branch 79/03/06 
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‘ 7 V 090 »iOD''lO nil 7V*'Oi O/O^jC'-O an 79031S ft* 2S rodundatit htQh 
itfaltr |>uaip A I iit>pai*4fa La uhlia putnp B wa# aut of svc to 
r*p*l«' loflliap* ft«fn pc/mp motor cooler Ueat lourca reoatred t 
replacvmont coolorv ord«r«<l 
UWI'IcW H Oufco PoMor Co 79/04/27 3pp 


/'/OStSfOKJ.'l J'oruiardi LUH 79-Ot9/03L-0 
PAIWIfl.U tl Du Vo Holuot Co 79/03/18 Ip 


»VO P Operating licent* tVagt 4 «cv.a>nti V correte'-je- t 


7903110129 Agrs»% to Clot* tlocV v*lv« «C'<% v'UJ 

thloVneet analgsei tor olectronatic rolte* •elv* o:-»» 
received Houevcr. vel vi ul 1 l be opened for ree^tjr 
tranelenti 

THIE8. A C Duke Pover Co 73/10/03 2pp 


— /■/()■)»’ 10 loll urn 79 - 012 / 035.-0 on 790419 during psrfornianca teet<RB eprag 
pump in declorud iiioporablo Caueod bg luator leakage through 
pipe Ihiaade tin ehurt vent line oh pump caeing Vent line 
replacod h> nlhiii- nil aprag pumps Ihepocled 
linlli.lt II Oi/k* Pouar Co 79 / 05/10 3 pp 


/yOSiflOlOl fniwarde l-t II 79 - 013 /OlT ~0 
PAIlHI III If (1 1 )uk« Pouer Co 79 / 03/21 tp 


7903230014 Forafarde A^nende 69.49 6 66 toi_lct''t»e^rH 

DPR- 39 . reePectivclv.EIA 6 notice of leiuerce 4 e . a 1 1 a*) 1 1 i * 4 
RElDrR H Operating neactori Branch 4 'S “ 1 a 


— 7909250018 Amend* 69.69 6 A6 to Lttente* CFS-30 C'-*-*’ 1 Lra-'s 
reepectl velg. uhlch revltee CTS bg daletirg a^.atic 
lurveillanca progran 6 tpecitl ttudy prpgrart 
HEJ8.1? W Operating Reactor* Branch 4 Her 


- /V()3.l')(>4l>ll tin /9'-Oia/01 T-0 on /y0307 quadrant pouer tilt eiceeded 
tieadg elate limit u/o nucloar evarpouier trip setpoint 
beliifl reduced Cautad by difference in core inlet temp uhlch 
utturi eil a* r««ult of londltlon* required for feedwater test 
liuni.ll n l)uk» I'ouier Ce 79 / 03/21 3 pp 


/‘((IldOlM J'l I orward* l-i 11 79 - 014 /OlT-O 
('A(l|<nip U (I IluVo nouiar Co 79 / 03/31 Ip 


.-m't/ 304 “f 7 I 1 H 79 ' OlA/(llf -0 on 790307 nuclear In* tromun tat 1 on pouei 
ind Ice 1 1 one !**• Ilian thermel power level* Cauiod bg change* 
in tol« chaiactai telle* uhlch accompany change* in power 
lev * 1 • 

nmtl.tl R lluko I’OMar Co 79 / 03/21 3 pp 


DOIKI I 30 -a/t> llCUNtl NVfCltAR ttTATIQN. UNIT 2 
f lleciirltg. medical, amorgoneg «< fire 


•/VOUVOOTO DUrue.d* TWaiT *ifbmU»lon of .ocuritg plan for storage of 
leant fuel «. /VOaiA lelcon r« roqir iremont for sscuvltg plan 
med. inmal plan t* lutij to withholding from publ 1 cf record 

fV0( Hi ReeveU Branch 79/03/^*? ip 


/V04M02(I1 Knwa.d* omdrg.ncg procedure “Lop* ef Reactor 

^"eulanl." ConlalriHiB liietrucl Ion* for operator ectioiv -for 

I’AMPIH.If. 0 lliiko Rower Co 79/03/09 29pp 


--7909230021 ElA tupportlng Anend* 69.69 4 66 ta UiCf-iii C.=w 'm * * 

DPR-55. respectively 

e Dperatiog Reactor* Branch 4 79/03/C2 4;p 


7909190135 Respond* to R Mattion 6 0 Ro»» tcr'irni'j .al.e r» 
natural circulation tt«t on BtU reactor 

TEDESCO.RL Attlttent Director for Plant !rj*l»a» 79 .4- ,3 4p, 


7909080130 Respond* tp 790329 lutmittal r* r<diptr]ic4l tffl.e-i f*'" 
Spec, uhlch omitted tolld radwaite proce** ccnt-ol pfajren 
Request* omitted portion 

REIOrR W Operating Reactori Branch 4 ;9/C4'ia Ifp 


7908010321 Forward* documentatipn. d»m« info 4 prtj<?t*J 
iipplementatipn ichedule* re emerjency fefdvater •** i< 
committed in NRC 790425 meeting 
PARKER. U 0 Duke Power Co 79/04/95 4pp 


7905010350 Forward* addl info re Ofc of l/jcjefr Ppctir P'ej-leti 
statu* rept Request* eddl dialogue w/NRC re control is* 

UEE.M 6 Duke Power Co 79/04/25 Ip 


7903030371 inform* that util ha* conducted r»vj*v of pJaPf e»*ljn 6 
operation, including goal of improving reltahiltt* of rc.r<r»i 
feedwater *q» «< added assurance of eoerjeneg f»edvel«r 
supp Ig to steam generator* Design adequate 
OMEN. Vi H Duke Power Co 79/04/25 2pp 


7905040047 Correct* error 
facility mod* should be 
PARKER. W O Duke power 


in 790419 Itr to twe Reporte« pened 
Oan-D»L 1979 
Co 79/04/25 Ip 


of 


i( Oinera i cor r • ♦pond’onc o 

mnJVn-H c«reft*l review of staff rept before ordering shutdown 

mi(>d02tJ4 ICtpr**... !::ir'^79/S45V‘“lp 

liPihPimii.M W Af fill* I Ion Ociknown 79 / 04/^8 p 

J Iiuurenco ft Indemtilly inf oroiat Ion 

i .. 1 1 * 6 1 1 1 to limit to p 36 . 000.000 for 
mso/oaiia Conflrini ‘"'^l**** ^*q7;i9?3Q.81.9a.83.S4,93.36. 

poUcle * Mf'-a2. 26. 29, ao, av. 44. 40 47 49 3^, 

57.511. fcO,Mi<i4.ft6. &7,60i*9. /o< /»' 

00.90.91.92.93.94.93 ^ , Liability Underwriters 79/03/01 

noilfF^tOf IJ H rtljiu*! Atomic Conrag 

tp 

..oano.'jo F..rw.r.. ^(lUon 

?SJ“ 

. Amend 8 to Indemnity Agreement 

7903310340 ''«’''-*;;f*.^'’5^S9irrP4«nt W/copy of 
fl-<4 in r**f<»0«« /90316 rsH'- 


7903240982 Respond* to 790320 Itr 

intrri 'S^'ilttiq-L^C.^rrn^Ch 4 79 / 04/26 2 pp 


policy ft legally „ 

UE£« W S Dilk« POW*T Co 79#OA*2 f 

r#guf*t for irtfo t« 

7MK,«3J2 .«* n.> 

7905Q00433 Joel*v^,ntt laUan''Vg.. * 

Duke PawarCo 79/05/01 llPP 

.. Reec*. delatire Terp Sp»c 

7905080566 P;;“jr?*qolrid 

?ARKE“R^i '0 “o^k. 

< .Kod at 790501 aieeting Ferwarf* a«41 

7905080388 ’n%f <*?«<*« 

info ra propoied install t ion ,„b*ittal» 

Ali'i «- 

»f 7*1001 .reposal t, 4il*te 5l.cs 

7905240466 Docunant* ,«tvalHaPs« .regram* 

ye teodoh. anchorage « 
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7‘?O914O10‘? In teiponse to NRC 
Bpic r* plant »otlil raduapte 
PARKERpW 0 l>U'l'e power Co 


TRO+IB FB^uestp forward* 
procefp control program 
79/09/07 5pp 


propove 


li 


Tech 


7905010177 Porwariia IE Info Notice 79-06, "Strea* Analmlt of 
Bafetp-So lated Piping " 

D'REILLV, J P Region 2, Atlanta, 

79/03/23 2pp 


Office of the Director 


7909240231 Forwari* itatui on imp rovernen t « to emergency feedwater »yt. 
per HD Parte r 790429 Itr 6 hS Lee 790426 Iti 
PARKER, H 0 Duke Power Co 79/03/07 lOOpp 


7905030307 Forward* IE Into Notice 79-07. “Rupture of Raduatt* 
O'REILUY. JP Region 2, Atlanta, Office of the Director 
79/03/26 2pp 


7905150317 Clarifies 790907 coaveraation 
w/reraeking of spent fuel pool 
PARKER, H 0 Duke Power Co 79/09/0S 


re ALARA pragram aasoclated 
2pp 


7909140365 List* drawings ueed for installation of automatic starting 
of interconnected emergency feedwater ays. which were aenk 
to NRC on 790503 

PARKER, w o Duke Power Co 79/05/09 Ip 


7903140268 Forwards "Emergency Feedwater BysiSya Concept & Anaiyala 
Pump installation to be complete by 790629 Oversiied drawing 
In Central Fj let 

PARKER, M 0 Duke Power Co 79/09/10 9pP 


7903U0369 ForoiarOa "B6W 177 Fuel AaSembly Owners Oroup Asymmetric UOCA 
Loads Evaluation Program, Phase 2," dtd 790410 Supersedes 
program provided on 790111 
PARKER, if 0 Duke Power Co 79/05/10 Ip 


— 7909160390 "D6H 177 Fuel Assembly Owners Group Asymmetric LOCA Loads 
EvaluatlDHe Program, Phase 2 “ 

* Duke Power Co 79/04/10 9pp 


7909230273 Discusses B6il rept, “Record* Investigation Rogt (laletsl <> 
Off-Chemistry Weld* in Matl surveillance Specimens 6 
Reigonse to IE Bulletins 70-12 V 78-12A-8upp I , " rapt 
accurately represents data for reactor pressure vosiols 
PARKER I W O Duke Power Co 79/03/37 Ip 


7905010090 Forwards IE Info Notice 79-09, " In t arconnec 1 1 on of 
Contaminated Sys w/Sve Air Sys Used a* Source of Droathlng 
Mt 

O'REILLV.JP Raglon2, Atlanta, Office of the Dlraclor 
79/03/20 SpF 

7903010390 Forwards IE Info Notice 79~09, “Spill of Rad toac k Iw# ly 
Contamd dated Resin " 

O'REILLY, J P Hagioh 2, Atlanta, Office of the Dime lor 
79/03/30 app 


7909230279 Reiponds to IE Bulletin 79-02 re longitudinal uivld feredi 
Ho ASME aA“3ia, Type 304 piping or any other welding ui/o 
filler metal piping mfg by Youngstown Ueldlny is lit use oi 
planned for use, 

PARKER, U 0 Duke Power Co 79/04/04 Ip 


7905220270 Submits reguest for relief froni requirement Of ASME 
Bolter 4, Pressure Vessel Code, Section ll.re imprac t leal i ty 
of doing hydrostatic test on emergency feedwater header due 
to sscesslve leakage through boundary isolation valves 
PARKER, M 0 Duke Power Co 79/05/lt 7pp 


7905220235 Forwards ’'Steam Generator Oporatlng History 
PARKER, U 0 Duke Power Co 79/09/14 ip 


7905100298 Forwards responses to IE DulletltiS 79-03 6 79-0'iA. "Wjclli 
incident at Till " 

PARKER, W 0 Duke Poi/er Co 79/04/10 21pp 


7905020040 Ack receipt of 790326 Itr informing NRC of step* laker. Is 
correct violations noted In 16 Insp Repts 90-269/79-0 1, 

50-370/79-03 6 90-207/79-03 

KEHNA, W S Region 8, Atlanta, Safeguards Branch 79/04/12 1| 


— 7905220239 “Steam Generator Operating History 
e Duke Power Co 79/09/1,4 30pp 


7909230543 Forwards revised sys concept 6 analysis re addition of two 
motor-'drlveo emergency feedwater pumps Supersedes 790910 
submittal H/oversited drawing 
PARKER, H 0 Duke Power Co, 79/05/17 lOpp 


7909240479 Responds to IE Bulletin 79-09B re THI Incident Forwards 
proposed amend to Tech Specs, chang ing setpoints of 
prsssurtier electromagnetic relief valve U reactor coolant 
sys high pressure trip 

PARKER, tl □ Duke Power Co 79/0S/2t Itpp 


79D534047B Forwards design description for safety grade anticipatory 
reactor trip on turbine trip or lass of main feedwater Mods 
will be installed for each refueling outage fpllouing NRC 
approval 

PARKER, H 0 Duke power Co 79/05/21 9p|] 


790930020B Forwards summary of EDS Nuclear, Inc rosolut 1 on/documenta 1 1 on 
of albow flesibllfty erroi which etlstad in versions of 
PI80L piping analysis computer program from 3an~Dct 1969 
Review 1r reanalysls Included all work through Dec 1970 
PORTER, FU EDS Nuclear, Inc 79/05/81 9pp 


— 790S300S63 Forwards EDS Nuclear, Inc list of DNRs 6 piping sys which 
could have been impacted by deficient computer program 
CE has no record of reanolysis for Cooper piping sye 
STEPHENS, P W Oaneral Electric Co .Nuclear Energy Products Dtv 
79/0V/24 IBpp 


7909310211 Forwards prPpotad Tech Spacs revision re limiting condition* 
fbr operation 4, surveillance requirements 
PARKER, Id 0 Duke Power Co 79/09/SS, Spp 


Si IE Bulletins 6 corresoondance 


— 7908020064 Responds to NRC 790306 Itr re violations note ,1 in IF In 
Repts 50-267/79-03,50-279/79-03 (< 30-207/79-03 Corrective 
actions withheld (ref 10CFR8. 7901 
PARKER, U 0 Duke Power Co 79/03/26 Ip 


— 7903080070 Forwards IE Insp Repts 90-269/79-03. 90-270/ /■/ 0 1 b 
90-207/79-03 on 790209-06 Notice of Violatlbn wllblield 
Iraf 10CFR2 790) 

KENNA, W B Region 2, Atlanta, Safeguards Dranrh /-//lil/Ch 

2pp 


— 79050200B7 IE Insp Repts 90-269/79-03, 50-270/79-03 b« 90 Jll/Z/V-CJ 
79020 5-06 Noncomp 1 i ance noted areas of tea t ing/main t 4- 
detection aids Details withheld <ref lOCTRS 790) 

TaBINiU J Region 2, Atlanta, Office of the Olractor 
OtLLErSFIEi F P Region 2, Atlanta, Safeguards nraneb 79/3) 

Ip 


7?a3tOOD46 Responds to IE Bulletin 79-09A, Items 7,0,10 4, 91 re Tn| 
incident All manual valves which ceuld defeat or compromise 
flow are locked open 

FrtRhER.H.O Duke Power Co 79/04/13 Qpp 


7909040176 Forwards IE Bulletin 79-06fl, “Review of Operational Frr* 
Sys Hlsallgnments Identified During TMI Incident," 

O'REILLY, J P Region 8, Atlanta, Office of tite Olrscltit 
79/04/14 Ip 


7905040263 Forwards IE Bulletin 79-07, “Seismic Stress Anaiysl* of 
Safety-Related Piping " Licensee action requlrsd 
O^REILLY, JP Regions, Atlanta, Office of the Director 
79/04/14 2pp 


7905040381 Forwards IE BuUstln 79-00, “Event* Relevant to Uolltri 
Water Power Reactors Identified During TMI Incident " 

O'REILLY, d P Region 2, Atlanta, Office of the Dlrectuc 
79/04/14 Ip 


7905030160 Forwards IE Bulletin 79-09, "Failurs* of <JE Tiype W4 
Circuit Breaker in Sifity-Retatod By*," Licenie* action 
required. 

a 'REILLY, J P Regions, Atlanta, Office of the Director 
79/04/17 2pp 


7905020429 Forward* IE Bulletin 79-06A, Revl* ion 1, "Revle*, 
Operational Errors 5 8yi Hlial ignment* Identified During int 
incident “ 

O'REILLV.JP, Regions, Atlanta, Office of the Director 
79/04/18 2pp 
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7’fO'JS*<3^93 naspDtid* to in Bulletin 77-03< Item 3.rB TMI incident Hepctor 
protective »v» hlflh KC8 prceiure eetpalnt louered to not 
pi'eater tKnn «2< 300 (lelff Pt's a a</ri /ar pouer opei<atad relief 
va lv« rolaad fittanino 1 Ig to 2< 430 p»ig 
f*ARKC«. Wa Oule Power Co 7<?/04/3l Ip 


7903340303 Forujorde reaponaa to IP Bulletin 7<?~07 re computer program 
uead for piping onolgeis Algobrnlc lumniatlan msthode uiere 
pot ueod In piping puialveia 
PAtWr.R.M a lliito Power Cq 79 / 04 / 24 . 2 pp 


yVOSl 1 0P64 Forwnrdi 790308 roaporiao to i£ Bulletin 79~05ni Items l<Si4 
(< 6i ra Tdl Inc Idortt 

PAKlitfli W 0 Iluao PoAoev Co 79/03/03 Ip 


' -7V031 1 OllMl Boeponde to I£ llulletln 79-OSB» 1 tents 1.2.4 t/ 6 Smerooneg 
prucodui'oa for loss of roactor coolant flout, ateam supply ««s 
ruptui B. uncontrollable floodlna of turbine bldg t< loss of 
normal MHI tnokoop or latdown have boon revised 
iWJKCf/i W 0 Ditto Power Co 79/05/05 fepp 


7903J00341 rorwarila htaorvlcs Insp program 
PAHBCif. M O Otiba Power Co, 79/05/13 Ip 


• -7903'100fl30 tnservlce Ittip progiam 
* Duka Power Co 79/08/13 73pp 


J Insuranca & Indamnitg infore>etlan 


7903310241 Forward* GA Carlson Itr r* Pr Ic e*Aniar»C't Act ratr o»p*t » > v* 
Insurance pramiunts 

BRUE. N 1. Oraan Hountain Power Corp 7Q/C9/15 3sp 


7903070497 Confirms increased liability limit to Sl24,{>.;o 3C7 for 
policies NF-1. 25. 43. 7ive3. 100. ill, 140. 14*. l3i, 161 1*4 i70 
I73< 174. 178, 179. 180. 102, 109. 18*, 107, ISO. Ib9. 192 193, 194. 195 
|97, 198.200. 201, 204, 20*. 207. 300. 210. 212-214. 213. 6 other’* 
QUATTROCWHI, J American Nuclear Insurers 79/03/01 Ip 


7905070302 Confirms Increase In Uablllty Unit to 43* COO CIjO fer 
poUcltt MF-22, 26, 29, 38, 39, 44. 4*. 47. 49 30.51. 92 53,94 93 S* 

57. 5B, 60. *1. *4. 66, *7,*g. A9. 70. 71, 72, 74. 76, 77. 70 79, 03, Di 07, 
89,90.91,92.93,94.93 * 9* 

nUBERTS-D M Mutual Atomic Energy Liability UTdervriters 79/09/01 
ip 


79081*0215 Forwards Amend 9 to Indemnity Agreement 0-49. per 10CFBIA3 
changes, re liability insorance increase from *140 millien to 
*160 mi 11 Ion. effective 790901 Supporting docuoanta 1 1 on end 
8ALTZHAN, sf Antitrust i Indemnity Croup 79/09/01 5pp 


79031303*1 Forwards Amend 9 to Indemnity Agrr»n«nt B-49 ra jnerease in 
liability Insurance effective 790301 

CAREY. U M Veimont Yankee Nuclear Power Corp 79/05/11 J7P 


I‘icia22m3t Forioard* doscrlpllon of post-Thi operator training, per 
7//03J9 (iiacusatona b. IC Oulletln 79-03. 79~03A b 0 Operating 
shlfls have knowledge to operate reactors In an 


moite* 

PARUCrt. U (1 


Duka Pnuar Co 79/09/1* 4pp 


R Pa, iddic (ipofatiiig ••?«*'=»*• 

/'/0'12ii035(l rorward* montwly oporatlng ropt for Apr 1979 
Cl tiwlf* PouJ-tr Cq 79/’09/13 ip 

— /9D9aao:ift3 Mouth ly operating 

fti'AVIl)*.) A DUV* i*O0>BT Cb 79/03/13 lapp 

tt tt.poTfVVd ucLUtrmuc.s. l ERe b 


790802012/ Forward* l.tfl 7V-010/03L-0 
PAUVLW.M O link* Power Co 79/04/27 


IP 


— ..OWOMO '■'-"'O'”*--" ?" ''S’."-” 

rep laromanl cooler* ordereil 3 

fl H Onko •’owOF /9/04/2/ 3pp 

'■“wSr* r“.rc'r';?,oS,.. .. 

--79O813054U LEW ^ 

ares 4 ur|to>' seetpio valv ^ ^ h.. nithar toraua limit 


P Operating license stage documents b correspondence 

7903080239 Responds to 770429 Ur requesting ©-month delay m 
Implementing 10CFS50 55 requirements Review continuing 
OnlMES. B K Assistant Director for Engineers b Projects 

79/04/11 2pp 

7903090423 Supplements 790404 Itr rt environ qualification o* Class lE 
eaulpment Limit switches will be replaced u/fultche» 

4*llf‘«'* fo'" t-OC'*' ■"Vlroo Conclusion m 790404 Ur remain* 

MOODY, 0 e Vermont Yankee Nuclear Power Corp 79/04/24 If 

7903390039 Responds to 790413 request re QA program Suggests revision 
number of VQOAP-l-A not be designated 

HEIDER.L H Yankee Atomic Electric Co 79/04/24 Ip 
790SO7O349 Forwards Revision f. b Amen* i ^ Revision * of operational 

OA program, as requested in 790410 Itr ^ ^ 

OROCE, R H Yankee Atomic Electrlt Co 

Ktrs w!.... f.-. "V "» 
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Q Intpoctlon reportii IE Bulletin* ii correfsondanee 


7'?OSI 10390 Forwards IE In«p Rept 30 - 271 /'79-04 on 790213-lt g< 21-32 
No noncdnip 1 Idrtc e noted 

D HUMMER I E J R<$ion l> PIi 1 bade lpMa< Reactor Operation* Nuclear 

Support Branch 79/03/30 3 pp 


—790SI 10394 IE In«p Rept 30-371/79-04 on 770313-16 t 21-33 No 
nancompl lane * noted Major area* Inspected plant operatisnsf 
orpanl rat ion Sc adml n(i trat ioni on* i t a review c pmmi tteei LERs 
S< 1 Iceneee" ac t £pti on previous Ftndirijs 

STEFKA, T F i FOLEVi T Refflon Ip Pfi i 1 ade Iph 1 ap Office of the 

Director MCOASErEC Region 1. Ph 1 lade Iph lap Reactor 

Operation* Nuclear Support Branch 79/03/19 14pp 


/yOSOtOISO Forwards. IE Info Notice 79“06p ''Stress Analgsi* of 
Safetig-Related Piping " 

ORIERi B H Region Ip Phi lad e 1 p h iai Office of the Director 
79/03/33 Ip 


7903010073 Forwards IE Info Notice 79-Oap. “Interconnection of 
Contaminated By* u/Svc Air 3g* Used a* Source of Breathing 
Air " 

CRIER.B H Region I. Ph I ladelph lap Office of the Director 
79/03/28 ip 


7703010336 Forward* IE Info Notice 79''0?p "Spill of Rad loactl ve Ig 
Contaminated Reiln “ 

on lERp 0 H Region 1 p. Phlladelphldp Office pi^f the Director 

79/03/30 ip 


7703070693 Respond* to IE Bulletin 79-03 re Welding defects No further 
action raptulred since seapit weld insp repgulriinent Is ASHE 
[II Only plants Fabricated under those rules are affected 
MOODYp P E Vermont Vankeo Nuclear Power Corp 77/03/30 Ip 


7705020113 Foriiiards IE Bulletin 77-06> '‘Review of Operational Errors 6 
Bijs Hi*aHgnnent* Identified During THI Incident " 

ORIERpB H Region !■ Philadelphia! Office of the Director 
79/04/U ip 


7703030308 Forward* IE Bulletin 79-07 p “Seismic Stress Analysis of 
Safatg-Related Piping “ Licensee action required 
ORIERiB H Region !■ Phi lade Iph lap Office of the Director 
79/04/14 tp 


7703040111 Forward* IE Bulletin 79-0'6B! "Review of Operational Errors 6 
9gs His a 1 ignntents Identified coring THI incident “ 

QRIERiB H Region tp Philadelphia! Office of the Director 
79/04/14 Ip 


7903040297 Forwards IE Bulletin 77-OBp "Events Relevant to Boiling 
Hater Power Reactor* Identified During THI Incident '' 

Licensee action required 

ORIERi D H Region i, Ph 1 lade Iph lap Office of the Directdr 
79/04/14 Ip 


7903030111 Forwards IE Bulletin 79-07, “FaL lures of OE Tgpe AK-3 
Circuit Breaker in Safe tiJ-Rela ted Sg* " Licensee action 
required 

ORIEApB- H Region tr Ph I lad elph la. Office of the Director 
79/04/17 Ip 


7909O3O338 Forwards I£ Bulletin 79-06 Ap H evi si on I, “Review of 
Operatlonel Errors 6 87 * Misalignment* Identified During TMI 
Incident “ 

DRIER, B.H Region l, Philadelphia, Office of the Director 
79/04/10 Ip 


7903010500 Submits second request for *ie month delagp until 800130, far 
Implementation of pump valve testing portion of updated 
Ifiservici tnsp program 

VAHDNQUROH, D E l/eronont Yankee Nuclear Power Carp 79/04/23 2 pp 


7903010306 Foruards Class HI license apnend fee for Instrvlce inep 
change* to Tech Specs Believe* fee schedule Is illegal 
Submit* Fee under protest u/o waiving right to contest fee 
va 1 1 d Iti; 

GRACE, R.H Vermo-nt Yankee Nuclear Power Corp 79/04/23 3pp 


79Q50704S3 Forwards proposed "tnservice Insp Programi " w/l 6 eg* flow 
drautngs 

ORQCEtR H Vermont Yankee Nuclear Power Corp 79/04/30 2pp 


—7903070462 “Inservlce Insp Program," eeam schedule 4t su* flow drauing* 
FLONHAY.U . OillROlR. D C. > MOODY. T. E. Vermont Yankae Nuclear Power 
Corp 79/04/30 SBOpp 


79032900BS Submits addl Info to 790427 reiponse to IE Bulletin 79-07 re 
•elimte atret* analgse* of eafetq-relakid piping 
OROCEiR. M. Vermont Yankee Nuclear Power Corp 79/05/04, 2pp 


R Periodic operating report* & related correspondence 


79050104BO Forwards “Ecological Studies of CT River, Vernon, VT, " Rs|i 
VI tl. 1973 

VANDENBUROH, D Vermont Yanke* Nuclear Power Corp 79/04/23 1 | 


— 7903010462 "Ecological Studies of CT River. Vernon. VT, Rept Vtll.IlT 
* Vermont Yankee Nuclear Power Corp 79/04/2S IBSpp 


7903070386 Forwards “Mgdr othermal fc Biological Studles«CT River, /*r»|, 
VT, Phase V," Oct 1977-Mag 197B 

HABX, 0 J Vermont Yankee Nuclear Power Corp, 79/03/01 Ip 


790S070592 “Hgdr dth erma I t. Biological Studles.CT River, Vernon, VT, Phan 
V," Oct i977-Mag 1973 

» Vermont Yankee Nuclear Power Corp 79/03/31 lOOpp 


790S15D341 Forward* manthly operating rept for Apr 1979 

MOODY, 0 E Vermont Yankee Nuclear Power Corp 79/03/12 Ip 


— 7905150343 Monthly dperatinj rept for Apr 1979 

SJOGREN, H M Vermont Yankee Nuclser Power Corp 79/05/12 dft 


B Reportable occurrences, LERi M related correspondence 


79090B0SS2 Forwards LER 79-011/03L-0 

CONWAY. W F Vermont Yankee Nuclear Power Corp 79/03/03 Ip 


— 790S080333 LER 79-01I/03L-0 on 790403 *prlng plate of actuator vai 
binding on guide staff* Caused by rough surface an guide 
shafts Surface smoothed (1 verified operable 

CONWAY, W F Vermont Yankee Nuclear Power Corp 79/09/03 Jpp 


7903290037 Forward* LER 79-00t/O3L-t 

CONWAY, W F Vermont Yankee Nuclear Power Corp 79/03/23 ip 

—7903290040 LEfl 79-001 /03L- 1 on 790110 through wail leak near reitier 
water cleanup sgs suction piping noted. Caused by crackt In 
weld neck due to intergranular stress corrosion Repairs 
made U sys returned to sve 

CONWAY, W F Vermont Yankee Nuclear Power Corp 79/05/23 Jjp 


DOCKET 30-272 SALEM NUCLEAR OENERATINO STATION, UNIT I 


E NRC Safety Evaluation Report ( 8 ER), supple ti coprespondance 


7903250137 Farwartf* SER «i EIA, W/o end 
SMITH, BH Branch 2 79/03/29 Ip 


9 Adjudicatory correspondenct 


79D31703DO Forwards resolution of storage of spent fuel in lower 
A'llouays Creek Tounsh I p, NJ, 

HCO 8 NGVGN 1 J A Pannsvllle, NJ 79/03/06 Ip 


—7905170302 Resolution opposing Incrsase In spent fuel storage ctpscll* 
at plant in Lower Allouays Creek Township, NJ 
SPARKS, D H , MCDONOUGHiJA Pennsvllle, NJ 79/03/01 2pp 


7905230633 Answer of Intarvenor Township of Lower Alloways Creel, ffJ 
seeking denial of licensee motion for summery disposition. 
Statement of matl fac ts, affidavit It Certificate of Sve ancl 
VALOREi C Lower Allouays Creek, NJ 79/03/12 9pp 


7905230471 Forwards Amend 42 to FSAR, per 790313 prehearing coiifersnct 
request 

FRILINO.R. Public Service Electric 1, Das Co of New Jersey 
79/03/26 Ip 


7903230649 Discusses actions taken at 790313 prehearing confarencs 
Possible settlement 5< consolidation of contentions, 
identification of witnesses I, denial of motion to 
consolidate conferences d Iscussed, Hearing schedule set. 

MILKOLLINpO L Atomic Safety and Licensing Board Panel 79/03/29 
Spp 


7905130180 Response in support of licensee's motion for summary 
disposition Farwards response to licensee's statement of 
fact* Forwards licensee's memo in support of its motion 
for summary disposition 

SHITHrB H r HQORE.J E Branch 2 79/03/30 ip. 


—7903130187 Rtspond* to licensis's statement of matl facts, no genuine 
issue to be heard 

£HlTHiB H , HOORE, J E, Branch 2 79/03/30, i4pp. 
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"7708190173 Roiponds to licensee'* memo In support o# Its 770337 motion 
for sumnorv disposition Affidavits of JR UeettsiJM Danohaui 
TO Cortst'iAL TooLston ft 00 Zoch end 
6l1ITH'>n H • HODREiT F Rronch 3 77/03/30 44pp 


— •77081S019& ‘'Corrosion of Matl* In Spent Fuel storage Pools " 
UCEKB> J H Brookhavon National Laboratoru EY“76“C“-02*-0016 
0Hl.-NURCO~23O3t 7//07/31 20pp 


--7709190301 "Corrosion Con* 1 dorat ion* in Us* of Boron in Spent Fuel 
Storage Pool Rack* " 

UEFKSi J, It Drookhaven National Laboratoig FIN A-3106 
nNL-MUnG0-a33B2 70/12/31 36pp 


7709330034 Outline of proposed crosi-e ia"il oat i an ji *«id* • ijS-viltel 

bv KRC 

VAUape, c Lower Alloiiiagi Creek ■ UJ 77/04/35 Tjp 


•7705290020 Outline of proposed ci oss-e i amtn at icn ir *<iJir<e si-snittil 
by util Certificate of S/c end 

VALQREiC Lower Allouays Creel. NJ 77/04/25 4p; 


7703330340 Retains Contention 1 t dismisses Conteiitian 3 of inlet-. »ra- 
Tounship of Lower Alloways Creel.NJ Retains Cortenticns 1 L 
6 but dismisses Contention 7 f. 13 of inter. eror Csiersn 
U/dlssentlng opinion of L Kornblith 

MILHOLLIN, G L . KORNBLITH. L Atonic Safety and Licensirij Paa'd 
Panel 77/04/30 36pp 


7709290102 Informs Ibat listed documents bave been requested from 
persons tnaklng limited appoarances at special prehearing 
conferetico RaqueBts that Legal Oiv make appropriate 

response 

MILIKlLLINiO I Atomic Oafoty and Licensing Board Panel 77/03/30 
Ip 


7909030020 NRC response to 790329 order folloulng prehearing 
confereni:* Intends to Intruduca Into evidence SER EIA 
re mod of spent fuel pool Supporting documentation & 
Certificate of Ovc end 

BNlTlii 0 II Oronch 2 77/04/02 27pp 


7709220030 Foiuiardo Figure 9 7-2» fuel handling area Drawing Is to be 
attached to FQAR section fllsd on 790402 as part of NRC 
response to 790329 order following prehearing conforonca 
MOORE. J C Draoch 2 77/04/03 2pp 


7903110409 Submit* testimony re Contention 1 Licensee gave Inadequate 
consideration to alternatives to espansion of onsite spent 
fuel storage Cerllficate of Bve «. professional 
qualification* olid 

LUC1IAK.Q Affiliation Onknouin 79/04/10 12pp 


7909290239 Testlmong of O Luchak Licenioo has given 
consideration to altornatlvei to onsite eipansion 
storage capacltg Certificate of Bve b professions 
qualifications oriel 

CUCHAR.O lower Allouays Creek. NJ 79/04/10 


inadequate 
of fuel 

1 

t2pp 


H Oeneral correspondence 


7709070450 Ack receipt of 790216 rasolvtien opposing storagt sf Mgi 
level radioactive wastes in township Qbgections should be 
made at ASLB hearing Expansion of storage pools it unlikely 
No independent facilities are planned 

DENTON. H R Office of Nuclear Reactor Regulation 77/03/27 5 jP 


7909140291 Responds to 790313 Itr re resolution adoptel on 770216 by 
Township of Louei Alloways Creek. NJ Resolution opposes 
storage of high level wastes Forwards MPC response 
0Q5S1CK.L V Office of the Eiecuti/e Director foi Ojeralkons 
79/04/11 Ip 


7909070331 Notifies of change of address for DO Br i nd erb* jgh 6 BB 
Hubbard to 1723 Hamilton Ave. Suite K. San Jose.CA 75125 
COOPER. K F tIHB Technical Associates 79/04/25 Ip 


I Financial information 


7903070647 Forward* "Annual Financial Ropt. 1970" for Public S.c 
Electric b Gas Co. Atlantic City Electric Co.Delmar.a Power V 
Light Co b Philadelphia Electric Co 

FRYLINO.R Public Service Electric ti Gas Co of New Jersey 
77/04/30 I63pp 

J Insurance b indemnity information 


7'f09240707 Furiunrd* proposed direct testimony of RM Crockett, wl tnes* 
for Caleman* Goldman* join objection of Township of Lower 
Alloways Crook. HJ to prehearing conference directive re 
cro**“*»aminatlon Cartlflcat* of 8vc oncl 
VANMEOa.O C Mow Jersey. State of. 77/04/11 13PP 


7903070477 Confirms increased liability 

Bolicies NF-1.35. 43,76.03. 100. 111. 140. 146. 151. 161. 164. 170. 
173, 174. 178. 179, 100. 102. 185, 106. 187. 100, 189. 192. 193. 194. 195 
197 ! 190. 200. 201. 204, 206, 207. 208. 210. 212. 214. 215' 

I Afn-*sif-.an MiirleAP Insurers 79/05/01 Ip 


7909230923 Foruarile application by Township of Lower Alloways Creek, NJ 
for etay of 790327 prehearing conference order re 
cr ass*’ e lamina 1 1 on 

yALQRE. C Valore. C 79/04/12. Ip 

— 7709330932 Application by Township of Lower **‘°'*’*^* 

of 790327 prehearing conference order re cross-osamlnatlon 
Supporting documentation It Certificate of Bve oncl 
VALORE, C 


Valore. C. 79/04/12 klpp 


790ai3OUOl Forward* form conference call 

VALORE. C Valor*. C 79/04/16 3pp 



error in computer c-ode*. effect or 

... u........ ..... 

3pp 


end 
BHITH.Il. H 


Branch 2. 79/04/23. 7pp 


7903100672 Pretrial i*oi***i*mln**l"*' shall 

-j?-:'. si;:.. ... ......... ..... 

app 

;^?TlK;i:«‘V*‘SSn:!:^.-SUr..'Corb.r 79/04/24 IP 

7909240,84 SutUn. -f 

ABLQ 790902 haarlng. Reserve* rigns of 8vc end 

irSyrvs.ssivr‘s.r:::.r‘::i;;‘.' ... 


7905070982 Confirms increase in * *^*' ‘ ' ^ "J 

« > a tjc oA 00 Tfli *19* 44* 46* 47f 49* 50* 51* 32* 53/ 54 55* So* 

r7;4ii:5.M:S;it:«.S:22: 5J:". ... "•7.' ” "• 

rSVbIo'^M Atomic Energy Liability Underwriter. 79/05/01 

IP 

77/09/22 4pp 

P Operating I lcen.._stage_documents hcorre.pond.nc. 

7909170263 Submit* togU^for *af#goards 

coincident preisurlier pret*ure/ievei lus 


ri^St^zil?FT^'publlI s:;wc:"l.ctrlc h oas Co 
79/09/07 Ip 


of New Jersey 


i;l5n,5 "'r"s.;: ^ 

79/09/07 73pp 
7903820347 



79/09/19 2PP 
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0 Imp***'®'' '•»porti. IE BulUtins «. e orresp onij»r«ce 


7‘fOSOlO>30 Foruard) It IfrfO Notite 79-06. “Stran Analgsl* of 

Saf »ty~ Sat Ifl Flptns 

0RIER< B ^ Rejion I. Phi laa alphla. Offlc* of the Diractor 
79/03/23 IP 


R Periodic operating raporta U related correepondenco 

7905090462 Foriiiarde Map 1979 operating repfc for Industrial uaito 
treatment plant ^ 

StJ&UBAiM J Public Service Electric V Oas Co of Nou Joreog 
79/04/03 2pp 


79050-1006*7 Forwards JE Info Notice 79-00. "Interconnection of 
Content na ted Sge w/Svc Air 5gi Used as Source of Breathing 
Air " 

CfilEB< B Region 1. Philadelphia. Office of the Director 

79 / 03 /Sa IP 


7905010320 Foruarde IE Info Notice 79-09. "Spill of Rad 1 oac 1 1 ve ) g 
Contaninated Rerin ■' 

GRIER. B ff Region 1. Ph I lad e Iph la . Office of the Director 
79/03/30 Ip 


7905290065 Rejgonds to IE Bulletin 79-03 No sa f e tg-ee 1 a ted pipe 
aaaemlille* from Vouiigstouin Ueldlng U Engineering Co are 

uted 

SCHHEIDER.F W Public Service Electric ii Oas Co of New Jereeg 
79/04/04 2pp 


7905020095 Fori/ardi IE Bulletin 79-06. "'^Reviet/ of Operational Errors 4 
Sgi Ml r a i ignmenba Identified During TMI Incident ” Lfcentee 
actton required 

GRIER, ft H Region 1. Philadelphia. Office of the Director 
79/04/1 I Ip 


7905070133 Act receipt of 790323 Itr Informing NRC of steps baken to 
correct violation* noted in IE Inip Sept 50-272/79-OB 
BRUNNER. E* U Region 1. Philadelphia. -Reactor Operati-ons Nuclear 

Support Branch 79/04/lt Ip 


•7905070140 Rasponda to NRC 790305 Itr re violation noted in IE Insp 
Rapt 50—272/79-00 Cdrrectlve actions operators r e 1 ns true t e d. 
reactor engineering manual revised & surveillance procedures 
rtvl Sed 

SCHNEIDER. F W Public Service Electric % Oas Co of Netii Jersey 
79/03V23 3pp 


79030BO466 Forwards Mar 1979 wastewater treatment ropt for sewage 
treatment plant 

HIDUBA.H J Public Service Electric Si Oas Co of Noui Joreey 
79/04/12 2pp 

7905000489 Forwards ropt of subsurface water diversion St chloride 
analgsis of well water for quarter ending 790331 
MIDURAiH J Public Service Electric 4 Oas Co of Now Jorsog 
79/04/16 3pp 


7905030360 Forwards "Impingement (lonltoring Program Kept 24.'“ for Mar 
1979 

LIBRIlZl.F P Public Service Electric 6 Oas Co of Now Jersey 
79/04/20 73pp 


79050304S1 Forwards Nail Pollution Discharge Elimination Bgi discharge 
monltarlng rsgt for Mar 1979 

MIDUHA.H J Public Service Electric St Oas Co of New Jorsog 
79/04/20 13pp 


7905300417 Forwards "Operating Ropt for Apr 1979 for Industrial Nasi* 
Treatment Plant " 

MIDURA.H J Public Service Electric 6 Oas Co of New Jersey 
79/05/08 Ip 


— 790S300421 "Operating Hept for Apr 1979 for Industrial Waste Tremimer 
Plant " 

MIDURA.H J Public Service Electric St Oai Co of Now Jersey 
79/04/30 Ip 


7903190295 Forwards monthly operating ropt for Apr 1979 
I1IDURA.H J Public Service Electric St Oas Co of Now Jersey 
79/05/09 Ip 


•79050701 4S Forwards IE Insp Ropt 50-272/79-06 on 790213-16 t notice of 
viola 1 1 on 

BRUNNER. E J Region 1, Ph 1 ladelph la. Reactor Operations Nuclear 

Support Branch 79/03/03 2pp 


— 790507014*9 Notice Of violation from Insp on 790313-16 

• Region 1. Philadelphia. Office of the Director 79/03/05 

Ip 


79031S0399 Monthly operating lopt for Apr 1979 
MILLER. L K Public Service Electric V Oas Co of Now Jersey 
79/05/09 13pp 


7905300431 Forwards Apr 1979 wastewater treatment ropt for sewage 
treatment plant 

WDURAiH J Public Service Electric 6 Oat Co of Now Jersey 
79/09/10 2pp 


— 7905O7015B IE Insp Ropt 90-272/79-08 on 79&313-U Noncomp 1 ( ane e noted 
surveillance procedures for determination of anal flur not 
performed as required 

COMTKfR , BLynSEROpM Region if Ph 1 1 4d elpft * Dfftc^ of the 

Director KJSTER#H B Region li Ph 1 1-d de Iph ia i Roaefcor 

Qp»r<tloin Muci«ar St^pport Branch 79/03/02 i2pp 


79093(?03i3 Foru/ardB discharge monitoring roptu for t97*? 

MIDJFiAfH J Public Service Electric L Qae Co of New Jerioii 
79/05/23 I3pp 


8 Repartahlo occiirrencest LERe U related correepondenctf 


79050400 93 Forwards IE Bi/lietin 79-068, "Review of Operational Errors «- 
8ys Hisml ignments Identified During TMI Incident " 

” Region 1. Philadelphia, Office of the Director 
79/04/14 ip 


79050402p Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Water Poucr Reactors Identified During TMt Incident ■' 

CRIER.& H Region I, Philadelphia, Office of the Director 
79/0^/14 Ip 

Bulletin 79-07, "Beismic Etrass Analysis of 
" Llceniee action required 

79 / 04 / 14 ” ip *' Office of t.he Director 

Bulletin 79-09, "Failures 0 # GE Type AK-2 
JlqSlrid*''^*^"' Sgs '■ Licensee action 

79 / 04 / 17 ”“ Ip Philadelphia, Offlc. of the Director 

7905020317 FaTuards IF Bulletin 79-06A, Revision i. "Review of 
mwUgnmints Identified During TMI 

79/04/?b”‘ qp *' Office 0 / the Director 


"ploJna " Pm*' J*" ”S, 1 sml c Stress Analysis gf 

anelvii. o? ® ’■ result, 0 / Mestlnghouse 

piping. coolant loop 1, large fcpre Class I 

79S3?* EUctrlc & Oa. Co of New Jersey. 


7909290070 Confirms 790403 telcon re HO 79-3S/01P W/high pretiiiie fire 
pump out of SVC for planned malnt.ftre suppression water 
header pressure dropped below 139 pstg *. fir# pomp 2 did not 
start at once 

MIDURAiH J Public Service Eieetrle U Oas Co of New Jersey 
79/04/03 Ip 


790S290'495 R0-79.36/01T re apparent design deficiency asioclated 
w/selsmit qualifications for 4 kV vital bus switchgear 
differential relay protection Currently evaluating solution 
involving design change 

79/04/1” 1 **'**’*^' Service Electric U Oas Co of New Jersey 


7903010325 Forwards LER 79-036/011-0 

^ Public Service Electric *, Oas Co of New Jersey 
79/04 / <4 Ip 


U or, /9-od6/oiT-o on 790410’utll notified of design 

<<‘'^e|‘»»»Ual relays not meeting seismic design 
•*‘*** '’0‘ih PPUi Relays uiil I be 

design change implemented 

79/04/24 'app^*’"" Electric «, Oa, Co of Nnw Jersey 


7903230441 Confirms RQ 79-41/OlP on 790423 re missing i.tec tube 
plug. Subsequent investigations have not located missing 
plug plog uiat loit in litam ganarator 12 hot } 9 C 

reactor coolant piping, ^ 

79 / 04/26 Ip”’'*’'*' Electric i, Oas Co. of New Jersey 
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7«j 05041)33O Forward a LEII 79-031 /OSL-O 

L,t0niZ2I(F P Public Sarvlco £lactric Oas Co of Nau Jrrseu 
79/04/2? Ip 


—79050*10341 LEU 79-031 /03U-0 on 790329 100 elavafcion containment 
paraonnel air lock fallad tu pa«« leak rata test Caused by 
■ put Inner door seal snagged b.g some object passing through 
door Dsal replaced 

KAPPLCi A M Public Gorvice Electric b Gas Co of New Jersey 
79/04/27 2pp 


T Hearing transcripts on non-ant i tr us t natters 


790514056B Transcript of 790502 hearing in Salen tU Pp Ji;-Su3 

HlLKOLLINiC L i KOPNBLITHiL • LAHSi J C Atonic Safety arj Licenstrg 
Board Panel 79/05/02 I9lpp 


790S140561 Transcript of 790503 hearing In Salen, UJ Pp SOf-'rco 

MILHQLUIN(0 L i KORNBLITH.L , LAMB.J C Atonic Safety anj Licensing 
Board Panel 79/05/03 I90pp 


7905040370 Forwards LEU 79-032/O3L-O 

LIDniZZSiF P Public Barvlca Elactrlc «■ Gas Co of New Jersey 
79/04/30 Ip 


7905140550 Transcript of 790504 hearing in Salem, NJ Pp 701-919 

MILHDLLIM.O L i HORUDLITH.L , LAMB, J C Atonic Safety and Licensing 
Board Panel 79/05/04 208pp 


— 790S040371 LCFl V9-032/03L-0 or 7«?O330 during normal opera t Ion, au« 1 1 iary 
lypgwrltar slarLod printing moain Ing less messages Caused by 
fallad solid state component circuit board in typeuiriter 
logic control cabinet Component board replaced 
KAPPLE, A W Pull lie Service Electric b Gas Co of New Jersey 
79/04/30, 3pp, 


7900080403 Forwards LCR 77-034 /03U~0 

LIBIlIZZIiF f‘ Public Service Etactric t* Gas Co of New Jersey 
79/05/01 ip 


—7903000523 I C» 79-034/03L-0 on 7«70331 Loop 12 steatnl ine pi essure 100 
pelg loss tfian Loop 11 Causad by failed comparator module 
Comparator calibr l< channel aatpoints verified 
KAPPIE. A W Public Oorvtce Electric t> Gas Co of New Jersey 
79/05/01 app 


7905140327 Foiuardi UE« 79-011/01 X-2 

LlRniZII>R P Public Service Electric ti Gas Co of New Jersey 
79/05/03 Ip 

- 7905140230 Ltfl 79-011/01X-2 on 7W116'RMS channel which had alarmed U 
cleared had been reset at control console but not at RMS 
panel Caused by procedure Inactoquacy Procedure changed 
(lilllated lo clarify function* 

KAPPLC, A W Public Service Electric Gas Co of New Jersey 
79/03/29 3pp 


DOCKET SO-273 BERNAU NUCLEAR STATION, UNIT 1 


G Adjudicatory correspondence 


7905160227 Reviews impact of TMI on upcoming hear i ng s, 1 i s t $ hearings 
scheduled for Apr t May 

CUNNINGHAM, G H Branch 2 79/04/03 2pp 


DOCKET 50-274 U 5 GEOLOGICAL SURVEY RESEARCH REACTOR 


J Insurance !/ indemnity information 


7905160244 Forwards Amend 9 to Indemnity Agreement D-10, per 10CFR140 
changes, re increase from 4140 million to *160 million 
effective 790501 Supporting documentation end 
SALTZMAN, J Antitrust «• Indemnity Group 79/05/01 5pp 

7905150481 Forwards Amend 9 to Indemnity Agreement D-tO 

MARRANZ1NQ,A P Inter i or , Dep t of, Oeological Survey 79/05/09 
2pp 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 
A Appllcatlon/constroction stage documents S. 


7900150444 Forward » LER 79-041 /01 T-0, 

LinilIZZtiF P Public Service Electric t< Gas Co 
79/03/09 1 p 


of New Jersey 


7905070674 Forwards replacement pages 
STQLZ,J F Light Hater Reactors 


for Amends 
Branch 1 


1 b 4 to CPPR-39 tr 
79/03/29 lOpp 


—7905180446 LER 79-041/01 T-0 OM 
plug aieembly inside reactor 
contractor rnalnt supervisor 
instruct ad 

KAPPUn, A W Public Service 
79/05/09 30(1 


790425 loss of eddy current template 
coolant sys Caused by error of 
Supervisor will bo properly 

Electric fc Gas Co of New Jorsoy 


7905130162 forward! LER 79-037/03U~0 , ^ _ - m... 

LlSniZZItP P F’ubUc Service Electric 6 Gas Co of New Jers y 

79/05/11. »P 


“7905130464 LER 79-037/03L on 790416 source range 

lintrsueentatlon channel N-a2 indication “rratie 

Cau»ed by dliconnoeted shield on source range high voltage 

drawer connector Drawer of New Jersey 

KAPPLE. A H Public Service Electric 6 Oas Co. of New jersey 

79/03/ 1 1 3pp 


7905020490 Discusses 790313 

incorrect weights for Velan Model C6S0 6 inch 
used in safety injection sys . 

8CHWENCER, A Operating Reactors Branch i 


HestinghousB re 
cheek valves 

79/04/02 Ip 


7905230578 Extends cons 
for Unit 2 

8T0LZ, J F Light 


t completion dates to 
Hater Reactors Branch 


790630 for Unit 1 t 000229 
I 79/04/13 6pp 


— 7905230582 FR notice Q 
790630 for Unit I ti 
BOYD.R S Division 


rderlng eitenslon of eons 
000229 for Unit 2 
of Project Management 


t completion dates 
79/04/13 2pp 


to 


7903320127 Forward# LER - 

D'BRIZZt/F P Public Oervlco Electric 6 Oat co 

79/03/13 Ip 


of New Jersey 


-7903230132 LER 79-03B/03L-0 on 790417' ground fault on station power 
reins/Bl.(ii«P 21 resulted In ls»** of Transformers 1,11 6 21 
CaSsId by failed cable In pobhead supplying tranaformer 
Fallad cable & pothead replaced Jersey 

KAPPLE. A W, Public Berviea Electric & Oas Co of Naw 

79/05/15 app 


"J???????."™"?!.!” I c. N.» J 

79/03/13. Ip 

-790MS031, LE« 79-oK,o=L-» 

rafueting etatue eri.ctpic f, Oas Co, of New Jersey 

KAPPtEiA M PubUe Service Electric was 

79/03/13. 3PP 

7,03290400 «0 79“43/01P on 7903« procedure^ to^d.monst^ operability 

StoU^roriTtch^rji "rtro? valve. Procedure changed to 
HtDu5lfl!'3:'*'’piiuc service ELctrlc 6 Gas Co of New Jersey 
79/05/22 Vp- 
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0 Ad jui^icairorEj ci>r r espcmfenc e 


79^05030166 Raqtrevi bi; intervenara &c»tl(c Shorslina Praserva bl an 
CoD^erenicat San Luis. Obiapo Kcitbert far Paacai Ecoia^gv Action 
CliibiSA Sllvar h JJ roster for leti filing of propoiad 
findings of fact >a coticlusioris of lau W/Cef 1 1 f icate af Svc 
FLEISCHAKEft. D S flBlgchsten 0 B 77f03725 4pp 


7905100370 Forwards corrected pages to NRC 790410 propoitd flnflrji. 
changing words "Initial Decision" to "Condluslons of Lam " 
TGURTELLOTTE. J Branch 4 79f04/ia 3pp 


7905130726 Responds 
ASLB tel 1 1 eons Ider 
of proceeding 
EWOELHARDT, T.F 


to 790216 6 790321 Itrs requesting denial cf tl-l 
Issue Views to be Included In docket fife 

Deputg Executive Legal Director 79/04/17 3} 


— 7703030174 Proposed findings of fact It conclusions of low bq 
interveners Scenic Shoreline Preservation Conferencei San 
Luis Obispo Mothers for Peac S/ Ecology Action ClubjSA Silver 
fk Jv* Foster 

FLCr&CHAKER, D S Fleischaker, D 6 PHILLIPS, J R, / KRISTOVICH^S 
center for Law In the Public Interest 79/03/33 ATpp 


790315057B Forwards resolution adopted on 790416 Rasolutlon rsqvtiki 
deferrment of action on license appl lea tlpn< pending 
determination that safety sys are adequate to asewre public 
safety 

MENZELi H C Santa Barbara Countyi CA 79/04/10 Ip 


7905230032 Informs of inability to subeilt proposed findings of fact on 
adequacy of plant security syiidenled access to evidence V 
access to hearing on security plan Certificate of Svc end 
BALDHINi W A San Lois Obispo Mothers for Peece 79/03/29 3pp 


7903230789 Oroup of 13 Itrs protesting opening of facility 

MAROOLrB.k B , HVLER. 8 Af f 1 1 lat 1 on Unknown 77/03/30 t9pp 


7705010113 Poruards request for Soard notification re n onsaf e ty-grad e 
equipment to mitigate transients 
SCINTO.JF Hearings Division 79/04/02 3lpp 


— 7903010136 fioard notification staff assessment re noma fety-grade 
equipment to mitigate transients 

VASSALLO- D B Assistant Director for Light Hater Reactors 
79/03/29 2pp 


— 7905010190 Board notification recent Issue on nonsafetq-grade 
equipment to mitigate transients More info Is required 
TEDESCO.R L Assistant Director for Reactor Safety 79/03/16 

3pp 

7903240236 Requests Info on facility b ear thqua k e, Unhap p y u/nuc leer 
power 

OARClA-fr Affiliation Unknown 79/04/04 Ip 

— 790324027? Requdsts that facility not be allowed to operate, 
MANZEB 4 M . HANZER. R Affiliation Unknown 79/03/30 Ip 


7903300044 Motion of extension of time until 790410 to file proposed 
findings of fact V conclusions of law Certificate of Svc 
• nc 1 

KETCHEN.E 0 Branch 3 79/04/04 4pp 


7903290114 Orants NR-C 790404 matlon for extanilon until 790410 In which 
to file findings of fact 

BQUERSi £ 8 Atomic Safety and Licensing Board Panel 79/04/03 Ip 


7903310104 Errata sheet to joint intcrvanori ’ proposed finding* of fact 
V cancluslns of law -Certificate of Svc encl 

FLEISCHAKERi D S Flelichaker. 0 B PHILLIPS, JR , KRISTOVICH/S 
Cantor for Law In the Public Interest 79/04/-05 7pp, 


7905230330 Responds to 790326 Itr re status of -facility licensing 
Evidentiary record in proceeding closed 790312] last pleading 
scheduled to be filed by 790416 Precise data for Initial 
decision cannot be made 

VOREi J R Atomic Safety and Licensing Board Panel 79/04/06 Ip 


— 7903150603 Resolution of Board of Supervisors of Santa OarbiSra <e.-ii 
CA urging NRC to defer final action on license application 
until facility safety systems are adequate to snsurs public 
safety 

VAOER, D M Santa Barbara County, CA 79/04/16 Ip. 


7905150118 Responds to encl Itr opposing operation of facility ticselk 
of proximity to active earthquake fault (i concern for 
disposal of high level radioactive wastes Mattari faeing 
considered by ASLB 

BOVDi H B Division of Project Management 79/04/30 3flp 


7903240564 Requests denial u/o prejudice of joint Intarvenors' setlc’ 
to withhold issuance of OL Certificate of Svc end 
TOURTELLOTTE, J Branch 4 79/05/02 8pp 


7905300007 Response In opposition to joint lotervenors ' request to 
withhold issuance of OL Motion is untimely. In wrong form & 
poorly taken 

MORHISSET, J C Pacific Oas & Electric Co OEHH.A C anetl I, 
Wllmer NORTON. fl Bruce Norton 79/03/09 6pp 


7903300716 Ack receipt of 790423 6 790426 Itrs re opposition to 
operation of facility due to proximity to Hotgrl Fault, 

Facility designed to withstand seismic event of 7 3 ASLB i< 
preparing decision re licensing based on 790213 hearing. 

DENTON, H R - Office of Nuclear Reactor Regulation 79/05/14, 2f» 


— 7903300719 Expresses opposition to operation of facility due te 
, proximity to Hosgrl Fault 
HATERHOUSE, H Af f 1 1 lat Ion Unknown 79/04/26 ip 


— 790-3300720 Expresses opositlon to operation of facility due to 
proximity to Hosgrl Fault 

WATERHOUSE, E Affiliation Unknown 79/04/23 Ip 


H Oentral correspondence 


7903230453 Requests immediate belt to const of facility, 
ANDREUSiH House of Rap 79/04/02 Ip 


79OSO70351 Kotlfles of change of address for DO Brlndenbaugh 4, MU 
Hubbard to 1723 Hamilton Ave, Suite K, Sen Joie.CA 99139 
COOPER, K F HHB Technical Associates 79/04/35 Ip 


7905340713 Requests suipenston of OL until necessary safety mods ace 
implemented 

BROWN.E 0 California, Stata of 79/03/04, 2pp 


7905240265 Responds to 790320 Ur re constituent concerns r* granllmi 
df license t-e facility Eeismlc event of 7,9 magnitude can ha 
withstood & quality of const is controlled by liceniBe OA 
program, 

OOSSlChtiL V, Office of the Executive Director for dparatia-ne. 
79/05/00. 3pp 


1 Financial information 


7905300160 Forwards "Annual Financial Rept 1978." 

CRANE, P A Pacific Oas 4( Electric Co 79/05/23 Ip. 


— 7905300174 "Annual Financial Rept 197S " 

* Pacific Oae 6 Electric Co 78/12/31, 40pp. 


7905300510 Forwards "Eatlmated Intarnal Fund Oenoratlan for CV79* 4, 

"Annual Financial Rapt 1978 “ 

CRANE, P.A Pacific Oas 6 Electric Co 79/05/24 9pp 


— 7905300539 "Annual Financial Rept 1978 " 

a Pacific Oas & Electric Co. 79/02/23 36pp, 



DOCKETED ITEMS 


63 


J litvur«nca Indamnltv Information 


7700140312 FoTwardi Amand 4 to Indemnity Asrsement 0-7S par 10CFR140 
clianoati r« Incraaaa in liability Insuranca from *140 million 
bo *160 ml I 1 loni of f octl VO 790901 Supporting doeumantat ion 
one I 

OALTZMANiJ Antitrust << Indemnity Group Zf/OS/Ol 6pp 


7703140406 Foruiardo Amends esocutod Amends 21 6 4 to Indemnity 
AoT^^nifAts D-21 6 n-79i rospectively 

CRAHEaH A Pacific Oas fc Electric Co 79/09/08 3pp 


Q Advisory Commltteo on Reactor Bafeguards reports & correspondence 


7909070099 Forwards 16 Bulletin 79-07, “Selsnie Stress Analysis of 
8af aty-Relatfd Piping " Licensee action required 
ENOELKEN, R H Region 9i San Francisco, Office of the Oirittor 
79/04/14 tp 


7909030291 Forwards IE Buliatln 79-09, •'Failures of CE Type AK-2 
Circuit Breaker in Safety-Related Sys " Licensee action 
requ Ired 

ENOELKEN, R H Region 9, San Franelico, Office of the Oirecter 
79/04/17 Ip 


’909080366 Forwards IE Bulletin 79-09B, “Nuclear Incident at 
TMI-8uppl " 

ENOELKEN, R H Region 9, San Francisco, Office of the Director 
79/04/21 Ip 


7703100323 Rosponds to rsnuesfr for written rept after cancollatlon of 
ACnn 770331 meotlng re possibility of problem w/instrument 
guide tubes Qtaff rept end 

CKOCKCRiL P Division of Project Management 79/03/30 9pp 


P. Oparablng llconse stags documents & correspondence 


B Reportable occurrences, LERi fc related correspondence 


7909110203 Board notification Seahrook refueling water storage kanl 

design deficiency 

8CINT0, J Hearings Division 79/03/29 30pp 


7703020244 Rssponde to NftC 790314 request for addl Info re containment 
purge valves Forwards results of CSBREVl program to- 
calculate containment purge valve closing data coincident 
U/IQCA 

CflANEtP A Pacific Oas fc Electric Co 79/04/13 ASpp 


7903020302 Forwards *t,600 Pea to a stand 
Itr Requests acbnowled gmont 
CRANE, f‘ A Pacific Oaa t, Electric Co 


CP, in rosporsee to NRC 790410 
79/04/27 Spp 


0 liiepedlon reports, IE Bulletins 6 correspondence 


7909180060 Forwards KNO-79-67L 

ENOELKEN, R H Region 9, San Francisco, 
79/04/06 Ip 


Office of the Director 


7909190167 Forwards PN0-79-67R 

ENOELKEN, R H Region 9, San Francisco, 
79/04/11 Ip 


Office of 


the Director 


7909040123 Forwards PNQ-79-679 

ENOELKEN, R H Region 9, San Francisco, 
79/04/12 Ip 


Office of the Director 


/908240747 Forwards 1C Insp Rept 90-279/ 79-03 on 790220-23 No 

Region S, Qan Francisco, Fool Facility 6 MaterlaU 

Oafety Dranclt 77/03/19 2pp 


■.790924076Q IE Insp Rept 90-279/79-03 an 790220-23 No noncompliance 
noted Major areas inspected! emergency planning facilities !» 

• nulpment. training, radiation protec t ion s taff ng < 

radioactive waste sys b Clffslte Doio Calculation Manual ,,. 4 ,,, «. 
NORTII, M 0 I ROOK, H F Region 9, 8an Francisco. Fuel Facility * 

Haterlali Safety Branch. 79/03/19 3pp 


7909190141 

ENOELKEN, 

79/04/13 


Forwards PN0-79-67T 
p H Region 9, San Francisco, 
Ip 


Office of the Director 


7909030049 Forwards 
ENOELKEN, R H 
79/04/14 IP 


PNO- 79-670 

Region 9, San Francisco, 


Office of the Director 


7909020927 Forwards 
ENOELKEN, R H 
79/04/20 Ip 


PN0-79-67AA 

Region 9, San Francisco. 


Office of the Director 


7909230617 Forwards tC Insp Repts 90-279/79-09 & 90-323/79-03 on 

790306-09 * 13. No noneomp 1 lance noted. nn. Nuclear 

CHLWa.J.U Region 3, Ban Francisco, Reactor aperatlons Nuclsar 

Support Drancti 79/03/21, 2pp 

—7909230640 tC Insp Repts 30-279/79-03 6 90-323/79 - 03 on 790306-09 «> 18 
^’no noncom Tlan« noted Major area. Inspected 

tesllAgf evaluation A ve r I f i cast ton of test results, IE 

Nuclear Support Branch 79/03/20 4pp 


7908010429 Forwards 
ENOELKEN. R H 
79/04/21 Ip 


PN0-79-67AB 

Region 9, San Francisco, 


Office of the Director 


7905010444 Forwards 
ENOELKEN, R H 
79/04/23 Ip 


PN0-79-67AC t. AD 
Region 9, San Francisco, 


Office of the Director 


020227 Forwards PN0-79-67AF 




Office of the Director 


/9OSOIO207 Forwards IF Info 
Safety-Related Piping " 
ENOCLKENiR.H Region 4, 

Ip 


Notice 79-06. "Stmii Analysis of 
Dallas* Office of the Director 


79/03/23 


7903040001 Forwards IE Info 
ENOELKEN* R H Region 3* 
79/03/26 Ip 


Notice 79-07. “Rupture 
Ban Franclseoi Office 


of Radwaste Tanks “ 
of the Director 


7909020296 

ENOELKEN, 

79/04/26. 


Forwards 
R H. 


PN0-79-67A0 

Region 5, Ban Francisco, 


IP 


Office of the Director 


7909090009 Forwards PNQ-79-67AH 

ENOLEKENrR H 


7903290147 Fopuardi IE Insp 
noncompliance noted. 

CRENQ, J.L Region 3* 

BuppqU flrancb. 79/04/13 


Rept 90-279/79-08 on 

Ban Francisco, Reactor 
2pp 


790225-0316 No 

Operations Nuclear 


tou". ouu!*o, D,r,,Ur 

YOUHO, T. Region 3, Ban Reactor Operations 

STERNBERO. D. M ^ Spp 

Nuclear Support Branch 79/04/13 4pp. 


7909010023 Forwerdi 
eys Misalignments 
ENOELKEN. H H 
79/04/14 Ip 


: Bulletin 79-06A, "Review 
lentlfled During TMI incident, 
lion 3, San Francleco, Office 


Operational Errors 
of the Director 


6 


7903040309 Forwards 
Qys Misallanmenti 
ENOELKEN. R H 
79/04/14 Ip. 


! Bulletin 79-06B, "Review at 

lentlfled During TMI 

lion 9> San Francisco, Office 


Operational Errors 
of the Director 




—7908040360 PN0-79-67AI •“'"'"•''V 


7909070007 Forwards 
Buliatln 79-09 
ENOELKEN, R.H 
79/09/01. Ip 


PN0-79-67AL, per NRC 790401 Ur 
Region 9, Ben Francisco, Office 


transnibttng IE 
of the Director 


0C0903B0 Submits followup rept to 790404 

iiiiiw, sisHviJ".: t:‘im::s:rt: vic?n?ty of cp-.t 


tton of RO During 

, .straints, 

,lrs Ful I 


cracking »•- — 


79/09/03 3pp 
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7905170072 Foruardi PN0-79-67AM 

ENOELKENiR H R»]ion 9> San Franclaeai Dfflet at the Director 
79/'0S/'O7 Ip 


7909240691 Act receipt of 790903 Itr providing prel inlneri; rapt re 
cracking found in pipe rupture reftralnte 

EhfCELKEMiR H Region Si Sen Franclecoi Office of the Director 
79709/16 Ip 


7909140413 Forwards Amend 20 to Indemnity Ajmm i 
change* re increase In liability liiiutanie *»r« I 
to *160 dilUloni effective 790301 liuppiii I i up 
cnc 1 

BALTZHANi J Antltroet 6 Indomnlly Onme i 


7909220347 Forwards Endorsomont Q4 to ANl t'nlii* 'j; 
BRADLEYiC J Philadelphia Electric To 1 ii 


'7905240701 Discusees eituatlon reported to IE on 790404 re cricking 
in pipe rupture restraints Details program of inves tlgatlon 
Guppl on crack severity ui 1 1 he forwarded 
CfiANEiP A Pacific Das «< Electric Co 79/09/03 3pp 


P Operating ticense stage documenls 6 inrieti ti 


7905240104 Informs that Amend 39 to MIAII iiir'ia ■ < 
In responss to NRC 790321 request 
DALTROFFiSt Philadelphia electric in » 


T Hearing transcripts on nor-ani i true t matters 


7909030244 Corrections to transeriptl from Dec 1976 4 Jan 1979 
hearings Certificate of Svo end 

MORRIBBEV. J C , FUR BUSH. H H . CRANE. P A Pacific Oas 4 Electric Co 
79/04/04 25pp 


790S24'0273 Requests info re E liaschke 79031S Itr 'Of concerns about 
granting of license to util 
LAQCKARBINO.R llouee of Rep 79/03/20 Ip 


7909030340 Forwards application for antiK) *»» tiii > 

fee 

DKAOUGViE J Philadelphia Electric < tt 'i i 


•7909030332 Application for amend iif l litiito • 
surveillance frequency to reflect (h«'>'se t 
from 12 to 0 months Certificate of lu> • .. 
DAUER.E 0 I URAOUrYiG J Philadelphia ci, .. 
6pp 


DQCKer 30-276 OEORDIA TECH RESEARCH REACTOR 


7909110073 Foiwarde application for amend nf i < ■ • 
DRAOLEYiEJ Philadelphia Electllc I’li 'i * c 


J Insurance 4 Indemnity Information 


790S30004S Forwards Amend 12 to Indemnity Agreement E-SO. rsf I ectlng 
change In 10CFR140i Increai ing primary layer of liability 
from *140 million to *160 ni 1 1 ioni effect iva 790901 
Supporting documentation end 

8ALT2HAN.J Antitrust 4 Indemnity Draup 79/05/0] Spp 


0 inspection reports. IE Sulletins 4 correspondence 


"79091 10076 App 1 ice t ion foi' amend <if lt<e<.ia> '' 
Tech Specs re reactor vassal matt enrccMit • 
Certificate of Svc end 
* Philadelphia Electric Co 7'f/(l'l'i'« 


7909270349 Toruards schedule fot imp 1 enetita • < . - .• 
necessary for long-term program arcepln. e - 
be completed during (Iprtng 1900 refuelsni » »»j» 
4 Spring 1901 for Unit 3 

OOYER.V S Philadelphia ritclrle Cti n - , 


7905070137 Forwards [E Oullo'tins 79-05 j 79-05A 4 79-06. re nuelaar 
incident at Tiil 

O'REILLY. J P Raglan 2. Atlantai Office of the Director 
79/04/13 Ip 


7905300200 Torward* summary of f.OtJ Nui lea» l' . ii. 
of elbow fleclbillty error which aitilef i '<>• 
PI80L piping analysis computer program « • •. n « 
Review 4 reanelysls included all wort I' > i> • 
PORTER, F L, EDS Nuclaar, Inc /'//(Ih/Ji 


DOCKET 50-277 PEACH BOTTOM; ATOMIC POWER STATION, UNIT 2 


0 Adjudicatory correspondence 


7909230512 Util respenee to briefs opposing d» minimus approach 
Partins proceeding Llcaneee* in Peach Botton 4 Hope Greek 
proceedinge conted approach is validjno need to consider 
health effects furthar H/Certi f icate of Sve 
CONHER.T B Conner, Moore 4 Corber 79/04/04 30pp 


7909110418 Raspanse to ALAB-909 re radon enlseions 4 da minimus 
franPerilni record Certificate of 6vc end 
SClNTDiJF Hearings Olvielon 80RI>EHICK,B K Branch 4 
LEWIS. 8 H Branch 3 79/04/it 49pp 


--7909300263 forwards C DU Hud ear, Inc list •. » ».'r. 
could have been impacted by defitiei.s 
or ha* no record of reanalysl* f)H Tt.>.a«, • < 
STEPHENS. P W Oeiteral Electl'li. f U .lea : 
79/01/24 IQpp 


a Inspection report*. IC llulletin* 4 tiiraeir* >• 


7905010131 Foruerde 1C Info Notice /9 HA. 'si ,,, , 
Uioru Sefetg-Related Piping " 

ORIERiB H Region 1, Ph 1 lade Iph ia. <lf«i > >> 
79/03/23 Ip 


7909140919 Reeponse to 790404 brief of Philadelphia Electric Co. Public 
6vc Eticbric 4 Oas, 4 Atlantic City iNJ) Elictric Ca re de 
minimus theory Certificate of 8vc end. 

KEPFORB.C P Citliens f.ar Safe Environment 79/04/11 Spp 


7908010069 Forward* 1C Info Notice /9 OH 's 
Contaminated 8y* w/8vc Air 8ys Used as Ca •' 
Air " 

CRIER, D H Region 1, Ph 1 lade Iph I a. >• 

79/03/20 Ip 


7909140332 Hotlfies of 'Consolidation of five intervenor groups r* 
amissions iseua Parties havt until 790925 in which to file 
for eunmary dlepofltlon ' 

DUFLO-iH E Atomic Safety and Licensing Appeal Panel 79/04/25 

lapp 


radon 7903010319 Forward* IE Info Notice 79 09 ' sj * 

Contaminated Resin '' 

CRIER, D H Region 1, Philadelphia. Ilfdo •> 
79/03/30 ip 


7909240389 Memo 4 order ALAB-946 Dan Cos applicants' petition for 
racons Ideratl on of ^AB-34D. which consol Idatet applicants rt 
radon issue 

DUFLO.H E Atomic Safety and Licensing Appeal Panel 79/09/09 
Spp. 


J Ineurance 4 indemnity information 


7903070497 Confirms increased liability limit to *124,000,000 for 
policies MF-l.as. 43, 76,83, 100, 111, 140, 146, 131. 161, 164, 170, 

173, 174, 178. 179, 180, 182, 183, 186. 1B7, I0B, 1S9, 192, 193, 194, 195, 
197,198,200,201,204.206,207,208,210,212,214.219,4 others 
(KIATTRDCHMI, J Amirlcan Nuclear tniurers, 79/09/01 ip 


790S070882 Confirms Increasi (n I lab 11 1 ty limit t« *36,000,000 for 
policies HF-22,86.29,3ai 39, 44. 46, 47, 49,30, 81 , 32, 93, 54, S 5 , 96 , 

37. 98,60,61,64.66,67,68. 69, 70,71,72, 74.76.77, 78.79,80, 86,87, 
88.90.91,92,93,94,99 4 96 

ROBERTS, D M Hutual Atomic Energy Liability Underuritere 79/09/01, 


7909290129 Forward* IC Intp Repti 80 iiff* j q 3 
790228-0301 No noneomp I lance noted 
CARLBONiR T Region 1, Phtladeliihie «»*« 
Engineering Support Branch 79/04/01 /a* 


--790929OI32 IE Intp Raptt 90-277/79*01 4 h' »‘s 
nencompllatice notad Major areas liiip*«.i«e ».« 
equipment, OA, fire protaetlon 4 itaiui «« 'i 
bulletins. 

FINKEL.AE , KOLTAV.P 8 Regloil ». ■fi.'ii* 

Director EBNETER.e 0 Region Ts«m>> 

Construction 4 engineering Support 


7909290192 Responde to IE Bull 0 tin 79''01 •* s.-p - 
in A8ME 8A-3I2 Type 304 stainless sts#l t*f* »•» 
csrtlfleatlons for seam weld piping #ew»* ,• 

to locate remaining pipe, 

DALTROFF.S L Philadelphia electric Ca ** » 
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TVOSOaocaa roru«rd« ir llullttin 79-0<i> uf UpBrAtlon«l Errqri *« 

ayt Hlf«llo«<*onl:t t<l*nUfl«d During TMI Incldanl ” 

QltlCfliD M Raglan 1< Phlladvlphiai Of flea of tlia Dlractor 
79/04/11 Ip 


7V09a30A94 Ack racelpl of /90J16 Hi Informing NHC of atapa lakan to 
cart'oet vlolattona iiotad In II Inap Rapta 90'a////9~0a li 
30-270/79-02 

aolTHiO H Itagloii li Phi lAdalphta* I'ual faillltg (■ Hatartal* 

Oafatg Hranch 79/04/12 tp 


“-7903230710 Raapoiida to NHC 7V022II Itr ra vliilallona niitad In ic Inaii 
RapU 90-277/79 02 «• 90 270/ /9 02 (.orrai. 1 1 va actlolia 
dalallad atailon priic aduraa praparad t< appi'ovad h 
aurvBi i lanca taal prn< aduraa raulaad 

DAUmnin. 0 I. PhlUdalphU rlaclrlt. C» /7/O.I/lf>. 3pp 


R 


Periodic operating rsporta St related 


corraapondence 


7909140344 
ALDENi U M 


Forward* "Annual Plant Hod Ropt 1978 " 
Philadelphia Electric Co 79/04/27 


Ip 


ULRICH, M T Philadelphta ElattrU^Co 78/12/31 12pp 

operating rapt for Apr 1979 
LOONCY. M J Philadelphia Electric Co 79/09/11 ip 

—7909170241 Konthig operating rept for Apr 1979 

AUDEN, R M Philadelphia Electric Co 79/09/10 9pp 


•7903230/24 rolioarda U Inap Rapt* 90 a////9 02 4. *»0 il/U/ 79- 02 on 
790102-09 «> 01) 10 «. noth a of violation 

(IHITHiOII Raglan 1, Ph I lade I ph I a, I ua I laLllItu 4, Hatvi lale 

Oafatg Rranch 79702/211 'Ipp 


LERa & related corroapondonce 

7909220200 Foruardi LCR 79-007/01T-0 

COUNEY, H J Phlladalphla Electric Co 79/02/13 Ip 


•7909230732 Notice of violation from Intp on 790102 ()9 v <)0 lo 
» Region I. Ph 1 1 ade 1 ph le. Office of lha Dirailur 79/02/14 
3pp. 


“7909230/90 lU Inap Rapta **0 277/79 02 4, 90 27(1/79 02 on /90102- 9 «, 

00 U) Noiicufflp I lanca noted falluia lo maintain affluent 
lalaataa within Tech ()pa< limit* I, failure to have 
procadurat for <aak loading I, cloiura 

NIlLViD R , NIHIT7,R I Region I, Philadelphia, Office of lha 

Olracloi. CRO(*K( I), II U Hoglon I, Philadelphia, Fuel facllttg 4, 

Hater lo I a Uafatg Dranrh 79/02/14 22pp 


-790322021)4 UtR 79-007/OIT-0 on 790131 atandbg ga* treatment aya 
aprlnkler valve waa not reopened following temp tenaor teat 
Oporator waa relnstructad In proper 

Philadelphia Electric Co 79/02/19 Ip 


pr ocedurea 
COONFY. H J 


7903040370 LEH 79-013/031-0 on 790323 C trip lofflc HPCI area temp 
*wllchea I TQ-494 IC. -4nc. -43C. -44C ) Ind 1 catod lea* than 
ambient dui Ing routine turvelllance C*u»od bg dlrtg contact* 
on power *upplg for temp switch card units 
COUNEY, H J Philadelphia Electric Co 79/04/23, Ip 


790329011A forward* II Inap Rept* *11) 2/7/79 09 4, 90 2711/79 04 on 
790129 -0202 No nonconp I lance noted 

nnUNNtR.L J Region 1, Phi ladelph la. OffUe of lha Director 
79/04/13. 2pp 


—7909290120 II Inap Rept* 90 27 7/79 03 4. 90 27(1/ 79 
noncompt lance noted Hejor area* liitpertad plant 
facllltg tour, II circular followup 4, I |.R review 
on file 

Olll rNHAN. 1 . 0 Region I. Ph I ladelphla. Of fit a 
HCCAREiU.C flag Ion I, Philadelphia, Heat tor 

(lupporl Hranch 79704/1 1 4pp 


09 on 790129-0202 Ho 
operal Iona, 

In oft l< 

of tha Dlroitoi 
Opera I ion* Nuclear 


7909040077 Forward* LER 79-016/01T-0 

(.UONEV.H J Philadelphia Electric Co 79/04/26 3pp 


-—7909040092 LER 79-016/01T-0 on 790411 engineering review dlacovered 
valving aaaoclated w/*a lamlcal 1 g qualified emergeneg avc 
water *g« wee normal Ig open Cauiad bg faulty plant design 
Open valves locked cloeed 

COONEY, H 2 Philadelphia Electric Co 79/04/26 Ip 


790902034/ Forwards LCR 79-017/04T-0 

COUNLYiH J Philadelphia Electric Co 79/04/27 2pp 


7909020323 Forward* IC. tlullatln 79 07. "UeltmU litre** Analgal* of 
(laf etg-fte lated Piping " l.lienaee aitton required 
ORICH.II II Region I, Phi ladelphla. IlffKe of the Dirai tor 
79/04/14 Ip 


790904000/ Forward* II Dull el In 79 07,11, "Ravlew of (Ipeiatlonal Irrot* I, 
Og« Hltal lynment* Identified During THl Incident " 

OnllH.n.H. Region I, Ph 1 1 ade Iph I a. (Ifflie of the Director 
79/04/14 Ip 


7909040299 Forward* IK nulletin 79 OR, "I vent* Relevant to Honing 
Haler Power flaaclor* Identified During THl Inrldent ” 

Licenaee action required 

OHILR.N H Region I, PhiUdelphU. Offhe of the Dit actor 
79/04/14 Ip 


7909030008 Forward! IE llullettn 79 09. ''Failure* of 01, Tgpe AK 2 
Circuit Dreaker In Hal*tg<'n*lat«d flg* " licentee action 
required. 

ORIEILII 11. Region l, Philadelphia, Office of the Director 
79/04/17 Ip. 


—7909020396 ICR 79-017/04T-0 on 790410. effluent pH of 3 3 Identified, 
acceeding Tech Qpcc range Cauie could not be determined 
Aeration tank nautraltied to bring effluent pH within 
limit! Hod of treatment plant under inveittgatlon 
CIIUNEY.H J Philadelphia Electric Co 79/04/27 Ip 


7909040901 Forward* LER 79~010/01T-1 Discus*** r**uUs of continuing 
Investigation re design error* In recirculation sgi valve* 

COONEY, H. 2 Phtladsiphle Electric Co 79/04/30 3pp 


-7909000464 1 CR 79-OIO/OtT-l on 790226 power 4. control cable associated 
w/reclrculatlon pump discharge valvee 4, bgpats valves were 
found routed In nonsafeguard cable trag* Caused bg 
Impioperig designated cablet during design phase 
COONEV.H J Philadelphia Electric Co 79/03/12 Ip 


7903190443 l.LR 79-Oia/OaU-O on 790410; limit switch on M 
failed Cause not found, duo to high temp tt radiation 1 
In HBIV room Appropriate logic channel was placed In 
cond 1 t Ion 

OOQNEY.H J Philadelphia Electric Co 79/09/07. Ip 


7909020309 Forward* It!. Rullatln 79 06A, lievlt ion I, ’’Ravlew of 
Operational Error* 4, Qg* Hlsal (gnment* 1de«ttr(sd During TKI 
Incident " 

ORlEH.n M fleglon i, Philadelphia, flffic* of the Direrlor 
79/04/in tp 


7909230061 RO 2-79-21/lP on 790904 HPCI control cabla I 
W/AD9 cablet for short distance In cable spreading ro 
Cautad bg failure of supplier to provide proper eg* 
Interface document* to A/E during design phase 
ULRICILM T Philadelphia Electric Co 79/09/07 2p 


790919090’/ Forward* !«; Insp lUpt* 90 277/79 11 h 90 •2711/79, 12 on 
790409-13 1< notice of vloletton 

BflUNHCfl.E. J Region I, Philadelphia, Reaclor Operations Nuclear 

Support Rranch 79/04/20 Opp 


— 7909190914 Notice of violation from imp on 790409 >K) 

* Region I. Philadelphia, Office of the Director 79/04/19 

app 


7909160303 LtR 79-Ot0/O3L-O on 790480. channel D refuel; 
reaclor bldg area ventilation ejhaust radiation monli 
failed downscale while at power Caused bg defective ; 
converter In common radiation monitor power euppig 
COONEY, M, 2 Philadelphia Electric Co. 79/09/11. Il 


7909290S14 Forward* LER 79-021/01T-0. 
COONEY, H J Philadelphia Electric Co 


79/09/ la 3 


—7909190933 IG Imp Rept* »0“a77/79-l I 4. 90 '370/79-13 on 790409-13 
Nenccmpliance noted' improper valve poiiilomng I, potftive 
control. Improper approvel I, review 

ORGENHAN.e 2 , OftAHAH. P R Htgien I. Ph I lade Iph I e. Office of the 
Director rKCAUG.E C Region |. Phi ledelphie, Reactor 

Qperatlom Nuclear Support Branch 79/04/19 Shpp 


709290216 LER 79-021 /OlT-0 on 790904 HPCI cable* Im 
Caused bg errore in deelgnt Rerouting of cable* wi 

effected during outege* ^ „ -»<j/nn/ia 

COONEViH J PhtlaHilphla Electric Co, 79/09/18 
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DOCKETED ITEMS 


DOCKET S0-27S PEACH BOTTOW ATOMIC POWER STATION. UNIT 3 


0 Ad judica I-ary corrvipQnilanc* 


7909320070 Blitnina* exoptlon* to LBP-74-48 Approval » t tpo lat loo 
among ctrtaln partial b participant! !< accanpanuing Tach 
Specs ai Fulfilling NRC respottsibll i t iea ra thermal 
dlschargai 

DUFLD.K E Atonic Bafabg and Llcamlng Appeal Panel 79/03/23 
llpp 


7909290349 Foruarde eehadula for Implenan ta t ion of major plant aoai 
n*cai»arg for long-term program acceptance criteria Mod* t» 
be completeil during Spring 1990 refueling outage for Unit 2 
k Spring 1991 for Unit 3 

BOVERiU S Philadelphia Electric Co 79/09/21 3pp 


7909300209 Foriuards •uirmarg of EDS Nuclaar. Inc resolutton/docuBentetl-'r 
of elbou fleilbtlltg error which edited In verilon* of 
PISOL piping analgtl* computer program from Jan-Dct 1969 
Revteu ti reanalgili Included all wort through Dec 1970 
PORTER, F L EDS Nuclear, Inc 79/03/21 9pp 


7903230912 Util reeponie to briefs apposing de minimus approach of 
Perkins proceeding Llcenieei In Peach Bottom t, Hope Greet 
proceedings conted approach is valldino need to consider 
health effect* further W/C«r tlf icate of Svc 
CONNER, T B Conner, Moor# fc Corber 79/04/04 30pp 


— 79033002S3 Forward* EDS Nuc lear, Inc list of DWRs fc piping tgs uhlit 
could have been Impacted bg deficient computer program 
GE has no record of reanalgsli for Cooper piping igs 
STEPHENS, P W General Electric Co .Nuclear Energy Product* Civ 
79/01/24 ISpp 


7905110418 Responte to ALAB-309 re radon emlitlons 6i de mlnlmui theory 
from Pertlns record Certificate of Svc end 

SCINTO. JF Hearing* Division BDRDENICK, B M Branch 4 
LEWIS, 8 H Branch 2 79/04/11 4Spp 


7903140319 Response to 790404 brief of Philadelphia Electric Co, Public 
Svc Electric k Oas,t( Atlantic City INJ> Electric Co re de 
minifflu* theory Certificate of Svc end 

HEP FORD, C P Cltiiens for Safe Environment 79/04/11 Bpp 


7903240383 Heme & order ALAB-S46 Denies applicant*' petition for 
reconsideration of ALAB'-940, which consolidate* applicants re 
radon Issue 

DUFLO, H E Atomic Safety and Licensing Appeal Panel 79/0S/D8 

3pp 


7909140332 Hottfles of con i o 1 1 da 1 1 on of five Intervanor groups re radon 
emissions Issue Parties have until 790923 In which to file 
for summary dispeiltlon 

OUFLQ, H E Atomic Safety and Licensing Appeal Panel 79/04/29 
13pp 


3 Insurance & indemnity Information 


Q Inspection reports, IE Bulletins ti correspondence 


7909010131 Forwards IE Info Notice 7?'0ii, “Stress Analysis of 
Safety-Related Piping " 

ORIERiB H Region I. Philadelphia, Office of the Director 
79/03/23 ip 


7903010065 Forwards IE Info Notice 79-00. ‘'Interconnection of 
Contaminated Sys w/Svc Air Sys Used as Source of Breathing 
Air " 

GRIER, B K Region 1> Philadelphia, Office of the Director 
79/03/2B. ip 


790S010313 Forwards IE Info Notice 79-09, “Spill ef Rad loactlvtly 
Contaminated Reiln “ 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/03/30 Ip 


7703290129 Forwards IE Imp Repts 30-877/79-03 4 50-278/79-00 on 
790229-0301 No noncamp llance noted 

CARLSDNiR T Region t, Philadelphia, Reactor Construction b 

Engineering Support Branch 79/04/03 2pp 


7909070497 Confirms Incnased liability limit to 41241000,000 for 
pDltclei Nr-1,25, 43, 76,83, 100, 111, 140, 146, 131, 161. 164, 170, 

173. 174, 178, 179, ISO, 102, IBS, 1S6, 107, IBS, 1S9, 192. 193, 194, 193, 

197. 19B, 200, 201, 204,206,207, 200, 210,212, 214, 215, t< Others 
QUATTROCHHl I J American Nuclear Insurers 79/OS/Ol Ip 


7903070382 Confirms increase In liability limit to 436,000.000 for 
policies MF-22, 26.29. 30,39, 44, 46, 47, 49, 30, 31 , 52, 93, 94, SS. S6, 

57. 30, 60, 61. 64, 66.67, 60, 69, 70, 71, 72, 74, 76. 77, 70, 79. BO, 86. 87, 
88,90,91.92.93,94,99 «< 96 

ROBERTS, D K Mutual Atomic Energy Llebillty Underwriter* 79/09/01 
Ip 


7905140419 Forwards Amend 20 to Indemnity Agreement B-2S per 10CFR140 
changes re Increase In liability Insurance from 4140 tnilllen 
to 4160 ml 1 1 Ian, effective 790901 Supporting documentation 
tnc 1 

8ALTZHAN, J. Antitrust k Indemnity Oroup 79/05/01 6pp 


--7903290132 IE Insp Repts 30-277/79-03 k 30-278/79-08 on 790320-0331* 
none amp 1 1 ance noted Major areas inspected electrical 
equ 1 pmen t c QA. f Ire protection St status of IE circular* 6 
bulletin* 

FINKEL.A E , KOLTAV, P 8 Region 1, Philadelphia, affica of Ite 

Director ERMETER, 8 D Region 1, Philadelphia. Reactor 

Construction Si Engineering Support Branch 79/03/29 6pp 


7903250132 Responds to IE Bulletin 79-03 re longitudinal wold defect! 
In A8ME SA-312 Type 304 steinless steel pipe spools Two 
certifications for saam weld piping found Requests addk tint 
to locate remaining pipe 

DALTROFF.S L Philadelphia Electric Co 79/04/09 2pp 


7909020082 Forwards IE Bulletin 79-06, "Review of Oporatlanel Crrore t 
Sys Misalignments Identified During THl Incident “ 

GRIER, 0,H Raglan 1, Philadelphia, Office of the Director 
79/04/11 ip 


7903220347 Forwards Endorsement 84 to AMI Pel Icy NF-140 
BRADLEV.E J Philadelphia Electric Co 79/09/14 Spp 


P Operating license stage documents t, correspondence 


7909S40184 Informs that Amend 33 to FSAR contains existing QA pregram, 
in rtipensB to NRC 790321 request 

DALTROFF. 8 L Philadelphia Electric Co 79/04/10 Ip 


7909030348 Forwardi application for amend of licenses 6 41,600 filing 

foe 

BRADLEY, e J Philadelphia Electric Co 79/04/30 Ip 


— 7903030352 Application for amend of Licenses DPR-44 6 DPR-36 tb change 
survelllante frequency to reflect change in refuallng cycle 
from IS to 0 months Certificate of Svc end 

BAUER, E 0., BRADLEV.E J Phlledelphla Electric Co 79/04/30 

6pp 


7903110073 Forward* application for amsnd of Licenses DPR-44 k DPR-S6 
BRADLEV.E. 0. Philadelphia Electric Co 79/03/Ga tp 


—7903110076 Application for amend of Licenses DPft-44 ti DPR-S6, chang Ing 
Tech Spec* re reactor vessel mail surveillance program 
Certificate of Gve end 

e Philadelphia Electric Co 79/OS/D4. 19pp 


7903230694 Ack receipt of 790316 Ur Informing NRC of step* tekmn- te 
correct violations noted in IE Insp Rapti 30-277/79-02 4 
30-270/79-02 

SHITH.G H Region 1, Philadelphia, Fuel Facility «> Kderials 

Safety Branch 79/04/12, Ip 


— 7903230710 Responds to NRC 790226 Ur re violation* noted In IE trij 
Rept* 30-277/79-02 «• 90-278/79-02 Corrective action* 
detailed station procedures prepared b approved b 
surveillance test procedures revised 

DALTROBS, S L Philadelphia Electric Co 79/03/16 3pp 


—7903230724 Forward* IE Insp Repts 30-277/79-02 b 30-278/79-02 on 
790102-03 b OB- 10 b notice of violation 

SMITK.G H Region 1, Philadelphia, Fuel Facility b Hetertels 

Safety Branch 79/02/28 3pp 


—7903230732 Notice of violation from Insp on 790102-03 b 06- tO 
« Region 1, Philadelphia, Office of the Director 79/02/14 
3pp 


—7903230730 IE Insp Rept* 90-277/79-02 b 30-278/79-02 On 790102^5 4 
08-10 Noncomp llenc e noted failure to maintain effluent 
releases within Tech Spec limits b failure to have 
procedure* for cask leading b closure 

NEELY, D. R , NIHITZiRL Regien 1, Philadelphia. Office of gbe 
Director CROCKER, HU Region 1. Philadelphia. Fuel F«c|l||s 

Materials Safety Branch. 79/02/14 22pp 
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7‘>09a90n6 forward* 1C In*p (Upt* 30'a/7/79-O*> b 30-270/79-04 an 
790129-0203 No noneomp 1 lanca notod 

ORUNNCfttC J Itaslon li I'h 1 lad* I ph loi Offlca nf ih« Director 
79/04/13 2pp 


—7903290120 III Imp Dept* 30-2/7/79 05 30- 2/0/ /9> 03 on 790129-030^ Mn 

noncompl iani » noted Major area* Inaperled plant nperatlon«> 

/acilltd loiiri IC Circular followup ti I Lll review In ofc Hi 
on «ll« 

ORCFNMAN. C 0 Keg ion li Phi ladelph la. Off lie of the Director 
MCCADfti € lleglon !■ Phi ladelpli la> Keactoi Operation* NocloAr 

Hup port ilranrh 79/04/ 11 4pp 


790902032.1 I orward* 11 llulletin 79 07i "Oeivnilt iltre** Analgsi* qf 
Oaf a tg-Kel nted Piping *' I Icen*** eillun ro'iuli ed 
OlltCK. 0 H lleglon li Ph I ladelph la. Office of the Director 
79/04/14 Ip 


2-79-ai/tP on 790504 HPCI control cable 
Cau«H*h^^a*<i°'' '*l«t«nee in cable spreading 

!a of luppUer to provide proper so* 

iTRKH'w'r pH? a 

WLRICH.H T Philadelphia Electric Co 79/03/07 


leiproperlg routed 
room 


2pp 


7903390214 Porwarde UER 79-031 /OlT-0. 

COONEVi W J Phliadolphld Electric Co 79/0S/18 3pp 


deelgna Rerouting of cables wUl^h" 
effected during outages »»*«* wm oe 

COONEV.M J Philadelphia Electric Co 79/03/tB Ip 


DOCKET 30-280 SORRY POUER STATION. UNIT i 


7903040007 forwards IT lint I el In 79 OAll. ''Review of Operetlonal Error e & 
Sg« til te 1 1 gnment* Ideiitlfled Doling TMI Incident " 

ORIFKiH II Region 1. Philadelphia. (Iff Ice of the Director 
79/04/14 Ip. 


7909040299 I Qrwei dt It llulletin /'/ 0(1. "ivenli Relevant to llolling 
Hater Power Reactor* Identified During fill Incident " 

Licensee action leitulred 

ORIIRitl II Region 1. Phi ladelph la. Office of the Dlrectoi 
79/04/14 Ip 


79090JOOflU Foiwarde If. Ilullelln 79 09. “I allure* of Cl Igpe AK'3 
Circuit llreater in (lafolg Related fig* " llcen*** action 
ra .10 Ired. 

OHIEfl.D II Region I. Philadelphia. Ofriie of the Director. 

79/04/17 Ip 


/909020'I09 f'oiward* It nollatin 79 06A. Rev I « I on I, ''llevreu of 
Operational Errot « k Mg* Ml •*! Ignmenl* Identified Dining TMI 
Inc Idonl. “ 

ORIfIt.HII lUglon 1. Ph i 1 ade I ph I a. Office of the DIrei lor 

79704/ ID ip 


document* (, correspondence 


7903290296 Requosts NRC reconsider it* 
of new OL bocause of largo addl cost* 
RA00NE.8 Virginia Electric «i Power 


3— month moratorium on 
of replac*mont power 
Co 79703/22 2 pp 


issuance 


0 Adjudlcatorg correspondence 


7909230646 Orders et tens Ion. unti 1 790324. for NRC review of 790404 
denial of enforcement action 

CM1LK.8 J Office of the Socretarg of the Commission 79/04/13 


7903100262 Forwards petition of Potomac All lance, el al for emeraenco ft 
remedial action 

DOUOHERTV. d D Potomac Alliance 79/04/18 2pp 

— 7903100328 Petition for omergencg ft remedial action re NRC violations 
of NEpA In Issuing Amends 46 ft 47 to OU 
DSUOIIERTYi d D Potomac Alliance 79/04/18 6Spp 


/909t3090/ Forward* H Insp llepls »(> 2/7//V It ft 9(1 2/11/79 13 on 
790409 r.) ft notice of violation 

nilUNNIR.i d lleglon t. Philadelphia. Realtor Dpeiatlon* Nucleur 

tluppoi I Uran(.h 79/04/20 3pp 


7903340433 Act receipt of 790403 Itr requesting NRC to revoke OLs Ltr 
Is currentlg under consideration Forwards FR notice re Allen 
790403 Itr 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/04 ip 


' 7909190914 Notice of vlolatiiin from liitp on /904(p/ II 

« Region I. Ph l lade Iph la. Ilffiie nf the Dlietloi 79/04/19 
3pp 


‘ /903l90n2l II Insp Rep t« 90 2/// /'/ I I ft 90 3/(1/ /•/ 12 on /9l)40V 13 
Noncomp 1 lame noted Impioper valve poallloning ft positive 
control, improper approval ft review 

oniINMAN.r •> . ORAIIAM.P D Region I. Philadelphia. Office of the 
Director Ml'CAtll . I' (' flegton 1. Philadelphia. Reactor 

(Ipeietions Nuclear itupport llranch /9/(i4/i9 2App 


R Periodic operating rapoi t* ft related < nrratpoiidciue 


— 7909240461 FR notice re d Allen 790403 request for revocation of QL* 
DENTON. M R Office of Nuclear Reactor Regulation 79/03/04 2pp 


7909310033 Forwards d Allen 790405 Itr requesting NRC revoke fecllitg 
OL* ft rn notice of revocation request W/790330 ltr to ASLAB 
re Uesltnghouse ECGS deflclencg 

DENTON. H.R Office of Nuclear Reactor Regulation 79/05/04 3pp 


J Insurance ft Indemnltg Information 


7903110107 Amend to Endorsement 31 to NELIA Pollcg NF-106 Constitute* 
Endorsement 54 

* Nuclear Energy Liability Insurance Association 79/04/27 Ip 


7909140344 Forward* "Annual Plant Mod Rapt 19/11 " 

Aini'NiU M Philadelphia l.leclrli Co 79/04/2/ Ip 7909070497 Confirm* Increased liebllltg Unit te *124.000.000 for 

policies NF-1,29. 43.76.03. 100, 111. 140. 146. 131. 161. 164. 170. 

„ „ , . 173.174.178.179.100.102.185.186.187.188.189.192.193.194.193. 

--/909140,I46 “Annual Plant Hod Hepl IV/ll " 197 , 198 . 200 . 301 . 204 . 206 . 207. 208 . 210. 212 . 214. 219. ft ethers 

UlRICIi.U T Phlledelphle I'lttkrlc Co /Il/l3/;il I3pp quATTROCHHI . J American Nuclear Insurers 79/09/01 Ip 


79091703J6 Forward* monlhlg uperattng repl for Apr 19/9 
COONEY. H J Philadelphia l.lertrlc Co /9/on/ll ip 

—7909170241 Munthlg (iperatlng rept for Api 19/9 

AI.DCN.U H Philadelphia Cleclrlc Co 79/09/10 9pp 


8 Reportable occurrence*. I.IH* ft related corretpondence 


7909040077 Forwerd* i EH /9 Olh/OIT-O 

COONEY. H d PhiUdblphle I'lectrli. Co /9/04/26 9pp 


—7903040092 LCR /9'01<./01T~0 on 790411 engineering review dl*cov»r*d 
valving essqclated w/ielt«icallg quellfied emergencg eve 
water eg* was norwallg open Caused Vg feultg plant design 
Open valves locked closed 

COONEY.H J PhllodelpKla Electric Co 79/04/36 Ip 


7909040301 Forwards LER 79-OlO/OlT-l Oiscusses re*olls of eonllnuirvfl 
InvestlgatloA re deelgn errors in recirculation igs valves 
CQONCY.H J Philadelphia Electric Co 79/04/30 9pp 
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DOCKETED ITEMS 


P O^tratlng LCccnis ftag* docLiintntt & corrstpond ince 


7905090347 AttCgng rasponi 1 511 for prompt noting nettflcatlon r< 
790313 than) C4IJ«« ordart 

BTELLOiV Division of Oporatlng Rsoctor* 79f03/a9 3pp 


790S020490 Dltcunot 790315 talcon <j/H Soro of Uettlnghooae re 
Incorrect uotghti for Velan Model C6SB 6-lneli check valve* 
Died In eafety injection eg* 

SCHMENCER.A Operating Reactors Orancti 1 79/04/03 Ip 


790S2401Q9 Foruardi 790220 1 tr requesting MRC to conduct fiaarlng t 
prepare EIS on proposed replacement of itean generator* 

Related Fr notice end 

OEKTONrH R Office of Nuclear Reactor Regulation 79/04/04 2pp 


"7909340199 Requests reconsideration of Usuanta of license Amends Ai & 
47 for replacement of i team generator* Also requests public 
hearing li EIS 

BERICK.D . ALVAREZ. D Environmental Pollcg Institute 79/02/20 

2pp 


”7909340204 Notification of "Director's Oectslon under 10CPR2 306.” 
denging request for public hearing fc £15 preparation re 
steam generator repair program 

OEHrON.H R Office of Nuclear Reactor Regulation 79/04/04 Opp 


7905300010 Sutnmarg of 790404 meeting y/SLlI la util In Boston. HA re 
sequential operations of safety sqs required to reach 
ihutdoun In all conditions b pipe sgs stress reanalusl* 
NGIOHBQRS. 0 Operating Reactors Branch 1 79/04/06 Spp 


7909100198 Responds to 790330 Itr re analysis of piping sgs per 790313 
show cause order Use of soil ftructurs Interaction 
techniques in calculation of amplified response spectra Is 
acceptable if appropriate documentation Is Included 
STELLO. V Division of Operating Reactors 79/04/13 3pp 


7909100073 Requests revleu.iriad b testing plans re action taken to 
correct design deficiency Identified in electrical load 
study Suggests application for appropriate license amend be 
made as soon as possible 

VOLLMER.R H Assistant Director for Systems b Project* 79/04/16 

2pp 


7909190789 Summary of 790419 meeting u/SbN b util in Boeton. HA re 
review of pipe etress analysee 

NEtOKfiORS.O D Operating Reactore Branch 1 79/04/34 9pp 


7909310472 Summary of 790419 meeting u/SbW b util in Boston. MA re 
review of pipe strese analytes 

NEIOHSORS.j D Operating Reactors Branch 1 79/04/34 9pp 


7909040460 Forwards VEP-FRD*32i "Surry Unit 2. Cycle 4 Core Performance 
Rept " 

THOMAS, M N Virginia Electric b Power Co 79/04/37 Ip 


”7905040472 “Surry Unit 2. Cycle 4 Coro Performance Rept " 
R083,T K , LEBERSTEIN, J H Virginia Electric b Power Co 
VEP-FRD-32 79/04/30 47pp 


7909040619 Forwards status rapt on 790427 “Plan for Verification of 
Dynamic Analysis Codes.'” 

JACOBS, S B Stone b Ushster Engineering Corp 79/04/27 2pp 


7909070473 Notifies that tuo completed pipe stress problems were sent 
to contractor sutiequent to 790419 meeting Specific info 
end 

SPENCER, H C Virginia Electric b Power Co 79/04/27 Spp. 


7905040036 Believes recordkeeping requirenents should be modified to 
agree w/ASHE Section XI Code requirements Change to Tech 
Specs 6 9 8 7 designated as luppl to end Change 66 
BTALUINOSiC M Virginia Electric b Power Co 79/09/01 4pp 


7905D40380 Notifies that steam generator replacament program initial 
pregrtfs rept for 790203-D331 is being prepared Reporting 
period should cover two months rather than 60 days 
BTALLINOSi C. M Virginia Electric b Power Co 79/09/02 Ip 


7909070610 Responds to 790413 Hr Forwards summery of soil structure 
Intaractlon ana lyses, summary of subgrad* matl properties b 
damping valves which were calculated by Shake Program 
Summary of sample pipe stress analytes 

SPENCER. H C Virginia Electric b Power Co 79/D9/02. Slpp 


7905070637 Requests NSC recommend to Commissioners that Vnit 1 be 
returned to svc immediately Util will supply any supportive 
technical presentations deemed necessary 

srALLlNOSiC M Virginia Electric b Power Co, 79/09/02 2pp 


7909070460 Responds to NRC 790222 Itr requesting addl info re envlrcn 
qua} 1 f i ca t ion testing performed on continental instrument 
cable presently in use 

O'BEILLV. J P Virginia Electric b Power Co 79/05/03 I9pp 


7909000939 Forwards addl info re organl cat ional chart to support 
proposed Tech Space Change 71 

STALLIN05.C M Virginia Electric b Power Co 79/09/04 2pp 


7909300751 Respond* to 790330 telegram re shutdown of units NRC rewisi 
of pipe stress levels will be limited to safety 
cons iderat 1 ons 

OENTOffi H R Office of Nuclear Reactor Regulation 79/03/04 3pp 


”7905300756 Comments on areas of concern re shutdown units Urges pris, 
a'nalysis of effects of shutdown 

SHANNON. P C Virginia. Stats of 79/03/20 3pp 


7909140239 Forwards proprietary documents requested dur'lng 790J01-C4 
special Insp 

ERLEWrNE.J A Stone fc Webster Engineering Corp 79/09/00 Ip 


—7909140245 Requests withholding Technical Ouldeline EMTO-32-0 b 
Technical Rept EMTR-612 (ref 10CFR2 790) Affidavit end 
KENNEDY. H J Stone b Webster Engineering Corp 79/05/04 lOpp 


7909140332 Confirms 790904 telcon w/WT Russell re camputer dtcl 
associated w/SNOCK 0 program 

KENNEDY.U J Stone b Webster Engineering Corp 79/09/09 Ip 


7909160339 Notifies that review of computer deck Is completed SHOCK 4 
program still unrecovared Piping lys conservatively designed 
b will perform Intended function 

KENNEDY, M J Stone b Mobster Engineering Corp 79/09/11 Ip 


7909210111 Forwards SHOCK 1 computer program listing Buperssdes 
submittal of 790406 Program, listing withheld (ref 
10CFR2 7901 

KENNEDY, M J Stone b Webster Engineering Corp 79/0S/14 Ip 


7909290339 Summerlies procedures b calculatlonel techniques ustd in 
reanalysls of piping lys designed u/SHOCK II computer 
program Reanalysls will satisfy 790313 order to show cause 
KENNEDY. H J Stone b Webster Engineering Corp 79/03/10 6pp 


790325010B Submits corrections to 760920 proposed Tech Spec Change 73 
re listing of hydraulic shock suppressors 

BTALLINOS, C M Virginia Electric b Power Co 79/05/22 tp 


7905250092 Submits response to 790318 request for info concerning 
review of methodology In use of oil structure interaction 
SPENCER, M C Virginia Electric b Power Co 79/03/24 33pp 


7905290132 Submits addl Info In response to 790402 request re safety 
sys analyted by SHOCK tl code.pipe stresses b verification 
of dynamic analysis codes Info rslates to 790313 order to 
show cause 

SPENCER, W C. Vlrginle Electric b Power Co 79/03/24 9pp 


7909290001 Resubmits 761230 Tech Spec change request as Change 24 Ns 
unrevlesjed safety question Involved 

STAULINOS. C » Virginia Electric b Power Co 79/05/24 I6pp 


(3 Inspection reports. IE Bulletins b correspondence 


7909020040 Forward* IE Insp Repts 90-200/79-10 b 90-281/79-12 on 
790214-16 No noncomp Ltance noted 

LEitlSiR C Region 2. Atlanta, Reactor Operations Nuclear Supptri 

Branch 79/03/12 2pp. 


—7909020049 IE Insp Repts 80-280/79-10 b 90-281/79-12 on 790214-16 Ns 
noncomp 1 lance noted. Major areas inspected protection of 
components in containment, tag out practices, long-term layup 
b temporary ventilation 

ELROD, 8. A Region 2. Atlanta, Office of the Director 
CANTRELL, F 8. Region 2, Atlanta, Reactor Operattons Nuclear 
Support Branch 79/03/09 4pp 


7905020012 Forwards IE tnsp Rept* 90-280/79-02 b 90-281/79-02 on 
790102-0202 No nencompl lance noted 

LEWIS. R C. Region 2. Atlanta, Reactor aperatlone Nuelier Buppert 

Branch 79/03/13 2pp 


—7909020019 IE Imp Repts 90-200/79-02 b 50-281/79-02 on 790102-0203 t* 
noncompl lance noted. Hajor areas Inspected' plant physical 
harriers b preparations for steam generator replacement 
BURKE, 0, J Region 2, Atlanta. Office of the Director 
CANTRELL.F 6 Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch. 79/03/12 9pp. 
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7V03010224 F oru«rd« ir InPo Nut tea f'f-Oh. "(Ura«i Analuiln aP 
Oafety-HaUtaiF F'iplnj " 

Q'ltFUl-ViJ F* nagiail Ui Ptttanta. (IPflri) nf Iho Dliortiir 
7 V/ 0 ')/ 2 F 2 pp 


77030 )(>J IV I'oiuard* II litfo NuIIl* /V* 07 i "lluplum nP Fladuatts Ian I* *' 
U'liriLlYiV I’ Hag Ion 2 < At I out* , (Iff Its of Ilia Dliactui 
/ 7 / 0 :(/ 2 /i 2 pp 


7V0301012I F orual'd* II InPo flotlca /V 01) p " In t«r r DiiitsC t I nil op 
(.oil tarn I no tad llv* ui/llvc All <]ga t7««i) «• lliiorta nf Itraathtiig 
Air '' 

O'lirillY/i) (' llagliipii 2i Alkaiila> DPfira of Lhs Ulrai lui 
77 / 01 / 2(1 2 pp 


7703010 l />'7 F lit wards M Info Hotli* '77 07 . "tiplll of Had l<iai 1 1 va I g 
Coiitamtiiatad llatlii " 

n'HIKIYo) (' Hagion 2. Atlanta. Offlis of tli« Oliailui 
77/O'F/vlO 2pp 


7V03OJOOJ3 Fill Winds II I lisp Kspls 30 2(10/ 77 I I t. 30 201/ 7 7 I7i iiii 
770 121 21 Nil iiuHCamp It aiic • mil sit 

ItrOHA.U I) llsglDii 2, Allaota. tlafaguards Hi am li 7'77047ll 2pp 


- 77030200)1 II' Insp llapl 30 200/77 III U 30 2111 /7'7 If, mi 770 IJl 2F Nil. 
iioiitofflpUani s iiiitsd Hajitr ai »a tiispailsd I mlap and siil liisp 
sffoit rs lOOIIi/.l 1)3 liilsrlm msasiirai Dalai l« wltMisId 
(rsf 10CIH2 770) 

IK NNI OOlYi FI •) Flag toll 2, Atlanta. Ofpiia of Ilia 1)1 rsi tin 
KIIIINpU i) llsglun 2i Atlanta, tiaf agiiai its III aiic Fi 77/04/11 

Ip 


77030003 Id I nrwards II Mill I si In 77 <)f,, "llavlaw of (Ipsral I niia I I'lriirs (. 
(Igs Ml sal I giimsnts Idsiiliflsd Dn-rliig TMt Im Idaiit " I Li sntaa 
atlliin rsitiMrsd 

O'FUttlY.O I' llsgloii 2. Atlanta. OPPlia tif tlia DlrsVtdi- 
77/03/ 1 1 Ip 


7703040233 Forwards II Oollsllin 77 (>fi(l, "Hsvisw nP Dp si a 1 1 niia I I rrors f. 
tigs Hi sa 1 1 giimsnls I ilsfi 1 1 P I ail During Till I in lilviil " 

(I'ltF III V. ,f l> flag Inn 2. Allantsi OPPUa iiP Ilia Dirsttnr 
77/03/13 2pp 


7703030271 I'niwardS II ll■•llstln 77 (>/• "IIsIschK lltiass Aiialgslt iif 
(lafslg Nslatsd I'lptng “ I liansas ailliiii raqnlrsd 
(I'Ftl III Y. .1 F> Flag Inn 2, Atlanta, (irflia iiP ilia IMrsi Ini 
77/03/13 Ip 


77030303311 I'orwards IP llnllslln 77 (111. "ivsnts llslavanl tu llolling 
Uatsr I'utisr llsaelurs lilsntlPlad Dni-hiu FHt Ini Idaiil " 

IF'III.III V, .< I> lUgliiii 2. Atlanta. (IPflrn of Ilia liitSLlni 
77/03/13 Ip 


770301)01 A3 Ks I ponds to II Dulls tin 77 (>')■ "l uiiy I tnd ina I Mai 3 UaPsits In 
AtIHI (lA '112 Tgps 103 (llalnlast lltaal Dtps (Ipnnls HPg bg 
Youngstown Msldlng b Png lunar lug Tu ” flurtli Anna I nssa no 
(lA .112 piping (Iwi rg I b 2 rsLurds ara still iindar ravtsw 
OTAUlFFO'l.r M Virginia Ilstlm l. |inwsr Cn 77703/17. '2pp 


7703010171 Forwards II llullvtin 77 (17, "I'ailuias nf 01 Tgpr AK 2 
Circuit llraakar In DaPotg Nslatsd FIgt " l.tisiissa ai-tlafi 
rsgul rsd 

(J'HDIl I.V, 2 I* lisgioii 2, Atlanta, DPfMs nf ths Diractur 
77703/1/ 2pp 


77030203'fA l''iirwards IP IFwIlattii 77,'()fiA< fitvi t ion I, “Rsvlsw of 
Upsratlonal Irrors b tigs Hi sa I Ignmsnt s IdwntiPIsd During THI 
Inc Id silt " 

O'llt Il.I.Yi J I* Nsglon 2. Atlanta, Of flea of thg Dlrtctor 
77/03/10 2pp 


7709300520 Inforat that rspons* to tl'. Oullatln 77 '07 rs s* I sate 
analgtls of safstg ralattd piping will ba pravldad in 
conjunetton si/srdsr to sliow ■caus* did 77031J 
(IPlINCCn.ll C Virginia lilac trie t F'owtr Co 77703 72 1 Ip 


7*70 5230101 Rsipondi to IK Dull* tin '/V OAA, '’nawiaw oP Oparallonat 
(Errors l< Ogs HUaUgiiNsnta tdonlifloii During IMt Ineldaiit “ 
Ftsvlow commlttss vat astabllsFisd b dotallod rswUi# of 1HI 
incldtnt lias hssn conj»l«tad 

OTALLIFFQDiC H Virginia eiactru b F’owtr Co '7<f7037a& Vgp. 


7703300706 Porvtrdt rttponto to IK Dulldtin 7V'03 Vstan owing clioct 
vaWss of ilirts I. tti Inchtt initallod In chaaltal v»l i 
control It ••fpig injactlon sgt 

OTALLlNOBiC M, Virginia Klsegrlc It Powir Co 77/03703 4gp 


7709210370 Itstpondt to IE Bullotlo 77-Q6A, Rovi « ton 1 I'rovidos raowao ltd 
Info on dofign ciiango* r« caiitainnsnt tua>p puap trip valvo 
actootion h laPttg injtckion logic 

aTAl.l.IN00,c.H VlrginU Kite trie b Powtr Co 77/09/17 2 pp 


7703220142 Forward* roquostoil rellaP from liissrvlct Insp rtqu 1 raaiant* 
for Clssi 1,3 f., C3 coflipoiitnts tt roqutttod rolloP Prom. 

Insti vice tasting i oqu I roaient* Por pumps M/27 ovortlcod 
di awing « 

tlTAl.l IM0tl,r H Virginia risctilc t, Pouar Cn 77/03/17 lO'Ppp 


77032'f0032 Hotpoml* to I PE Du Hot In 77-07 OE Tgpo A)t“2 circuit broalors 
not III list nr planiiod for use 

(11 AU IHU{),( H Vliyliila Eloclrlr b F'liuoi' Co 7'7/<>3/2n Ip 


7V03 IDOOlt) Hasp II nils to IF Out to tin 77-10 rorwards roqua I I P U a t Ion 
ti sluing pic) gram stall sties 

tllAlllMOII.F (F Virginia Plsctiic I. I’tiuar (,n 77/0')/33 3pp 


/7«37rnni2 Itsspmids to IF Insp Kopt a0-2(ll//7 :il> (Itsam gsiioratar 
cutting aiatliuil I, dssci Ipilon nP d sr unt am I Hat I on prorodurs 
r avl s ed 

HIAIIINOH,!' 11 Virginia llotlrlc b I’liuor On /7/03/23 Ip 


It F’si luiFlr opsiatliig lopuris K ralatsd cm i asp undo nee 


/VOSIKIOO/ I inwards "(Itsaoi Uniis ( a toi llspali F'l tigram- F'rugrass llopl 1“ 
for 77020 1 7700 11 

tllAI I INOil, ( II Vligliila list tile P- I’liuar Co 77/03/01) Ip 


7V03 L lOOllfl “(Itvam Usiieratdi llnpalr I’rogram i'logistt Hapt I" for 
77020 I 0 Ml 

• Virginia ileitilr t I’nwai ('u '7V/<M/I1 'Mpp 


7V031303IO Fuiwnnls montlilg iipsratlng ropl Poi Apr l'//7 

ItlAl I IHtJ'1,1' fi Virginia FIsitilr *, I’nwsr Co 77/03710 Ip 


7*703130313 Hiinllilg nparating ispt fur Apr 1*777 

ririHAHF.O Virginia llarlni t, I'uwai Cn 77/03701 'lOpp 


(I Hspnrtabls ncturrantas, I I H« b rslatad < ol responclsiira 


7705020312 I'orwards lilt 77 007/01 r O 

riTAI I IFiO'l. C H Virginia llsiirtc I. Powsi- Cn 77/04/26 Ip 


/7I>302()317 if II /7 00*f/01T 0 un /7«4l2.0r llipurmsd util IFtal potsntUI 
piqbltis aaisls In Inslda rac I rcu I at t on sprag pump 
nntni t Caiisad (ig pnsslbl* uvarfitallng nf liiusr bsarliig du* 
to claarania tnlaranrt* allnwsii on and shields I, shaft 
tITCUANF.H I Virginia I' lac trie b t'owar Cn /77U4/2fj, 21*1’ 


/V03OU1372 Forward* Mil 77 01 1/0 II O 

lirAMlMOU.I H Virginia Marine t, i'owai Cn 77/03/2/ Ip 


77051)10471) nil 77 OF I /Oil U on 7’7032(l will Is In rnld shutdown, gasanu* 
munituri procsts vant parlli’ulalt b vaiit 1 1 at Inn vant 
partUulal* wsi's u7ei power Caused bg Inust lug cunntctliln on 
power supply cable lug conntctinii repat rod 

[ITi'MAjir.tl I. Virginia F lsitiie *■ F’ower Co 77/04/2/ Hpp 


7703040)7/. Forwards till 77 012/0)1 •() 
ilTAI I ItfO'l. C H Virginia l.lsrlrlc I. I’nwsr Co 7*7/03/02 tp 


• /*7C)30304I4 I fit 77 -«l2/UJt.' 0 un 770302 during PunctUn test. 21 of /3 
snubbers did not meet acceptance criteria stipulated In 
governing proredur* Caused bg failure to readjust snubbers 
to optiaun dtttgn coodltlon Failed snubber* rtsei 
(irtUAHT.W I viiginia Clactrlc I. Fawar Co 77/09/02 Opp 


7VO3O70A33 furward* "Analysis b Dg* Hod for 41)0 Volt rmergencu 
Qg*. ' in raspunse to NIIC 7V04IA llr 

aTAtilHOtl.C H Virginia Electric I. rower Co /V/O9/01 


»77090'70A97 “Analysle lb liys Hod Por 400 Volt E'ntrgan 
a Virginia Isieclric t> Cower Co 77/09/00 23p' 


/70!m0l97 Forwards I liB 77 Ol3/O3t.«0 

DTMi.IHOD.C fi Virginia Ctectrlc t Cower Co 


•-77O9II0IA4 lEH 77 -Oia/OJE-O on 790310 100 g 
recovery test tank 1 .lin 'TK-2D prior to o' 
results Ceuted by Improper volve lineup 
recirculation In preparation for eampF 
QtEMANT.M L Virginia Klee trie I. Po>^ 


7703170117 Porwardi UEB 77-017/017-'' 
QTALtlHOB.'C H Virginia Eltctr 



DOCKETED ITEMS 


— 790S190123 CER 79-017/01T-0 an 790902 probl«ni could il»v«lop In thrait 
tt«ring of turfc oeharg «p for ■norgintg dlatet gonaraton 
undap rapaak atari operating oiodet Englnaaring daaign 
prablam occur* only under roitrUtlve conditton* 

STEWART.U U Virginia Elactrlc & Power Co 79/05/15 OPP 


7909290141 Forward a LERa 79-0l4/03L-0f 79-015/03L-0 l< 79-016/03L-0 
BTALUINOS^C M Virginia Elactrlc & Power Co 79/05/22 IP 


— 7909250150 LER 79-014/03L-0 on 790422 liquid uaata diapotal radiation 
monitor failed to give high alarm b trip raleaie valve 
Cauied by ln«*rumant drift in high alarm eatpoint All liquid 
waata relaaie* were aecured 4> alarm board checked 
STEWART. H L Virginia eitctrle t Power Co 79/09/22 Zpp 


— 79592SD154 LER 79-013/03L-0 on 790422 liquid waita dlipoeal radiation 
nonitar failed to give high alarm t trip re lease valve 
CauiBd by procedural Inadequacy Proceduras modified 
STEWARTiW L Virginia Electric t> Power Co 79/05/22 Zpp 


— 790S290197 LER 79-016/03L-0 On 790423 cracks noted in concrete loppart 
for 1-RK'E-IA b I-RH-E-IB Cauied by thermal ejpaniion of 
heat etchenger Cracks repaired Heat ecchanger lupports will 
be modified to alloy for thernat etpaniion 
STEWART. H L Virginia Electric l< Power Co 79/09/22 Zpp 


7909290003 Forwards LER 79-OlS/OlT-O 

8 TALL I NOB 1 C M Virginia Electric & Power Co. 79/09/23 Lp 


— 7903290010 LER 79-018/017-0 on 790309 solenoid valve Model 83Z0A102 mfg 
by Automatic Quitch Co found environmentally unqualified b 
reportable per IE Bulletin 79-01 b Tech Space Valve could 
fall to control admission & venting of air during LDCA 
STEWART. U L Virginia Electric & Power Co 79/03/23 Zpp 


DOCKET 90-281 SURRY POWER STATIONi UNIT 2 


0 Adjudicatory corrispondince 


7903230646 Orders e* tens ion. untl 1 790324. for NRC review of 790404 
dental of enforcament action 

CHILKiS J Office of the Secretary of the Commisiion 79/04/13 

lp 


7909100262 Forwards petition of Potomac Alllanceist al for emergency b 
remidlal action 

DOUOKERTY.J B Potomac Alliance 79/04/lB Spp 


— 7909100328 Pattblon for emergency b remedial action r* NRC violations 
of NEPA In Isiuing Amends 46 tc 47 to OL 
IHlllOHERTY, J B Potomac Allianga 79/04/18 6Spp. 


7909240433 Act receipt of 790405 1 tr requesting NRC bo revoke OLs Ltr 
is currently under consideration: Forwards PR notice re Allen 
79040S ltr 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/04 lp 


— 7909240461 Ffl notice re U Allan 7904DS request for revocetion of OLs 
DENTON. H R Office of Nuclear Reactor Regulation. 79/05/04 Zpp 


7905310033 Forwards J Allen 790409 ltr requesting NRC revoke facility 
□Li b FR notice of revocation request W/790330 ltr to ASLAH 
re West tnghouse ECC8 deficiency 

DENTON. H.R. Office of Nuclear Reactor Regulation 79/05/04 3pp 


J. Insurance b indemnity InfarmatlDn 


7903110107 Amend to Endonsment 91 to NELtA Policy NF-1D6 Constitutes 
Endorsement 34 

a Nuclear Energy Liability Insurance Astoclatlon 79/04/27. lp. 


7909110107 Amend to Endortimant Si to NELIA Policy NF-i66 Conitibutes 
Endorsement 94. 

e Nuclear Energy Liability Insurance Aisocfation 79/04/27. lp 


7909070477 Confirms incrtesed liability limit 1 0 - 4 124. 000. 000 ft>r 
policies Nr-1.29. 43. 76.83, 100.111, 140. 146. 191. 161, 164. 170. 

173. 174. 178. 179. 180. 102. 189. 186. 187, 188. 189, 192, 193, 194. 193, 

197. 198.200. 201. 204, 206, 207, 208, 210, 212. 214, 219, b others 
QUATTROCNHI, J. American Nuclear Insurers 79/09/01. lp 


7909070982 Confirms increase In liability limit to *36.000,000 for 
policies HF-22. 26, 29,38, 39. 44,46, 47, 49.90, 91, 92, S3, 94, 99, 96. 

97, 88. 60 , 6 1 , 64. 66, 67. 68, 69, 70, 7 1 . 72, 74. 76, 77, 78, 79. 80, 86, 87. 
88,90.91,92,93.94.93 b 96. 

ROBERTQ.D M Mutual Atonic Energy Liability Underwriters. 79/09/01 

lp. 


7909110090 Endorsements 16,30,36 b 47 to NELIA Policy NF-te6 
8AR0ES, C R Nuclear Energy Liability Insurance Associetton 
79/09/01 lp 


7909140444 Forwards Amend 10 to Indemnity Agreement B-49 per lOCfRItO 
changes, re Increase in liability Insurance from *140 million 
to *160 ml 1 1 tun, effect Ive 790301 Supporting documentation 
tnc I 

8ALTZHAN. d Antitrust b Indemnity Oroup 79/09/01 6pp 


7909240489 Forwards erecuted Amend 10 to Indemnity Agreement B-fJ, 
effective 790S18 

BTALLlNOSiC M Virginia Electric b Power Co 79/09/21 3pp 


P. Operating license stage dDcumenti b correspondence 


7905080347 Assigns responsibility for prompt meeting notification re 
790313 show cause order* 

8TELLD, V Division of Operating Reactors 79/03/29 3pp 


7909020490 DIscussei 790319 telcon w/R 8ero of Wostinghouse re 
incorrect weights for Velan Model C698 6-inch check valves 
used In safety Injection sys 

SCNWENCER.A aperating Reactors Branch 1 79/04/02 lp 


7909Z40189 Forwards 790220 ltr requesting NRC to conduct hearing b 
prepare EIS on proposed replacement of steam generators 
Rflated Fr notice end 

DENTON.HR Office of Nuclear Reactor Regulation 79/04/04 Zpp 


— 7905240199 Requests reconsideration of Issuance of license Aetndi 4lb 
47 for replacement of steam generators Also requests public 
hearing b EIS 

BERICK,D . ALVAREZ, B Environmental Policy Institute 79/03/20 
Zpp 


—7905240204 Notification of "Director's Decision under 10CFR3 206. * 
denying request for public hearing b E18 preparation r* 
steam generator repair program 

DENTON. H R Office of Nuclear Reactor Regulation 79 /04/04 Spp 


7905300010 Summary of 790404 ineetlng w/8bW b util In Boston. HA re 
sequential operations of safety sys required bo reach 
ihutdoun in ali conditions b pipe sys stress rsanalysis, 
NEtOHBORS, D Operating Reactors Branch 1 79/04/06 9pp 


79031-OOI3B Responds to 790330 ltr rs analysis of piping sys per 7903I> 
show cause order Use of soil structure interaction 
techniques In calculetlon of amplified response spectra Is 
acceptable If appropriate documentation Is Included 
8TELL0, V Division of Operating Reactors 79/04/13 2pp 


7909100073 Requests review, mod b testing plans re action taken to 
correct design deficiency Identified in electrical load 
study Suggests application for appropriate license emend be 
made as soon as possible 

VOLLMER.R H Assistant Director for Syeteme b Projects 79/Ot/t* 
2pp 


7905040460 Forwards VEP-FRD-32, "Surry Unit 2, Cycle 4 Cora Porforaence 
Rspt " 

THOMAS, tJ N Virginia Electric b Power Co 79/04/27 Ip 


— 7903040472 "Surry Unit 2, Cycle 4 Core Performance Rapt " 
ROSS, T K , LEBEHSTEIN.U H Virginia Electric b Power Co 
VEP-FBD-32 79/04/30 47pp. 


7909040613 Forwards status rspt on 790427 "Plan for Verification of 
Dynamic Analysis Codes " 

JACOBS, 6 B. Stone b Webster Engineering Corp. 79/04/27 2;p 


7903070473 Notifies that two completed pipe stress problems were sent 
to contractor subsequent to 790419 masting. Specif ic info 
inc 1. 

SPENCER, U C, Virginia Electric b Power Co 79/04/27 Spp 


7903040036 Be I laves recordkeeping requlremente should be modified io 
agree w/ASME Section XI Cade requirements. Change to Tech 
Specs 6 3. B 7 designated as suppl to end Change 66 
SrM.LIN08,C M Virginia Electric b Power Co 79/OS/Ol 4pp 


7903040380 Notifies that Steam generator replacement program lnlkla.1 
progrees rapt for 790203-0331 Is being prepared, Reporting 
ptrlod should coyer two months rather than 60 days 
STALLINOS.C M. Virginia Electric b Power Go 79/09/02 ip 



DOCKETED ITEMS 


71 


7903070610 Renpondi to 790413 Itr Forward* cummarij of soil structure 
(ntaraetion analysait lummarv ol «ubgrada matl proportio % 
damping valyat which were calculated bg Shake Program 
Summary of sample pips itrees analytes 

8PEMCER.H C Virginia Electric t( Power Co 79/-03/oa Sipp 


7905C70637 fteituesti NRC recommend to Cofflml tt loners that Unit 1 be 
returned to ivc immediately Util will supply any supportive 
technical presentations deemed necessary 

STALLINOSt C H Virginia Electric & Power Co 79/09/02 Spp 


7909390409 Notification of 790303 meeting w/utll in Bethesda.HD to 
discuss startup 

NEIOMBQRBi 0 Operating Reactors Branch 1 79/OS/OS Ip 


7903070460 Responds to NRC 790222 Itr reciuestlng addl info re environ 
qualification testing performed an continental instrument 
cable presently In use 

O'REILLViU P Virginia Electric ti Power Co 79/03/03 19pp 


— 790SOS0049 IE Insp Rept* 50-2a0/’79-l0 fc 30-801/79-12 on 790214-16 No 
noncomp 1 lance noted Major areas Inspected protection of 
components In containment! tag out practlc eoi long-term layup 
U temporary ventilation 

ELROD>8 A Region S< Atlanta^ Offics of the Director 
CANTRELLi F 8 Region 3r Atlanta# Reactor Operations Nuclear 

Support Branch 79/03/09 4pp 


7903020012 Forwards IE Inap Bepts 30-200/79-03 b 90-201/79-02 on 
790102-0202 Ho noncompliance noted 

LEUIBi R C Region 3i Atlanta# Reactor Operations Nuclear Support 

Branch 79/03/13 2pp 


— 790S020019 IE Insp Repts 30-200/79-03 & 30-301/79-02 on 790102-0202 No 
noncomp Itance noted Major areas inspected plant physical 
barriers b preparations far steam generator replacement 
SURKE.D J Region 2i Atlanta. Office of the Director 
CANTRELL# F S Region 2# Atlanta. Reactor Operations Nuclear 

Support Branch 79/03/13 9pp 


7903000338 Forwards addl info re organ! tationai chart to support 
proposed Tech Specs Change 71 

STALLINOSi C K Virginia Electric b Fouer Co 79/05/04 2pp 


7903070113 Forwards IE Insp Rept 80-201/79-11 on 790213-16 No 
noncomp 1 lance noted 

MURPHYiC E Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch 79/03/19 2pp 


7903300731 Responds to 790320 telegram re shutdown of units NRC review 
of pipe straps levels will be limited to safety 
considerations 

OENTON.H R Office of Nuclear Reactor Regulation 79/09/04 2pp 


— 7909070110 le Insp Rept 30-201/79-11 on 790313-16 No none omp 1 ianc a 
noted Major area inspected steam generator replacement 
UILCOX. J D . KERDT. A R Region 2. Atlanta# Reactor Construction 

b Engineering Support Branch 79/03/14 3pp 


—7909300796 Comments on areas of concern re shutdown units Urges prompt 
analysts of effects of shutdown 

SHANNON.? C Virginia. State of 79/03/20 3pp 


7909140239 Forwards proprietary documents requaetad during 790301-04 
special insp * 

ERLEWINE. J A Stone b Uebster Engineering Corp 79/09/08 Ip 


— 7903140249 Requests withholding Technical Ouidel Ine EMT<i-22-0 b 
Technical Rept EHTR-612 (ref 10CFR2 790) Affidavit end 
KENNEDY. U J Stone b Uebster Engineering Corp 79/09/04 lOpp 


79031403B2 Confirms 790904 telcon w/lfT Russall re canpucer dect 
associated w/SKQCK 0 program 

KENNEDY. U J. Stone b Uebster Engineering Carp 79/09/09 Ip 


7905160339 Notifies that review of computer deck is completed SHOCK O 
pTogrem still unrecovered Piping sys conservatively designed 
b will perform tntondod function 

KENNEDY. U J Stone b Uebster Engineering Corp 79/OS/tt Ip. 


7903210111 Forwards SHOCK 1 computer program listing Supersedes 
submittal of 790406 Program listing withheld (raf 
tQCFR2 790) 

KENNEDY. U J. Stone b Uebster Engineering Corp 79/0S/14 Ip 


7903290339 Summer lies procedures b calculatlona 1 techniques used in 
raanalyiis of piping tys designed u/SMOCK 11 computer 
program Reanaiysit will satisfy 790313 order to show cause 
KENNEDY. U.J. Stone b Uebster Engineering Corp 79/09/18 6pp 


79092S010B Submits corrections t« 7S0920 proposed Tech Spec Change 70 
ra lifting of hydraulic shock suppressors 

STALLtNOS.C.M. Virginia Electric b Power Co 79/03/22 Ip. 


7909230092 Submits response to 790918 request for info concerning 
review of methodology In use of oil structure interaction 
SPENCER. U.C Virginia Electrlt b Power Co 79/05/24. 33pp 


7903290132 Submit! addl info in roeponse to 790402 request re safety 
tys analysed by SHOCK II code.pipe stresses b verlflcatian 
of dynamic analysis codes Info relates to 790313 order to 
•heu cause. 

SPENCER. U C Virginia Electric b Power Co. 79/05/24. 9pp 


7909290001 Resubmits 761230 Tech Spec change request as Change 24 No 
unrevlewcd safety question Involved. 

BTALLIN08. C M Virginia Electric b Power Co 79/03/24 i6pp 


Q Inspection reports. IE Bulletins b correspondence 


7909020040 Forwards IE Insp Repti 90-230/79-10 b 90-281/79-12 on 
790214-16 No noneompl iance noted, 

LEMIBiR. C. Region 2. Atlanta. Raactor Operations Nuclear Support 
Branch 79/03/12. 2pp. 


7909010234 Forwards IE Info Notice 79-06# "Stress Analysis of 
Safety-Related Piping '■ 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/23 app 


7909030319 Forwards IE Info Notice 79-07. "Rupture of Radueste Tank* 
O'REILLY. J P Region 2. Atlente. Office of the Director 
79/03/26 2pp 


7909010123 Forward* IE Info Notice 79-08. "Interconnection of 
Contaminated By* w/Svc Air 8y* li*ed as Source of Breathing 
Air " 

Q'REILLVi J P Region 2. Atlanta. Office of tho Director 
79/03/28 2pp 


7903010369 Forward* IE Info Notice 79-09. "Spill of Rad loac tl vely 
Contaminated Resin “ 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/30 2pp 


7908020029 Forwards IE In*p Repts 90-200/79-13 b 90-201/79-16 on 
790321-23 No none omp 1 iance noted 

KENMA.UB Region 2. Atlanta. Safeguard* Branch 79/04/lt 2pp 


—7909020033 IE Insp Rept 90-200/79-13 & 90-281/79-16 on 790321-23 No 
I noncomp 1 lance noted Major area Inepectsd independent Insp 
effort re 10CFn7a 93 Interim measure* Details withheld 
(ref 100FR2 790) 

HENNESSEY. R Region 2# Atlanta. Office of the Director 

TODIN.U J Region 2. Atlanta, fiafeguards Dranch. 79/04/11 

Ip 


7909080334 Forwards IE Bulletin 79-06. "Review of Operational Error* b 
By* Misalignment* Identified During THl Incident " Licensee 
action required 

O'REILLY. J P Region 2. Atlente. Office of the Director 

79/04/11. Ip 


790304O2S4 Forward* IE Bulletin 79-06B. "Review of Operational Error* b 
Sy* Misalignments Identified During TMt Incident " 

O'REILLY. J P Region 2. Atlanta. Office of the Director. 

79/04/14 2pp 


7909040271 Forward* IE Bulletin 79-07. “Gelsmic Stress Analysis of 
Safety-Related Piping " Licensee action required. 

O'REILLY. J P. Region 2. Atlanta. Office of the Director. 
79/04/14 ip. 


7909040448 Forward* IE Bulletin 79-09, "Event* Relevant to Soiling 
Uater Power Reactor* Identified During TMI Incident “ 

O'REILLY. J.P Region 2# Atlanta, Office of the Director 
79/04/14. Ip 


7909090164 Respond* to IE Bulletin 79-03. "Lang Itudinal Held Defects in 
ASME 0A-ai2 Type 304 Stainles* Steel Pipe apools Hfg by 
Youngstown Holding b Engineering Co " North Anna 1 use* no 
8A-312 piping, Surry 1 b 2 records are itlll under review. 

8TALLIN0B. C.M Virginia Electric b Power Co 79/04/16 2pp. 



DOCKETED iTEMS 


> ' . v»v » -Wj-li l£ 7?-57 -FJiIurtl of QE Type AK~2 

,'ir: It tn ‘ s^t * Llt«nt»« ictlcn 

r, k( ||' f ' e 2 AtVjil*, 4 # t*« DirPctof 

r J ,4 ' I ' iii 


IE Bjllatin 79 -CiA I. "RtvJtu of 

. ji'otiorJt Crr^'t & S |1 Mtijllgrntntt tdtntlfKd Purina Tn( 

!- ) it't ' 

t fc"!!.! f 7 P Ptjic" 3 Qffict of tti» Dirtctor 

» 7 \ ' I 'i ;j p 


# t04t rrp3ii» to 16 SuHftin 79-07 rt loltnic 

of pipinj uilt b» proviiftif in 

f o- ) HO’’ to flicw (PuiP 414 79 Lr 3 t 3 

U C Vifjinii Cltctric !• Poinr Co 79/04^23 Cp 


P«t 4 i 2 rj* to 16 Bultitin 79-OiA ‘fiovnj of □ptr«6lanol 
t'*OT-» b ■‘it Riitltgrttnti Idtotifiid During TMl IncidtnV • 
»«-!•» 'Otmtttt u*t •i(4i>lM)t4d !• 4tt*(Ud rivltv of 1)11 

i'Otdtnt rtt bi<n oca;l4t«d 

■;TAiu.I't79 : fl Virginij Eltctru (• Poubr Co 7970b/a6> 9pp 


S RbportobU qeturroncepi tERi U corp«spon<»*nt» 


79090 l 0 <a 4 Forwards LER 79-01 1/12T-0 

eiALLINOSiC t1 Vlrjinla El «e trie «. PoW»r Co 79/04/37 Ip 


—7905010497 LER 79-011/l3T*'0 on 790914 individual mcolvod •■tratbl^l 
dot* uhll* Inipbctlnj area baneath V»*»«l Cau»ed bu ol*vat*d 
radiation Uv»l« duo to tntoT* Itiatfumentat Ion rafuallns 
atatut Individual dlaclplined 

8TEHART,M U Virginia Electric ft. Pou»v Co 79/04/B7 Bpr 


79030706S3 Forwards "AoalvaH t. Bga Had for 4nO Volt tmarganev fowf' 
Sys. " (n raiponso to NRC 790411) Hr 

STAULINOB.C M Virginia Electric & Poiaor Co 79/O9/0J Ip 


— 7903070637 "Analysts t 6ys Mod for 400 Volt Emeryenev Power tjy* ’ 
a Virginia Electric U Power Co 79/03/03 24pP 


7903330341 Forwards LER 79-013/087-0 
8TALLIN&8,C H Virginia Electric fc Power Co 79/03/BI Ip 


J-j*Z> 33 tl Act 'ectipl of 790412 Itr inforaing HfiC Of ttrps taken to 
'.•rect >iclati:>i not*! in IE Insp Rapt 30 - 201 / 79-08 
.tVPHf C E Raglcn 3 > Atlanta- Raackor Construction t Etiginsarlng 

s.aiort Brancb 79 / 03/01 Ip 


Sasponds to f«C 790320 Itr ra violations riotad in IE Insp 
u*pt 33 - 281 / 79 -G 0 Corractiva actions installation of fire 
protacticn basdar is in prograss 

GtALLtr.JS C U Virginia ElaCtrlc b Powtr Co 79 / 04/13 3 pp 


>^31i90333 Far«arda IE Imp R.pt 90-231/79-09 on 790213-16 t notlca of 
-.Vttlation 

C E Raglon 2 Atlanta. Reactor Construction t 
R.'ginaarlng Support Branch 79 / 03/20 3 pp 


— 7905230344 LER 79-O12/O0T-O on 790S07 caustic residua d I tc <> ve r* 4 «* 
62 new fuel assemblias Caused by Industrial sabciftatfe 
Fuel renoved 1. essetnblles rinsed Investigation continuing 
8TEWART-M L Virginia Electric fc power Co 79/09/31 Bpp 


7905290005 Foriuards LER 79-O10/O1T-O 
8TALLIII0S/C M Virginia Electric & Power Co 79/03/ 21 ly 


—7905290010 LER 79-O10/O1T-O on 790309 solenoid Vnive Model t» 
by Autonablc Switch Co found onvl ronmenta I ly ungciallfled L 
reportable per IE Qulletin 79-01 ft. Tueb Specs Valve conld 
fall to control admlssloii 6 venting of air durlnyi I (lOA 
BTEHART.H L Virginia Electric 6 Power Co 79/03/23 'Jpp 


r -.35293392 ri^tlca of violation fron insp on 790213-16 

» ffrgfcn 2 . Atlanta, o/fica qf the Director 79 / 03/19 Ip 


- 797329 < 337 a IE Insp Rapt 50 - 201 / 79-09 on 790213-16 Nontonpl lance not. 
14 cf of fire protection sys I, aguipaant for const arte 
contelreant 4 jac» of organired const sit* flro brigade tor 

BRVAVr'a C 0 ' Director 

tn^^n.lr.n, s , Construction I. 

tnji..«*ring Support Branch 79 / 03/19 spt 


7^-03770706 Forward 
• elves of thref 
ccntrol b saf«e-s 
SrALUINZS C fi 


s response to IE Bulletin 79-04 Valan swing cReci 
4 SiS inches installed In chtnicel vpl & 
injection sys 

Virginia Electric 4 Power Co 79 / 05/03 4 pp 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION. UNIT I 
F Securltgi medical) emergency ft. firo prolecllon plans 


/Tuau/us39 Forwards info rsquestsd In NflC 790206 Itr re rii 

mavId'?' ^•''‘.‘.‘“ 1 ! protecftlon outline end 

nAYER, L 0 Northern States Power Cci 79 / 03/02 IQpp 


p r-u* s 1 1 1 »v 


7903300406 Forwards supplemental Info on status of 
••‘"•"bb^loR Info withheld I ref lOCFtftZ 790i 
HAVER. L D Northern Status Power Co 79/03/23 


e«cur I iy 
IP 


P lao 


I Financial Information 




actuation 4 laftty injection logic 
STAC.LIhCS.C H Virginia Electric ft, Power Co 


79/03/17 3pp 


BftUSVEN.A D Northern States Power Co 79/03/10 Ip 


at 


Annual Financial Rapt 1970 
• Northern states Power Co 


79/03/9 


submitted at tuppv 
aipp. 





DOCKETED ITEMS 


73 


7903010'fl74 Fortiiarda application for amend to Licenses DPR-42 U DPR-60, 
chaisglfig Toch Specs re prossurlior initiating signals for 
safatij injection signals Amend fee U proposed Tech Spec 
changes enc i 

HAYgn.C □ Korthern States Power Co 79/04/36 lOpp 


7905030040 Forwards IE Bulletin 79*'06i “Reviau of Operational Errors b 
Sgs Misalignments Identified During THl Incident ” Licensee 
action required 

KEPPLERi J O Region 3i Chicagoi Office of the Director 79/04/11 

ip 


7903020462 Fciruiords ambient sound level eurveg in response to recent 
J Lohr request for addl info re ET 8 
UAROfC C Northern States Power Co 79/04/27 2pp 


7703010479 ForoiardS amend foe of *4,400 for Licenses I)PR-43 V DPR-60 
* Northern States Power Co 79/03/01 Ip 


79031402(4 BuOfnlts Environ Evant Ropt 79-03 for 790424-0302 discharge 
canal gate structure under water, render Ing control 
(nonitorlng of blowdown flow inoperable 
UAnll, E C Northern Slates Power Co 79/OS/OQ Ip 


p Operating llconee stage documents t< correspondence 


7905010600 Forwards IE Bulletin 79-06A. "Review of □ptrallonal Errors t 
Bgs Misalignments Identified during TMI Incident " Llcensie 
action required 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director 79/04/14 

tp 

790S04040S Forwards IE Bulletin 79-060, "Review of Operational Errors t 
Bgs Misalignments Identified During TMI Incident “ 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/14 

tp 


7903040431 Forwards IE Bulletin 79-07, "Seismic Stress Analgsii of 
Safety-Related piping " Licensee action required 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/04/14 

tp 


7903020490 Dlmcuesos 790313 teUon w/R Sero of 
Incorrect uolghta fer Volan Model C630 6 -lnch 
used In safety injection sys 

QCIIUENCERi A Dpovatlng Reactors Branch 1 


(test Inghouse 
check valves 

79/04/02 


re 


ip 


7903040376 Forward* IE Bulletin 79-06, "Events Relevant to Bolling 
Hater Power Reactors Identified During TMI Incident “ 

KEPPLER, J O Region 3, Chicago, Offlei of the Director 79/04/14 

tp 


7903020236 Forwards PWRPT 8 computer 
eitemptian from public disclosure 
wIthhBlil iref 10 CFR 2 790) 

MAYERfI- O Northern States Power 


code input ff affidavit requesting 
Computer code input 

Co /9/04/19 33pp 


7903030237 Forward* IE Bulletin 79-09. "Failures of CE Type 
Circuit Breaker In Safety-Related Sys “ Licensee action 
required 

KEPPLER, J G Region 3, Chicago, Office of the Director 

Ip 


AK-2 

79/04/17 


7903240300 Forwards Amoiidi 35 «< S9 to Licenses DPR-42 fr OPR-60 
re#p«ctlv*lgF saf Bty ovaluatlon A* rxotlcB of laftuanca & 

BCHWENCER, A** Operating Reactor* Branch 1 79/04/ 


3PP 


7905000303 Forward* IE Bulletin 79-033, "Nuclear Incident at 
TMI-Suppl " 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/04/21 
IP 


— 7903240322 Amends 33 h 29 to Licenses 
changing common station Tech Specs 
Incorporating changes to App A Tech 
operation in Cycle S w/roload fuel 
OCItWENCCRi A Operating Reactors 


DPn-42 DPR- 6 O 1 respective 
re refueling tc 
Specs to support 
by Ekkon Nuclear Co 
Branch I 79/04/20 19pp 


ly. 


7903140100 Ack receipt of 790410 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts SO-282/79-03 h 
30-306/79-03 . ^ v 

DAVIS, A B Region 3, Chicago, Fuel Facility h Materials Safety 

Branch 79/04/23 ip 


7909240329 Safety evaluation supporting 

IlPll-42 61 DPR-60, respectively 
• Offlco of Nuclear Reactor Ragolatl 


Amends 33 «* 29 to Licenses 
on 7‘?/'04/20 i9pp 


7903240333 Notice of issuance 6 availability of 

Ltcensas dpR-42 6 DPR-60, respectively, 
SCIINENCER.A Operating Reactors Branch 1 


Amends 33 h 29 to 
79/04/20 3pP 


Q Inspection 


reports, IE Bulletins h correspondence 


7903010262 Forwards' IE Info 
8 «f«ty-RB lated Piping " 
KCPPLER, J O. Region 3, 
Ip 


Notice 79-06, "Stress Analysis of 
Chicago, Office of the Director 79/03/23, 


7903040040 Forwards IE Info 
KEPntea. J O, Region 3. 

IP 


Notice 79-07, "Rupture 
Chicago, Office of the 


of Radwaste Tanks " 
Director 79/03/26 


7903090126 Forwards IE Insp 
790227-29 ti 0301-02 
DAVIS, AO, Region 3. 

Branch 79/03/26 2pp 


Repts 30-202/79-06 «• 30-306/79-06 on 
Chicago, Fuel Facility & Materials Safety 


—7905140104 Responds to NRC 790323 Ur re violation* noted In IE Imp 
Repts 30-282/79-03 6 30-306/79-03 Corrective action* torque 
value* were reduced 6 new bolts were retorqued to specified 

HACHTERi L J Northern State* Power Co 79/04/10 2pp 

7903290290 Responds to IE Bulletin 79-09 GE Type AK-2 breakers not in 
WACHTERi L J Northern States Power Co 79/05/04 ip 


R Periodic operating reports «• related^correspondence 

7905010509 Forwards monthly operating ‘T” 

MAYER. L 0 Northern States Power Co 79/04/23 ip 


— 7903010311 Monthly operating rept for 
HWNSTAD, A A Northern States Power 


Feh 1979 
Co 79/03/Ot 


2pp 


790 

M 


—7903090131 IE Insp Repts t ed" 

fm 2 J;an.rRrnrZi;:::; ;:nHui 2 :eZpmant I supplies. 

radUactive affluent sys *, office of the 

oeSTMANN.M J , ESSIO, T H Region 3, Chicago, Qfnce 

Dlroctckr 7^/03^20 

SepPUER.O.O. Region 3. Chicago, Office of the Director 79/03/29 

ip 

7905010410 Forwards IE Info Notice 79-09, "Spill of Radloacti 

"‘'Rllg'ien 3. Chicago, Offlca of the Director 79/03/30. 

tp 

7903070'344 Raeponds jligjaphed'*^^ f roe of 

ABTtt-A31 atalnless steel piping 1004 radiograpmv 
daf*cb..AiJdl fc««fcing JJAnecassary 7,/o4/10 ip 

IdACHTERi L J Ndrtharti Btatas lower 


7903030364 Forwards ^-ER 79-009/01 T-0 
MAYER, L O Northern States Power Co 


79/04/26 Ip 


-7903030367 LER 

S^maZfSZylig'Iiafatg inj.ctlon 

manually !*^|titl2''pouir"co'"’’ 79/04/26 Ip 

H0N8TAD, A. A Northern States rower 

7905040321 RO 79-14 on ^90427 fuel loading patt.rn^of^Cycl. 3 

Z!l‘!n‘?.;ZJnr:Su52Zle'rrio:ding pattern will be 
corr.et.d, 8 tat.. Pow.r Co 79/04/27 Ip 


corTAC t«d J 
TIERNEV. F P 


79050a0543 Forwards 

MAYERiL 0 Northern States power 


79/03/02 Ip 
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DOCKETED ITEMS 


— 7'»0S080S6'? LE« 79-OJ2/017-0 on 790418 imp o# Heston * asoomMiot 
Ttiaovod Jurins refuollns rov««lo4 rod bowln® gToaker than 
prosriauskv (flochargtd asitmbliei All Region 4 #ub1 K«i been 
dltcharsed Aroni core Vendor inveetigaClng 
HVNSTAO. A A Northern State* Power Co 79/OS/02 Ip 


7903110127 ForrfOrde LEH 79-OO0/'O3L-O 

HAYERil. 0 northern Statef Power Co 79/03/03 Ipp 


—79031 1 0131 LER 79-003/03L-0 on 790408 sa/etg Injection pump II tfaile-d 
to «tapt aetomatiealluj etartod In nanual Cavte unknown Event 
could not be repeated Feaslbmtg of monitor light to detect 
failure* being studied 

HVN9TAD.A A Northern State* Power Co 79/05/0B Ip 


79051*0352 Forward* LER 79-010/03L-0 

HAVEH.L 0 Northern State* Power Co 79/05/10 Ip 


— 790SU0358 LER 79-010/03L-0 on 79041* high head safetg- injection valve 
to reactor vee*el < MV”32067i failed to Open on demand 
Subteguent opening attempt* wore *ucees*ful Cauie of failure 
not found 

HANSTOO, A A Northern Stafei Power Co 79/05/10 2pp 


7903150466 Forwards LEB 79-014/017-0 

HAVEBiL 0 Northern State* Power Co 79/03/11 ip 


— 7903130468 LER 79-OH/OlT-O on 790427 informed hg Eiion of error in 
core loading patter ni sped f 1 cal iy gedallnla-b caring 
aisemhlle* not properly located Atosmblles rfpotltioned on 
79043* 

HUNSTADiA A Northern State* Power Co 79/*3/it Ip 


DOCKET 30-234 IDAHO STATE UN IV RESEARCH REACTOR 


J Ineurance ti indemnity information 


79*3160334 Forward* Amend 11 to Indemnity Agreement E“49ipor 10CFftl40 
changaSi re increaee from $140 million to $160 ml 1 1 lan> 
effective 790501 Supporting documentation end 
SALTZliAN. J Antitrust U Indemnity Oroup 79/03/01. 3pp 


7905240604 Forward* executed Amend 11 to Indemnity Agreement E-49 
EASTHAN^P H Idaho State Unlv 79/03/13 2pp 


DOCKET 30-285 FORT CALHOUN STATION. UNIT 1 


F eecurityi medical, emergency 6 fire protection plans 


9*5090046 Forward* revision to physical socuplty plan Revlilon 
withhold (ref 10CFR3 7901 

SHORT, r E Omaha Public Power DKtrlet 79/03/03 Ip 


Financial Information 


903300349 Forward* "Annual Financial Rept 1978 " 

PETERSEN. H E amah* Public Power District 79/05/22 Ip 


-7903300353 "Annual Financial Rept 1978 

• Omaha Public Power District 79/02/23 31 PP 


I Insuranci 6 indemnity information 


'905*70497 Confirm* Increased liability limit to $124,000(000 for 
policl$$ NF-1.23. 43. 76.83, 1*0, 111, 140. 146.151. 161. 164, 170. 

173. 179. 178. 179. 18*. 182. IBS. 186. 107. 188, 189, 192, 193. 19'4, 195, 
197, 198.20*. 201,204.206,207,208.210,212, S14. 813, 4< others. 
OUATTRCICHHl.U American Nuclear Insurer* 79/03/01 Ip 


'903160164 FdrwArds Amend 6 to Indeainlty Agreement B-67. per 10CFR140 
change*. re liability insurance inertas* from $140 million to 
$16* mill inn. effac tlv* 790501 Supporting documontatlon end 
SALTZMAN.J Antitrust & Indsnnlty Oraup 79/03/01 Spp 


'905160382 Forward* Endorsement* 35.36.37.38 h 39 to HAELO Policy MF-63 
«( Endoreement* 39. 40. 41. 42.43 it 44 to NELIA Policy NF-207. 

PETERS8N.N E Omaha Public Power District 79/05/09 18pp. 


790316*406 Forwards acccutcd Amend 6 to Indemnity Agreement B-67 
PETERSEN. H E Dmaha Public Power District 79/05/09 Spp 


P Operating license siege document* 6 carrcspondenct 


7905100831 "Oamma Dose Measurement s at Zion it Fort Calhoun Station* " 
DYER.N C . BUNTINO.R.L , NIE6CHMI0T.E S. E9 h 0. Inc FIN A-607S 
NUReo/CR-0753 79/04/30 137pp AvalUbla at NTI8. $7 83 


7905090317 Forward* response* to Ouestlon* i t. 2 ro auilliary fttlMli 
sys Rasponse to Question 3 will be submitted by 790503 
HORRtS.K. J Omaha Public Power District 79/05/01 2pp 


7905080446 Forwards response to 790S03 request for addl info rr stcii 
gcnarator water mass, signal* which originate ECCS it setpoint 
va luce 

MORRIS, H J Omaha Public Power District 79/05/02 6pp 


7905100312 ftesponds to 790501 questions re licensee exporlencs w/ 
pressuriter power operating relief valves lifting due to 
instrumentation t. control failure* 6 transient evants 
NORRIS. K J Omaha Public Power District 79/05/03 2pp 


790509033B Forwards application for amend to License DPR-40 Cirlirici'i 
of Svc i. amend fee end 

KACRAE. C F LeBoeuf. Lamb. Leiby 6 MacRae 79/OS/OS Spp 


— 7903090363 Application for amend to License DPR-dO. d e 1 etXng (Oiiltii 
which require cnlle'ction it reporting of nonrsd i olog 1 cal 
water quality data or info 

SHORT, T E Omaha Public Power District 79/03/04 4pp 


7905240S62 Submits info re main feedwater sys 6 pressuricar cods 
valvee.in response to NflC 790507 telecopy 
H0RRI8.K J Omaha Public Power District 79/05/10 4pp 


7905130316 Forwards application for amend to OL Certificate of 8.1 
enc I 

a LcBoauf. Lamb, Leiby $ NacRao 79/05/14 Spp 


—7905150319 Application for amend to License DPR-40. changing Tttli tf 
to prevent low temp reactor coolant sys overpressurliation 
SHORT. T E Omaha Public Power District 79/05/ 11 3pp 


7905310243 Forwards application for amend to License DPR-40 Cerlliiri'i 
of Bvc enc i 

NACRAE. C F LeBoeuf. Lamb, Leiby 6 KacRae 79/05/30 Spp 


—7905310248 Application for amend to License DPR-RO to change Tns I,, 
re fire protection sys 

SHORT,! £ Omaha Public Power District 79/05/23 6pp 


a Inspection reports. IE Bulletin* 6 correspondence 


7903150083 Farwards IE Circular 79-04, "Loose Locking Nut on LlnllO'i.i 
Valve Operators " 

SEYFRIT. K V Region 4, Dallas. Office of the Director 79/n/l4 

ip 


7905*10433 Farwards IE gulletln 78-128. "Atypical Hold Hat I In Riactt* 
Pressure Vestel Ucldt " 

BEYFRIT. K V Region 4. Dallas. Office of the Director 79/03/19 

Ip 


7905020440 Forward* IE Circular 79-05, “Moisture Leakage in Btrahfef 
Wire Conductors '' 

SEVFRIT.R V. Region 4. Dallas, Office of the Director yT/OJ/M 
ip 


7905020268 Forward* IE Info Notice 79-06, "Htres* Analysis of 
Saf ety-Related Piping " 

SEYFRIT.K V. Region 4, Dallas, Office of the Director 79/03/83 

•P 


790529*222 Responds to IE Bulletins 73-12 & 78-12A re atypical wild 
mail in reactor pressure vessel Util currently performing 
records search 6 will submit generic rept 
SHORT, T E Omaha Public Pouar District 79/03/23 Ip 


790502*413 Forward* IE Info Notic# 79-07, "Rupture of Radwast* fM»9 * 
SEYFRIT.K V Region 4, Dallas, Off lea of the Dlroctor 79/03/26 
Ip. 


790313*306 Forward* IE insp Rept 30-803/79-04 on 79*319-82 No 
noncompliance noted 

HAD8EN, O. L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/03/87. 2pp. 


—790313031* IE Insp Rept 30-285/79-04 on 790319-28. No noncomplUnta 
noted Major areas inspected record* program, plant operation 
it plant conditions, at observed during plant tours 
MADSEN.*. L , KELLEY, S L Region 4, Dallas. Raactor Operailcni 
Nuclaar Bop port Branch. 79/03/27. 3pp 


79*5080434 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys u/Syc Air Sys Used a* Source of Broatbtng 
Air " 

BEVFRlTrK. V Region 4, Dallas, Office of the Dirac tor 79/03/88 
Ip. 



docketed items 


7903140146 l^oruardff IE Buiiai'in 

SEVFRlr.K V 4, Dall«, Office of the Director 7<f/03/3o 


79091l30Q47 FOTUArd* IE Info Notice 79-09 

Cant^mlnefeod R»«tii «' 

0EVFflrT»R V Region 4> Dallas. Office 


"SjUl pf Rad loac <; 1 vel y 
of the Director 79/03/30 


'”h1CKlI'*b >•«?« for Apr 1979 

HICKUE. B J Omaha Public Pouer District 79/0^/09 


related c or r*, per den , 

7905140407 Foruards LER 70-00} /03L-0 

JQNES.U C Omaha Public Pouer District 70/OJ,'Oi ip 


75 


yWDlSOait Notifies that C-E inforned otll that 

Bun.tlo 7a-iaD,r. matl in reactor vessel !ud?fcam,'t’'b''’“"" 
provided before 790013 Util will submit p lant-sUt 1 f tc 
response 79-0914 spotiric 

SHORT, T E Omaha Public Power District 79/04/03 ip 


r.;;rc„l t. 70 t>nb during mentblg cal.t, 

^«jtcrA/LC-S89‘d"f^r:! pressure switches found 

cc zf" n n drifted from Setpoint tolerance 

» 2 W-KK 0 A,*|V readjusted b checSed 
2 pp ' 'J <- 0»'aha Public Power 0.,t„ct 


of 


7Byo\/ZO 


7903230610 Responds to IE 
ASHE SA-aia Ttjpo 304 or 
Ueldlng & Eng i neorltip Co 
allOHT, T E Omaha Public 


DolUtln 79-03 Util has In intention 
other welded pijie mfg hi^ Youngstown 

Power District 79/04/10 Ip 


of 


using 


7903040406 Eorofards 
Sgs H 1 SA 1 1 gnoients 
action reiii/lrad 


IE llulletln 79 -O 6 B 1 "Review of 
Identified During TMI Incident 


Operational 
" Licensee 


Er r ors 


BEvrniTiR, V 
ip 


Region 4 . Dallae, Office ef the Director 


79/04/14 




Forwards IE Bulletin /9-Oa, "Event* Relevant to Bolling 
oSS^o.r^u*'' Identified During TMI Incident " ® 

3EYFRIT.R V Region 4, DalUs, Office of the Director 79 / 04/14 


790513012a 
MADSEN, 0 
Branch 


Foruards 
L R 

79 / 04 / 1 1 


PN0-79-67n b 79-77 IMRR) 
egion 4, Dallas. Reactor 
JP 


Qpetattons Nuclear 


Suppor t 


7905040112 Forwards PN0-79-67S 
MADSEN, 0 L Region 4, Dallas 

Branch 79/04/1? ip 


Reactor Operations Nuclear 


1 upp or t 


7905150261 Forwards PN0'79-67T correction 
MADSEN. B L Region 4, Dallas. Reactor 

Branch 79/04/13 Ip 


Operat ions 


Nuc lear 


Support 


7905010533 Forwards PN0"79-67U. V t W 

MAOSEN.G L Region 4, Dallas. Office of the Director 


79/04/16 


7900070073 Fopward* IE Dutlettn >9-07. "Seismic Stress Analysis of 
Piping '• Licensee action reouired 

Ip *^”*^'*' ^ Refllon 4i Dallas. Office of the Director 79/04/14 


7903010346 Forwards PNO'79-67X 6 Y 

MAOSEN.O L Region 4. Dallas, Office of the Director 
Ip 


79/04/10 


7903090104 Forwards suppl to IE Dulletin 79-03A. "Nuclear Incldont at 
TMI •' 

OEYFRIT.K V Region 4. Dallas, Office of the Director 79/ 04/16 
tp. 


7903030200 Forward* IE Dollatin 79-09. "Falloroi of OE Type AK-2 
Circuit flroaker in Saf • ty— Re lated 8ys " Liconsoe action 
requlrod 

QEVrftITi H. W, Region 4, Dallas. Office of the Director 79 /04/17 

ip. 


7903010539 Forwards PNQ-’79-67Z 

MADSEN. O L Region 4, Dallas, Office of the Director 79/04/19 

Ip 


7905010401 Forwards PN0-79-67AA, AB, AC 6 AD 

Madsen, O L Region 4. Dallas, Office of the Director 79/04/24 

Ip 


7905070341 Forwards LER 79-009/03U-0 

ANDREMS, R L Omaha Public Power District 79/04/30 IP 


7909000334 Forward* IE Bulletin 79-0311, “Nuclear Incident at 
THl-BuppI, " 

OCYFRITiK V Regtqn 4, Dallas. Office of the Director 79/Q4/21 
If. 


•790307094S LER 79-009/03L-0 on 790406 ac matni felled tost Caused by 
failure of mercury wetted relay to break contact Relay 
ecarclsed b Found normal Hatrii will continue to be tested 
CORE. M , PETER3QN, 0 Omaha Public Power District 79/04/19 4 pp 


7909100120 Forward* rospotises to IC Bulletin 79-060 "Review of 
Operational Error* 6 Byt Hi se I ignment* Identified During 
THI “ Operabors reminded to check confirmatory Indication 
when respondlnt) tn accldant condition* 

8HDHT, T E Omaha Public Power District 79/04/23 34pp 


7909340672 Rampond* to IE Diillatln 79-07 re seismic stress analysts 
of eafaiy-re l«t*d piping Util doe* not use methods 
describad In bulletin 

SHORT. T. E. Omaha Public Power District 79/04/23. 9pp 


790029049'9 Responds to IE Bulletin 79-04 No Velen ewlng cheek valves 
ere installed or scheduled to be installed in Seismic 1 

plplna- 

SHORT, T E Omaha Fob lie Powar District 79/04/23 Ip 


7909230237 Forwards 16 Insp Rept 30-283/79-03 on 790326-30 Notice of 
violation withheld (ref t0CFft2 7901 

HAOSEH. O. U Region 4. Dallas, Reactor Operations Nuclear Support 

Branch 79/04/24. 2pp 


7903130100 Forwards PH0-79-67AF, AO. AH. AI *> AJ, re Incident at T«J 

MADSEN, O L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/04/30 Ip 


7903240440 Forward* PN0-79-67AK b AL 

MADSEN i O L Region 4. Dallas, Reactor Operations Nuclear Support 

Branch 79/05/02 ip 


7905310336 Forwards LER 79-01 1/03L-0 

ANDREUS.R L Omaha Public Power District 79/05/07 Ip 


— 7903210239 LER 79-01 1/03L-0 on 790424 channel A d« sequencer Sl -1 
dacnergiied matrlt lights Caused by 06 CR120A 123 volt 
dc relay faulting internally Relay replaced fa sequencer 
tested satisfactorily 

CQNNOLLEY, J L , PETERSON. 0 fl Omaha Public Power District 
79/04/26 4pp 


7903210268 Forwards LER 79-010/03L-0 

ANDREHSrR L Omaha Public Power District 79/05/16 tp 


—7903230268 IE Insp Rept 80-283/79-03 on 790326-30 Noncompliance noted 
physical barriers do not meet requirements Details withheld 
(ref 10CFR2 790> . 

CALIlWeUL.R A.. EVANB.C A. Region 4, Dallas. Office of the 
Oirectar. MAO0EM. O L Region 4. Oalles. Reactor Operation* 

Nuclear Support Branch. 79/04/17 Ip 


— 7903210371 LER 79-010/03L-0 on 790420 eontalnaent spray pomp 61-38 
failed to start by control switch Caused by racking of 
circuit breaker beyond connected position. resulting in 
binding of breaker Breaker racked out b back in 
CONNOLLEYi J L Omaha Public Power District 79/03/16 3pp 


7903230498 Natlflas that certain saf oty-rolated electrical equipment 
failed to meet environ quallf icatlon criteria. per IE 
DMlIetin 79-01 Valves will be replaced 

BHORTrT.E Omaha Public Power District 79/05/13 2pp 


R, Periodic operating reports 6 rolatsd correspondencs 


7908220300 Forwards LER 79-012/03L-0 

ANDRENSi R L Omaha Public Power District 79/05/16 ip 


-7905220306 LER 79-012/03L-0 on 790507 during surveillance teit.oatrl* 
test failed for BC raatrlf Caused by failure of mercury 
wetted relay In matrix circuit. CP Clare Model HOZX toil, to 
break contact Relay removed b contacts cleaned 

CORE.H I PETERSON.O Omaha Public Power District 79/05/16 4pp 


7903140238 Forward!* monthly operating rept for ApP 

SHORT. T E. Omaha Public Power District 79/09/09 ip 
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79'0S30ag4a Forward i LER 7 9-0 1 S/0 1 T-0 

ANDREWSi R L Omaha Public Power Dlmtrlct 79/05/23 Ip 


— -7903300SS7 UER 79-013/017-0 otv 7903 11 saCemIc support appeared 
Inadequate for compoTienfc coaling uater pip Inp-to-eonta inment 
cooling U filtering unit VA-3A Analgtes Indicated that 
clamping pip ing-to-coo I log unit will provfdi needed support 
MCELUERj R Omaha Public Power District 79/03/22 4pp 


DOCKET 50-286 INDIAN POINT atATIOM, UNIT 3 


F &e<urltg> madtcali omergoneg N fire protection plans 


790S2203S0 Forwardsi under pratesti filing fee for NRC revleu of 
revised emergencg plan 

EARLY, P J Power Authority State of New York 79/05/1 4 Ip 


O Adjudicatory correspondence 


790S2S0039 Offers to provide Board "Conparlion of Simulation Models 
Used In Assessing Effects of Power P lant-lndueed Mortality 
of Fish Population, ’• by OU SuarttmaniRB Denlso C Conan of 
Unlv of WA 

LEHIS. 8 H Branch 2 79/03/30 Ip 


7903080198 Forwards "Comparison of Simulation Modots Used In Assessing 
Effects of Power P lant-l nduced Moptallty on Fish 
Populations" par talcon request H/o sncl 
MOORE, d e Branch 2 79/04/16 Ip 


J Insurance t. Indemnity information 


770S070497 Confirms increased liability limit to *124.000,000 for 
policies NF-l, 25, 43, 76.03, 100, 111, 140, 146, 151, 161, 164, 170, 

173, 174. 178, 179, IBO, IB2, IBS. 186, IS7, 188, 189. 192, 193.194, 193, 
197. 193. 200, 201.204, 206,207, 208, 210,212, 214, 215, U others 
QUATTROCHHl , J American Nuclear Insurers 79/03/01 Ip 


7903070582 Confirms increase in liability limit t« *36,000,000 for 
policies MF-22, 26. 29. 38,39. 44. 46. 47, 49,50, 51, 32, 53. 34.35,36. 

37, 58. 60, 61.64, 66. 67. 68, 69, 70, 71. 72. 74, 76, 77, 78. 79, 00, 86, 87, 
83,90,91,92,93,94.95 6 96 

ROBERTS. D H Mutual Atomic Energy Liability Underwriters 79/05/01 

Ip 


7903140407 Forwards Amend 21 to Indemnity Agreement B-19 per lOCFUltO 
changos.re increase In liability Insurance from *140 million 
to *160 mi 1 1 1 on. ef f ec t Ive 790501 Supporting documentation 
ene i 

SALTZMANi d Antitrust !< Indemnity Group 79/05/01 6pp 


P Operating llcentfl stage documents t. correspondence 


7903070311 Forwards Amend 25 to License DPR-64 6 notice of Issuance 
ti availability 

6CHWENCER, A Operating Reactors Branch I 79/03/29 4pp 


”7905070313 Araand 25 to License DPR-64, revls ing Tech Specs to allow 
continuous chlorination of plant discharge from new sewage 
treatment facility 

SCHWENCERiA Operating Reactors Branch 1 79/03/29 6pp 


7905040513 Forwards "Btsan Generator dperating History Outs 1 1 onna Ire, ’* 
Revision 1 

EARLY, P.J Power Authority State of Mew York 79/04/30 Ip 


”7903040518 “Steam Generator Operating History Questionnaire," 
Revision I 

* Power Authority State of Mew York 79/04/30 ISpp 


7903070549 Ack receipt of NRC 790412 Itr Hilling to cooperate In 
planned analysis scheduled for week of 790806 

CAHILLiK J. Consolidated Edison Co of New York 79/04/30 Ig 


7905100136 Forwards application to amend License DPR-64i proposed Tech 
Spec changes & *4,000 fte H/o check 

EARLY, P J Power Authority Btate of Mew York 79/05/02 3pp 


"7905100161 Application for amend to License DPR-64, add Ing definition to 
Saetlon 1 App A 6 new specs for limiting conditions for 
operation 5 surveillance requirements to raiflolagtcal 
effluent Tech Specs. 

» Power Authority State of New York 79/04/30 73pp 


7903170244 Forwards "Evaluation of Effectiveness of Continuously 
Operating Fine Hash Traveling Screen for Reducing 
Ich thy op lankten Entrainment " Affidavit 6 Certificate of 
Bve end 

CAHILL, M J Co’nsol idated Edison Co of New York 79/03/14 3pg 


--790S170249 "Evaluation of Effectiveness of Continuously Operating 
Fine Heeh Traveling Screen for Reducing Ichthyop lankton 
Entra 1 nisent " 

• Consolidated Edison Co of Mew York 79/04/30 30pp 


7905230531 Forwards rssponsei to 790510 rsquost for Info rs heaters, 
relief valves, loss of feedwater events, steam operator 6 
small brtak analysis 

BAYNE, J P Power Authority State of New York 79/OS/10 5pp 


—7905230556 Forwards request for info re ability of currently operatiri 
PHRs to safely withstand TKI-2 type events 

SCHHEMCER. A Operating Reactors Branch 1 79/03/10 4pp 


G Inspection reports, IE Bulletins ti correspondence 


7905080099 Forwards IE Inep Rept 30-206/79-02 on 790121-0217 No 
nonconpl lane e noted 

BRUNNER, E O Region I, Philadelphia, Reactor Operations Nueltar 

Support Branch 79/03/16 2pp 


— 7903080110 IE Insp Rept 50-206/79-02 On 790121-0217 No noncompUanea 
noted Hajor areas Inspected log & record reviews, fal louup 
on previous Insp Items N observation of control room 
personnel during simulated emergency drill 

REBELQHSKI.T , UQHNSDN, D Region 1. Philadelphia. Office of the 
Director KEIHIC,R R Region 1, Ph lladelph la, Reactor 

Operations Nuclear Support Branch 79/03/13 9pp 


7903010129 Forwards IE Info Notice 79-06. “Stress Analysis of 
Saf ety-Relatsd Piping " 

DRIER. B H Region I, Ph I ladelph la. Office of the Director 
79/03/23 Ip 


7905030279 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks • 
dRlER.E H Region 1, Philadelphia, Office of the Director 
79/03/26 Ip 


7905010058 Forwards IE Info Notice 79-08, "Intereonnactlon of 
Contaminated 8ys w/Sve Air Sys Used as Source of Breathing 
Air " 

6RIER.B H Region I, Philadelphia. Office of the Director 
79/03/28 Ip 


7905030181 Requests extension of time to respond to IE Bulletins 70-SBi 
12Ai ((. 12B, due to delay in issuance 

BAYNE, J P. Power Authority Btate of New York 79/03/28 %p 


7905010313 Forwards IE Info Notice 79-09, "Spill of Rad ioac t i ve ly 
Contaminated Resin " 

GRIER, B H Region 1, Philadelphia, Office of the Director, 
79/03/30 2pp 


79G5020D7S Forwarde IE Bulletin 79-06, "Ravlsw of Oparatlonal Errors 4, 
Sys Misalignments Identified During THI Incident " Licensee 
action required 

GRIER, B H. Region 1, Philadelphia. Office of the Director 
79/04/11 tp 


790S070I61 Acfc receipt of 790323 Itr Informing NRC of steps taken to 
correct vlolatlone noted in IE Imp Rapt 50-286/79-04 
BRUNNER. E J Region i. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/04/11. Ip 


—7903070168 Raspondt to NRC 790301 Itr re violatlens noted In IE Insp 
Rept 50-286/79-04 Corrective actions superssdad procedures 
removed from f 1 la. procedures ti test schedule revised 
BAYNE.J P Power Authority Btate of New York 79/03/23 2pp 


—7905070172 Forwards IE Insp Rept S0-2B6/79-O4 on 790206-09 & notice 
of violation 

BRUNNER. E J Region i. Philadelphia, Reactor Operatione Nuclei 

Support Branch 79/03/01 2pp 


—7905070177 Notice of violation from insp on 790206-09 

« Region t, Ph 1 lada Iphia, Office of the Director 79/03/01 
Spp 
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-790S07OUI2 IE Insp Flopt 30-206/79-04 on 790206-09. Noneorap I lance noted 
failure tu uao lafeeet revlilon of procedure h lF«iiux>e to * 

adhera to pi oendurse 

OAUNACK. H M , DLUMQEnO. N J Fteglon 1, Ph 1 1 ad « iph la. Office of 

the Director KKlTEtlr M 0 lleglon li Ph 1 lad o Iph lai Reactor 

flperatloiie Unclear Support Branch 77/02/28 13pp 


7905220331 LER 79-OOB hat teen voided 
* Pouer Authority State of Hew York 


7905220334 LER 79-009 hat been voided 
« Power Authority State of New York 


'0S2S0S4t nespotlde to IE Bulletin 79-03 re longitudinal weld defect! 

In certain pipe epuolt enfg by Youngstown Melding b. 

Fng llteer iiig Co F’lplng uted In coneti but not w/o -Filler 
ratlal Piping undei 4-lrichot will bo invettlgatcd by 790523 
llAYHEi 0 f PoujBT Authority Btato of Now York '79/04/13 2pp 

105020295 horwotdt IC Bulletin 79-07i "Beltmlc Btr-esi Analyelt of 
Uafety-Related Piping " Licensee action ruiiulred. 

Oltintil) II flegton 1< Philadelphia. Office of the Director 

79/04/ M Ip 

N>S0400/(I Forwaidt IL Ullllotln 79-060. "Rovlou of Operational Error! t< 
Itge Mltal Ignmoilte Idenllfled Dui Ing TMI Incident " 

OfllFRil) H Region 1. Philadelphia. Office of btie Director 

79/04/14 Ip 


7903220330 LER 79-006 hat been voided 
• Power Authority State of Hew York 


7903010S16 Forward! LER 79-004/03L-0 

BAYNE. J P Pouer Authority State of New York 


-7903010S22 LER 79-004/03L-0 on 790327 condentake ttorage tank level 
fell below Tech Spec limit during hat thutdoun Cauted by ute 
of fteam generator blowdown tyi which wat being held at nai 
Ontite d eminera 1 1 tat Ion plant to be added 

OUMBLE. F H Power Authority State of New York 79/04/26 2PP 


7905090301 Forwardt LER 79-005/03L-0 

BAYNE. J P Power Authority State of New York 


903040245 Forwarile IE Bulletin 79-OB. "Events Relevant to Boiling 
Mater I'ouiel lluaclore Idantlfled During TNI Incident " 

ORIiltiU II Region I. Philadelphia. Office of %he Director 

79/04/ 1 4 Ip 

903O'IOOU4 forwarde IL Bulletin 79-09. "Falluros o-f CE Type AK-2 
CIrtiill ilreakwr In Oaf at y-R« lated Oyt " l.lceneeB action 
reiiu Ired 

Qlltkil.R II Hegloti 1. Philadelphia. Office of the Director 

79/04/17 Ip 

'90502029II rorwai d t II DiilUtln /9-06 Ap Revl t Ion t, "Review of 
Operational Ermre Oyt HI tal l gnmonts Identified During THI 

ORIPLIi'h neglon 1. Philadelphia. Office of the Diractor, 

/9/04/III Ip 

190301049/ Commenle on IE Bullolln 79-06A re Meetinghouse PWR 
faellltlee I mp I erauntat I on of bletablo trip would create 
•Ituallou whore tafoly Injection actuation could be 
eueceptlble to elngle but perturbation* 

OhEIOIll.T K, Hew York. Stale of 79/04/25 app 

7905310 194 rorwarii* add! reeponte to IE 

etret* reanaly*lti a* raquetted by NRG on 79031/ Matl 

7903310443 I'orwardt add! Info to IE *®**'''*' 

itr»«« analytic nothod. In reiponte to 790323 rsetoatt Hatl 
tufplerainii 790424 «. 790322 Itr* 

EARLY. P J Power Authority Stale of New York 


79/05/24 2pp 


H 


Periodic operating lepovtt U related correspondence 


7903320 17* toruiarde effluent monitoring «< Imp Ing omeTit <*«*« specified 
In O.ctlon 401 Certification for Apr 1979 vo/os/io t70D 

HONTl.M A Contolldatad Edison Co of New York 79/05/10 I7pp 

/90S130302 Forwards monthly operating rept J®'' ‘^^^-1%=,,, jo 
DAVNC. vl P Power Authority State Of New York 79703/1 p 


“79031 30:i04 Monthly operating rept /of /'f’ 

COMNEll.G Power Authority Slate of New York 


79/05/01 bpp 


79052J0392 forward* dally record of 2 °^ 3 *”' 

the Director 

79703/14, Spp 
e Reportable occurrence*, 

7903230172 O.tcrlbe. LER-003-01T-0 n®rae?hoS:toflS'’?c‘!eir'*'' 
revealed potential for safety analyai* methodo □^Bvlouelg 
ti calculited DNI) ratio. 1... 

reported Conitltutee a4-hr 79/03/29 2pp 

BAYNE. J P Power Authority State of New York 


7903220319 LER 79-011 ha* been voided 
a Power Authority State of New York 


7903330322 LER 79-010 hat been voided 


7903220327 LER 79-007 ha* teen voided, 
a Power Authority State of New York 


79/04/0 1, 

Ip 

79/04 / 01 . 

IP 

79/04/01 

Ip 


■7903090303 LER 79-OOS703L-O on 790405 »vc uet«r pump 34 removed due to 
low discharge pressuret main pump theft broke. d 1 sab 1 ing one 
of three essential header pumps Cauted by bearing fellucei 
making shaft break Repairs are pending 

OUMBLE. F Power Authority State of New York 79/05/04 ip 


7903190015 Forwards LER 79-012/04X-1 
CAHILL, M J Consolidated Edison Co 


of New York 79/03/10 Ip 


-7905190018 LER 79-012704X-1 on 790213 activity of precipitation sample 
esceedsd 10 time* control station level Cau«ed by tritium 
release* from source asternal to facility Manufaetorar in 
area has modified ins'tal lat Ion to prevent reeurrenee 
MASCIULLI.S Consolidated Edison Co of New York 79/05/10 Spp 


7905190021 Forwards LER 79-0l5/04T~0 

CAHILL, H J Consolidated Edison Co of New Vort 


79/05/10 ip 


-7903190025 LER 79-013/04T-0 on 790405 activity of precipitation sample 
eieeeded 10 times control station level Cauted by tritium 
release* from source eiternal to facility Manufacturer In 
area has modified installation to 

MASCIULLI.S Consolidated Edison Co of New York 79/05/10 2pp 


DOCKET 50-207 OCONEE NUCLEAR STATION. UNIT 3 
F Security, medical, emergency b fire f*'°**^*‘°" J* ^*'* * 

7905290090 Discusses 790213 submission of security plan for storage of 
fuel b 790216 telcon re requirement for security plan 
mods Initial plan Is subj to withholding from publlei record 

ROUSEfu’e^'''* FSerReJ^Scess b Recycle Branch 79/03/29 Ip 

79031402S3 Forwards emergency procedure EP/0M/|lS00/4. "Los. of Reactor 
Coolant." containing Instructions for operator action for 

PARKER?H 0 Duke Power Co 79/05/09 29pp 
H General correspondence 

7905250131 urges careful -view of .t.ff rapt bafor. ordering shutdown 

::rtriUiS?;‘rK:ghS“fu.r:ittr;:? customer, 

HSLMl!’j“'’lani*tr“"59/04/26 ip 

7903020254 Express,* gratitude for ^ 

THOMPSON, M H Affiliation Unknown 79/04/20 IP 

J Iniurance b Indemnity informa ti on 

ii.kintu limit to * 36 . 000,000 for 

7903070582 Confirm* Increase In * * ‘o^SO, 51 , 32. 53. 34. 55, 86. 

11 ,‘u. full 

BObIrVsId’m ’^Mu?ul? Atomic Energy Liability Underwriter. 79/03701 
<P 

7905140438 Forward, 

tr*us':!ma;;r"?aiSi- 'UJS? c-tmg do* .on 

SALnMAN,J Antitrust b Indemnity Group 79/03/01 6pp 
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770S16O3'6l Bubmtti Btecut»ii eopij of Anuntf 13 to Indemnit'i Agrinnarit 
S-44i r*f I BcUng changai in lOCFRlAO 
PARKER. H 0 Duke Pouir Co 79/09/0B 3pp 


79051401fl'f In r«ipon.»« to NRC 790418 r«iio**t, foruardt |iropa«id Tub 
Spac Tt plant tolld radu/att* procttp control program 
PARKER. IJ G Duke Pouar Co 79/0S/O7 Spp 


790531-0348 Poruarda raplacoment cop^ o< Amend 3 to Indamnltij Agreement 
B-44 In re»pon*e to 790316 request M/’cop^; of util 740412 
tranimi tta 1 Itr 

PARKER. H 0 Duke Power Co 79/05/32 Spp 


P Operating license etaga d ocumenti corr etpondenco 


7905150104 Motif ie< of refund of f e el. rem 1 tted 700703. far authority to 
tranifer fuel betueon facllitij <i Cryotal River Unit 3 Refund 
ulll be lent when proteiied 

rtILLER.W 0 Llcenes Fee Management Branch 79/03/03 Ip 


7703350014 Forwardi Amende 69.69- It 66 to Lleeneee DPR-3ai DPR-47 4. 
DPR-55.reipBctlvely.EIA U notUa of lieuance it availability 
REID.R If Operating Rcactore Branch 4 79/03/02 3pp 


— 7705250018 Amende 69.69 6 66 to Ltceniei DPR-30. DPR-47 tt DPR-S5, 
reepact) vely. uhith revleet ET3 by deleting aquatic 
lurvetllance program 6 ipeclal etudy programs 
REID. R U Operating Reactor t Branc h 4 79/03/02 llpp 


7903190133 Reeponda to R Matteon fc D Roes concerning value of running 
natural circulation tost on B6M reactor 

TEBESCQ.RL Aeetitant Dirattor for Plant Systems 79/04/0-3 4pp 

7905030130 Responds to 790329 submittal ra radiological effluent Tech 
Spec. which omitted solid radwaste process controi program 
Requests omitted portion 

REID.R W Operating Reactors Branch 4 79/04/13 app 


7905010821 Forwards dpcumenta t 1 o n. design info 6 projected 
implementation schoduUs re emergency feedweter eye. as 
committed in NRC 790425 meeting 
PARKER. « 0 Duke Power Co 79/04/23 4pp 


7903010530 Forwards addl info re Ofc of Nuclear Reactor Regulation 
status ript Requests addl dialogue w/NRC re control sys 
LEE. H S Duke Power Co 79/04/25 Ip 


7903030371 Informs that util has conducted review of plant deelgn 6 
operation, inc kud ing goal of improving reliability of normal 
feedwater sye 6 added asiurance of emergency feedweter 
supply to steam generators Oasign adequate 
OWEN. H H Duke Power Co 79/04/25 app 


7905040047 Corrects error in 790419 Itr to MRC Reported period of 
facility mods should be Jan-Oec 1979 
PARKER. H 0 Duke Power Co 79/04/25 Ip 

79031I006B Informe that email break analyses review it complete 
Analysei ere unacceptable h incomplete 
RG3ZTQCZY. 7 R Analysis Branch 79/04/83 tp. 


— 7905110074 Comments osi draft rept received 790420 too lengthy, does net 
concentrate on Important Issues t< hae deiins of Incorrect tc 
misleading statements Rept should be reorgeniied 
R082T0CZY. 7 R Analysis Branch 79/04/23 Spp 


7905240982 Responds to 7903S0 Itr requesting advice on ellawable time 
interval far submittal of repts to NRC 

REID.R If Qparating Reactors Branch 4 79/04/26 2pp 


7903020283 Informs of util position on Issuance of formal order re 
continued plank operation Urltten lieuance Is undesirable at 
policy It legally unnacessry 
LEE. M S Duke Power Co 79/04/29 Ip. 


79OS240231 Forwards status on Improvements to emergency feedwater igs 
per WO Parker 790423 Itr It W3 Leo 790426 Ur 
PARKER. H O Duka Power Co 79/05/07 lOOpp 


7905140363 Lists drawings used for tnstallatloh of automatic starllii| 
of Interconnected emergency feedweter tys. which were sent 
to MRC on 790303 

PARKER. H □ Duke Power Co 79/08/09 Ip 


7903140263 Forwards "Emergency Feedwater Sye.Sys Concept g. A-nalysis ' 
Pump Initallation to be complete by 790085 Ovorilied drawing 
In Central Files 

PARKER. W 0 Duka Power Co 79/03/10 9pp 


7903160389 Forwards "DIcW 177 Fuel Assembly Owners Group Asymmetric LKc 
Loads Evaluation Program. Phass 2." dtd 790410 aupersedes 
program provided on 790111 
PARKERiH O Duke Power Co 79/03/10 Ip 

— 7903160390 “BltW 177 Fuel Assembly Owners Group Asymmetric L.DGA Lsili 
Evaluations Program. Phase 2 " 

• Duke Power Co 79/04/10 9pp 

7905230487 Notifiei that analyses were performed w/actual Cycle 4 
burnup to ascertain changes required for operation at full 
rated power during Cycle 3 Results indicate no need for 
changes in core loading or Tech Spec 
PARKER. W 0 Duke Power Co 79/05/17 Ip 


7905830343 Forwards revised syi concept 5 enalysis re addition of t«.-> 
motor-driven emergency feedwater pumps Supereedoe 790310 
submittal Ll/ovsrsl red drawing 
PARKER. M Q Duke Power Co 79/03/17 lOpp 


7903240393 Submits results of addl analyses re 790330 proposed Ink 
Specs changes for operation at full rated power during Cycle 
3 

PARKER. H □ Duke Power Co 79/03/17 Ip 


7903240473 Responds to IE Bulletin 79-03B re TMI Incident Forwards 
proposed amend to Tech Gpecs. chang ing eetpolnts of 
presiurlier elec t ruiragnet Ic relief valve 6 reactor cookant 
sys high pressure trip 

PARKER. H O Duke Power Co 79/03/21 llpp 


790524G47B Forwards design description for safety grade ass t it Ipetsri 
reactor trip on turbine trip or loss of main feedwater Kode 
will be Installed for each refueling outage following NRC 
approval 

PARKER, W Q Duke Power Co 79/03/21 3pp 


790530020B Foruapdi summary of EDS Nuclear. Inc resolutt an/docu«fni«ti~ 
of elbow fleslhillty error which enletad in versloni of 
PISBL piping analysis computer program from Jan-Oct 1969 
Revlau 6 reanalysis included all work through Dec 1970 
PORTER. F L EDS Nuclear. Inc 79/03/21 9pp 


— 7905300263 Forwards EDS Nuclear, Inc list of BURs It piping tys whics 
could have been impacted by deficient computer program 
OE has no record of rtanalyiii for Cooper piping sye 
STEPHENS.P N, General Electric Co .Nuclear Energy Products Dlv 
79/01/24 IQpp 


7903310211 Forward* proposed Tech Specs revision re limitisig condlll 
for operation & survelllanc* requirements 
PARKER. U.O Duke Power Ce 79/03/23 8pp 


0 Inspection reports. IE Bulletins & correspondence 


7903040332 Forwards raspO'nfe to 780389 request for addl info re 
propotad changes to hydraulic shack tupprassor Ttch Spec 
PARKER. U 0 Duke Power Co 79/04/G0 2pp 


79G3QB0433 Forwards proposed revision to Tech Specs covering reactor 
bldg hydrogen purge tys. penetration room ventilation sys. 
reactor bldg purge filter* 4c spent fuel pool ventltetlon 
sy< 

PARKER. M.Q. Duke Power Co 79/OS/Ol llpp 


7903GB0S66 Forwards proposed revlslo-n to Tech Spec*. de 1 1 1 Ing Tech Spec. 
4 ta which 1* ho longer required 
PARKERiH 0, Duke Power Co 79/05/01 4pp 


7905340466 Documents completion of 761001 proposal to delete Tech Spcct 
re tendon, anchorage 6 liner plate surveillance programs. 

License fee not required 

PARKER, H.O Duke Power Co 79/G5/08 Ip, 


7905830402 Forwards IE Imp Repts 30-869/79-04.30-270/79-04, 

6 50-269 /79-04 on 79020S'07 No noncomp 1 lance noted 

LEkllS.R L Region 2. Atlanta. Reactor Qperation* Nuclear Buppi 

Branch. 79/03/12 2pp 


—7905230303 IE Insp Rept* 50-269/79-04. 30-270/79-04, 80-2Q7/79'!H « 
790203-07 No noncomp llanci noted Major areai Inspectmd fir* 
protect lon/prevent ion program. OA survet I lance, fire Insuraric* 
repts t> administrative control procedurss 

eHADFGRD, U H , TAYLOR. P A . KELLQGO.P 0, Region 2. Atlinta, 

Reactor Operations Nuclear Support Branch 79/03/09 App 


790S01OI77 Forwards IE Info Notic* 79-06. "Strss* Analysis of 
8af c ty-Rs lated Piping '' 

□ 'REILLY. J P. Region 2. Atlanta. Office of th* Diractor 

79/03/23 2pp. 



DOCKETED ITEMS 


TVOSOKiaO/ ti I«fo Notic# /V-0/. "Hup turn oP R«dua<t> Tanv. 

O'lirUlVfJ I* H«alt>ii Jl> Atlanta. OfPira of tha Dlroctoi 

7^/03/36 3pp 


7703330373 lIHc ui»«« llt-W rapt. "Harold » liwaa 1 1 gal ion Rapt Holatad to 
Off ChaniUtig Ualda In Hall Dili vat I laiiro {tpailinona t, 

Itaaponio to tl lliillatlna 7ll 13 li. 711 IJA lluppl." lapt 
accoratalg lapiaaaiitg data for i aai tot piagaure va««al« 

PAIlKfH.W (1 Duka (•otaai Co 77/01/3/ Ip. 


77030I007D foiuiaida M tnfii Notlia /V Oil. " I litarr oiiiiar 1 1 on of 
( ontafnlnalod llga la/IWi Air ltg« Uiod aa (luuri o of niaathliig 
Air " 

O'lIlUIViO P Hagloii 3. Atlanta. (tffUo of the Dlioctor 
77/0 1/31) 3pp 


7703010 130 I'uruard a li Info Noli, a 77 07. "(ip 1 ) 1 of Had I oar 1 1 va 1 U 
Conlamlliatad Haalii " 

O'lKlUV. J P. Hag Ion '3. Atlanta. (Iff lie of tha Dli •od tor 
77/0'l/,I<) 3pp 


uparational 
tncldant “ 


Error, fc Sga mialigtimonU 


•.eencirtad 


O'HEILLY, J p 
?9/Od/ll3 2pp 


Region 3, Atlanta, Of Pica of tha 


"Raviau of 
During TMl 

Dirac tor 




protectivo au, hl-h HCS “•«> 3- ra TMI inei< 

graatar than 2,300 pslg Ppeaso? i lowered to not 

PAHKER.If Q Duko Power Co 77/04/21 Ip 

7703240303 Forward, reaponia to IE Dulletln 77 ny 

PAHKCHi W 0 Duke Power Co 79/04/24 2 pp 


77031 10264 Forwards 790303 rosponse to 
4* 6i ra TMI Incident 
PAHKEH.H O Duka Power Co 79/03/03 


IE Bulletin 79-030, 
IP 


I tems 


1.2.4 


/7033l<k377 Kaspniida In II lliillaitn 77 03 ra 1 iing i tud 1 na I wold dopartt 
No Adm IIA .)I3. I7pa M>4 piping nr ang othai ualdllig u/ii 
filial' metal piping mfg lig Vniingttiiwn Naldtiig la In uia nr 
planiiad for u,a 

PAHKIH.UO Duka Power < <■ /7/04/04 Ip 


rCMCvoi* cooiAnc rlouf cuddIu 1 

of turbine bldg 4. lo5^ of 

PAHKEH S'" I'®*" reviled 

PAHKEn.M 0 Duke Power Co 79/05/05 6pp 


7703100371) 1 orwarda respiinae, tn )) DuMalInt /7 03 t, /7 03A. ''Mur)e 4 r 
till tdant at TmI " 

PAItKIH.N O Duke Pnulai l.n / 7 / 04/10 31 pp 


7903300341 Forwards insarvice 
PAHKERi U 0 Duke Power Co 


imp program 
79/03/ IS ip 


* 7703100377 lorwai'd, Abnnrmal )li i uri ani a Hnpt At) .'I1///3 07 
PAimiH.H I) Duke )'ower In /•l/Of./37 Ip 


‘**7703300330 Iniervica insp program 
e Duke Power Co 79/03/13 78pp 


7703100 101 All 2117/73 07 nn 7307.1.) eiieamlve i eai tlir .oo)Aht eifi 
lOoldnwn rale uituirad Ceuaad bg npeialoi et roi 4. fAllura of 
piluar- ai tuated praasuilier ia)lef va)ve 'IHI. 7i7i to < lose 
» Duka Piiwei Co 73/07i/37 Ip 


yann,n Ji . . operator training, 

olecueeion, 4, IE Bulletin 79-03, 79-05A 4. B Operating 
shirts have odaguate knowledge to operate reactors in all 
modes 

PAHKERi H 0 Duke Power Co 79/03/16 4pp 


/7l>3tOOID) (iMward, add) infn ia All 31)7/73 0/ Ciiri-aillva actions 
Shutdown proi ediirsi i sv| sed, ra I lef valves will Ijo eiamlned 4. 
guani b tank rnpiura dlSi leplarad 
I'AHKIII.MII Duke I'ower l» 73/011/01) Ipp 


/7()303004ll Aik laialpt of 770 )37, 1 Ir Infolming Nile. «f slaps taken to 
r or rail viol at inn a no ted In II Insp Mapts 30 37.7/ /7 01. 

30 3/0/77 0 1 4. 30 31177 77 0 ) 

KIHOA.U II Haglun 3. Atlanta, llafegnaids III an. b 77/1)4/13 Ip 


770303l)07i4 Responds lb NIK 770 107, lir la violations no tad in IF Imp 
Hep Is SO 367/77 1)1.30 3/07/7 0 1 4, 30 31)/ //7 0 1 Cnriarllve 
artions wltblield lief tOI'MI3 /70) 
l■AIIHIH,tMl Duke Fiiuer Cn /7/0 1/37, tp 


/703030(l'/ll lurwarde II Insp llapt, 30 37>77/7 0 1.30 370/77 0 :l 4. 

30 2)17/77 OT nil 770303 07. Nntlie of violation uilbhald 
leaf l0i:iH3 7701 

Kl NNAi il II Region 3. Atlanta, tlafeguards ftrani b 77/01/06 

2pp 


*• 77030300)1/ II Insp Rapt, 30 367/77 0 I. SO 3/0/ /7 0 I 6 30 31I7/77'0T on 
77030S 06 NotuumpI lanta notad arsas of test ing/maint 4. 
delfitlan aids Dstalls wllbheU iref lOCfRJ 7701 
TOIIIH.U .« Hagton 3. Atlanta, (Ifflre of the Otraclor 
OUllUMli.l' I' Heglon 3, Atlanta, tlafeguards llransb 77/0T/06 

Ip 


R Periodic oparattng reports 4. related correspondence 


790322033Q Forwards monthlg operating rept for Apr 1979 
PAHKCRiM O Duka Power Co 79/03/13 Ip, 


•7903220363 Month Ig operating rept for Apr 1979 
REAV/IQ, J A Duke Power Co 79/03/13 16pp 


0 Reportable occurrences. UERs 4* related correspondence 


7903110020 RO 2Q7/7B— 10 on 701129 while engineered safeguards analog 
channel A was tripped in order to allow repairs, channel B 
tripped Event not considered to be recurring problem Bgs 
returned to normal operating condition w/o problem 
e Duke Power Co 79/01/13 2pp 


7903140306 RO~207/79-4. wh tch was to have been submitted bg 790327<wlll 
be submitted bg 790403, as Investigation Is still in 
progress 

PARKER .Id □ Duke Power Co 79/03/27 Ip 


7703100046 Hasponds to It llullallii /7 D3A. Items 7. I|. 10 6 U re THl 
Incident All Manual valves wi.irh (uuid defeat or rompromisa 
flow are locked open 

PARKIH.WO Duke Powei Cn 77/04/1.) lipp 


7703040176 Forwards II Mullet In 77 OfiD. “Ilfvlew of Uparational Errors 6 
Ogs Hlsallgnmenlf tdant if led During THl Ini I dent " 

O'REIll.v, 3 p Region 2. Atlanta. Mffica of tita Director 
79/04/14 Ip 


790304026T forwards U,. Rullattn 77 07. "Oeismlc Rtross AnalgSls of 
Oafatg-Rdlptsd Piping " I icensse action reguirtd 
0'REIU,V.J P Region J. Atlanta. Office of tli# Director 
79/04/M 2pp 


7703040301 Forwards IF BulUtin 77 01). "t.ventt Malsvant to Dolling 
Hater Power Reactors Identified During THl Incident " 

O'nEm.V.3 P Region a. Atlanta, Office Of the Director 
79/04/14 Ip 


7703030UO Forwerds II Bulletin 77-07. "Failures of OC Tgpe AK-2 
Circuit Hreeker in Dafatg ttaleted figs “ l.icansae action 
regulrad 

Q'REIt.Ly<3 P Region 2. Atlanta. Offtca of tlie Director 
?9/04/17 app 



DOCKETED ITEMS 


-79(>J2504a7 lER 79-01 4/OlT-O on 790507 nuclear instrufflentat ton pouep 
Inilicatlont Ie*e than thermal pouer Iv^eli Cauted 09 changea 
In Cora tharaoter n t IC* which aqc 0J»|l*ni# chanje* in pouer 


1 eve le 

L£UIS>S R Dul* Power Co 79/05/21 3pp 


79 0-53 1 0404 Forward e LEfl 79-010/03L-0 

Pfl.HK.ER. H 0 Duka Power Co 79/05/33 Ip 

— 790SJI0410 LEH 79-010/03L-0 on 790433 raactor hldg gaseous radiation 
(Tianitori p*iJ€ wfior> cantainf^ent i-solation valve on 

monitor inlat line failed Caused Irv ruptured operator 
d iaphragn 

LEMIS.S R Dute Power Co 79/05/23 3pp 


DOCKET 5D-2Ba REED COLLEGE RESEARCH REACTOR 
J Insurance ti. Inderanitg information 

7905lt02fe5 Forwards Anend 9 to Indemnlti/ Agreement E-53.per toCFBl40 
changes. re increase from 4140 million to *140 million, 
effective 790501 Supporting documentation enc I 
SALTZMAN, J Antitrust 4 Inderinitg Croup 79/05/01 5pp 

7905140341 Forwards Amend 9 to Indemnity Agreement E-52 
MCFARLANE. E P Reed College 79/05/07 2pp 


DOCKET 50-389 IMREE MILE tSLAMO NUCLEAR STATION. UNtT 1 


F Securitg. medical, emergencg tr five protection plans 


7905160141 Forward^ personnel e.posore *. 

HERBEIN>3 0 Metropolitan Edison Co 79/04/03 3pp 

-ronsnooood Confirms 790329 oral commitment to provide advance netl** 

^’;r?o"Io taU?-i‘ of 

MERBEIN;J 0 Metropolitan Edison Co 79/04/14 Ip 

79051504B6 Notifies that Class III fee required for 790010 applItd'H* 
rrHnrsirder .urven lance test has not been received Fee 
should be forwarded within 13 dags of receipt of Ur 
HILLER. W 0 License Foe Hanagoment Dratich 79/04/84 Ip 

7905070587 Requests 90-da9 e, tens Ion to 790413 deadline for eubaHtl'l 
draft radiological effluent Tech Specs 4 Offelte Dose 
Calculation Manual .»/►*« < 

HERBElNi J 0 Mfltropolitan Edison Co yv/OA/SB Ip 

7905090320 Notifies that aubffliaalon of fln^l rapt *** imp 1 ng^Manl./ 
entrainment monitoring program at TMI will bo dclaged to 

HELBISH.J F . TROFFER.O J Metropolitan Edison Co 79/03/01 tp 

7905190113 Responds to NRC 790303 Itr re potential contequsiice i o» 
postulated fuel handling accident Insldo containment 
Consequences of potential accident are within guideline* of 
lOCFRtOO No further action required 

HERBEIH.d 0 Metropolitan Edison Co 79/05/00 3pp 

7905220371 Forwards amend fee for Tech Spec Change Request 77 
HERBEIH.d 0 Metropolitan Edison Co 79/03/15 Ip 

a Inspection report*. IE Bulletin* 4 corraspondance 


7905290556 Forwards 9uppl 2 to fire protection SER. In response to 
790313 Itr 

REID. R U Operating Reactors Branch 4 79/04/14 2pp 


7905230363 IE Bulletin 78-07, “Protection Afforded bg Alr-Ltna 
Respirators 4 Supplled-Alr Hoods “ 

» Region 1. Philadelphia. Office of the Director /f|/04/l» 3| 


-7905290559 Suppl 3 tO fire protectiori SER accepting proposed change In 
completion date for proposed mods to fire barrier 
penetration 4 eloccrlcal cable penetration seals to 790427 
» Office of Nuclear Reactor Regulation 79/04/14 4pp 


7903020135 Forward* IE Insp Rept 50-239/79-05 on 790819.31. VJ 4 33 f* 
nancomp lianc« notvtf 

CARLSOH.R T Region 1. Philadelphia. Reactor Construe lion B, 

Enelnssrlnq Support Branch 79/03/80 2pp 


79053405S8 Requests approval of plan to eliminate four fire detectors 
in nuclear Instrumentation 4 reactor protection sgs 
cabinets 

HEHEEIN. JG Metropolitan Edison Co 79/05/18 Ip 


0 Adjudlcatorg correspondence 


7905390285 Forwards class action, complaint re TMI accident 
filed against utils 4 vendors in C Robert Larson.et all., 
vs Hetr opol i tan Edison Co. at al 

CARRIER. W C American Nuclear Insurers 79/05/22 9pp 


J Insurance & indemnltg information 


7905140486 Forwards Amend S to Indamnltg Agreement B-44 per 10CFR140 
changes, re Increase in llabliitv insurance from *140 million 
to *160 million, affective 790501 
end 

SALT7HAN. J Antitrust 4 Ipdcmnity Group 79/05/01 6pp 


7905230362 Returns unsigned Amend 8 to Indemnltg Agreement 8-44 Nuclear 
Liabllltg Insurance Pools will not provide addl coverage 
GERETV.H F OPIf Gervlce Corp 79/05/16 Spp 


P Operating license stage documents 4 correspondence 


790S100420 Forwards "Initial Startup Rept *' 

ARNOLO.HC Hetropotltan Edison Co 74/11/27 Ip. 


— 7905100425 “Initial Startup Rept “ 

a (letropo I i tan Edison Co 74/11/26 220pp 


7905110178 Applies for license authoriilng util to receive. posse** 4 
handle radioactive natl at temporary field locatieni outside 
site boundaries 

ARNOLD'R C Metropolitan Edison Co 77/04/16 SSpp 


7905U0173 Forward* addl Info on pro'cedures requested In NRC 771219 Itr 
re apptlcatlen for byproduct leatl license 
KERBEtM.J.Q Metropolitan Edison Co 78/01/30 143pp 


7903350021 EIA supporting Amends 49.69 4 44 to Licenses DPR~3a, DPR-47 4 
DPR~99i respectlvaly 

* Operating Reactors Brapeh 4 79/03/02 4pp 


— 7909020140 IE Insp Rept 50-389/79-05 on 790213.21.22 4 2-1 Nil 
noncompl lance noted Major areas Inspected Ineervice Insp 
program 

WALTON.O A . TRIPP.L Region 1. Philadelphia, Office of 
birector 79/03/16 7pp 


7903340430 Forwards IE Insp Rept 50-389/79-06 on 790881-2:1 «. 8f. SM* R 
noncofflpliance noted 

BRUNNER, E J Region 1. Philadelphia. Reactor Opepalloii* Nucl«* 
Support Branch 79/03/81 3pp 


—7905340437 IE Insp Rept 50-309/79-06 on 790281-23 4 86-211 Mo 
noncompl lance noted Major area* Inspected refueling 
activities, preparation for refueling, outage related malnl. 
pipe supports 4 restraints, ih 1 ft logs 4 record* 

HAVERKAHP.D , HIOOINB, J. C . KEIMIO. R.R Region 1, PMUIalpvi 
Office of the Oiroctor 79/03/20 17pp. 


79030101 IS Forwariis IE Info Notice 79-06, ''Stros* Anatyet* of 
Safety-Related Piping “ 

CRIER. B H Region 1. Phlladalphla. Office of th* Director 
79/03/23 I p 


790S010047 Forward* IE Info Notice 79-08, "Interconnectlnri of 
Contaminated 8y# w/Sve Air Syi Uead as Source of Breathing 
Air “ 

ORIER.B H Region 1, Philadelphia, Offlca of the Director 
79/03/38 Ip. 


7903010300 Forward* IE Info Notice 79-09, "Spill of Radloae t Ive I .g 
Contaminated Rasln. “ 

ORIER.B H Region 1, Philadelphia. Office of the Director 
79/03/30 3pp 


7903020033 Forward* IE Bullatln 79-06. "Raviaw of Operational Efreiee 
Syi Hlsallgnnentt Identified During TMI Incident " 

GRIER, B.H Region 1, Philadelphia. Office of the Director 
79/04/11 Ip. 


7909190215 Dlicuieei schedule for completing action* required IK 
Bulletin 79-03 Search of procurement document* to determln* 
use of specified welded pipe will be complete by 790031 
HERBEIN.d. 0 Metropolitan Edison po, 79/04/13 Ip. 



DOCKETED ITEMS 


81 


790*10203/7 Koiumi (I* IC Iluklollii /V-O/i “Oaitmic (Hi v«« uf 

Saf aiV-R* 1 Al'ad Piping " UlLCinsoii action voiuirod 
QRIER'II M flag ion l> Phi lodalph ioi tlffico oF Ilia Dime tor 
79/04/14 tp 


7900040040 Foruorda IT Hull n tin /*/ O/ilK ''Roviau of (tpai o t tuna I i'rrnr* ih 
Ogt Hi la 1 1 gnmanta Idonllfiod During THl Inriilont “ 

ORIER) II M Rag ton li Ph i lad a Iph I A< Off Ira Df the Utiaitor 
79/04/14 Ip 


7903040210 Poruarda It: Dull at In 79 Olli “Fvont* Kalavant to llnlllng 
Uatar Pouar flaacturi IdantiPtad Dui ing till Ini idanl " 

OHICRill M (lag tun li ph i lada I ph iOi III flea of tho Dirac toi 
79/04/14 Ip 


/9030300/J Knrwarda 11 llultattn /V 09< ‘'lalhiroa of Ot Tgpa AK 2 
Circuit Draaliflr in linfatg Ualotod Ilg« ” I t(.enioo artlnli 
raquif ad 

OHICRtll II flag I on 1 1 Ph I lada I ph I (Ifflia of tlia Dii acini 

79/04/17 Ip 


79030202/9 I'liruArdt 11 Hull at in /9 0/iAi llav 1 1 1 nil !■ ''flavlaw of 
Oparatlonal Priora U tig* lit «« 1 1 gnmanta Idantiflad During Till 
Incidant '* 

OlUtlttU II Raginn ti Ph l ladalpht«> Off tea of llio Dti actur 
79/04/111 Ip. 


l)llCKf,T 90-293 P II OR I II NUrUCAfl PllWni (.TAT ION. UNIT I 
r Oacuiitg. mod I cal I omoi goneg (> firo protaetton plana 


/90t)010942 ruruAi di Ravi a inn 4 of modiflod physical sociiritg plan Plan 
withhold (laf 10UR2 /90> 

ANDOONINI.O i. Uuatoi) i'dlaon (n /9/04/2d tp 


O Ad jud icatni g < oi i otpondanco 


/90ai(i022/ Hevlowi Impact of THl an upiotning huar I ngai 1 I ata hoarinoa 
achedulad for Api f. Nag 

ClINNINOIIAH.O II INanch 2 /7/04/0 I Jpp 


/9()302()v1ll I I orwai lU cumplalnla ru now < laao ai tliiii agalliat lloatnn 
Ldlaun Cl), at al. < omnoncad hg Plgmouth ( oiiiilg Nu< laai Info 
Citmml I too. Inciot a1 Iliimmuna. ardor R< rlaas act Inn ciimplalnt 
one 1 

MA/Z(IN( . tl Amorlcaii Nurlaai Inaiiioia /9/04/t>/> iP/iip 


/‘/OIOIIIPIOI Motif l«« that I lalm hat haon flliid agalliat util lig I'lgmiiuth 
riiunlg Nurlaai Info Comm It too I oruai da CA /V IIVI)/.. mot I on fai 
appotnlmanl of «pai tal proi ata loi voi t< auoimiina /< oi ilsi nf 
noli I a 

AmKlOimil.U ( lliialoh Idlann Co /9/0')/(H lOpp 


R Par Iodic operating raporta t» ralatad cni'l aapunilani a 


/9030303311 I nruarda mnnthlg upoiating rapt for Har 19/9 M/ii anil 
TflOriFfliO J Hatropolltan Idlaon Pn /9/()4/2/ Ip 


/9092303/9 foiwaida mnnthlg opaiailng rapt fur Apr 19/9 
lllftlll.tM. J 0 Natl opnlltan 1 dlann On /9/()3/r) tp 


— /90323037fi Honthlg op a rat Ing rapt for Api 19/9 

NlTrtlCll . I) 0. Halropul ilan I diaon Oil ;<f/09/0l 9pp 


0 Raportafala occurranraa. Itlla t. ralatud i or ra a pond ant a 


J I Haul a III a 7/ tndamnitg Infiiimatlun 


/9()30/049/ (..Iiiflimt liiciaaaod I Uhl I I Ig limit Hi 4 1 .14. OIU). 000 f.ii 
pol Ic lot III 1. 2’). 4 I. //.. (I ). 100. 111. 140. 14/.. I'll. I/>I . I/.4, I /(). 

1/3. 1/4. l/ll. 1/9. UlU. HU. intl. HI/.. 111/. HUI. H)9. I9.>. 193. 194. 19'). 
19/. 1911. 200. 201. 204. 20/., JO/. 2011. .110. 21 2, 2 1 4. '.It *1. (. ulhoi a 
(lUATTHiiriUll. ./ Amor Iran Niirloai Inaiiioia /V/OI/Ol Ip 


/Vino/OlIU Conrtima ini i aaaa in llalillllg limit to a )A. 000. OOO fin 
poltclaa Ml 22. J/i. 29. '111. 19. 44. 4/.. 4 /, 49. 9(1. 3 1 . V. *1 I. *14. ’PI. *1/.. 

9/. 30. hO. /.I. /,4. /.A. /./. Ad, A9, /O. / I. /,’. /4. /A, //. /«. /9. IK), (lA. (I/, 
nil, 90. 91 . 92, 9 I, 94. 99 K 9 A 

flllllt RTII, II M Hiiliial Atnmli I ii«i gg (labllltg llndoi ui I tar « /9/09/0I 

Ip 


790309022/ "ll'fl (lulput on I vault at TMI'*t (• TMI-2 from 19/)9 to 
Praaant " 

a llaalth, bdurAtlon h Hal Cara. Dapt of /9/04/U> d Ipp 


77030(10449 Forwanlt UR /'/ OOfl/Odl 0 
tri)nf'>N.2 0 Halropulllaii l.dlaoA Co /9/()4/2/> tp 


—79090(10491 (PR 79 OOU/dt ' 0 on /90'lt()' dur tng rafualing fraguaricg local 
laat rata taat. aacaaa Ivt laataga nulad acroaa valva All Vlll 
Cauaad bg laoaa valva aaat ralatiiing arrawa In valva drraua 
tightanad h valva taatad aat lafai tor I Ig 
tlTANlGV.U II Hatropiit Itan I illann Co /9/04/UA Ip 


7909000942 Forwarda I I.R 79 00//0lT’0 
IICRnblN, a 0 Matropol lt«n t'dlaon Co /9/04/2A Ip 


*-790900094/ UR 79 'OO/ZOl T-0 Oil /9032:i' dona of horatad walar atoraga 
lank found partial Ig collaptad Cauaad bg fallura of variium 
braakar DM‘l/27 to raltava dlffaranttal praaaura whan 
railulrad. Uraakar banch taatad li rainatallad 
STANtEV.If n Matropol Itan (id I a on Co 79/04/a<> Upp 


7909290390 Forwarda ICR /9^0| 1/031-0 
tl&RHeiN.JQ Malropaltlaii idlaon Co. /9/09/0t tp 


—7909290304 Lt-R /9-01 1/031 "0 on /90409 taaba no tad in tpant fgal pool 
cooling aya piping Cauaad by intargranular atraaa corroaton 
cracking Araaa of laakaga iaotatadi alrata analgaaa will ba 
papf ormad, 

HlTC>ll.l(.i D 0 Matropol I tan Rdlton Co. ;9/09/tA 2pp 


7909140202 Forwarda l.FR 79-009/031.- 0. 

HCROEIN, 2 0 Hal opolitan Tdlton Co 79/09/02 Ip 


—7909140294 LER 79 009/031.-0 on 7904(0 during aurvailUnca tailing on 
turh tna-dr Ivan aiaargancg f aadpump. ataam ragulating valva 
found cloaad Cauaad by naint procadura not ipaclfyliig 
op an Ing of valva 

aTANUGY.U (t Hatropolltan rdlton Co 79/09/02 3pp 


7909230310 Farwardl 1 LR 79-010/Q3U-0 
HERRElNiJ. 0 Matropol itan Ed I ion Co. 79/09/02 Ip 


/9031AOHIO Piilwaidt Amain] II in liidamnllg Agi aanieiil II 4(1. par 101,11114(1 
Lhangaa, ri liability liituiania Inrraaan fi iim tl40 ml II Ion to 
tIAO ml 1 1 Ion. a f f ei 1 1 v» /9030I Hop pm ting doi iimantat I on anil 
dAir/HAN..f Anttliiiat h Indamnllg Oi aiip /9/03/01 3p|) 


/903U902lld loruAida aiacutad AubiuI d to tndamnitg Agraamant () 4d 
( (HR (IMAM, f* A Diialon I ill ion Cii /9/<)3/22 Ipp 


I' tlparatlng llianaa alaga diiiiimanta (< inrraapnndani « 


/V09t/02l0 itubmila tchadula for Imp Itmanlaiion (■ reanlulton of Marl I 
c onta i nmant long laim piugram mod t. in laaponta to MIN' 
rayuaat 

ANIHIONIHI.O C nutton Idlaon ( o /<//n3/<l9 2pp 


/903 13019/ Poruarda raaponaat to quail Inn l» lomparlmn of prnjKtad 
population daniltlaa in I’llAR U 19/(1 updata to 19/4 alia 
aaiaction aiudg 

OUTIIR.RM (loaton ( diaon I’ll /9/01/I0, I4pp 


790*1.100201) Forwarda aunmary of I'Dd Noclaar.tnc raaoliitlon/ducumantat Ion 
of albow flailblllty arior which ailatad In vartlona of 
I'inUI piping analgila computar program from Jan Oil I9A9 
Ravlaw li raanatyali tni ludad all work through D»r 19/0 
PdRTk.fl.F I HI'l lluclaar. I nr /9/09/21 9pp 


-/909.I002A'} Forwarda t-O'l HuOaar.Inc Hat of RWHi b piping ayi 
could hava baaii Inpai. lad bg daficlanl rompular program 
OF haa no record of raanalgaia for Coopar piping ayi 
OTFI'IIUIR, P H Oanaral C'laclrli Co , Noe liar l.nargg Prodi 
/9/Ot/J4 Kipp 


a tnipaetlon raporta. U llullalina b corraipondanr a 


/903OI0IO0 Forwarda IE Info Hot lea /9 Ob. "(Uraaa Analgila 
OafalyRtlalad Piping " 

OHUR.n II Raglon I. Ph I ladatph la. (Ifflca of ilia Dlrai. 
/9/03/2J Ip 


7909030246 Forwarda U. Info Hot lea 79“0/. "Rupturo of Rndwa 
ORIEHiR H Ragion 1. Phlladalphia, OffUa of th« Otroc 
/9/0.f/2* IP 


—7903220328 UER 79-010/031.-0 on 7904tl whll# in hot ahutdowfl. 
raaailgnatnt gf paraonnal to Unit 2 pravantad aurvatl laneaa 
ra chainlatry b radiological analyali at propar fraquaiicg 
Hittad aurvatl laneaa lubtaquantlg parformad 
HITCliEI.1.. D 0 Hatropolllan Ediion Co 79/09/02 2pP 


7909010034 Forward! It Info Hoilta 79 0(1. "Inlareonnar lion 
Contamtnalad 6ga w/(ive Air Oya tfaarf aa (lourra of Oraaihli 


Air “ 

OHien. B H Raglon I. PAi ladalphla. Offica of tha (lira. 
79/01/20 Ip 
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DOCKETED ITEMS 


7908010282 Forasrdt IE ln#o Notic» 79-09, “aplll of R«dlaactlv»l9 
Cant;aMlnai;Bd R««(n “ 

ORIERrfi H Region t, Philadelphia, Office of the Director 

79/03/30 Ig 


7903020026 -Forwards IE Bulletin 79-06, "Review of Operational Errors 6 
Sue Hlea 1 1 gnmints Identified During TMI Incident " 

ORIEft. B H Region I, Phi ladslphla, Office of the Director 

79/04/11 ip 


7903020357 Forward* IE Bulletin 79-07, "Seliailt Strosi Analgsle of 
Saf etu~Rela tod Piping " Llcentee action ragulred 
DRIER, B H Region 1, Philadelphia, Office of the OlTactor 

79/04/14 Ip 


790S030326 Forwards IE Bulletin 79-06B. “Review of Operational Error* t< 
Sgi Hiea 1 Ignaients Identified During TMi Incident ” 

ORlERiB hi Region tr P-hi ladelgh la. Office of the Director 

79/01/14 Ip 


7903040167 Forward* IE Bulletin 79-08, "Event* Relevant to Boiling 
Mater Power Reactors Identified During TKi Incident " 

Licensee action rei^uired 

DRIER, B H Region 1. Phi lad'elphia. Office of the Director 
79/04/14 ip 


7903030052 Forwards IE Bulletin 79-09, "Failure* of OE Tgpe AK-2 
Circuit Drcater In Baf a tg-Re latetf Sys " Licensee action 
required 

CRIER. B M Region 1. Ph i lade Iph la. Office of the Director 
79/04/17 Ip 


7903-010632 Forua rde tC Bulletin 79-064, Rev 1 a 1 on 1, “Review of 
Operational Errors ft Sqs fll lal ignnents tdantlfted During TKI 
Incident " 

DRIER, B H Region 1, Ph 1 ledelph la, Office of the Director 
79/04/18 ip 


790331-0332 Provides supplemental Info to- initial response to 
IE Bulletin 79-07 ft to LER 79-014 Reanalgslt of all llnee 
indicates all stresses remain below code ellouables All 
snubber locations wore verified bg in* 1 tu Insp 
ANDaCfirNI.O C Boston Edison Co 79/09/23 3pp 


ft Pcrio-dic operating report* ft related correspondence 


7903160420 Forwards nionthlu operating rept for Apr 1979 
MCOUtnE, P J Boston Edison Co 79/03/08 Ip 


— 7903160423 Monthly operating rept for Apr 1979 
HA THIS. C <J Boston Edison Co 79/03/08. 6pp 


8 Reportable occurrences, LERs ft related correspo-ndence 


7905010336 Forward* LER 79-012/01X-0 

HCQUIRE, P J Boston Ed 1 ton Co. 79/04/S4 Ip 


—7903010940 LER 79-012/OlX-D an 790424 util Informsd that DAPS cooputar 
program used by OE for islsmlc analgsie 1* not consistent w/ 
currant regulrenants. Caused by ste te-of-the-art applied 
during design of Pilgrim Affected piping reanalgisd 
MATHIS, C J Boston Edison Co 79/04/24. Ip 


7903020261 Forwards LER 79-0t3/03L-0 

HCOUIRE, P vT Boston Edison Co 79/04/26. Ip 


—7903020267 LER 79-0l3/03L-(l an 790331. during DPER-O? surveillance 
tea t Ing. drvwel 1 to suppression chamber prossurt was less 
then I 30 psld on pressure Instruments PI-3067 A ft B. while 
greater than 1.30 elsewhere Caused by setpoint drift 
MATHIS; C J. Boston Edison Co 79/04/26 ip 


7909140244 Forwards LER 79-012/01 T-i 

MCOUIRE.P J Boston Edison Co 79/O9/0S Ip 


—7903140247 LER 7?-0f2/0tr-l on 790424. ss 1 snle analysis computer program 
for main ttaam ft recirculation piping gave unsatlsf ac targ 
results Caused by outdated state-of-the-art. Different 
program gave satlsfectery results 
KATHIBiC d. Boston Edison Co 79/03/08 2pp 


7903170233 Requests eitanslon until 790708 for weld ft hydrostatic 
testing program 

ANDDOHINt, 0. C Bo* ton Edison Co. 79/03/08 Ip. 


7903130933 Forwards LER 79-014/0 lX-0. 

HCOUIRE. P. ,7 Boston Edison Co 79/03/09 Ip 


— 7903190330 Left 79-014 /OlX-0 on 790509 four recirculation tyi hgir*, 
e-nubbsrs failed to satisfy Tech Spec requirements for 
dperabillty under design basis carthquate loading Caused ty 
design error Bnubhert will be modified 
FULTON, J W Boston Edison Co 79/03/09 Ip 


7903130334 Forwards LER 79-01 5/03L-0 

MCGUIRe, P J Boston Edison Co 79/09/11 Ip 


—7903150339 LER 79-013/O3L-0 on 790413 reactor core isolation eoioll-j 
baramstric condsnser dO’ndensats pump tripped Caused by 
tarnlsbed relay contacts in pump storting logic Contact* 
cleaned ft pump loads successfully tosted 
FULTOH.d H Boston Edison Co 79/03/10 Ip 


7903290093 Forwards LER 79-017/03L-0 

KCOifIRE.P J Boston Edison Co 79/03/22 Ip 


—7905290100 LER 79-017/03L-0 on 790429 control rod 26-27 unreipe-il, 
Insert signal Cause undetermined Corrective actlo-ns reley 
contacts ft relay socket contacts on relay 3A-KL3a spray 
c 1 eaned 

MATHIB. C J Boston Edison Co 79/03/22 Ip 


7905300472 Forwards LER 79-O16/03L-0 

MCGUIRE, P J Boston Edison Co 79/03/23 Ip 


—7708300482 LER 79-016/03U-0 on 770311 inapareble snubber Ins If* 
drywsll Caused by snu-bber 0063 iBergon-Patterson HadsI HSS 
AlO-61 being disconnected New snubber Installed on 770312 
FULTON, J H Boston Ed i eon Co 77/09/22 2pp 


7903300339 Forwards LER 79-018/01 X-0 

MCOUIRE.P J Boston Edison Co 79/03/23 Ip 


—7903300943 LER 77-OIB/OlX-O on 790317 recirculation pump P-30IA 111 . 
w/Tsactor coolant temp greater than 212 F, primary 
containment Integrity not maintained ft delta temp between 
loops greater than 90 F Caused by operator error 
MATHIS, C J Boston Edteon Co 79/03/23 Ip 


DOCKET 30-294 MtCHlOAM STATE UNIV RESEARCH REACTOR 


J Insurance ft indemnity Information 


7909160240 Forwards Amend 9 to Indemnity Agreement E-Sl,per IOCFR143 
changes, TS Increase from 6140 million to 4160 million, 
effective 770301 Supporting documentetlun end 
8ALTZHAN,J Antitrust ft Indemnity Oroup 79/03/01 Spp 


Q. Inspection reports. IE Bulletins ft correspondence 


7709040161 Ack receipt of 790404 ft 0407 Itrs informing HRC of sill* 
taken to correct noncomp I lance noted in NRC 790221 Itr 
HEISHMAN, R F Region 3, Chicago, Reactor Operations ifvcJsai' 

Support Branch 77/04/20 ip 


— 7903040163 Responds to NRC 790221 Itr re noncompliance notid In Inj i 
790131-0202 Corrective actions 1779 requal if Icetlon eiam 
will be given to operators during Apr 

TERRY.aH, CA«tlICK.J T. Michigan State 79/04/07 Ip 


—7903040168 Responds to NRC 790221 Itr re 770131-0202 Insp Dslalll 
annual audit 

TERRY.SH. GARRICK, J.T Michigan State 79/04/04 Ip 


DOCKET 90-273 ZION NUCLEAR POWER STATION, UNIT 1 


E NRC Safety EvaluatlO’n Report (8ER), lupplt ft correspondence 


7709240793 Forwards SEA ft EIA re plant spent fuel pool mods H/o mil 
OODDARD, R. d Drench 2 79/04/03. Ip 


F Security, mtdlcalr emergency ft fire protection plans 


7909030366 Forwards modified physical security p lan; Re vis 1 on 3 Plan 
, withheld {ref 10CFR3 790>. 

LEE, B, Commonweal th Edison Co 77/04/26 Ip 


7903290079 Forwards Chemtron drawings FL27632-7, sheet* I through S, 
w/dfslgn details for fire suppression syi to bo Installed 
for auiclllary feedwater lys ft component cooling pumps. 

Ovenise drawings end. 

NAUOHTON, W. F Commonweal th Edison Co 79/09/23 2pp. 
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0 Adjudlcalovg coi I's »liolid«liC« 


7903a307<.0 AffiiUvlt »f M Mntiitkoff n futl 

nuallf lc«tion» C»rUMf«tB of (Ivc bmcI 

nCBNIKOrr.Mn tu«t. of 77 /OJ/aT 


l« tuo Prof «a« lanii 1 

tapp 


790Sai02A2 Forward* Eiidor*«m#nt» 8Q ti 3*? to NECIA PoUcg NF-IB7 4< 
Cndor*om*nt» 47 & 40 to NELIA Pollcg NF-aOl 
OQTERi J CommonuBalth Edi»on Co 79/03/16 4pp 


F Uporatlng IIcbobb ttag* dacumant* ti corratpondonca 


7903300711 Ho »p unit* to tltaiB of tU'* 790221 motion for coritlmiancB 8< 
TBitUBti to allow fulitt B iiipp t BaiBli t At Ion of Intorvanor'* 
affidavit* Caltlflratu of live sue I 
OODOAMDi II J Hi anil) 2 /9/0'l/l3 4pp 


7903230103 Am»nd* 47 ti 44 to Llc*n«s« DPfl-39 t DPR-48. raipacttvBlg> 
ravliing Tsclt Opoct r* rod drop tima 

QCHWCNCCn. A Oporatlng RBaclori lira n eh 1 79/04/07 6pp 


/903070134 foiuatd* tl( II 6 I'lA la «p*nt foal pool mod* W/o end 
0(IUt)AIIO< 11 vl tlraneh 2 /<y/04/0'l Ip 


7903230131) Provide* U»t of uUtie**e* foi util in 7lon apent fuel ca«e 
tlTLPTOitPi leham. I Inroln A Ilea I e /9/04/0 I 2pp 


7903300022 lle<tM*it bg util on it* own behalf l> on behalf of lltate of It 
ti fine 1 for Alll II to begin hearing* on /903I4 Cerlifical* of 
Gve enej 

nttlAUIlKI.A P l*ham, llnioln llBale /9/04/06 ipp 


7903100121 Interrogator I B« *ol>mltl#d to *lal» of tl per A1H 11 /90119 
order CerllfUale of ilvi ent l 
OimOAIll). II J lira nth 2 /9/l)4/0V 4pp 


/90313023f> Hutliin to file «upp 1 emantarg affidavit* to i e*pon*a to 
ulll tl NIIC motion* for *uminarg dl*po«ltlnn Affidavit* of 
DO Ilrldenbaugh 6 QC Minor K teitlfiiale of live end 
OlKUitll.llM minnit. lltate of /9/()4/|0 2 Ipp 


/903I30240 rolward* onenerutad affidavit of H llB*nitoff Cerllficat* of 
Qvc end 

lllKUini.fi M llllnoi*. lltate of /9/<)4/ll 4pp 


/903I30691 horwatd* Cliaptei I nf IIAMI)// l'l/|, "llpent I n* I Heatup 
roilowlng I o*« of Hater DurKtg lllorage." which luntaln* Info 
ralevenl to utll't applUatinn to iiuiea*# *pent fuel 
(torage pool laparitg lleiiua*!* to be placed on tve I let 
UKIIIMI i; Af f 1 1 lat inn llnkniiwn /9/(>4/l'l 40pp 


790333036/ Move* for eummaig dltpoeltlott of lltate iif II '* Cuntention 
2(a)*(d) for lait nf genuine i**ue of mall fait Affidavit*! 
notice* of appearanii* (• withdrawal t laitifiiate nf llvi 
enc 1 

001 Dill llOi 1) C llranrh 2 /9/04/2/ 20pp 


790313024'! Deille* eommary d I »|io* 1 1 1 on of I n t ei veiuir * ' (’ontentlon* 21 fl 
I3)i 2<9 )• 2lh I U 2111 Orant* eummarg dl*po*ltlon of 
I ntei'veiiiir * ' Contention 2<n) 

iUTUHtt Atomic llafetg and Mf»n*lng Hoard Panel /9/03/01 3pp 


II Oeneral torretpoodenie 


7903070014 fletpond* to 790202 Iti re<|ue*tlng Info re leakage of weter 
through liner of tpent fuel pool at facllltg HIM' i* 
monitoring util'* effort* to cunlnil *«*pag* 

DTnLL.Oi V Divltinn nf Operating lleattoi* 79/04/19 /9pp 


v) Iniurance 4> Indemnttg infornetlon 


7903100163 I'ndoriement 99 to HAM.U Pollcg Hf 22 

OPlAOi T Nuclear (nergg 1 labllltg Inturance Allot, la t tan 79/0,1/27 

Ip 


-79032301(1/ llafetg evaluation »upportlng Amend* 47 6 44 to Llcaneai 
DPII-39 6 DPK-4tl.re*poctlv*lg 

a tlffte* of Nuclear fliactor Higulatlon 79/04/09 3pp 


— 7903230190 Notice of leeuance 6 aval labllltg of Amondi 47 t« 44 to 
Llcenee* DPII-39 6 0P(i-40i roepec t i ve Ig 

(ICHwrNCCIt. A Operating (lead ore Branch 1 79/04/09 2pp 


/903040402 Notlflei of Intention to devaiop eafetg analgel* ueing 
editing computer code* nequeil* addl Info 
(lOLIIFttOiC H Commonwealth Ed i eon Co 79/04/26 Ip 


7903()4()30a Itenuoil* amend to Tech Opec* to require actuation of eafetg 
injection baled on two out of three chennel* of low 
preeiuriier preeeure 6 to delete preeiurlier level from 
lafeguerde logic Claee I U tl amend fee* ond 
HI ( Dr C Comraonuaa 1 Ih rdtiiin Co 79/04/30 9pp 


7903100231 “Oamma Doee Meaeurementi at Zion 6 Port Calhoun Otallon* '' 
DYrn.N C , llUNTlNOiIl L . NIFnCHNlDTiE D EO t. 0, Inc FIN A-6073 
NWtt 0/C(l-0733 79/04/J0 I37pp Available at NTIB *7 28 


79030/0396 f'orward* reiponee to requeet for addl info re review of 
propoeed I lienee amend to Increaee allowable l.UCA peaking 
factor limit to 1 9,1 bated on FCCG reanalgtii 
NAHOIITON.H F Commonwealth Cdleon Co 79/03/03 4pp 


7903230423 Forwai d* Amend* 49 6 46 to licenee* DPR-a9 & DP((-4F), 
reepectlvdg! eafetg evaluation 6 notice of leeuance 6 
ava I lab 1 1 1 tg 

ncHOr NCrili a OpBra l Ing Deac toi 1 D ranch 1 79/03/03 2pp 


--7903230432 Amende 49 t 46 to l.lreneei DPII-39 6 DPn-40( reepectivelg 
nCNHENCnii A Operating Heactori Branch I 79/03/03 I6pp 


• 79032304 IS Clafetg evaluation euppovtlng Amende 49 6 46 to LleantBi 
DPI! 39 I. DPII '411. retpedlvelg 

e llpiiatlng fleector* branch 1 79/04/03 3pp. 


7903230440 Notire of leeuance 6 aval labllltg of Amend* 49 46 to 

I lien*** DPII-39 6 l)Pll-4C}, t e*pad i ve I g 

nCHWtNCf.H. A Operating Reactor* Rraneh ( 79/03/03, 2pp 


79031702)7 Forward* rtvited Tech Rpect re heating l> cooldown curve* ti 
added provleion for ovirprettura protection. 
riltOiC Commonwealth lt.dl*nn Co 79/03/11 2pp 


-■79031/0233 Reviiad Tech Spec* re heatup S< cooldown curva* i< added 
proviiion foi overpretiure protection 
e Commonwealth Cdleon Co, 79/03/11 4pp 


/903230391 lorwardi current llctnelng open Item* itatu* ll»t 
Ri tOi C Commonwealth Cdleon Co 79/03/10 ttpp 


79030/049/ Confirm Increaeed llabiittg limit to eiOt.OOOrOOO for 
pollcitf NF 1.23, 4 I. 76.0). too. li I. 140, 146, 131. I6t. 164, 170. 

173. 174. 1711. 179. IliO. 1112. 103. 106. 111/. KIR. 1119. 192. tV.i. 194. 193. 

197. 190.200.201. 204. 206.207,200.210.212.214. 213.6 other* 
OUATTROCHHI. J American Nuclear Iniurert 79/03/01 ip 


a Inipectlnn reporti. IE Dullitini 6 correipondence 


7903020421 forward* rt»pon*e to IE Bulletin* 70-18 6 70-l8Ai "Atgpieal 
Weld Hell in Reactor Preeeure Veiiel Held*." 

RtED.C Commonwealth Cdlton Co 79/03/88, lOpp 


7903070303 Confirm* Inc reate in I labllltg limit to 436. 000. 000 for 
polidtt HP 22, 26. 29. on, 39. 44, 46, 47. 49, 30, 31. 32. 3.1,34, 33. 36, 

3/. 3(1, 60. Al. 64. 66, 67. 60. 69. 70, 71, 72. 74, 76. //. 70. 79, 00. 06. 07, 
00.90,91,92.93,94.93 6 96 

ROPERTO. 0 H Mutual Atomic Energg l.labllltg Underwriter* 79/03/01 
Ip 


7903140470 Forward* Amenil 9 to Indeanitg Agreement ll-SV per I0CFHI40 
changio.rt tnereat* In llabtlltg ineurence from 4140 million 
to *160 million, effective 790301 Oupportlng docuieentatton 
end 

OAUTZHANi J AntIVrutt k Indemnilg Oroup 79/03/01 6pp 


7903160399 Confirm* 79030/ 6 Oil agreement w/NRC that Weitlnghouee 
nead not tlgn Amend 7 to Indemnity Agreement tl‘'36 
CAMP. 0 T. Johneon i. lliggine Ineuranee 79/03/09 Ip 


7903010236 Forward* IC Info 
nafelg-Related Piping " 
KEPPLLH. J 0, Region 3, 
If. 


Nolle# 79-06. "Btre** Analgil* of 
Chleego, Office of the Director 


79/03/83 


7903030370 Forward* IE Info 
KEPPICR. J 0. Region 3. 
Ip 


Notice 79-07, "Rupture of Raduaite Tank* “ 
Chicago. Office of thi Dlrtctor. 79/03/86 


7903010133 Forward* IE Info Notlca 79-OB. " Int»rconnae tion of 
Contaminated 8g* w/Ove Air Bg* Ueed ai Bouree of Hroathtng 
All* ** 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/03/80 

Ip 


7903140004 Forward* IE ln»p R«pl» 30-893/79-03 6 30-304/79-06 on 
790381-83 No noncompl lane# not**, 

HfilBHKAN.H.F Region 3. Chicago, Reactor Operation* Nuclear 
Support Branch. 79/03/80. Spp 


--7903140007 IE In»p Reptl 30-893/79-03 6 30-304/79-06 on 790381-83 No 
noncompliance noted Hajor area* ln»p*ct*d ■ prepare tlon* mad* 
for refueling t malnt during refueling outage 

DANIEUB. F T, . LlTTtE.M B . BOVD, D C. Region 3. Chicago. Office 
«1 Ika niaarknr 79/03/9B 3DD 
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?‘'050lC-34 ^cfv4P^J1 info 
Cont^njrltfd Pilin " 
♦‘rPFLER i 0 Pi9lon 3 
Ip 


Notice 79-OV. 'Spill of Rad loae live 1 g 
CPicajo. Office of Ih* Director 79/03/30 


— 7903090323 "Annual Operating Rept 1970 “ 

« Commonwealth Edison Co 79/04/86 24pp 

S Reportable oeeurrencei. LERs !< related i;orrospondet»t t 


7903030C07 Foruardi IE Bulletin 79-06. "ReiulBw of Operational Errors U 
S^t final 1 jrnentt Identified During TMl Incident " Licensee 
action required 

KEPFLER.J 0 Region 3, CAicajo. Office of the Director 79/04/11 
Ip 


7703?502G0 Responds to IE Bulletin 79-03 re welding defects In certain 
1 on g 1 tud ina 1 1 g welded pipe spools Plants inspectedi no pipe 
found 

REED. C Cornonuealth Edison Co 79/04/1? 2pp 


7703020272 Forwards LER 79-024/03L-0 

HANDKEiN E Commonwealth Edison Co 79/04/25 Ip 


—7903020202 LER 77-024/03L-0 on 77032^ during normal Opera* Ions 
discovered channel lL-930 ues 4X higher than atfier 10 itea* 
steam generator channels Flschor-Por ter transmitter 
lero-shlftod for unknown reason* Zero reset 
HAN8EN.P Commonwealth Edison Co 79/04/83 ’Ip 


7903010372 Forwards IE Bulletin 79-06A, 'Review of Operational Errors t 
Sgs fit sa 1 1 grnen ts Identified during TRI Incident ' Licensee 
action required 

PFFFLER. J 5 Region 3. Chicago. Office of the Director 79/04/14 
tjs 


7703040334 Forwards IE Bulletin 79-06B. "Review of Operational Errors ti 
Egs Misalignments Identified During TRI Incident " 

FEPPLEB J G Region 3 ChicagOh Dffica of the Director 79/04/14 
Ip 


7903240343 Forwards LER 79-029/03L-0 
UANDKE.N E Commonwealth Edison Co 79/09/0B Ip 


““7905240346 LER 79-029/03L-0 on 790400 during normal op ere I It* 
discovarad low reading on pressurlior level channel 11 44* 

Caused bg transmitter drift (Barton DP XMTR Modol 11116 1 
Addostment made 

RQGERSiC L Commonuealth Edison Co 79/03/00 ip 


770524033B Forward* LER 79-031 /03L-0 

HANDKEi N E Commonuealth Ed I eon Co. 79/09/09 tp 


7903040527 Forwards IE Bulletin 77-00. "Event* Relevant to Bolling 
Water Power Reactors Identified During TM5 Incident “ 
fEPPLEH. J C Region 3. Chicago. Office of the Director 79/04/14 
Ip 


7905030206 Forwards IE Bulletin 79-09, “Failures of GE Type AK-2 
Circuit Breaker in Baf e tg-Re ia t ed Sys " Licensee action 
requ i red 

hEPPLER.JC Region 3. Chicago, Office of the Director 77/04/17 

Ip 


—7703240341 LER 79-031/03L-0 on 790416' Initrument failure alesa ft' 
containment purge eihauft iodine monitor repeatadflif al«rai»a 
Event repeated after alarm repaired Caused bg pnctr solder 
possibly causing short circuit 

MEYERi D A Commonwealth Edison Co 79/03/09 Ip 


DOCKET 30-276 BROWNS FERRY NUCLEAR POWER QTATION. UNIT 1 


J Insurance ti indemnity Infurmatlon 


7709040142 Forwards IE Bulletin 79-03B, "Nuclear Incident at 
TRI-Suppl '' 

kEFPLER.JG Region 3, Chicago. Office of the Director 79/04/21 

ip 


7903040158 IE Bulletin 77-050, ''Nuclear Incident at TRI-Suppl “ 
Supporting documentation encl 

• Region 3, Chicago, Office of the Director 79/04/21 12pp 


—7905040170 ACRS recommendations re 770328 incident at TMl Suggests high 
priorltt^ placed on dfvolopment of » 4 fety rt«»arch on 
behavior of LWRs during anomalaus transients 
• ACRS - Advisory Committee on Reactor Safeguards 79/04/17 

2p p 


7905140462 Forwards Amend 12 to Indemnity Agreement I1-3J gsr I ■’KIW 
chengei.re increase In liability insurance from *140 nil lien 
to *160 million, effective 790301 Supporting documan t a I I un 
encl 

SALTZRANiJ Antitrust V IndemnltU Group 77/09/01 Apf 


7903080390 Forward* Endorsement 47 to AN I Policy NF--1'70 
70 /nB^A;'^ Marsh 4 McLenon, M fc H Nuclear ConsultanI*. Ire Oi. 


7705080394 Forward* Endariement 40 to ANI Policy NF’-190 
77/nnyn4'^ Marsh 4 McLenon, M t, M NucUar Consul taut «. 


fir 


7905040201 Forwards ACRS recommend a tl nns 
790417 

FRALEY, R F ACRS - Advisory Committee 
79/04/10 Ip 


re TMl incident, presented 
on Raacter Safeguard* 


on 


—7905040221 In response tg NRC 79041B Itr, states all 790417 ACRS 
raco^endatlons apply to all PWHs.but were not Intended to 

should be made after 

CARH^ M 5 *»f4t«l.TM[ eccloded 

79%4^2S 2p? " Coawitt.e on Reactor Safeguards 


I!-— Analysl* Report (FOARl t, amand* 


7905110024 Forward* Am«nd 60 to FBAR, 

OILLELANOiJE Tenn**ioe Valley Authority 79/09/00 U$$ 

—7905110031 Amend 60 td FSAR. W/overi tied drawlnge, 

• Tenneitee Valley Authority. 79/08/00 lOOpp 

*tag» (tocumenti ti correipondsnc a 

*■ •PPltcatlon for •mere I. 

fee * 33, DPR-B2 (i DPB-60 Requeet* payment of add] 

MILLER, g 0 Llcen*e Fee Management Branch 79/04/04 Ip 

'll*! fl*"-!**** 

List of Items ne.ai^n''*^ draft of Sandia connector tost |i|<n 
STFLLnV J, ? resolution encl. 

btello.v Divlelon of Operating Reactori 79/04/19 4pp 

^'^itJ'to^HO^PaJ'Hl **''*''‘''* •"O'**' *R reiponee to hftc m'Ji 

9ILLeLAND, J E. Tennessee Valley Authority, 79/03/04 

”rofi2lJng^ou(*g"* fS'd'^*!*’’ '’“***• *'’*<’ 'fUflni Fall l*r 

Clad 4P*rg.r final fl. ap*. 

t-t-ELAMD.JE Tennessee Valley Authority. 79/03/07 Ip 


Of elbow fletlblUhu . u7 . r,u6i"*r, inc reioiu c I on/e 

PtaoL pipinJ In version* af 

Review t. reanauiil^JntJ^rS*''!?'''’®’’*"* 

porter, F u ED3NucU:ir^I^0*‘S«5S5,‘f'>''«;p'‘« 
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— 7908300263 Forward* ED3 Nuclear. Ine list o# BHO* & plplnj ly* which 
could have bean inpactod by deflclenb computer program 
OE ha* no record oF reanaly«is for Cooper piping «yi 
STEPHENS. P M Qanoral Electric Co .Nuclear Energy Product* Dlv 
79/01/34 lapp 


7909240947 Act reedpt of 790423 Itr informing NNC of *tep« taten to 
correct violation* noted in IE to*p Aept* 50-259/79-07. 
30-260/79-07 <• 80-296/79-07 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility t. Hater i all 

Safety Branch 79/04/30 2pp 


Q Inspection reports. IE Dutletin* t. correspondence 


7908130103 Forward* IE Inep Rept* 80-339/79-04.30-260/79-04 & 
30-296/79-04 on 790102-0202 No noneompllance noted 
a'RElLLV. J P Region 3. Atlanta. Office of the Director 
79/03/22 2pp 


— 7908180107 IE Insp Ropt* 30-289/79-04.30-860/79-04 li 30-296/79-04 on 
790108-0202 No noncomp 1 lance noted Major area* Inspected 
plant operat ions, ref ue 1 Ing 6 reetart of Unit 1. plant tour 6 
li<(uld raduaste processing 

SULLlVANiR F Region 3. Atlanta. Office of the Director 
DANCE. K C Region 3. Atlanta. Reactor Operations Nuclear 

Support Branch 79/03/19 7pp 


7903010211 Forward* IE Info Notice 79-06. "Btr*«s Analysis of 
Safety-Related Piping " 

O'REILLV.J P Region 3. Atlanta. Office of the Director 
79/03/23 2pp 


79081 301 30 Forwards IE Insp Rept* 30-239/79-03,50-860/79-03 «< 
30-276/79-03 on 790336-0302 No noncomp 1 1 ance noted 

LEUISiR C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/03/23 2pp 


— 7903130147 IE Insp Ropts 30-339/79-03. 30-260/79-03 6 30-296/79-03 on 
790226-0302 No noncomp 1 lance noted Major areas Inspected 
reportable secondary containment leal rate testing. IE 
circular* bulletins 

PRICE, t) 6 Region 8. Atlanta. Office of the Dlrae’tor 
DANCE. H C Region 2. Atlanta. Reactor Operation* Nuclear 

Support Branch 79/03/22 6pp 


—7903340972 Responds to NRC 790330 Itr re violations noted in IE Insp 
Rept* 80-839/79-07. 30-260/79-07 6 30-296/79-07 Correctlv* 
actions entire raduaste bldg properly posted as radioactive 
area 

OILLELAND.F E Tennessee Valley Authority 79/04/33 4pp 


—7908240992 Forwards IE Insp Repts 30-239/79-07.30-260/79-07 (< 
30-296/79-07 on 790226-0302 & notice of violation 
SUTHERLAND. J T Region 2. Atlanta. Fuel Facility 6 Materials 
Safety Branch 79/03/30 Spp 


—7903241003 Notice of violation from Insp on 790226-0302 

» Region 2. Atlanta. Office of the Director 79/03/30 2pp 


-7903241003 IE Insp Repts 30-239/79-07,30-260/79-07 6 50-296/79-07 on 
790226-0302 Noncomp 1 iance noted. failure to post radiation 
area, label containers of radioactive matl << barricade high 
radiation area 

JACKSON. L L Region 8. Atlanta. Office of the Director 

QIBSON.A F Region 2. Atlanta, Fuel Facility <• Kateriale Safety 

Branch 79/03/29 2pp 


7903240638 Forwards responses to IE Bulletin 79-04 re Incorrect swing 
check valve weights Corrected valve weights do not create 
any overstress ing in pipes. hangers or support* Addl Info 
will bf provided by 790311 

OILLELANO. JE TBnne»*ee Valley Authority 79/03/01 6pp 


7903130322 Forward* addl Inservlce ln*p program revliton* bated on 
further review 6 comparlton of facility deilgn u/reipect to 
ASME boiler V presfure ve**el code rcauirements 
OILLELANDi J E Tennetsee Valley Authority 79/03/08 21pp 


7903010113 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated 8y» W/Bvc Air By* U»ed a* Source of Breathing 

Air " ^ t 

O'REILLY. J P Region 8. Atlanta, Office Of the Director 

79/03/20 app 

7903010363 Forward* lE Info Notice 79-09. "Spill of Bad loae tlvely 
Contaminated Re* In " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/30 2pp. 

79030001/6 Responds to IE Bulletin 79-03 Mo evidence that any ttalnle** 
iteel pipe mfg by Youngstown Welding 4> Engineering Co was 
used in any ABHC Class I, II or III safety-related sys 
OILLELAND.J E Tonno»*ee Valley Authority 79/04/18 Ip 


R Periodic operating report* t< related correspondence 


7903030343 Forward* "Environ Radioactivity Level *. Annual Rept 1970 “ 
OILLELANO. JE Tennessee Valley Authority 79/04/27 Ip 


—7903030349 "Environ fiad loaetlvl ty Levels, Annual Rept 1976 “ 

* Tennessee Valley Authority MRH-79-3-BF8 79/04/27 SOpp 


7903010473 Forwards "Fish Implngiment Rept" for first Ruarter 1979 
OILLILAND. J E Tennessee Valley Authority 79/08/01 2pp 


— 7903010476 “Fish Impingement Rept" for first quarter 1979 
* Tennetses Valley Authority 79/03/01 14pp 


7903030360 Forward* IE Bulletin 79-07, “Seismic Stress Analysis of 
a*f*tg-Related Piping." Licensee action required 
a'REILLY, J P Region 8. Atlanta, Office of the Director 
79/04/14. Spp 


7903040233 Forward* IE Bulletin 79-06B. "Review of Operational Error* li 
Sy* MHallgnment* Identified During TMI Incident " 

O'RCILLY, J P Region 8. Atlanta. Office of the Director 
79/04/14 3pp 


7903130700 Forward* IE Bullsttn 79-00. "Event* Relevant to BWR* 
Identified During TMI Incident " Licensee action required 
O'REILLY. J P Region 8. Atlanta. Office of the Dlractor 
79/04/14. 2pp 


7903030178 Forward! IE Bulletin 79-09. "Failure* of OE Type AK-2 
Circuit Breaker In Safety-Related 3y» “ Licensee action 

0*REILUY, J. P Region 3. Atlanta. Of flee of the Director 
79/04/17. 8pp 


7903130346 Forward* monthly operating rapt for Apr 1979 
DEUEASE. J 0 Tonne* see Valley Authority 79/03/09 Ip 


— 7903180332 Monthly operating rept for Apr 1979 

DEWEASE. JO Tennessee Valley Authority 79/04/30 36pp 


0 Reportabt* oecurrencas. LER* & related correipondence 


7903110196 Forward* LER 79-004/03L-0 

FOX.H S Tannesse* Vallsy Authority 79/03/07 Ip 


—7903110201 LER 79-004/O3L-0 on 790411 during normal opera Hon, h*at 
detector alarmed It would not clear Alarm would have 
masked signals from other datoctar, required to be 
operational Caused by personnel damaging datactor 
* Tennessee Valley Authority 79/05/07 2pp 


790831 

FOX 


7903020479 Forward* IE Bulletin a’nNeino TMI 

Operational Error* «< 8y* Misalignment* Sdentlflsd During TMI 

O^REILLY, J P. Region 2. Atlanta. Office of the Director 
79/04/18. 8pp. 


7903830344 Forward* response to Item 7b ® 

50-860/79-03 «< 80-296/79-05 r* 

component* in A8C0 oolenolds.a* followup to IE Bulletin 
OILLELANO, J. E. Tennessee Valley Authority, 79/04/20. 3pp. 

7903300743 Forward* response to IE ®“*****?.^^”®® superintendent 

will present review of TMI to -U 

supervisors w/operatlonal responsibilities Contetnmsnt 
isolation design procedure* have 14.. 

OILLELAND.J E Tennessee Valley Authority 79/04/2 pp 


» Tennessee valley Auenoncy /r^uu/to 

DOCKET 30-897 NORTH CAROLINA STATE UNIV. PUL8TAR R EACTO R 
Q. Inspection report*. IE Bulletins 6 correspondence 

7903070146 Forward* IE Bulletins 79-03.79-056 fc 79-06. re nuclear 

d”hEILLY. J P. Region 2. Atlanta. Office of the Director. 
79/04/13. Ip 
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DOCKET SO-a?a COCPER NUCLEAR STATION 

A A|j|iUcAtion/t<»A*tPuttli>r» stjgt docunsTit* U terf •*pond«r»ce 


TROSUOSSB ForLiard* icIndulB Tor Imp lemoota feion fc rojolotian o# Mark I 
contaififlirnt lorj-term proaratn, in raiponia to 79&312 Itr 
PILAMT. J M Nebraska Pubtle Power District 79/05/07 3pp 


F Securitvi medicalf emerpencv L fire protection plans 


7‘703a30393 Foruards mod i f 1 ed physical securltg plan Plan 
(riT 10CFR2 790) 

PILAHTiJ M Nebraska Public Power District 79705/16 


withheld 

IP 


I Financial information 


Q Inspection reportsi IE Bulletins & correspondence 


7906150003 Forwards IE Circular 79-04. "Loose Lockinp Nut on. Lln(tCT|s 
Value Operators " 

SEVFRIT.K V Region 4. Dallas. Office of the Director 79mfn 
if 


790S010451 Forwards lE Bulletin 79-12Bt "Atgplcal Ueld Hatl In Reeitf 
Pressure Vessel Neldi “ 

SEVFRIT.K V Region 4. Dallas, Office of the Director f’fmnt 
Ip- 


7^05030444 Forwards IE Circular 79-03, "Moisture Leakage In Strinfif 
Wire Conductors " 

SEYFRtT, K V Region 4. Dallas. Office of the Director 7?/03'il 
»P 


7903000407 Forwards "Annual Financial Rept 1970 " 

PILAHT, J M Nebraska Public Power District 79/05/04 Ip 


7903020273 Forwards IE Info Notice 79-06, "Btress Artalgtle of 
8af e ty-Rela t ad Piping " 

SEVFRIT.K V Region 4. Dallas. Office of the Director 79/07/9'l 

Ip 


— 79050S0495 "Annual Financial fltpt I97B " 

• Nebraska Public Power District 79/05/04 39pp 


J Insurance 5 indemnity information 


7903020-413 Forwards IE Info Notice 79-07. "Rupture of Radweste lanll ' 
SEVFRIT.K V Region 4. Dallas, Office of the Dlractsr 79/03/li 
Ip 


7905070497 Confirms increased liability limit to *124,000,000 for 
policies NF-1,25, 43, 76, 83, 100, 111, 140. 146, 151. 161, 164, 170, 

173, J74, 170. 179, ISO. IBZ, 103. 1B6, 187. 188, 1Q9, 192, 193, 194, 199, 

197. 198, 200.201, 204>206. 207. 208, 310.212,214, 215, b others 
QVATTROCHHI. J American Nuclear Insurers 79/05/01 Ip 


790S02042B Forwards IE Info Notice 79-08, "Interconrtectlon of 
Contaminated Sys w/Svc Air Sgs Used as Source of Sreathing 
Air " 

SEVFRITiKV Region 4, Dallas. Office of the Director 79 /OJjK 

Ip 


790SO70382 Confirms increase In liability limit to *36,000,000 for 
policies I1F-22, 26, 29.30, 39.44, 46, 47.49. 30, SI, 92, 33, 54, 39, 36, 

97, 30. 60, 61, 64, 66, 67,68, 69, 70, 71. 72.74, 76, 77,78, 79, 00.06, 87, 

B9, 90. 91. 72, 93, 94, 95 & 96 

ROBERTS, D M Mutual Atomic Energy Liability Underwriters 79/03/01 

ip 

7903150363 Forwards Amend 9 to Indemnity Agreement B-57, per IOCFR140 
changes, re increase from *140 million to *160 million, 
effective 790501 Supporting documentation end 
SALTIMAN. J Antitrust 6 Indemnity Oroup 79/03/01 Spp 


7903130304 Forwards ececutsd Amand 9 to Indemnity Agreement G-97 
PILANT, J M Nebraska Public Fewer District 79/03/08 3pp 


7905160127 Forwards Endorsements 43 6 46 to DELIA Policy NF-200 
PILANT, J H Nebraska Public Fewer District 77/05/11 3pp 


P Operating license stage documents 6 correspondence 


7903020122 Ac k receipt of 790301 Itr Informing NRC of steps talen lo 
correct violations noted in IE Insp Rapt 50-298/79-02 
MADSEN, 0 L Region 4, Dallas. Reactor Operations Nuclear fluns'l 

Branch 79/03/29 Ip 


— 7903020129 Responds to NRC 790213 Itr re violations noted in IE Irij 
Rept 30-298/79-02 Correctlvo actions alcohol removo-d from 
reactor room flour (t importance of procedures stressed tb 
emp loyees 

PILAMT, J M Nebraska Public Power District 79/03/01 3pp 


,7903140149 Forwards IE Bulletin 79-04, “Incorrect Weights far Suini 
-Check Valves Mfg by Velan Engineering Corp " Licensee aetl-oA 
required 

SEVFRIT.K V Region 4, Dallas, Office of the Director T9/03;W 

ip 


7903130046 Forwards IE Info Notice 79-09, "8pill of Rad I oac t Ivsiy 
Contaminated Resin " 

BEVFRITiK V Region 4, Dallas, Office of the Director 79/03)M 

ip 


7903110001 Forwards Amend 55 to Llcsnse DPR-46, safety evaluation ti 
notice of issuance tn availability 

IPFOLlTQrT A Operating Reactors Branch 3 2pp. 


— 7903110002 Amand 35 to License DPR-46, rtvls i-ng App A 4> D of Tech Epees 
re primary cositeinmint 6 reactor vessel liolation 
instrumentation 

IPPOLITO.T A Operating Raactors Branch 3 79/-D4/27 2Spp 


— 7903110003 Safety evaluation supporting Amend 9S to Llcanse DPR-46 
w Office of Nuclear Reactor Reguletlon 79/04/27. 13pp 


— 7905110003 Notice of issuance ti availability of Amend 55 to License 
DPR-46 

IPPDLITDiT A Operating Riactors Branch 3 79/04/27. 2pp. 


7905040S37 Forwards IE Bulletin 79-06D, "Review of Operational Etrttil 
8ys Hisellgnments Identified During TKI Incident " 

SEVFRIT.K V Region 4, Dellas, Office of the Director 79/01/11 

Ip 


7903040621 Forward* IE Bulletin 79-08, “Events Relevant to Balitni 
Water Power Reactors Identlflad During TMI Incident “ 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/01/11 

Ip 


7903070072 Forwards IE Bulletin 79-07, "Belsmlc Stress Analysis of 
0af ety-flelated Piping -“ Licensee action required 

SEVFRIT.K V. Region 4, Dallas, Office of the Director 79/01/11 

ip 


7903020269 Forwards fee paymint for Amtndi 39 t< 40 to P8AR Diiagrcei 
w/inpos Itl on of Class III ftes 

PILANT, J P Nabrasta Public Power District. 79/03/02 Ip. 


7908090103 Forwards luppl to IE Bulletin 79-03A. "Nuclear Incidanlil 
TMI •• 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/04/Ib 

ip. 


7905000478 Requests that GE rtpt NE0O-S8D70, "Analytical Model for 
Estimating Drag Forces on Rigid Submcrgtd Structures Caused 
by Condensation Oiclllatleni ti Chugging" ht included in 
docket 

PILAMT, J M. Nebraska Public Pouar District, 79/03/04. Ip 


7903030277 Forward* IE Bulletin 79-09, "Failure* of OE Type AK-3 
Circuit Breaker In Safety-Related By* " Licensee action 
required. 

SEVFRIT.K, V, Region 4, Dallas, Office of the Diractor 79/04/17 
Ip. 


7903300208 Forward* summary of EDS Nuclear, Inc resalutlon/dacumentatlon 
of elbow flaciblllty error which eclsted In versions of 
PISDL piping analyiii computer program from Jan-Oct 1969 
RevlkW 4i reanalyili Included all work through Dec 1970. 

PORTER, F L. EDS Nuclear, Inc 79/03/21, 9pp. 


“7908300263 Forwards EDS NUclaar, Inc list of BWR* 4 piping *y* which 
could have bean Impacted by deficient computer program. 

G£ ha* no record of raanalysls for Goopar piping sys. 

STEPHENS,? U Oaneral Electric Co, , Nuclear Energy Product* Dlv 
79/01/24 lapp 


7903080332 Forwards IE Bulletin 79-058, “Nuclear Incident at 
TMI-Suppl, “ 

SEVFRIT.K V Rag Ion 4, Dallas, Off lea of the Director. 79/04/21 

tp 


R Perladlc operating reports 4 related correspondence 


790S1SOS22 Forwards monthly opavatlng rapt for Apr 1979 

LESSOR, L.C. Nebraska Public Poutr District 79/03/00, Ip 
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— -7TO8iS032A Monthlg operating rapt for Apr 1979 

DQftER.P 8 Nebratica Public Pouor Olatrtct 79/03/00 4pp 


S Reportable occurranca«> LERa tr ralatod corretpondanca 


7905130120 Foruardi PND-79"67n «< 79-771NRR) 

MADSENiO L Region 4( Dallas> Reactor Operationa Nuclear Support 

Branch. 79/04/11 Ip 


7905040110 Foruardi PND-79-fi7B 

KAOSENj 0 L Region 4i Dallaii Reactor Operationa Nuclear Support 

Branch 79/04/12 Ip 


7905130238 Foruiarda PNO-79“t7T corroctlon 

HAOSEN^ 0 L Region 4i Dal laa. Reactor Oparatlona Nuclear Support 

Branch 79/04/13 Ip 


7903010330 Forward a PNa-79-di7U. V «. W 

KAOSENi 0 L Region 4i Oallaai Office of the Director 79/04/16 

ip 


7905010544 Foruarda PN0-79-67X h Y 

HAOSENj 0 L Region 4i Dallaa. Office of the Director 79/04/lB 
Ip. 


P Operating licenae atage documanta h eorrea pondcnce 


7903140313 Foruarda Amanda 33 & 41 to Licenaet DPR-24 & 0PR-27i 
raapectlvelg.aafatg evaluation, EIA It notice of iaauance «< 
avallabilltg 

8CHMENCER,A Oporatlng Reactora Branch 1 79/04/04 2pp 


■7903140320 Amende 33 h 41 to Llcenaaa DPR-24 ti DPH-27. raapectlvely 
authorlilng inatallation h uaa of madlfied apant fuel 
atorage racka in apant fuel poolmihich increaaei capacity 
for atorage from 331 aaaambltea to 1,302 aaaambllea 
ZIENANN, D L Aaaiatant Director for Buatema U Proiecta 
79/04/04 24pp 


— 7905140326 Safety evaluation aupportlng Amende 33 t< 41 to Liceniea 
DPR-24 (< DPR-27, reipectlvely 

* Office of Nuclear Reactor Regulation 79/04/04 16pp 


— 7903140329 EIA of Amanda 35 & 41 to Llcenaea OPR-24 & DPR-27, 
reapectively 

a Office of Nuclear Reactor Regulation 79/04/04 33pp 


— 7903140333 Notice of laiuanca it availability of Amends 33 & 41 to 
Licenaea DPR— 24 it DPR-27, respectively 

SCMUENCER,A Operating Reactora Branch 1 79/04/04 3PP 


7905010530 Foruiarda PNO-79-672 

HADSEN<0 L Region 4. Dallaa. Office of the Director 79/04/19 
tP 


7905140333 Foruarda LER 79-007/03L-0 

Le8B0n,L C Nebraaka Public Power Dlatrlct 79/04/20 2pp 


— 7905140336 LER 79-007/03L-0 on 790321 during core apray aya 
aurvelllancu tea Ing, CS-MO-1 lA valve failed to reopen by 
rersoto switch Cauaed by alial movanient of worm aet clutch 
collar on 11ml torque 8lilB-2 operator 

FLANMIOAN,R D Nebraaka Public Power Dlatrlct 79/04/20 Ip 


7903010373 Forwarda PN0-/9-67AA. AB, AC «< AD 

KA08EN.0 L Raglan 4, Dallaa, Office of the Director 79/04/24 

tp 


7903150097 Foruarda PN0-79-67AFi AO, AH, AI t* AJ, re nuclear Incident at 

Ttll 

KAD8EN, 0 L Region 4, Dallaa, Reactor Operations Nuclear Support 

Branch 79/04/30 Ip. 


7903240443 Forwards PN0-79-67AK it AL 

MADSEN, 0 L Region 4, 04llaa, Reactor Oparatlona Nuclear Support 

Branch 79/05/02 Ip 


DOCKET 50-301 POINT DEACH NUCLEAR PLANT. UNIT 2 


F Securlfey. medical, emergancy (< fire protection plana 


7905300466 Submits proposed modi to fire protection plan as set forth 
In SER Recommends fire hydraht insp t> supervision of valves 
controlling firs water ays 

HALL, R E. Brookhaven National Laboratory 79/Q^/Z7 3pp 


■J Insurance t< Indemnity Infarnation 


7903100439 Forwards Amends 37 i, 42 to Licenses DPR-24 & DPR-27, 
reapectively V notice of issuance t, availability Security 
plan evaluation withheld <ref 10CFR2 7901 

SCHWENCERi A Operating Reactora Branch 1 79/04/13 3pp 


— 7903100442 Amends 37 t< 42 to Licenses DPR-24 i, OPR-27, rasp ec t i ve ly . 
implementing provialona of NRC-approvad physical security 
plan 

SCHUENCER, A Operating Reactora Branch t 79/04/13 4pp 


— 7903100446 Nottcs of Issuance it availability of Amends 37 t< 42 to 
Licenses DPR-24 & DPR-27i respectively 

SCHWENCER.A Operating Reactors Branch t ■ 79/04/13 3pp 


^903130071 Forwards info in reaponse to 790321 raquaat re details of 
plant shutdowns 

DENTON. H R Office of Nuclear Reactor Regulation 79/04/t8 4pp 


7903020271 Request amends toVlctnaea OPR-24 h OPR-27, chang ing Tech 
Specs re Initiation instrument setting limits for 
engineered safety features Foruarda Class III amend fee. 

B0R8TEIH, 8 Nlaconaln Electric Power Co 79/04/27 7pp 


7903240831 Responds to IE Bulletin 79-06A, Item 3 re TMI errors 
Preasurlier low level setpoint bistable returned to 
untripped position until logic change requested in 790427 
licenae amend la implamented 

8UR8TEIN, 8 Ulaconaln Electric Power Co 79/04/30 2pp 

7903130202 Forwards add! Info re reactor vessel weld t, survetll. 
wold metals 

BURSTEIH, S Wisconsin Electric Power Co 79/03/04 3pp 

7903130448 Forwards addl Info re Tech Spec Change Request 6. 
safety Injection actuation circuitry mod to two out of thi 
preasurlier low pressure logic Requests approval by 79051 
to permit mods on 790312-13 1, 790319-20 

BURSTEIN. 8 Wisconsin Electric Power Co 79/05/07 3pp 


7905070497 Confirms increased liability limit to *124,000,000 for 
policies NF-l,23, 43, 76,83. 100, 111, 140, 146, 151. 161. 164, 170, 

173. 174, 178, 179, 180, 182, 103, 1B6, 107, I0B, 109, 192, 193, 194, 19S, 
197, 19S, 200, 201, 204, 206, 207, 208, 210, 212, 214, 213, «< others 
QUATTROCHHI, J American Nuclear Iniuror*. 79/03/01. Ip 


7905070582 Confirms Increase in liability limit to *36,000,000 for 
policies MF-2a,26.29.3B.39.44. 46,47, 49. 30,31,52, 33, 54. 33. 36. 

57, 50,60. 61. 64. 66. 67. 68. 69. 70. 71. 72, 74, 76, 77, 78, 79,80. 86. 87. 


08,90,91,92,93.94,95 *< 96. 

ROBERTS, D M Mutual Atomic Energy LiablUtg Underwriters 


79/03/01 




7905140431 Forwards Amend It to Indemnity Agreement B-41 per 10CFR140 
changai re increase In liability Insurance from *140 million 
to *160 million effective 790301 Supporting documentation 

8ALTZMAM. J Antttruet Indemnity Croup. 79/05/01 6pp 


7905230463 Forwards anecutod Amend 11 to Indemnity Agreement B~41.per 


NRC 790501 request 

DUNDA3, M J. Hlsconflo Electric Power Co 


79/05/17. 3pp 


7905240397 Forwards drawings for piping 6 instrumentation f 
Section 3 of Inservice test plan End 28 overtlied drawin' 
available in Central Files only 

BURSTEIN. 8 Wisconsin Electric Power Co 79/05/17 7PP 


7905300208 Forwards summary of EDS Nuclear, tnc resolutlun/d' 
of elbow fleslblllty error which eklsted in versions of 
PISOL piping analysts computer progrem from Jen-Qct 1969 
Review ti reanalyiis Included all work through Dec 1970 
.'ORTER. F L EDS Nuclear, Inc 79/08/21 9pp 


— 7905300263 Forwards EOS Nuclear, Ine list of BURs 4. piping 
could havf been Impectad by deficient computer program 
OE has no record of reanalysls for Cooper piping sys 
STEPHENS, F.U Oeneral Electric Co .Nuclear Energy Prod' 
79/01/24 lapp 


7905310339 Submits formal responses to 790310 questionnaire 
presfuricer heater, loss of feedwater event it steam 
generator 

BURSTEIN, 8 Wisconsin Electric Power Co 79/05/22 Bpp 
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790S300433 foriuartis itaPtup physic* testing rept re rod worth 
ffle-aitffement* which entplo-ij '"rod swop'* jnethodal ogy Rept 
defflonstrete* edequecy O'f nuclear design rod warth 
predictions 

FAV/ C W HI scon* In Else trie Power Co 79/05^24 9pp 


7709010143 Forwards IE !nsp Rspts S0-26h/79-O4 <i S0~3£)l/77“03 on 
790320-33 t notice of violation 

DAVIS, A 0 Rsgion 3, Chicago, Fuel Facility U Material* Safety 

Branch 79/03722 2pp 


--7903010151 Ho tics of violation from irsp on 790220-23 

• Region 3, Chicago, Office of the Director 79/03/19 Ip 


—7905010140 IE tnsp Rept* 50-246/79-04 4 50-301/77-03 on 790220-33 
Noncorap 1 lance noted failure to provide 7-dat( holdup of 
radioactive gat before release 

SREOERiL R p HIATT.J 14 Region 3r Chicago. Office of the 

Director FJSKER, 14 L Region 3, Chicago. Fuel Facility 4 

4 fafcerlal* Safety Branch 79/03/19 lOpp 


79OS01O37O Forwards IE Info Notice 79-04, “Stress Analysis of 
Saf ety-Re lated Piping " 

KEPPLERiJ «3 Region 3. Chicago, Office of the Director 79/03/23 

Ip 


790S040060 Forwards It info Notice 79-07, “Ri/pture of fladuaste Tanks '' 
KEPPLCR, J 0 ReglO'n 3. Chicago. Office of the Director 79/03/24 

Ip 


7903010101 Forwards IE Info Notice 79-00, "Interconnection of 
Contaminated Syt ui/Svc Air 8ys Used ai Source of Breathing 
Air " 

HEPPi-ER. J 0 Ragion 3, Chicago, Office of the Director, 79/03/28 
Ip 


7905010417 Forwards IE info Notice 79-09. ’'Spill Of Radloac t ively 
Contaminated Resin '' 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/03/30 
*P 


790S030062 Forwards IE Bulletin 79-04, "Review of Operational Errors 4 
Sys Misalignments Identified During TMI Incident " t-lcensea 
action reitulred 

KEPPLER.J C Region 3, Chicago. Office of the Director 79/04/11 
Ip 


7903010413 Forwards lE Bulletin 79-06A. ''Review of Operational Errors 4 
Syi Misalignments Identified during TMI Incident " Licensee 
action reguired 

KEPPLER, J 0 Region 3, Chicago. Office of the Dlroetor. 79/04/14 
Ip 


7903040431 Forwards IE Bulletin 79-060, “Review of Operational Errors 4 
Sys Misalignments Identified During TMI Incident " 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/04/U 
Ip 


790304043B Forward* IE Bui I* tin 79-07, ''Seiiinle Stres* Analysis of 
Eaf a ty-Re lated Piping “ Licensee action required 

KEPPLER, J O Region 3. Chicago, Office of the Director 79/04/14 
tp 


790S04D398 Forwards IE Bulletin 79-OB, “Evente Relevant to Bolling 
Mater Power Reactor* Identified During TMI Incident " 

KEPPLER, J.C Region 3, C4ilrago. Office of the Dlriictar 79/04/14 

tp 


7905030233 Forwards IE BolEetln 79-09, "Falluroi of OE Type AK-2 
Circuit Breaker in Safety-Related Bys " Licensee action 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/17 
tp 


79D529007S Respond* to IE Bulletin 79-06A Expresses concern ra 
emergency operating frocidures for reactor coolant pump 4 
requtreraent for immediate tripping of low level blstablss 
flVRSTEINiS WlKonsin Electric Power Co 79/04/19 3pp 


79050BOSiS Forwards l£ Bulletin 79-OSB. ''Nuclear Incident at 
TMI-9uppt, " 

KEPPLER, J,D Region 3, Chicago, Office of the Director 79/04/81. 
Ip- 


7905240519 Responds to IE Bulletin 79-07 re computer programs used In 
seismic stress analysis of safety-related piping lys No 
computer codes used which ublllted algebraic summation 
techniques 

HURBTEIN.S Misconsin Electric Power Co 79/04/85. 2pp 


7905240303 Responds to IE Bulletin 79-03 re possibility of laniltvfi,, 
weld defects in ASME 8A-312 Type 304 stainless steel pipe 
spools Review of pipe documentation records indicates no 
use of such tubing 

DURSTEIN.B Hlseonsin Electric Power Co 79/04/84 2pp 


7905300316 Responds to IE Bulletin 79-06A L 79-04A> Revltlan i iM.s 
BStabllahed task force to facilitate review ti understanding 
of TMI incident L impact on facility 

DUR8TEIN, 0 Wisconsin Electric Power Co 79/04/87 I3pp 


7905290284 Responds to IE Bulletin 79-09 re OE Type AK-2 etrcuU 
breakers Itctn nob in use at plant 

BURSTEIN.B Wisconsin Electric Power Co 79/05/07 tp 


R Feriodlc operating reports & related corrsipondanca 


7905160362 Forwards monthly operating rept for Apr 1979 
EUR3TEIN, 8 Wisconsin Electric Power Co 79/03/08 Ip 


—7903160345 Monthly operating rept for Apr 1979 

a Wisconsin Electric Power Co 79/05/04. lOpp 

3 Reportable occurrences, LERs L related correspondence 


7705020209 Forwerde LER 79-003/OIT-0 

BURSTEIM. B Wisconiin Electric Power Co 79/04/17 Ip 


— 7905020304 LER 79-003/01T-0 on 790410. during refueling Uakatt tii', 
two valves were found u/aicesslve leakage Caused by faraL|n 
matter accumulations In internals Valves c laansdi reasieablel 
L success fu VI y retested 

tlUR6TEIN,8 Wisconsin Electric Power Co 79/04/17 8pf 


7905100254 Forwards LER 79-004/01T-0 

SURSTEIN.S Wisconsin Electric Power Go 79/04/28 l(i 


—7905100863 LER 79-004/01T-0 on 790418 ovareurrent protection llei <t, 
dashpoti for 8B03 safeguard* bus supply breaker ashlbttH 
erratic long time delay trip time Caused by hairline cr4<l* 

In dashpot caps Cracked caps will be replaced 
BVRSTEINrS Wisconsin Electric Power Co 79/04/86 3pp 


7903100314 Forwards LER 79-005/01T-0 

BURETErNrB Wisconsin Electric Power Co 79/04/27 Ip 


—7905100315 LER 79-005/01T-0 on 790417 hydraulic snubber 
located on main steam line at top of B staan generator 
inoperable Caused by piston rod 0 ring Isakage Snubber 
repaired 

BURSTEIN.S Wisconsin Electric Power Co 79/04/8/ 2pp 


7905840611 Forwards LER 79-007 /OlT-0 

SURSTEIN, 8 Wisconsin Electric Power Co 79/03/07 tp 


"7905240627 LER 79-007/017-0 on 790424 vendor ISfuad but I ft I A ri 
potential probleih w/turbochanger bearing lubrication 
Admlnlf trati ve control* initltuted Nods to be made a* loon 
as possible 

BUR8TE1N, 3 Wisconsin Electric Power Co 79/03/07 Bpp 


7903150378 Submits adtfl info on LER 79-004/01T-0 re tatting Of 4lH|> 
baslf circuit breakers. Margin of about 27-« exists betwPin 
worst SVC condition aspectad L overload delay eattlng 
verified by multi-amp catlbr test. 

BURSTEINiB Wisconsin Electric Power Co 79/03/10 Opp, 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 


J Insurance 4 Indemnity Information 


7905070497 Confirms Increased liability limit to »124iOOO.OOO f«t 
poUcie* NF-l,a5, 43,76,03. iOO, 111,140, 146, 151. 161,164, 170. 

173. 174, 178, 179, 180. 182, 185, 186, 1B7, IBB/ 189, 198, 193, 194, 195, 
197, 19B, 200,201,204,804, 807, 808,210,218, 814,815,1* othape 
QUATTROCHHI, J Amepleen Nuclear Insurars, 79/05/01. Ip 


7905070582 ConflrAis increase In liability limit to *34,000,000 fer 
policies MF-88,26, 29, 38, 39, 44. 46, 47, 49, 30, 51, 58, 53,54, 53.56. 

57. sa, 60, 61, 64, 66, 67, 68, 69, 70, 71, 78, 74, 76, 77, 78, 79, 80, 86. 07. 
88.90.91,98,93,94,95 *. 96 

ROBERTS, D M Mutual Atomic Energy Liability Underwriters, 79/41,'lJ 
Ip. 
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790&l603a2 Forujards Amsnd 6 to Indemnity Agreement B-94i per J0CFR14O 
chanoesira Increase from »140 mlUion to *tiO mlllionr 
effective 790901 Supporting documentation end 
BAUTZilAN* J Antitrust & Indemnity Group 79/09/01 9pp 


79OSO0O474 Forwards Endorsement 36 to NELIA Policy NF-193 

FIEUDERi J Harslt U McLenont M fc H Nuclear Consultants) Inc Dlv 
79/0S/03 app 


7905080476 Forwards Endorsement 37 to NEUIA Policy NF-199 

FIELDERr J Marsh ii McLenonr M & M Nuclear Consultants) Inc Dlv 
79/08/03 2pp 


7905310399 Ac k receipt of NRC itr Indicating info submitted by util 
net requirements of 10Crni40 21 Assumes no addl info needed 
prior to June 19Q0 

MCKEE) C M Florida Power Corp 79/09/23 Ip 


P Operating license stags documents it correspondence 


7903090200 Forwards i oquest for addl Info In order to complete review 
of proposed change to spray additive sys 

REID) R H Operating Reactors Branch 4 79/04/09 3pp 


7909020291 Agrees to meet w/NRC to resolve & Implement safety concerns 
identified in 790423 Ofc of Nuclear Reactor Regulation 
"Etatus Rept to Commission" re BtiU-des igned reactors Intends 
to resolve items before 790601 startup 
ORIFFIN) 0 L Florida Power Corp 79/04/27 3p p 


7908020276 Discusses Interim action) in response to 790428 Ofc of 
Nuclear Reactor Regulation "Status Rept to Commission" re 
Q&U-deslgnad reactor safety Items will be resolved prior to 
790601 startup 

OHJFFIN) D L Florida Power Corp 79/08/01 9pp 


7908130206 Responds to NRC 790329 Itr re addition of reactor coolant 
pump power monitors, 

tiacne. 0 C Florida Power Corp 79/09/07 9pp 


790821O27S Forwards actions h design modS) In response to safety 
concerns of 790429 status rept to NRC Actions include 
Implementation of hard-wired control-grade reactor 
trip on loss of main feedwater or turbine trip N/affidavlt 
STCMART.W P Florida Power Corp 79/08/16 2epp 


7909010102 Forwards IE Info Notice 79-08) “interconnection of 
Contaminated Sys w/8vc Air Sys Used as Source of Breathing 
Air " 

O'RElLLViJ P Region 2i Atlanta) Office of the Director 
79/03/28 2pp 


7909010393 Forwards IE Info Notice 79-09) "Spill of Rad ioac t i vely 
Contaminated Resin “ 

CI'REILLY)J P Region 2) Atlanta) Office of the Director 
79/03/30 ip 


7909080099 Forwards response to Items 1,2, 3, 4 S< 9 In IE Bulletin 79-03A 
re TMI incident Review demonstratee that similar events 
would not' result in similar consequesnces at Crystal River 
STEWART, H P Florida Power Corp 79/04/09 77pp 


7909310017 Forwards IE Insp Rept 90-302/79-14 on 790323 No 
noncomp 1 lance noted Discusses mgt meeting 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/10 2pp 


— 7905310024 IE Insp Rept 90-302/79-14 on 790323 No noncomp 1 lance noted 
Major areas Inspected enforcement h Istory, I icensee reported 
events, safety performance, red iat ion proiec t ion, environ 
controls, security U QA 

DANCE)H C Region 2, Atlanta, Office of the Director 79/04/09 
3pp 


7909010403 Aek receipt of 790403 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-302/79-06 
MURPHY, C E Region 2, Atlanta, Office of the Director 79/04/12 
tp 


— 7909010400 Responds to NRC 790313 Itr re violations noted In IE Insp 
Rept 90-302/79-06 Corrective actions welding rod holding 
oven temp gauges callbr at regular intervals k eatibr 
stickers displayed 

STEWART, W P Florida Power Corp 79/04/03 2pp 


"7909010418 Forwards IE Insp Rept 90-302/79-06 on 790206-08 (< notice of 
violation 

MURPHYtC E Region 2, Atlanta, Office of the Director 
79/03/13 2pp 


--7909010421 Notice of violation from Insp on 790206-08 

a Region 2, Atlanta, Office of the Director 79/03/09 Ip 


7908310290 Forwards Tech Specs Change Requests 40, 41, 43, 44, 49 48 for 

amend to Apps A 11 of License DPR“72i consisting of changes 
to administrative controls, omargeney feodwator sys ti 
electrical power sys Certificate of 8vc end 
OTEWART, W P Florida Power Corp 79/09/23 29pp 

7909300I3& Foi wards page change for Tech Spec change Request 46 Also 
forwards "Borated Water fc Sodium Hydroside Storage Tanks 
Brawdoiiin Transient Analysis," 

STEWART, W. P Florida Power Corp 79/09/23 9pf 


— 7909300164 "Ooratod Water Sodium Hydroxide Storage Tanks Drawdown 
Transient Analysis " 

• Florida Power Corp 79/03/30 33pp 

7903300185 Forwards revised pages to 781129 Tech Spec Change Request 27 
'’Tast Rept for Seismic Qualification Testing of Potential 
Transformer Model dVM4 6 Current Transformer Model JCM4 " 
Certificate of Bve end 

STEWART, W P Florida Power Corp 79/08/29 lOpp, 


— 79093001Q9 "Tost Rept for Seismic Qualification Testing of Potential 
Transformer Model JVM4 ti Current Transformer Model dCM4 " 

« Florida Power Corp 79/09/10 19pp 


—7903010471 IE Insp Rept 30-302/79-06 on 790206-08 Noncomp 1 1 ante noted 
failure to follow calibr control procedure 6 Inadequate 
welding rod control procedures 

ECQNOKOS.N , CONLON, T E Region 2, Atlanta, Office of the 
Director 79/03/08 7pp 


7903040209 Forwards IE Bulletin 79-06B, "Review of Operational Errors & 
Sys Misalignments Identified During TMI Incident “ 

O'REILLViJ P Region 2, Atlanta, Office of the Director 
79/04/14 2pp 


7903040306 Forwards IE Biiltetln 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 ip 


7909040393 Forwards IE Bulletin 79-00, "Events Relevant to Bailing 
Water Power Reactors Identified During TMI Incident " 

0'REILLY,J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


790S10023B Responds to IE Bulletin 79-03 No welded pipe from 
Youngstown Welding 6 Engineering Co is being used 
STEWART, W P Florida Power Corp 79/04/16 Ip 


V90S300S46 Forwards revised pages to 0AW-192l,Feb 1979 Cycle 2 reload 
rept 8> to Tech Spec Change Request 39, dtd 790313 Certificate 
of Sve end 

STEMARTrW.P, Florida Power Corp 79/03/23 IBpp 
O Inepectlon reporte, IE Bulletins fc correspondence 


7903010192 Forwards IE Info 
Safety-Related Piping " 
0'REIUi.Y» d. P Region 2, 
79/03/23 2pp 


Notice 79-06, "Stress Analysis of 
Atlanta, Office of the Director 


7905030162 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys " Licenses action 
required 

O'REILLY, d P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


7905020463 Forwards IE Bulletin 79-06A, Revision 1, "Review of 
Operational Errors 1, Sys Misalignments Identified During Till 
Incident ■" 

O'REILLY, d P Region 2, Atlanta, Office of the Director 
79/04/18 2pp 


7908020404 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanka 
O'REILLV. d P Region 2, Atlanta, Office of the Director 
79/03/26. ip 


7909230620 Act receipt of 790409 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 90-302/79-09 
KENNA, W B Region 2, Atlanta, Safeguards Branch 79/04/18 fp 
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— 7V03230632 Forujl-dt IE Imp Btpt 90-302/79-0& on 770204-08 Notle* at 
violation utthhotd <raf 10crR2 770) 

KEMMAiU B ftasioT) 2i Atlant«< Bafoguarda Branch 79f0:3/li 

app 


--790&230641 IE Imp Rapt SO-aoa/y^'OS on 790204-08 Noncomp I lahca notod 
diFlciincu In rocordl & rtpts rt program for tafoguardlng 
nuclaar matl Datalli uithhtld Inf 10CFR2 790> 

DAVIS.C t > OILLESFIE.F P Rvglon 2. Atlanta. Offlca of tha 
Olraclor 79/'03/15 Ip 


7903240302 Raipandi to IE Bollattn 77-07, PIPOYN II program uaad on all 
projact noda. Raaponie band on ravliua of anaigtical mathodi 
uiad to pradict atraitna In laf etg-ralatad piping agf> 
conductad bg BS*M & Ollbart Aaiociatat 
STEWART# M P. Florid* Potaar Carp 77/04/24 4pp 


77092S03BI AcV racelpt of 790410 Itr infornlng NRC of staps tatcn to 
corraet vlolatloni notad in IE Inip Rapt 30-302/77-03 
LEWIS# p C, Raglan 2# Atlanta. Raactor Oparatlon* Nuclear Support 

Branch 79/09/01 Ip. 


— 7909230390 Raapond* to NfiC 790323 ttr r» violation! noted in IE Inap 
Rapt 90-302/79-03 Gorricttve action! backlog data bilng 
reviawad tn forwardad in. ratrugrad* manner b turvail lance 
procedure* being revlied 

STEWART. H P Florida Power Corp 77/04/li 2pp 


— 790523039^ Foruarda IE tnep Rapt 90-302/79-03 on 790118-19 b notice of 
vlolat ion 

LEWIS. R C Region 2# Atlanta# Reactor Gperatlana Nuclear 

Support Branch 79/03/23 2pp 


— 7909230402 Notice of violation from inep on 770113-17 

e Region 2, Atlanta. Office of the Director 79/03/23 Ip 


— 7709230410 IE Imp Bept 50-302/77-0'3 on 790119-19 Noncomp 1 lance noted- 
failure to revleu S< approve radiation chtmlitrg data ihtet 
t< failure to document luparviiory revleu of lurvalllance 
teit raault!, 

SHAFER, H D > QUICK# D . WHITT.K W Region 2i Atlanta, Office of 
the Director 77/0S/27 7pp 


7709290473 Raiponde to IE Bulletin 77-04 Reeulti of reanalgiit indicate 
piping etreme! to be verg cloit to original valuei b well 
wffMn aeltmlc !tri!i aliouabte 

STEWART. H P Florida Pouar Corp 79/05/01 2pp 


7709290013 Forwards reiponee to IE Bulletin 79-OSD BLW has provided 
guidelines to assist In writing procedures for establishing 
b maintaining natural circulation Proctduras ulll describe 
actions to take in event feedwater flow Is lost 
STEHArt.W P Florida Power Corp, 77/05/04 3pp 


R Periodic operating reports b rolatcd correspondence 


7905030391 Foruiardt revised pages (Suppl 21 to “Annual Environ 
Operating Rspti“ Vol 1 

STEWART# H P. Florida Power Corp 79/04/27, 7pp, 


77C92IOfS3 Forwards monthlg operating rept for Apr 1979 
BTEWARTiW P Florida Power Corp, 77/03/13 Ip, 


--7909040094 LEB 77-033 /03L-0 on 790404 discovered A deeag Aaat 1I.SI 
discharge throttle valve DHV-UO would not control flow In ^ 
automatic Cause unknown ECC8 pump operabilltg demonitratlon 
performed u/satlsfactorg results 
CSOPERiJ Florida Power Corp 77/04/23 2pp 


7909040630 Forwards LER 77-040/03L-0 

BTEMARTiW P Florida Power Corp 77/09/01 Ip 


—7903040632 LER 77-040/03L-0 on 770409 containment purge itcclv vil,, 
AHV-IC would not fullg open Caused bg cracked right anjl*’^ ^ 
drive gear case Nator b drive assamblg rinewed 
COOPER. J Florida Power Corp 79/04/27 2pp 


7903070937 Forwards lUpplemental Info re LER 79-016/04X-1 on 7903!'5 
environ sample analgted w/lnadequate procedures Caused bg ^ 

Inadequate sample time No corrective action proposed 
STEHARTiM P Florida Power Corp 77/09/01 3pp 


7903070997 Forward! LER 77-039 /03L-0 

STEWART# M P Florida Power Corp 77/09/01, ip 


—7903070602 LER 79-033/03L-0 on 770404 rad loac 1 1 vl tg monitor «KA-s f. 
to ha incorrectlv positioned while changing particulate 
filters Detector rapasltloned b returned to svc Personnel 
relnstructed on proper method of installation 
COOPER. J Florida Power Corp 77/04/23 2pp 


7903070611 Forwards LER 79-036/03L-0 

BTEWARTiW P Florida Power Corp 77/03/01 Ip 


— 7903070626 LER 79-036/03L-0 on 790404 failure of meteocolojitsl 
monitoring tower temp monitoring device discovered during 
reactor bldg purge Caused bg loose terminal bos at 179 foot 
elevation Terminal tightened b returned to svc on 770407 
COOPER. J Florida Power Corp 77/04/24 2pp 


790S070624 Forwards supplemental info re LER 77-037/04L-0 on 79i)t5-’i 
operational b preoperatlonal studies of discharge salt 
marshes differed mors than two std deviations Caustd bg 
natural or seasonal variations b unit thermal output 
STEWART. W p Florida Power Corp 79/09/01 4pp 


7703070643 Forwards LER 77-037/0aL-0 
STEWARTiH P Florida Power Corp 77/03/01 tp 


— 770S07064S LER 77-037/03L-0 on 790407' RC8 sample valve CAV-2ea#Hf 
close Cause unknown CA7-2 cgcled b returned to svc on 
790423 

COOPER# J Florida Powir cdrp 77/04/26 2pp 


7709070692 Forward! LER 77-03a/03L-0, 

STEWARTiW P Florida Power Corp 79/09/01 Ip 


-*"7903070634 LER 79 039/03L-0 on 790409 pressuriser water ipiss iire'i 
Jtne isolation valve CAV-3 would not close Ceuse unlnown 
CAV-3 tested b returned to svc on 790413 
COOPER. J Florida Power Corp 77/09/01 2pp 


7703000429 Forwards supplemental info re LER 77-016/04X-I In Jan l»n 
environ lamplee were not analgied using procedures required 
In EtS Caused bg inadequate sample time 
STEWART. W P Florida Power Corp. 79/09/01 Ip, 


770907027B Forwards LER 79-041/03L-0 
STEWART. W P Florida Powar Corp 79/09/04 ip 


— 79050702S1 LER 79-041/03L-0 on 790409 methgl iodine removal sIIlk .■ 
was lass than 9911 Caused bg flue gases b other site airborne 
pollutants deteriorating charcoal b its Imprignant Charto*! 
will be reneuad following plant refueling 
COOPER.J Florida Power Carp 77/09/01 2pp 


7903110241 Forwards LER 79'-042/03L-0. 

STEWART. M.P, Florida Power Corp. 79/03/07, ip 


— 7909110244 LER 79-042/03L-0 on 79041 1 ' storage tank lA level deiriiis 
to 30Si300 gallons. Caused bg inproper lineup Tank filled lo 
Tech Spec lirnlt. 

COOPER.J Florida Power Corp 77/03/02 3pp. 


7703190023 Forwards LER 79-043/03L-0. 

STEWART. U P Florida Power Corp, 79/08/14, Ip. 


—7909190028 LER 79-043/03L-0 on 790420' channel functional i. «!*[, 
operabilltg of fire protection Instrumentaton 8P“19'0 
not performed In required time. Caused bg personnel error In 
scheduling surveillance procedure 
CODPERiJ Florida Power Corp. 79/09/OB 2pp 
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7<?03a303&9 Foruard* UER 79-044/O3L-0 

9TEUART.WP Florida Power Corp 79/05/18 Ip 


—7905330373 UER 79-044/03L-0 on 7904S3 while attempting to add boric 
acid to RC8< chemical addition pump 10 would not operate 
Cauee under Investigation Corrective acblone will be bated 
on evaluation reiultf 

COOPER, J Florida Power Corp 79/03/10 3pp 


7905250373 Forwards UER 79-016/04X-3 

BTEMARTj M P Florida Power Corp 79/05/18 Ip 


--7905350300 UER 79-016/04X-3 on 790311 environ samples not analgied 
using procedures providing lowest level detectors equal to 
or let* than Tech Specs requirements Caused bg Inadequate 
sample time 

e Florida Power Corp 79/05/13 Spp 


7903350303 Forwards UER 79-046/03U-0 

STEHART.W P Florida Power Carp ’79/03/33 ip 


“79033503BS UER 79-046/03U-0 on 790435 during plant cooldown For 
refueling outage, decag heat removal valve 4 Failed to open 
upon remote activation Caused by washer binding at stem nut 
Interface ff Inadequate lubrication torque limiter setting 
COOPER, J Florida Power Corp 79/05/18 3pp 


7905300497 Forwards UER 79-045/03U-0, 

STEWART, W P Florida Power Corp 79/03/23 Ip 


— 7903300303 UER 79-04 3/OaU-O on 790424 core flood valve CFV-S 
annunciator did not actuate properly Cause unknown 
Corrective action tb be taken prior to ascencion Into Mode 
3 

COOPER. J Florida Power Corp 79/03/14 Spp 


7905300404 Forwards UER 79-048/03U-0 

STEWART. W P Florida Power Corp 79/05/23 Ip 


— 7903300491 UER 79-04a/03U-0 on 790301 reactor coolant snubber RCH-90 
found inoperable Caused bg Inadvertent damage to snubber 
by unknown persons Snubber replaced t> spare tested 
sa 1 1 if jc tori Ig 

COOPER, J Florida Power Corp 79/05/23, Spp 


7903310391 Forwards UER 79-047/03U-0 

STEWART. W P Florida Power Corp 79/05/23 ip 


— 7903310403 UER 79-047/03U-0 on 790430. boron concentration In boric 
acid tank eKceeded level of Tech Spec Caused bg Inadequate 
del I gn, Request for engineering Info wa« initiated tp provide 
corrective measure 

COOPER. J. Florida Power Corp. 79/03/25 2pp 


DOCKET 30-303 CRYSTAU RIVER NUCUEAR PUANT. UNIT 4 


P. Operating license itage documents 4i correspondence 


7905310298 Forwards Tech Specs Change Requests 40,41.43.44.45 b 48 for 
emend to Apps A It B oF Ulcenie DPR-73, cons Istlng of changes 
to administrative controls, ertiergeneg Feedwater sg* *• 
electrical power tgt. Cert IF Icate of 8vc end 
STEWART. M.P Florida Power Corp 79/05/83 2Spp 


DOCKET 50-304 ZION NUCUEAR POWER STATION, UNIT 3 
E NRC Safety Evaluation Report ISERl, supple fc correspondence 


7903340995 Forwards 8ER EIA re plant spent Fuel pool mods W/o end 
OODDARD. R J Branch 2. 79/04/03 Ip 


7905300711 Responds to State of lU's 790221 motion for continuance F/ 
request to allow future supplementation of intervener's 
affidavits Certificate of Svc end 
OODDARO. R J Branch 2 79/03/13 4pp 


7905070154 Forwards 8ER EIA re spent fuel pool mods W/o end 
OODDARD,R J Branch 2 79/04/03 Ip 


790S2S01S3 Provides list of witnesses for util in Zion spent fuel case 
STEPTQEiP Isham, Uincoln b Beale 79/04/03 2pp 


7905300022 Request bg util on its own behalf b on behalf of State of lU 
tt NRC, for ASUB to begin hearings on 790514 Certificate of 
Sve end 

BIEUAWSKI.A P Isham, Uincoln b Beale 79/04/06 3pp 


7905100121 Interrogatories submitted to state of lU per A3L8 790119 
order Certificate of Svc end 
GODDARD, R J Branch 2 79/04/09 4pp 


7903I302S6 Motion to file sopp lementarg affidavits to response to 
util It NRC motions for summarg disposition Affidavits of 
DO Bridenbaugh b OC Minor tt Certificate of Svc encl 
SEKUUER.S N Illinois, State of 79/04/10 23pp 


7906130248 Forwards unexecuted affidavit of H flesnikoff Certificate of 
Svc encl 

6EKUUER,S N Illinois, State of 79/04/13 4pp 


7905150691 Forwards Chapter I of SAND77-i371, “Spent Fuel Heatup 
Following Uoss of Water During Storage, “ which contains info 
relevent to util's application to increase spent fuel 
storage pool capacity Requests to be placed on svc list 
WEBB.R E Affiliation Unknown 79/04/13 40pp 


7905250367 Moves for summarg disposition of State of IL't Contention 
2(a)-(d) for lack of genuine Issue of matl fact Affidavits, 
notices of appearance U withdrawal & Certificate of Svc t 

enc I ' 

GOUDBERO,3 C Branch 2 79/04/27 20pp 


7905150343 Dentes summarg disposition of interveners' Contention* 2(fl 
(31 1 2(g )■ 2<h 1 It 2(0 Grants summarg disposition of 
Intervenors ' Contention 2<nl 

UUTONiE Atomic Safetg and Uicenslng Board Panel 79/08/01 3pp 


H General correspondence 


7905070014 Responds to 790202 Itr requesting info re leakage of water 
through liner of spent fuel pool at facility NRC Is 
monitoring util's efforts to control seepage 
BTEUUQ, V Division of Operating Reactors 79/04/19 79pp 


J Insurance inderanltg information 


7905100163 Endorsement 99 to MAEUU Policy MF-22 

OERAQ,T Nuclear Energy Ulahllltg Insurance Association 79/03/37 
Ip 

7905070497 Confirms Increased liability limit to *124.000,000 for 
policies NF-l. 35, 43, 76. 83, 100, III, 140, 146. 151. 161, 164. 

173. 174, 170, 179, 180. 102, 105, 1B6. 187. 100. 189. 192. 193, I' 

197, 193.200,201,204,206,207,206. 210, 213, 214, 215. h oth 
QUATTROCHHl, J American Nuclear Insurers 79/05/01 


7905070562 Confirms Increase in liability limit tf 
policies MF-22,86, 29, 30,39. 44,46,47.49, 50, 51 — 
37, 38, 60, 61, 64. 66, 67, 68, 69, 70, 71 . 72, 74, 76, 77 
80.90.91,92,93,94.93 tt 96 

ROBERTS, 0 M ' ' 

IP 


F Becurlbg. medical, emergency ti fire protection plans 


790S03036& Forwards modified physical security p Ian, Revls Ion 3 Plan 
withheld (rtf 10CFR2 790) , 

LCCr B CowmonwtJlth Edison Co 79/04/26 Ip 


7905290079 Forwards Chemtron drawing* FU27i52-7. sheets 1 through 
w/de*lgn details for fire suppression ey* to be Installed 
for auslllary feedwater *y* *» component cooling pumps 
Ovaniie drawings end. „ 

NAUOHTON. W F Commonwealth Edison Co, 79/03/23 2pp 


3 . 


0, Adjudicatory eorreipondenee 


7905330768 Affidavit of M Resnikoff re 
qualifications 6 Certificate of Svc 
REaNIKOFF.M.R Illinois, State of 


spent fuel 
enc 1 

79/03/23, 


issue, Professional 
13pp. 



DOCKETED ITEMS 


-7909830638 Forward! IE I nap R»pk 90-302779-09 on 790204-00 Hot lea of 
vlolakton wlthhald (ra# lOCFSa 7901 

KENKA. U 8 Rtflon 8i Afclanka» SaPapuardi Branch 79/03/16 

2pp 


-79090 4 OOV4 I.ER 79-033/oaL-O on 790404 dlicovartd A daca^ Kaat mj 
dlicKarsd throttle valve DHV-llO would not control flo-u In 
autonatie Cauia unknown ECC6 pump oparabilltu danonttration 
aarFormad w/oatladaetorii reiutti 
COOPEHtJ Florida Power Corp 79/04/23 2pp 


—7909830641 IE iMp Rapt 50-302/79-09 on 790204-08 iNonConplUnca noted 
daltcianct In rttorda t rapta rt prograta for aafaguardlng 
nuclear natl Ottalli withheld (ref 10CFR3 790) 

DAVtS.C U . OlLl-eaPIEiF P Region 3. Atlanta* Office of the 
Dlftcior 79/03^|S Ip 


7<?03^40S02 to IE Bulletin 79-07 PIPOVN II program uittf on oil 

project mode Reeponee baaed on revlewt of analgtical method* 
uaed to predict itreetei In aaf *tv-r#latad piping tgii 
conducted bg S6W t< (Gilbert Aaaoclatee 
6TEMART1M P Florid# Powar Corp 79/04/24 4pp 


7909890301 Ack receipt of 790416 Itr Informing NRC of atept taken to 
correct viola t Iona noted In IE Inep Sept 90-302/79-03 
lEUISiR C Region 2i Atlantoi Reactor Operatlona Nucloer Support 

Branch 79/09/01 Ip 


7905040630 Forward * tER 79-040/03L-0, 

STEWART* M P Florida Power Corp 79/09/01 Ip 


— 7909040632 LER 79-040/03L-0 on 790409 containment purge tupglg 
AHV-IC would not fullg open Cauaad bg crecked right angl* 
drive gear caia Motor t* drive aatemblg renewed 
COOTERiJ Florida Power Corp 79/04/27 Spp 


7909070837 For ward a lup pi amenta I info re LER 79-016/04X-1 on f9*>:9 
environ aample analgiad u/ Inadequate proeedurea Cauted bg 
Inadequate tample time No corrective action propoeed 
STEWART. HP. Florida Power Corp 79/09/01 3pp 


7909070597 Forward* LER 79-039/OaL-0 

STEWART. M P Florida Power Corp 79/09/01 ip 


— 7909250390 Reapondi to NRC 790323 ItT re violet Iona noted In IB Inep 
Rapt 90-308/79-03 Corrective action* backlog data being 
reviewed 6 forwarded in retrograde nannar g< iurvcillance 
proeedurea being revlaed 

-STEWART. H P Florida Power Corp 79/04/16 2pp 


— 7905070602 LER 79-035/03L-0 on 790404 rad loact tvl tg monitor PiW-* ‘ 
to be Incorrectly poaltioned while changing particulate 
fl 1 tare. Oetac tor repailtloned 6 returned to evc Perionnil 
ralnitructed on proper method of inttellatlon 
COOPER* J Florida Power Corp 79/04/23 2pp 


—7909330396 Forward* IE I nap R»pt 90-302/79-03 on 790115-19 6 notice of 
violation _ 

LEWIS. R C Region 2. Atlanta. Reactor Operation* Nuclear 

Support Qranch 79/03/23 2pp 


-7909890402 Notice of violation from Inap on 790119-19 

• Region 2. Atlanta. Office of the Director 79/03/23 ip 


—7909293410 IE Inap Rept 90-302/79-03 on 790119-19. Noncomp Hence noted 
failure to ravieu 4i approve radiation ehemlitrg data aheit 
& failure to document eupervlaorg review of aurveillene* 
teat reault* _ ^ * 

SHAFER. H D . QUICK. D . WHITT. K H Region 2. Atlanta* Office of 
the Director 79/02/87 7pp 


7908070611 Forward* LER 79-036/03L-0 

STEWART* W P Florida Power Corp 79/09/01 Ip 


—7905070686 LER 79-036/03L-0 On 790404' fal lure of me teoralog li *l 
monitoring tower temp monitoring device dlacovered during 
reactor bldg purge Cauaed bg looae terminal boi at l7Bi leel 
elevation Terminal tightened 6 returned to ev* on 7'90407 
COOPER, d Florida Power Corp 79/04/24 3pp 


7905070624 Forward! aupplemental Info re LER 79-039/04L'0 on »e>iy 
operational h preoperatlenal atudle* of diicharge aalt 
narahe* differed more than two atd deviation! Cauaed bg 
natural or aeaoonal variation* 6 unit thermal output 
STEWART. W P Florida Power Corp 79/09/01 4pp 


7908890493 Re* pond* to IB Bullet In 79-04 Reault* of reanalg*!* Indicate 

piping stT«*ae* to be very eloie to original velue* 8. well 7909070649 Forward* LER 79-037/03L-0 

within eal*mlc atria* allowable STEWART. W P Florida Power Corp 79/03/01 Ip 

STEWART* W P Florida Power Corp 79/OS/OI. 2pp 


7905290013 Forward* reepon** to IE Bulletin 79-058 BAH ha* provldid 
guideline* to aaelat in ufrltlng procedure* for eatabliihtng 
4. maintaining natural circulation Procadure* will deaerlbe 
action* to take In event feedwater flow 1* loat 
BTEWART.W P Florida Power Corp. 79/05/04 3pp 


R Periodic operating reports 5 related corre apondence 


7909030391 Forward* rovltad page* ISuppl 8) to "Annual Environ 
Operating Rept." Vol i 

BTEWART.W. P Florida Power Corp 79/04/27 7pp 


—7905070648 LER 79-037/03L-0 on 790407' RC 8 sample velva CAV 1 < 

dote Cauae unknown CAV-2 cgcled W returned to ivc on 
790429 

C8QPER.J Florida Power Cdrp 79/04/26. 8pp 


7905070682 Forward* LER 79-O30/O3U-O. 

STEWART* W P Florida Power Corp. 79/09/01 tp. 


—7909070684 LER 79-03B/03L-0 on 790409' preaeur 1 1 or water 

line Isolation valve CAV-3 would not close Ceubo unkneun 
CAW-3 tested L returned to avc on 790413. 

COOPER. J. Florida Power Corp 79/08/01 Slip 


7909810183 Forwards monthlg operating rapt for Apr 1979 
STEWART. HP Florida Power Corp 79/09/lS Ip 


—7909210154 Hoothly operating rept for Apr 1979 

KENNEDY. R W Florida Power Corp 79/05/07 9pp 


8 Reportable occurrence*. LER* h rilated corriapondence 


790S07033S Forward* LER 7 9-003/01 T 

BTEWART.W P Florida Powar Corp 79/03/27 Ip. 


—7908070940 LER 79-005/01 T-1 on 790123 util was not! f lid that Rockwall 
Mfg Co HSIV mag not closa within Tech Spec 9-t Unit during 
Bcc ident. Cauaad bg dllcoverg of addl force* on valve disc 
Waives to be nodlflid 

COOPER* J. Florida Power Carp 79/04/25 lOpp 


7905040043 Forwards LER 79-034/03L-0. 

STEWARTtW P Florida Power Carp 79/04/26 tp 


— 7909040030 LER 79-034/03L-0 on 790404 power supply breaker for reactor 
bldg radioactivity monitor flHA-6 was In trlppid position 
Cauae unknown. Breaker reset L RKA-A returned to avc after 
«atl*factary completion of SP-339 test. 

COOPER. J Florida Power Corp 79/04/23 2pp 


7905040088 Forward* LER 79-033/03L-0 
ETEWARTi W. P. Florida Poutr Corp 79/04/27 Ip 


7905080429 Forward* aupplamantal info re LER 79-QI6/04I-I In >*i in 
environ aamplas were not analyiad using procedure* riqulred 
In ET8. Cauaed bg Inadequate sample time 
BTEWART.W P Florida Power Corp 79/08/01. Ip 


79*5090270 Forward* LER 79-041 /03L-0 

STEWART. W P Florida Power Corp 79/08/04. Ip 


—7908090291 LER 79-041 /03L-0 on 790409 methyl iodine r*ao*al a I* 
was lee* than 99K Caufsd by flue gases & other file •irbaT'* 
pollutant* deteriorating charcoal L its Impregnani Charcaet 
will be ranawed following plant refueling 
COOPEHtJ Florida Power Corp 79/08/01. 2pp 


7908110241 Forward* LER 79-048/03L-0 

STEWARTtW P Florida Power Corp 79/09/07 Ip 


—7903110244 LER 79-042/03L-0 on 79041 U atoreg • tsfll tA UmI (■ l.. 
to 305*800 gallons. Cauaad by Inproper llnaup Tank fillet li 
Tech Spec limit. 

CODPERtO' Florida Power Corp. 79/08/02. 2pp 


7905190023 Forward! LER 79-Q43/03L-0. 

STEWART* H P Florida Power Corp 79/08/14 Ip 


—7908190028 LER 79-O43/O3L-0 on 790420. Channel funrtlarai % 
operability of fire protection Inatrumentaton SF-IVO 
not performed in required time Gauied bg perionntl irr*r i*. 
scheduling aurvelllance procedure. 

COOPER. J. Florida Power Corp. 79/09/08 Spp 



DOCKETED ITEMS 
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r*»05l23036'? Foruards LER 79-0‘t4/03L-O 

STEWART I W P Florida Pouor Corp 79/05/18 Ip 


— 7V05230373 LER 79“044/03L“0 on 790423 uhile attempting to add boric 
acid to RCBt chemical addition pump IB uould net operate 
Caui* under invoitl gat len Corrective actlone util be based 
on eyaluaiion results 

COOPER I J Florida Power Corp 79/03/10 2pp 


7903230373 Forwards LER 79-016/04X-2 

arCHARTrW P Florida Power Corp 79/05/18 Ip 


7905300711 Responds to State of IL's 790221 motion for continuance t 
reguest to allow future supplementation of intervenor's 
affidavits Certificate of Svc end 
CODDARD.R J Branch 2 79/03/13 4pp 


7905070134 Forwards 5ER U EIA re spent fuel pool mods W/o end 
OQDDARDiR J Branch 2 79/04/03 ip 


790S2501S3 Provides list of witnesses for util In Zion spent fuel case 
STEPTQE.P Isham, Lincoln Beale 79/04/03 2pp 


— 7905230300 UER 79-016/04X-2 on 790511 environ samples not analgied 
using procedures providing lowest level detectors egual to 
or less than Tech Specs regulrements Caused bg inadequate 
sample time 

a Florida Power Corp 79/03/13 2pp 


79 05230383 Forwards LER 79-046/03L-0 

STEWART. W P Florida Power Corp ’79/05/22 Ip 


— 79052S03BS LER 79-04&/03U-0 on 790425 during plant cooldown for 
refueling outage.decag heat removal valve 4 failed to open 
upon remote activation Caused bg washer binding at stem nut 
interface 4i inadequate lubrication t. torque llmitfr setting 
COOPER. J. Florida Power Corp 79/03/lB 2pp 


7903300*197 Forwards LER 79-04S/03L-0. 

BTEWARTi W. P Florida Power Corp 79/05/22 Ip 


7903300022 Request bg util on its own behalf it on behalf of State of IL 
tf NRC. for ASLB to begin hearings on 790514 Certificate of 
Svc end 

BIELAWSKI.A P Isham, Lincoln t Beale 79/04/Oi 3pp 


7903100121 Interrogatories submitted to state of IL per ASLB 790H9 
order Certificate of Svc end 
GODDARD, « J Branch 2 79/04/09 4pp 


7903130236 Motion to file supp lementarg affidavits to response to 
util ii NRC motions for summarg disposition Affidavits of 
DO Bridenbaugh A QC Minor t. Certificate of Svc end 
SeUULER.S N Illlnoti, State of 79/04/10 23pp 

7908130248 Forwards uneiecuted affidavit of M Reinitoff Certificate of 
8ve end 

SHKULER.S N Illinois, State of 79/04/13 4pp 


— 7903300503 LER 79-04S/03L-0 on 790424. core flood valve CFV-S 
annunciator did not actuate properlg Cause uninoun 
Corrective action th be taken prior to aiconcion into Mode 
3 

COOPER. J Florida Power Corp 79/08/14 2pp 


7908150691 Forwards Chapter 1 of SAND77-1371, “Spent Fuel Heatup 
Following Loss of Hater During Storage," which contains info 
relevent to util's application to increase spent fuel 
storage pool capacitg Requests to be placed on svc list 
WEBB. R E Affiliation Unknown 79/04/13 40pp 


7903300484 Forward e LCR 79-043/03L-0 

STEUART.M P. Florida Power Corp 79/03/25 Ip 


7903300491 LER 79-040/03L-0 on 790301 reactor coolant snubber RCH-90 

found inoperable Caused bg inadvertent damage to snubber 
bg unknown persone Bnubber replaced it spare tested 
satlefac lor 1 Ig - 

COOPER. J Florida Power Corp. 79/03/23 2pp 


7903230367 Moves for summarg disposition of State of IL's Contention 
2<a)-<d) for lack of genuine issue of matl fact Affidavits, 
notices of appearance U withdrawal it Certificate of Svc ^ i 
one 1 

GQLDBERO.S C Branch 2 79/04/27 20pp 


7903130243 Denies summarg disposition of Intervenors' Contentions 2(fl 
<2) . 2<g ), 2(h > it 2til Grants summarg disposition of 
intervenors' Contention 2(nl 

LUTON, E Atomic Safatg and Licensing Board Panel 79/OB/Ot 3pp 


7905310391 Forwards LCR 79-047/03L-0 

STEWART. W.P Florida Power Carp 79/05/25 Ip 


H General correspondence 


-7903310403 LER 79-047/03L-0 on 790428 boron concentration In boric 
acid tank eiccaeded level of Tech Spec Caused bg J"*’'* 
deeign Request for engineering Info was initiated tp provide 
corrective measure, - 

COOPER, J Florida Power Corp 79/05/23 app 


'903070014 Responds to 790202 Itr requesting >■* leakage of water 

tbtoogh liner of %porsi fuel poai et facility NRC l« 
monitoring util's efforts to control seepage 




n J . J aset rift 


na /AA /< O 


J Insurance i Indemnitg information 


DOCKET 30-303 CRYSTAL RIVER NUCLEAR PLANT. UNIT 4 
P Operating license stage documents E 


7905100163 Endorsement 99 to MAELU Pol leg MF-22 
GERAS. T Nuc lear Energg Llab i 1 1 tg Insurance 


Association 


Ip 


79/03/27 


7903310298 Forwards Tech Specs J? ** 

ateecid to Appi A it B of License OPR- 72 . consist Ing of changes 

to adtnlnle tratlve controls, eihergeneg feedwater sgs i 

■ l«ctric«l powtr lu «. G»r ttf of Svc oncl 
SITEWARTrW P riorldo Powor Carp 79/09/23 SSpp 


7905070497 Confirms ‘ J lAl^ll 

policies NF-1,23, 43,76, 03, 100, lil, 140, 146. >91' I*)' 
173. 174, 178, 179, 180, 182, 105, 186, 107, 188. 189, 192, 193. 








docket 50-304 ZION NUCLEAR POWER 

r'NR"8lfet7evnoatlon’Re?ort_(8ER>|__suppls_fc_correspondance 

790324099S Forwards SER «> 

OODOARD, R J Branch 2. 79/04/03 Ip 

F Seeurltg. medical. •"‘•'’gencg_^_f ire_protection^plans 

79030303&i Forwards rhodified phgeical seeuritg plan. Revls Ion 
LEE!’5**'‘oom:Sni«lth H^ion Co' 79/04/26 Ip, 

7905290079 Forwards Chemtron ^^®yt*to^brinnaUad 

5);SSHloM,MT‘"?;mroni.alth Edison CO 79/05/23 2pp 

O Adjudlcatorg correspondence 

7905230768 Affid.vlt « R.snlkoff r.^.p.nt fuel Professional 

^uI^o!ir'8tat• Of. 79/02/23 .2pp 


7903070582 Confirms increase In *>® 9 illtg limit to *36,C 
policies KP-22'26’2‘?'3B'a9.44, 46.47, 49.50,31.52.33.34, 
37, SB, 60, 61, 64, 66, 67, 60, 69, 70, 71, 72. 74, 76, 77. 78. 79. BO. 

Ip 

7903140470 Forwards Amend 9 to Indemnitg 

changes. r# increase In ilabllltg insurance from *140 
to *160 mlUlon, effective 790301 Supporting documental 

8ALTZMAN, J Antitrust fc Indemnitg Group 79/05/01 

7903160399 Confirms 790307 & 09 agreement 

need not sign Amend 7 to Indemnitg *8''®»'"*55o3/09 t 

CAMP.GT Johnson i< Higgins Insurance 79/03/09 I 


P Operating license 

7905230183 Amend. 47 4 44 to License, OPR-39 i* DPR-48. r 
re:^:ir Branch 1 79/04/ 


8CHHENCER. A 


92 
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“-7V05250IB7 evaluation aupportlna Antnif* 47 i 44 to Llccnaet 

DPW-39 4 DPR-4B> rei p ec t i vt ) a 

• Office of Nuclear Reactor Regulation 79/04/09 3pp 


■7903230190 Notice of leiuance & availability of Aaiernis 47 & 44 to 
Llcenfsi DPft“3>? & DPR-40. reipec t iva ig 

SCHWENCERiA Operating Reactore D^anc^ 1 79/04/09 2pp 


7903040432 Motif lee of totentlon to develop safety analyeii using 
oeietlng campoter code* Req.ue9tf addl info 
80LBRr0.C M Coirmonuoal th Edison Co 79/04/36 Ip 


7903040503 Reguestt amend to Tech Specs to reiiulre actuation of safety 
Injiectlon based on tuio out of three channels of lew 
preisur Iter pressure 4 to delete pressuriieT level from 
safeguards logic Class I 4 il amend fees enc 1 
REED.C Commanueal th Edison Co 79/04/30 7pp 


7903100231 "Oamma Dese Measurements at Zlo-n 4 Fort Calhoun Stations " 
DYER.N C , BUNTTNC. R L , NtEGCHMlDT,E B EO 4 0. Inc FIN A-6073 
NUflE8/CR-0753 79/04/30 I37pp Avallahte at NTIB *7 25 


7903070396 Forwards Pesponso to renoast for addl Info re review of 
proposed license amend to increase ailouahle LOCA peaking 
factor limit to l 93 based on ECC6 reanalyils 
MAUCNTOW. W F Commonwealth Edison Co 79/05/03 4pp 


79033S0423 Forwards Amends 49 4 46 to Licenses DPn-39 U DPfi-4a, 
Tsspec t i vely I safety evaluation 4 notice of Issuance 4 
avallab 1 1 Itg 

SCHMENCERt A Operating Reactors Branch 1 79/05/03 2pp 


— 7903230432 Amends 49 4 46 to Licenses BPR-39 fr 5pn-40. respect ivelg 
SCKWENCERt A Operating Reactors Branch ) 79/03/03 16pp 


— 7903330435 Safety evaluation supporting Amsnds 49 4 46 to Licenses 
DPR-37 4 DPR- 4 O 1 resp sc t ive ly ' 

a Operating Reactors Drench 1 79/04/03 3pp 


— 7903230440 Notice of Issuance 4 availability of Amends 47 4 46 to 
Licenses DPR-39 4 0PR~4Bi respective ly 

SCHWENCER.A Operating Reactors Branch I 79/05/03 2pp 


7903170237 Faruards revised Tech Specs re heating U cooldown curves 4 
added provision fur ovarpressure protection 
REEO. C Commonwral th Edison Co 79/03/11 2pp 


— 7903170235 Ravlsed Tech Specs re h«atup 4 coaldeun curves 4 added 
provision for overpressure protectlpn 
• Commonwealth Edison Co 79/03/11. 4pp 


7903250391 Forwards current licensing open Items status list. 
REED.C Commonwealth Edison Co 79/05/18 Itpp 


Q Inspection reportsi IE Dulletlns 4 cerrespondence 


790S0204S1 Forwards response to IE Sul let ins 78-12 4 78- 1 SAi ’'Atypical 
Meld Mat! in Reactor Pressure Vessel Melds " 

REEOi C Commonwaa ith Edison Co 79/03/22 lOpp 


7903010236 Forwards IE Info Notice 79-06. "Btreis Analysis of 
Sefety-Rstated Piping " 

KEPPLFR 10 Region 3i Chic ago. Office of the Dirac tor 79/03/33 


wards IE Info Notice 79-07. "Rupture of Radwaste Tanis " 
Reg Ion 3. Chicago. Office of the Dl rec ter 79/03/26 


790S0103B4 Forwards IE Info Notice 79-09, ’'Spill of Rad loactlvily 
Contaminated Resin " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/3. 

Ip 


7905030007 Forwards IE Bulletin 79-06. "Review of Operational Errors 
8ys Misalignments Identified During THl Incident " Licensee 
action required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/04/1 

Ip 


790S3S02BO Responds to IE Bulletin 79-03 re welding defects in csrtai 
longl tud 1 nelly welded pipe spools Plants inspected, no pip* 
found 

REEP.C Commonwealth Edison Co 79/04/12 Spp 


7905010572 Forwards IE Bulletin 79-06A. "Review of Operational Erraii 
Bys Misalignments Identified during TMI Incident “ Licensee 
action required 

KEFPLER. J O Region 3. Chicago. Office of the Director 79/04/1 

Ip 


7905040334 Forwards IE Bulletin 79-06B. "Review of Operational Errori 
6ys Misalignments Identified During TMI Incident " 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/04/1 

Ip 


7905040527 Forwards IE Bulletin 79-09. "Events Relevant to HoUIni 
Mater Power Reectors Identified During TMI Incident " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/04/1 

Ip 


7905030206 Forwards IE Bulletin 79-09. "Failures of OE Typo AK-2 
Circuit Dreater in Baf etg-Related Sys " Licensee action 
requi rad 

KEPPLER.J C Region 3. Chicago. Office of the Director 79/0»/ 

Jp 


790S040142 Forwards IE Bulletin 79-030. "Nuclear Incident at 
THI-Suppl ■' 

KEPPLER.J 0 Reg ten 3. Chicago. Office of the Director 79/01/. 

IP 


— 7903040159 IE Bulletin 79-OSB. "Nuclear Incident at TMI-fiuppl “ 
Bupportlng documentation end 

a Region 3. Chicago. Office of the Director 79/04/21, Upp 


— 7905040170 ACRB recommendations re 790320 incident at TMI Suggests 
priority be placed on development of safety research on 
behavior of UMRs during anomalous transients 
* ACRS - Advisory Committee on Reactor Safeguards 7'7/04/17 

2pp 


—7905040201 Forwards ACRS recommendations re TMI Inc ident, presentn 
790417 

FRALEV. R F ACRS - Advisory Committee on Reactor Safeguards 
79/04/10. Ip 


--79D3040231 In response to NRC 790418 Ur. states all 790417 ACRS 
recommendat 1 ona apply to all PMRi. but were not Intended to 
require Immediate changes Plant modi should be mede after 
study of effects on overall safety. TMI escluded 
CARBON. M X ACRS Advisory Committee on Reactor Safeguards 
79/04/20 2pp 


7905240633 Forwards responiee to IE Bulletin 79-07 requesting Info 
seismic analysis of safety-related piping Reanalysls 
Indicates method of Intramodal combination has little affect 
on pipe stresses 4 equipment support loads, 

REED.C Commonwealth Edison Co 79/04/24, 4pp 


79O31SO760 Forwards IE Insp Repts 59-298/79-06 & 30-304/79-07 an 
790319-23 Notice of violation withheld (ref 10CFR2 790) 

HIND. J, A Region 3. Chicago. Safeguards Branch 79/04/26 ! 


— 7905130775 IE Insp Repts 30-295/79-06 (1 50-804/79-07 on 790319-2: 
Noncemp 1 lance details withheld (ref 10CFR2. 790) 

SELANOER.J L. , HDMELL. J C. Region 8. Chicago. Office of ths 
Director HIND. J. A Region 3. Chicago. Safeguards Branch 

79 / 04 / 19 . Ip 


7903300242 Rssponds to IE Bulletin 79-04 No 3,4 or 6-ineh Vetan ssi 
checl valves are In use at Dresden or Sued Cltiei. Review o.f 
Zion has Identified use of eubj valves In some piping eys 
but review ie Incemp le te, Ml 1 1 rept later 1 

REED.C Commenuealth Edison Co 79/03/01, 2pp 
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R Pvrlodlc operating reports b rslated correspondence 


T903090322 Poruards "Annual Operating Rept 1970 " 
HANOKStN F Commonueal th Edison Co 79/04/26 ip 


— 7909090323 "Annual Operating Kept 1978 “ 

• Commonwealth Edison Co 79/04/26 24pp 


3 RepartaOle oeeurrencesr LERs U related correspondanco 


7909100300 Forwards LER 79-027/03L-0 

HANDKEiN E Commonwealth Edison Co. 79/04/30 Ip 


— 7909100302 LER 79-027/03L-0 on 79041S 2LT-461 found to be 77 higher 
than other two channels Caused bg Barton sealed ref leg 
level transmitter being out of callbr ' 

HAMSENiP W Commonwealth Edison Co 79/04/30 Ip 


7909100306 Forwards LCR 79-021 /03L-0 

WANSKEi N E Commonwealth Edison Co 79/04/30 Ip 


— 7909100310 LER 79-02I/03U-0 on 790330 transmitters 2FT-444, 445 «. 446 
for reactor coolant flow loop B high bg 4 7Xi 4 437 b 4 12S‘/!> 
respectlvelg Caused bg instrument drift New callbr 
taehnlgue being used 

CAMPBELLi 0 Commonwealth Edison Co 79/04/30 Ip 


7903240990 Forwards LER 79-029/03L-0 

MANDKEiN E Commonwealth Edison Co 79/09/08 Ip 


— 7909240999 LER 79-029/03L-0 on 790412 temp control module TY-49 
discovered missing on hgdrogen recombiner. Caused bg 
mechanic's failure to notlfg shift engineer of removal for 
repair Item reinstalled 

J08STEN. J K Commonugalth Edison Go 79/05/08 Ip 


DOCKET fe0-a09 KEWAUNEE NUCLEAR POWER PLANT. 


O Adjudlcatorg correspondence 


7903230973 Notifies that prehearing conference b hearing will be held 
ra alleged violations bg licensee b' imposition of 
pena 1 ties. 

CHILKi B d Office of the Boeretarg of the Commission. 79/04/30 
3PP 


H Oaneral correspondence 


7903160364 Notifies that ER Mathews Is now vice president of compang 
EW James retired on 790301 

FOKiS Wisconsin Public Bervlce Corp 79/03/07 Ip 


J. Insurance b indemnltg Information 


7903070497 Confirms increased Uabllitg limit to •lEA. OOOiOOO for 
poHeles NF-1. 29. 43. 76.83. 100, 111. 140. 146. ISl, 161. 164. 170, 

173, 174. 178, 179, 180, 182, 189, 106. 187, IBS, 189, 192. 193. 194, 193, 

197. 198.200.201,204.206,207.208.210, 212, 214, 213. b others 
QUATTROCHHIr J, American Nuclear Insurers 79/03/01 Ip 


790S070SB2 Confirms increase in liabllitg limit to *36, 000, 000 for 
policies MF-22, 26. 29, 38, 39. 44.46.47,49. 30, 51,32,33. 34,33. 96. 

87, 38, 60, 61. 64, 66, 67, 60, 69, 70, 71, 72, 74, 76. 77. 78, 79. 80, 86, 87, 
98,90.91,92,93,94,93 b 96. 

ROBERTS, D.M. Mutual Atomic Energg Liabllitg Underier Iters, 79/03/01 
If 


7903160273 t'orwards Amend 6 to Indemnltg Agreement B-33. per 10CFR140 
changes, re increase from 4140 million to 4160 million, 

•ffactive 790301. Supporting documentation end. 

8ALTZMAN, J Antitrust b Indemnltg Group 79/03/01 Spp. 


7903240304 Forwards accepted Amend 6 to Indemnltg Agreement 0-53, 
effective 790501. 

HATHEUS.E R Wisconsin Public Strviea Carp 79/03/18 Spp 


P. Operating lieinie stege documents b correspondence 


7905020490 Discusses 790313 teleon w/R 8ero of Westlnghouse re 
incorrect weights for Velan Model C638 6-lnch chect velvet 
used in tefetg injection sgt 

8CHWENCER, A, Operating Reactors Branch t 79/04/02 ip 


7903240893 Forwards Amend 27 to License DPR-43 b notice of Issuance 
b avaliabllltg, 

SCHHENCER.A Operating Raactors Branch 1 79/04/03 3pp 


—7903240903 Amend to License DPR— 43, c hang t ng titles of functional 
positions b recognlilng addl positions 

8CKWENCER, A Operating Reactors Branch I 79/04/03 llpp 


-—7905240911 Notice of Issuance b availabilitg of Amend 27 to License 
DPR -43 

SCHWENCER.A Operating Reactors Branch 1 79/04/03 2pp 


7903240373 Forwarijs Amend 23 to License DPR— 43 b notice of issuance b 
availabilitg Socuritg plan evaluation withheld 
(re# 10CFn2 790) 

SCHHENCER.A Operating Reactors Branch 1 79/04/10 3pp 


— 7903240378 Amend 28 to License DPR-43, inc orporatl ng Industrial security 
manua 1 

SCHWENCER.A Operating Reactors Branch 1 79/04/10 2pp 


—7903240382 Notice of Issuance b availabilitg of Amend 26 to License 
DPR-43 

SCHWENCER.A Operating Raactors Branch 1 79/04/10 3pp 


7903130071 Forwards info in response to 790321 request re details of 
p Ian t shutdowns 

DENTON, H R Office of Nuclear Reactor negulatlon 79/04/10 4p p 


7905240471 Discusses draft safety evaluation of mod to drop pressurlier 
level as required ECC8 initiating signal Mod b Tech Spec 
changes acceptable 

LAINAS, Q Plant Sgstema Branch 79/04/27 ip 


7905290050 Forwards Amend 29 to Llconaa DPR-43, safety evaluation b 
notice of Issuance b availability 

SCHWENCER.A Operating Reactors Branch I 79/04/27 2p p 


—7903290034 Amend 29 to License DPR-43 revising Toeh Specs to require 
actuation of safotg injection based on two out of three 
channels of lou pressurlier prossuro 

SCHWENCER.A Operating Reactors Branch 1 79/04/27 6pp 


—7903290060 Safety evaluation suppoitlng Amend 29 to License DPR-43 
« Office of Nuclear Reactor Regulation 79/04/27 2pp 


—7903290064 Notice of Issuance b availability of Amend 29 to License 
DPR-43 

SCHWENCER.A Operating Reactors Branch 1 79/04/27 2pp 


7905100209 Forwards E»«on Nuclear Co rapt XN-NF-79-27, "Cg c 1# 5 BAR" b 
WI Nuclear Co repts "Reload Safety Evaluation," dtd 790431, 
b "Reaetap Test Program," dtd 790331 

MATHEWS, £ R Wisconsin Public Service Corp 79/05/0Q Ip 


—7903100290 "Cgcle 5 SAR " 

JOHNSaM, B L . CHERNO, J C , SKQQEN, F D Ecion Nuclear Co , Inc 
(subs of Erxon Corp ) )(N-NF-79-27 79/04/30 aSpp 


— 7903100291 "Reactor Test Program " 

» Wisconsin Public Bervlce Corp 79/03/01 27pp 


—7903100292 "Reload Safety Evaluation " 

HOLLY, J T , ROP80N, D J , WOZNIAK, 8 F Wisconsin Public Service 
Corp 79/04/30 34p p 


7903300028 Forwards "Reactor Teat Program " 

MATHEWS, E R Wisconsin Public Bervlce Corp 79/03/22 Ip 


—7905300030 "Reactor Test Program, Revia 1 on i " 

e Wtseonstn Public Ssrvlce Corp 79/05/22 30pp. 


Q Inspection reports, IE Bulletins b correspondence 


7905010273 Forwards IE Info Notice 79-06, "Strees Analysis of 
Saf e tg-Relatsd Piping " 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/03/23 
Ip 


7905040063 Forwards IE Info Notice 79-07, "Rupture of Raduaste Tanks " 
KEPPLERi J. 0 Region 3, Chicago, Office of the Director 79/03/26 
ip 


7905010186 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sgs w/8vc Air Sys Used as Source of Breathing 
Air " 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/03/20, 

Ip 
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7903030069 Forwards IE Bui 1 b tin 79-06i "BbvIsuj of Operation*! Errors h 
Svs Mlial Ijnments Id»nt»fl»d Dorlnj TMl Incident " UtensBo 
action r«<tulred 

KEPPLEHfJ O Region 3t Chicagot Office of the Director 79/04/'ll 

<P 


— 7905300399 LEH 79 -003/01 X-2 on 790231 diesel genera tor I A nenuil igeil 
control felled on 790321(0302 h 13 Caused bg eicesslv* 
wear to bronie pinion Is sgnchro-niotor goer housing due to 
Improper gear allgninent i 

RUITCR. 0 H ■ HARCHI.iM L Hlsconeln Public Service Cerp 79/M/3 
Spp 


7903010619 Forwards IE Bulletin 79-06 Ap "RewiBU of Operational Error* t< 
Sfs Hi sal I gnmont* Identified during THl Incident “ Licensee 
action required 

KEPPLEft. J G Region 3 p Chicagop Office of the Director 79/04/14 

Ip 


DOCKET 90-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 
F Securltypp avedlcel. amergenev b fife protection plane 


7909090434 Forwards IE Bulletin 79-06Bp "HevlBW of Operational Error* fe 
Eg* Ml sal ignnent* Identified During TMI Incident " 

KEPPLEfip J 0 Region 3p Chicago. Office of the Director 79/04/14 

ip 


7905040443 Foruards IE Bulletin 79-07i "Seismic Stress Analysis of 
Safety-Related Piping Licensee action required 

KEPPLER. pj 0 Region 3p Chicago, Office of the Director 79/04/14 

ip 


790S070499 Forwards info requested In NRC 790206 Itr re fire protectl 
program Revision to 780S1S fire protection outline end, 

HAVERfL D Morthern States Power Co 79/03/02 13pp 


7909300406 Foruards supplemental Info on status of security plan 
Implementation Info withheld (ref 10CFR2 790> 

MATER p (. D Northern States Poucr Co 79/03/29 Ip 


I Financial Information 


7903040600 Forwards IE Bulletin 79-OSi- "Events Relevant to Boiling 
Water Power Reactors Identified During TNI Incident " 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 79/04/14 

IP 


7903290301 Responds to IE Bulletin 79-03 investigation of piping 
records reveals that welded seam pipe mfg by Youngstown 
Welding tc Engineering Co net need in fabrication of eafety- 
related sys at facility 

MATHEWS. E R Wisconsin Public Service Corp 79/04/16 ip 


7903030293 Forward* IE Bulletin 79-09, ’’Fallore* of OE Type AK-2 
Circuit Breaker in Saf ety-Related figs “ Licensee action 
required 

KEPPLER, J O Region 3, Chicago. Office ef the Director 79/04/17 
ip 


7905080319 Forwards IK Bolietln 79-03D. "Nuclear Incident et 
T(11”8oppl " 

KEPPLER,./ 0 Region 3, Chicago. Office of the Director 79/04/21 
ip 


7905240289 Responds to IE Bulletin 79-07 re satsmlc stress analysis of 
saf ety-re 1 atsd piping Method used in analysli of seismic 
loading is square root of sum of squares, not that mentioned 
In bullatin 

HATHEUS.E R Wisconsin Public Service Cerp 79/04/23 13pp 


7903240319 Responds to IE Bulletin 79-04. "Incorrect Weights for Swing 
Chect Valves Mfg by Velan Engineering Cerp " Accepted 
weights reanalgied & found te be ulthln ellowable safety 
1 Imi ti. 

MATHEWS. E R Washington Public Power Supply System 79/04/26 3pp 


R Periodic operating reports (• related correspondence 


7903I3'0330 Forwards monthly operating rapt for Apr 1979 

MATHEWS. E R Wisconsin Public Service Corp. 79/09/07 ip 


— 7903130333 Monthly operating ropt for Apr 1979. 

wAi I ace. J J Wisconsin Public Service Corp 79/04/30 4pp 


table occurrences. LERi 6 related correspandence 


7905190223 Forwards "Financial ti Statistical Info" as suppl to "Aenue 
Financial Rept 1970 " 

DRU3VEN. A 0 Northern States Power Co 79/03/10 ip 


— 7909130231 “Financial U Statistical Info." submittod as suppl t« 
"Annual Financial Rapt 1978 " 
e Northern Statee Power Co 79/03/31 21pp 


J Insurance 6 Indemnity information 


7903070497 Confirms Increastd liability limit to *124. OOO. 000 for 
policlas NF-1,2S.43. 76, 83. 100, 111, 140, 146. 131. 161, 164. 170. 

173. 174. 178, 179. ISO, 182, 189. 186. 187. IBB. 189. 192. 193, 194. 199. 
197. 198.200. 201.204.206. 207, 208, 210. 212. 214. 213. <i othere. 
OVATTRDCHHI. 3 American Nuclear Insurers 79/03/01. tp 


7903070382 Confirms increase in liability limit to *36. OOO. 000 for 
policies MF-22, 26,29. 38. 39. 44, 46, 47. 49. 30, 31. 32. 33. 34. 33. 36. 

57, 98.60. 61.64. 66.67. 68, 69. 70. 71,72, 74,76. 77, 78. 79, 80.86, 87. 

88. 90. 91. 92, 93. 94. 93 & 96 

ROBERTS. D H Mutual Atomic Energy Liability Underurlters 79/0)/C 
>P 


7909140477 Forwards Amend 7 to Indemnity Agreement B-60 per lOCFRlW 
changes. re Increase in Itahlllty Insurance from *140 million 
to *160 ml 1 lion, effective 790901 Supporting documentation 
cnc 1 

SALTZHAN.J Antitrust 6 Indemnity Oroup 79/03/01. 6pp 


7903230394 Forwards Amend 9 to Indemnity Agreement B-42 l» Amend 7 |g 
Indemnity Agraament B-60, 

JOHNSON, R.O Northern atates Power Co 79/03/18. Spp 


P Operating license stade documents 1< correspondence 


7903020490 Discusses 790313 telcon w/R Saro of Westlngheuse ra 
Incorrect weights for Velan Modal C69S 6-lnch check valves 
ustd In safety Injection sys 

SCMWENCER.A. Operating Rtactors Branch 1 79/04/02 tp. 


7909020236 Forwards PWRPTS computer code Input l< affidavit raquastlnl 
scemptlon from public disclosure Computer code input 
withheld iref 10CFR2 790» 

MAYER. L O Northern Statss Pouar Co 79/04/18 33pp 


7903240308 Forwards Ansndi 33 «< 29 to Liesntet DPR-42 h DPR-60. 
respectlvsly, safety evaluation & notice of Issuance 1< 
aval labl 1 i ty 

eCHWEMCEfi. A. Operating Reactori Branch 1 79/04/20. Spp, 


— 7905240322 Amanda 39 4< 29 to Licenses DPR-42 «• OPR-6O1 respactlvely 
changing common station Tech Specs re refueling t. 
tncorporetlng changes to App A Tsch Specs to support 
opsratlon in Cycle S ui/rsload fuel by Eifon Nuclear Co. 
eCHWENCEft.A. Operating Reactors Branch 1. 79/04/20, I9pp 


— 7903240329 Safety evaluation supporting Amends 39 1. 29 to Llcentti 
DPR-42 a. DPR-60t respactlvely. 

• Office of Nuclear Reactor Regulation 79/04/20 19pp 


—7903240333 Notice of Issuance it availability of Amends 33 ti 29 to 
Licenses DPR-42 It DPR-60, rstpectlv*l«. 

BCHWENCER, A Operating Rsactors Branch 1, 79/04/20. 3pp. 
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7909010474 F'orwardi application for amend to Lleenit* DPR-4S (< DPR- 6 O 1 
changing Tech 3pac« rt presiurltar Initiating algnalt for 
tafttg Injection ilgnale Amend fee & propoeed Tech Spec 
ehangei end 

HAVER) L. 0 Northern State* Poyar Co 79/04/26 lOpp 


79Q9O'S0462 Forward* ambient eound level lurveg in raiponee to recent 
J tehr ro^ueet for addl info re ETS 

UARD)E C Northern State* Power Co 79/04/27 2pp 


7909010479 Forward* amend fee of Mr 400 for License* DPR-42 DPR-60 
a Northern State* Power Co 79/09/01 Ip 


7909140214 Submit* Environ Event Rept 79-03 for 790424-0902 discharge 
canal gate structure under water) render ing control & 
leonltorlng of blowdown flow inoperable 
UAROrE C Northern States Power Co 79/09/0B Ip 


Q Inspection report*) IE Bulletins it correspondence 


7909010262 Forward* IE Info Notice 79-06) "Stress Analysis of 
Baf etg-R* lated Piping " 

KEPPLER. J 0 Region 3) Chicago. Office of the Director 79/03/23 

Ip 


7903080909 Forward* IE Bulletin 79-090. "Nuclear Incldant at 
Tlil-Suppl " 

KEPPLER) J 0 Region 3. Chicago. Office of the Director 79/04/21 
Ip- 

7909140100 Act receipt of 790410 Itr Informing NRC of steps taken to 
correct violation* noted In JE Insp Rept* 30-282/79-03 ti 
90-306/79-03 

DAV18.A B R*glon 3. Chicago. Fuel Facility fc Haterial* Safety 

Branch 79/04/29 Ip 


— 790S140104 Respond* to NRC 790323 Itr re violation* noted In IE !n*p 
Rept* 30-282/79-03 & 90-306/79-03 Corrective actions torque 
values were reduced <> new bolt* were retorqued to specified 
va 1 ue 

HACHTERi L J Northern State* Power Co 79/04/10 2pp 


DOCKET 30-306 PRAIRIE ISLAND NVCLEAR STATION. UNIT 2 


Q. Inspection reports. IE Bulletins (> co'rr e spondsne e 


7909290290 Responds to lE Bulletin 79-09 OE Type AK-2 breaker* nob In 
use at unit 

MACHTERiL J Northern State* Power Co 79/03/04 ip 


7909040048 Forward* IE Info Notlc* 79-07. "Rupture of Radwaste Tanks " 
KEPPLER. 0 0 Region 3. Chicago. Office of the Director 79/03/26 
IP 


7909090126 Forward* IE Insp Repts 90-202/79-06 V 90-306/79-06 on 
790227-20 li 0301-02 

DAVI 81 A S Region 3. Chicago. Fuel Facility & Haterial* Safety 

Branch 79/03/26 2pp 


R Periodic operating reports (c related correspondence 


7905010309 Forward* monthly operating rapt for Fab 1979 
HAVER. L □ Northern States Power Co 79/04/25 Ip 

— 7905010311 Monthly operating rept for Fob 1979 

HUNSTAD, A A Northern Statee Power Co 79/03/01 2pp 


— 7909090131 IE In*p Rept* 90-282/79-06 »< 90-306/79-06 on 790227-28 «• 
0301-02 No nencompt lance noted Major areas inspected 
emergency p Ian. emergency facilities, equipment suppliai. 
radioactive effluent *y* emergency training 
OESTHANN.H. J. . ESSIO. T H Region 3. Chicago. Office of the 
Director 79/03/20 6 pp 


7905010174 Forward* IE Info Notlc* 79-O0i "Interconnection of 
Contaminated 8 y* w/ 8 vc Air By* Used a« Source of Breathing 
Air " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/03/28 
IP 


7909010410 Forwards IE Info Notice 79-09. "Spill of Radloacttvely 
Contaminated Rasln " 

KEPPLER. J 0 Region 3. Chicago. Office of th* Director 79/03/30 
>P 


7909070344 Responds to IE Bulletin 79-03 All longitudinal weld* of 
A8TH-A31 stainless stsel piping lOOX radiographed (. free of 
defect* Addl testing unnecessary. 

WACHTER. L J Northern Stats* Power Co 79/04/10. Ip 


7909030040 Forward* IE Bulletin 79-06. "Review of Operational Error* & 
By* Misalignments Identified During THI Incident " Licensee 
action required 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director 79/04/11 
Ip. 


7909010600 Forwards IE Bulletin 79-06A. "Review of Operational Errors 1. 
By* Mlsalignmsnt* Idsntlfled during TMI Incident." Licensee 
action required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/04/14. 
‘P 


7903040409 Forward! IE Bulletin 79-06B. "Review of Operational Errore (t 
By* Misalignments Identified During THI Incident," 

KEPPLERiJ, O Region 3. Chicago. Office of the Director 79/04/14 
IP 


790S040491 Forward* IE Bulletin 79-07. "Seismic Stress Analysis of 
Sefety-Ralatod Piping." Lleantse action roqutrad, 

KEPPLER. J.O. Region 3. Chicago. Office of the Director 79/04/14 

Ip. 


7909040576 Forward* IE Bulletin 79-08. "Event* Relevant to Bolling 
Water Power Reactor* tdontlflsd During TMI Incident " 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director, 79/04/14 
Ip. 


7909030237 Forwerd* IE Bulletin 79-09. "Falluro* of OE Typo AK-2 
Circuit Broakop in 8 ef ety-Related By* " Licensee action 
required, 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director 79/04/17 


7909190496 Forward* monthly operating rept for Apr 1979 
HAVER. L 0 Northern State* Power Co 79/03/10 tp 


“7909130499 Monthly operating rept for Apr 1979 

HUNSTAD. A A Northern State* Power Co 79/09/01 Qpp 


S Raportable occurrences, LERt It related correspandsnee 


7903030364 Forward* LER 79-009/OIT-0 

MAYER, to Northern States Power Co 79/04/26 Ip 


—7905030367 LER 79-009/01T-0 on 790412 notified by vendor that small 
break In pressurlter indicator Lp nay hang up whits Pp 
decreasas. dole y Ing safety injection Nos t inghoue o recommends 
manually Initiating safety injsetlon Implement* 

HUNSTAD. A A Northern States Power Co 79/04/26 lp 


7903110127 Forward* LER 79-O0B/O3L-O 

MAYER, L 0 Northern States Power Co 79/03/00 tpp. 


— 7903110131 LER 79-OO0/O3L-O on 790408 safety Injection pump II failed 
to start automat teal 1 y I start fd in manual. Cause unknown Evsnt 
could not bo repeated Feasiblltky of monitor light to detect 
failures being studied 

HUNSTAD. A A Northern Stats* Power Co 79/09/08 ip 


7909210279 Forward* LER 79-0U/O3L-O, 

MAYERiL a. Northern States Powsr Co 79/09/16 lp 


--7909210283 LER 79-Oil/03L-0 on 7904 I6r transfor/nsr fal Isd. leaving plat 
w/ons source of offslts power Caused by switching error 
Transformer replaced prior to rqstart. Invostl gat 1 on 
e ontlnu ing 

RUETHER.J.C, Northern State* Power Co. 79/09/16 lp 


7909220114 Forward* LER 79-013/03L-0, 

HAVER. L 0. Northern State* Power Co 79/03/17. lp 


— 790S22011B LER 79-0t3/O3L-0 on 790417. during Inve* 1 1 gat Ion of 
discrepant statue light Ind Icatlon. dl esel cooling 
water pump 22 engine was inadvertently tripped Caused by 
personnel error. Personnel to review event. 

HUN 8 TAD.A A Northern States Power Co 79/09/17. lp 


DOCKET 30-309 MAINE YANKEE ATOMIC POWER PLANT 


r Security, mtdlcal. emergency (• fire protection plans 


7909300019 Details espanslon of fire brigade siie. 

MOODY. O.E. Maine Yankee Atomic Power Co 79/0S/S4. lp. 



DOCKETED ITEMS 


96 

O Adjudicatory t orrespondtrtc « 


7905230044 Forwards Lsjislative Util Consumers' Council's petition to 
intervene 

JUDD.H T Men) Hampshire. State ol 79/04/03 2pp 

— 790S2S0046 Petition to Intervene re 790313 order to show cause 
JUDD.H T K«u Hampshire. State of 79/04/03 2pp 


7905230792 Act receipt of 790314 telegram pties tionlng shutdouin of 
facility Oiractor of ffuclear Reactor Raguiation ui 1 1 shortly 
be in position to reconsider -ujhether continued suspension of 
Operations remains necessary 
MENOHtEiJ H Commission 79/04/13 ip 


— 7905330Q03 Protests shou cause order mandating shutdown of facility t. 
requests reconsideration of order 

THURLOW, E M Maine Yankee Atomic Power Co 79/03/14 Ip 


H General correspandence 


790S070011 Responds to 790313 request Feruards 794302 submittal re 
transformer failure ii statistical rept for Sept 1975 
W/o end 

REID. R M Operatinj Reactors Branch 4 79/03/16 Ip 


79030IOS49 iiryes HRC to put facility back on line 

RENVj R H Maine Merchants Association. Inc 79/03/34 ip 


790S340B19 In response to 790329 Itrj forwards addl info re control rod 
tube wear Ongoing reviews of guide tube wear & asgmetric 
XOCA loads do hot rey.uire plant shutdown at this time 
'REID.R Vi Operating Reactors Sranch 4 79/04/19 3pp 


709300661 Reviews NRC actions taken to eipedlte returning plant to 
operation 

HENDRIE. JH Commission 79/03/02 3pp. 


■79433006S6 Reviews untimely energy Impact of NRC decision to close 
plant Urges aKpeditious review 
COHEN. U S Senate. 79/03/26 Spp 


Financial Inforeiablan 


709230935 Forwards statement Of capital reiiuiremettts 6 sources for 
CV79iln response to 760203 rdRuest 

CRABTREE, R A Maine Yankee Atomic Power Co 79/05/16 8pp 


Insurance ft Indennitg information 


703070497 Confirms Increased liability limit to $124, 000. 040 for 
ppiiclas NF-t.39i 43, 76,83, iOO, 111. 140, 146, 191, 161, 164, 170, 

173. 174, 176, 179. 180, 163. 189, 186. 187, 188, 169, 193, 193, 194. 199, 

197, 19S, 300,301, 304, 306, 307, 208.310, 313,814, 313, & others. 
QUATIRDCHHI. 0 American Nuclear Insurqps 79/09/01 Ip 


709070S83 Confirms Increase in liability limit to 936,000,000 for 
policies HF-33, 26, 39,68, 39,44, 46.47, 49, 90. 91, 93, 93, 94, 35. 36, 

97, 58.60. 61,64, 66. 67.68, 69.70, 71, 78, 74, 76. 77, 78, 79,60, 06.87, 
89,90,91^93,93,94,99 6 96 

tual Atomic Energy (UlablHty Underur 1 tars. 79/09/01 


7905430I99 Aek receipt of 790402-03 submittals in raspanse to 790313 
order to show cause Forwards request for addl info 
REID, R W Operating Reactors Branch 4 79/04/10 4pp. 


7909470373 Notification of 790480 meeting w/utll in Hethesda.MO tp 
discuss studies d6ne in support of SHOCK 1 computer cede c 
app 1 Icat i on 

NELSON, C C Operating Reactors Branch 4 79/04/19 tp 


7905S9003S Responds to 790413 requost're QA program Suggests riuliien 
number of YQQAP— I— A not be designated 
HEIDEA, L H Yankee Atomic Electric Co 79/04/24 Ip 


7909244367 Summary of 790420 meeting u/utll & 86M in BethstdaiKD re 
use of PSTRES6/8H0CK 1 computer code 

NELSON, C C Operating Reactors Branch 4, 79/04/36 Spp 


7903040619 Forwards status rept on 790427 "Plan for Verification of 
Dynamic Analysis Codes " 

JACOBS, 8 B Stone & Mebster Engineering Corp 79/04/37 Spp. 


7905090330 Forwards addl Info in response to NRC 790408 Itr rs 
Independent review of SHOCK 16 3 computer runs ti C-E's 
dynamic seismic analysis of reactor coolant sys 
OROCE.R H Maine Yankee Atomic Power Co 79/04/37 Itpp 


7945070348 Forwards Revision 6 I, Amend I to Revision 6 of aperatConil 
OA program, as requested in 790410 Itr 

OROCE.R H Yankee Atomic Electric Co 79/04/30 4pp, 


— 7905070393 Informs that revisions to OA program are acceptable 
HAAS3. U P Ouallty Assurance Branch 79/04/10 t7pp, 


7905040914 Submits info requested at 790430 meeting on piping tyi 
seismic raivlew spectrum curves, p ip ing designs 6 other 
points Demonstrates satisfactory requirements of 790313 
order to show cause Supporting documentation end 
JOHNSON, H P Maine Yahhee Atomic Power Co, 79/09/03, 31 pp 


7909060439 Inform that program will be Initiated to update anelyiis 
for all safety-related piping sys, consisting of field 
verification of piping 6 reanalysls following method 
detailed in 790601 Itr 

GROCE.R H Maine Yankee Atomic Power Co 79/09/02 Ip 


7909090061 Forward! comparison of pipe stress rssults from 
SHOCK O/SHOCK 1 t, BHOCK 0/NUP1PE-8U for identical piping 
geometries 

ORaCB«fi,H Maine Yankee Atomic Power Co 79/09/04. a9pp. 


7909090373 Forwards '*aummary of Design Margins *i Crltsrla for ME VaniM 
Atomic Power Station" for piping syt seismic rsview 
CROCB-R.H Maine Yankee Atomic Power Co 79/09/09 tp 


— 7903090379 "Summary of Design Margins It Criteria for ME Yankee AldAl* 
Power Station" for piping eye eclimlc review 
* Maine Yankee Atomic Power Co. 79/03/03 37pp, 


7909490383 Forwards responses to NRC 790904 questlennalra re lots! >411 
of offsite power, reactor coolant sys leak, major las* of 
riactor coolant, steam line rupture & engineered safeguarde 
UOaD, E C Maine Yankee Atomic Power Co 79/09/07 &9pp 


7909140239 Forwards proprietary documents requested during 790301-04 
special Insp 

ERLEIf CNE, J. A Stone 6 tJcbiter Engineering Corp 79/09/06 If 


—7909140249 Requests withholding Technical Ouldellne EMTO-23'0 t. 
Technical Rept EMTR-612 (ref lOCFRa 7901 . Affidavit and 
KENNEDY, W,J Stone 6 Webster Engineering Corp 79/09/04 lOpp 


7903140382 Confirm 790904 telcon w/HT Russell re computer did 
associated w/SHOCK 0 program, 

KENNEDY, W J Stone 1< Webster Engineering Corp. 79/08/09 Ip. 


7909190434 Details status of piping seismic review of SHOCK □ prtfrfs 
Program to calculate natural fraquenciet will be evaluated 
to determine effects on original stress analysis results 
4R0CE,R,H Mains Yankee Atomic Powsr Co 79/09/10 Ip, 


7909230467 Forwards rstponse to NRC 790908 request for Info r* anilfilt 
of main feedwater pressure relief sys 
NDOD, E. C Maine Yankee Atomic Power Co. 79/09/10 Spp 


7909160333 Notifies that review of computer deck is comf^l e ted, SHOCK 0 
program still unrecovered. Piping sys eonservetlvely de'slgnad 
4 wilt perform intended function, 

KENNEDY, If. J, Stone (febster Engineering Corp 79/09/11, Ip 
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79O»190191 Forward* re*pon*o to 790314 raqueit for info re thermocouple 
lead* ffifg by Reuter-Stofces Ceneda Ltd 
WaODi E C Maine Vankeo Atomic Power Co 79/05/14 Spp 


790321011 I Forwards SHOCK 1 computer proprem listing Supersedes 
submittal of 790406 Program listing withheld Irof 
lOCFnZ 790) 

HENNEDYiW J Stone ti Mobster Engineering Corp 79/05/14 Ip 


79033ZOS43 Submit* info re containment iaoiotlon *y». purging sys f/ 
C-CCSa in re«pon»o to 790309 request 

WOODi E C Main# Yankee Atomic Power Co 79/05/14 4pp 


7903220S91 Submits info re pressuriier heaters> feedwater ti steam 
geiteraborsi in response to 790310 request 

WOOD.E C Maine Yankee Atomic Pnwer Co 79/05/14 9pp 


7903210130 Forwards Shock 0/6hock 1 piping comparisons 

OROCEiR H Maine Yankee Atomic Power Co 79/05/15 23pp 


7903210161 Requests 790313 order to show cause bo lifted 

VAMOEMBUnOHt D Maine Yankee Atomic Power Co 79/03/13 4pp 


79032SO139 Submits info restating position re adequacy of good title 
seismic design ti piping Piping itreeses within FSAR criteria 
(i in many cases lower than praulously calculated 
JOHNSON. M P. Maine Yankee Atonic Power Co 79/05/lB Spp 


7903291)333 Summariiss proeedurei <t cslculatlonal techniques used in 
reanAlysis of piping sys designed w/SHQCK tl computer 
program Reanaiysis will satisfy 790313 order to show cause 
KCNNCDY. M J Stone t< Mebstar Engineering Corp 79/05/lB 6pp 


7903240636 Forwards Offsite Dose Calculation Manual 

ORQCEiP M Maine Yankee Atomic Power Co 79/03/31 Ip 


— 7903240659 Offsite Uose Calculation Manual 

e Maine Yankee Atomic Power Co 79/03/14 43pp 


7903040211 Forwards IE Bulletin 79-00, "Events Relevant to Boiling 
Hater Power Reactors Identified During TMI Incident 
GRIER, B H Region 1, Philadelphia, Office of the Director 
79/04/14 Ip 


7903030073 Forwards IE Bulletin 79-09. "Failures of GE Type AK-2 
Circuit Breaker in Safe t y — Re lated Sys " Licensee action 
required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/04/17 Ip 


7903020270 Forwards IE Bulletin 79-06A. Rev i s i on 1, "Review of 
Operational Errors f, Sys Misalignments Identified During TMI 
Incident " 

CR lER. B H Region 1, Philadelphia, Office of the Director 

79/04/10 Ip 


7903330436 Responds to IE Bulletin 79-07 re seismic analysis of safety- 
related piping Currently addressing bulletin under NRC order 
te show cause, dtd 790313 

GROCE, R H Maine Yankee Atomic Power Co 79/04/24 Ip 


7903330333 Responds to IE Bulletin 79-06B re TMI errors Forwards info 
re review of operationel errors t sys misalignments 
identified during TMI 

VANDENBUROM, D E Maine Yankee Atomic Power Co 79/04/26 Spp 


7903210137 Submits addl info to IE Bulletin 79— 06B re TMI errors Will 
evaluate design change to isolate component cooling to 
reactor coolant pumps on spray signal 

GROCE, R H Maine Yankee Atomic Power Co 79/05/14 Ip 
R Periodic operating reports 6 related correspondence 


7903130316 Forwards monthly operating rept for Apr 1979 
MOODY, D E Maine Yankee Atomic power Co 79/03/12 Ip 


— 7903150520 Monthly operating rept for Apr 1979 

SJOGREN, R M Maine Yankee Atomic Power Co 79/03/12 Spp 


Q Inspection report*. IE Bulletin* 4< correspondence 


7903010119 Forward* IE Info Notice 79-06, "Stress Analysis of 
Bafety-Related Piptag " 

DRIER, U M Rsglon 1, Philadelphia, Office of the Director 
79/03/23 Ip 


T Hearing transcripts on non-anti trust matters 


7903290031 Transcript of 790303 briefing in Washington, DC Pp 1-S5 
HENDRIE.J M , OILINSKY, V , KENNEDY, R T Commission 79/03/03 
SSpp 


79O30I0O3O Forward* IE Info Notice 79 -OBf "Interconnection of 
Coistamlnatad Sys w/Bvc Air Sys Used as Source of Breathing 
A1 fe 

CRIER, D M Region I, Philadelphia, Office of the Director 

79/03/20 Ip 

7903030105 Raspond* to IE Bulletin 77-03 re design Si fabrication of 
piping eys No action necessary by util. 

MOODY, D E Maine Yankee Atomic Power Co, 79/03/2H Ip 


DOCKET 30-311 SALEM NUCLEAR GENERATING STATION. UNIT 2 


A App 1 icatlon/canstruction stage documents S correspondence 


790S300S94 Notifies that demonstration of integrity of channelhsads 
must be undertaken through direct raenltoring 
To maintain review schedule. monl taring plan should be 
forwarded promptly 

PARR, O D Light Hater Reactors Branch 3 79/04/23 2pp 


7903010301 Forward* IE Info Notice 79-09, "Spill of Radtoac tlvely 
Contaminated Resin " „ 

GRIER, D H Region 1, Philadelphia, Office of the Director 

79/03/30. Ip 


7903040519 Forward* response to request for addl lnI*o re rept on 
structural Integrity containment test 6 valve data for 
36-inch It lO-lnch valves associated u/contalnment purge I, 
pressure vacuum relief sys 

MITTL, R L Public Service Electric ti Gas Co of New Jersey 
79/04/24 4pp 


7903020033 Forward* IE Bulletin 79-06, 
Bye Mieal Ignments Identified During 
action required 

GRIER, D.H Region 1, Philadelphia 

79/04/11. Ip 


"Review of Operational Errors 6 
TMI Incident " Licensee 

> Office of the Director 


790S1S0482 Notifies that 790330 application for oiteniion of facility 
completion date was not accompanied by amend fee Requested 
action falls into fee Class II Requests prompt submittal of 
fee 

MILLER. W. 0 License Fee Management Branch 79/04/26 Ip 


7905290134 Forward* IE Insp Rept 30-309/79-03 on 790404-06 No 
none ompl lance noted, . i. 

CARLSON, R.T. Region I, Phlladelph la, Reactor Construction i 

Engineering Support Branch 79/04/13 Hpp 


7903240226 Requests addl info to continue evaluating request for 
extension of const completion date 

PARRiO D Light Water Reactor* Branch 3 79/03/01 2pp 


—7903290137 IE Insp Rept 30-309/79-03 on 790404-06 Nn noncomp Hanes 
noted Major areas Inspected saldmle design = 
of as-built drawings for affected sye ti walking of affected 

Region 1, Philadelphia, Office of the 


lines far ons sys. 
FABANQ, A, N . TRIPP, L 
Director 79/04/12 


Spp 


7903020342 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping." Licensee action required „ 

ORIErI'd H Region 1, Phi ladalph la, Office of the Director 

79/04/14. tp. 


7903040046 Forward* IE Bulletin 79-068, "Review of Operational Errors i. 
Sye IHeallgnmenti Identified During TMI Incident, Licensee 

Sr "R egion 1, Philadelphia, Office of the Director 
79/04/14, Ip. 


79030804S1 Forwards supplemental test data re seismic qualif icatlon of 
3kV switchgear relays. to satisfy request for addl info 
established by review team during 790226-29 site audit 
MITTL. R L Public Service Electric 6 Gas Co of New Jersey 
79/03/02 2pp 


905000403 "Protective Relay Seismic Data.HFA, lAC lAV, Ref 
Documentation for NRC SORT Review, Response Item 2 


400pp 


7905090309 Forward* updated listing* of 

test* which may not be completed until ^rter 
loading Requests deferral of incomplete test 
MITTL, R L Public Service Electric l< Gas Co 
79/05/04 6pp 


Including preaperatlonal 
initial fuel 
i terns 

of Mew Jersey 
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??OS320349 Ratpontit to He* t 790329 notification of potential 
afngle dropped rod event* uhlch could lead to DH9 ratio* 
lower than reported Unit* art four loop plant* t do not 
have potential protlani 

MITTL. R L Public Service Electric i Oa* Co of New Jerteip 
79/03/13 2pp 


7903290100 Submit* addt Info re HPSHf available for RHR pujnp durinj 
accident recovery recirculation mode 

MITTL, R L Public Service Electric l< Oa* Co of Mew Jer*ey 
79/05/17 4pp 


7903290415 Forward* excerpt* from Hyle Lab* tiiimic yual I f Ica tion te*t 
rapt* 

MtTTLiR L Public Service El»etplc *< Oa* Co of New Jir**y 
79/03/23 30pp 


M Ocneral correspondence 


7903070450 Act receipt of 79021* resolution opposing storaa* of high 
level radioactive waste* In touniMp Objections should be 
made at ASLD hearing Eipanslon of etorage poolt 1* unlikely 
No independent faellltie* are planned 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/29 Spp 


7903140291 Respond* to 790312 Itr re rB*alutlon adopted on 79021* by 
Townihlp of Lower Allouays CreetiNJ Resolution opposes 
itorage of high level uaitee Forwarde NRC response 
OOSSiCKiL V Office of the Executive Director for Operation* 
79/04/11 ip 


I Financial Infortnatlon 


7903020369 Forward* IE Bulletin 79-07, "Seismic Strei* Analyid of 
Saf et<|-Rslated Piping " Licensee action required 
ORIER.B N Rag ion t, Philadelphia, Office of the Director 
79/04/14 Ip 


7903040093 Forward* EE Bulletin 79-068, "Review of Operational Erteiil 
Sy* Hi sal Ignment* Identified During THE Incident “ 

CRIER, B H Region li Ph 1 ladelph la, Office of the Director 
79/04/14 ip 


7903040202 Forward* IE Bulletin 79-OS, "Events Relevant to Boltipi 
Hater Power Reactor* Identified During TMl Incident " 

CRIER, a H Region 1, Philadelphia, Office of the Director 
79/04/14 Ip 


7705030101 Forward* IE Bulletin 79-09, "Failure* of OE Type AK-2 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

ORIERiB H, Region li Philadelphia, Office of the Director 
79/04/17 Ip 


7703020322 Forward* IE Bulletin 79-06A> Ravi* Ion 1, "Rtvieu of 
Operational Error* tn Syt Misalignment* Identified During TMl 
Incident " 

ORIERiB H Region I, Phi ladelph la, Office of the Dtractor 
79/04/ia Ip 


7903290072 Responds to IE Bulletin 79-07, "Seismic Stress Analyil* c.f 
Safety-Relatsd Piping " Provides results of Hestinghousa 
analytli of reactor coolant loop 6 large bore Class I 
p Iplng 

SCHNEIDER, F M. Public Service Electric * Cas Co of New Jersey 
79/09/03 27pp 


790S070647 Forwards "Annual Financial Rept, 1973“ for Public Bve 
Electric & Oaf Co, Atlantic City Electric Co, Qelmarva Power* & 
Light Co & Philadelphia Electric Co 

FRVLINOiR Public Service Electric t< Oas Co of New Jersey 
79/04/30 t62pp 


J Iniuranee 6 indemnity Information 


7909070497 Confirm* Increased liafalllty limit to *124,000,000 for 
policies NF-t, 29, 43, 76,fl3, 100, 111, 140, 146, 191, 161, 164, 170, 

173. 174, 170, 179, 180, 102. 189, 106, 137, IQQ, 169, 172, 193, 194, 179, 
197. 198, 200, 301.204, 206.207, 200.210, 212,214, 213, ti others 
QUATTRaCHHI, J American Nuclear Insurers 77/03/01 tp 


7903070982 Conf irms Increase In liability limit to *36,000,000 for 
policies MF-22, 26, 27, 30,39, 44, 46, 47, 47, 90, 91, 92, 93. 34, 99, 36. 

97, SB, 60, 61, 64, 66.67, 60. 69, 70, 71. 72, 74, 76,77, 78, 79.30, 86, G7. 

80, 70, 91, 92, 93, 94, 95 «< 96 

ftODERTSi D M Mutual Atomic Energy Liability Underwriter* 79/09/01 

Ip 


7909290069 Forward* Endoreementi 33,34 6 35 to ANI Policy NF-230 
CORREA. C Marih fc McLenon, H t M Nuclear Consultants, Inc Dlv 
79/03/22 4pp 


Q Inspection reports. IE Dullatlns it correspondence 


7908010140 Forward* IE Info Notice 79-06, "Btres* Analysis of 
Saf ety-Rt lated Piping " 

GRIERrB H Region I, Philadelphia, Office of the OtreetOT, 
79/03/23, Ip. 


7909300743 Forward* IE Insp Rept 90-311/79-17 an 790306-00 Ne 
noncompllenee noted 

BRLfNNER.E J Region i> Philadelphia, Reactor Operation* Nuclear 

Bupport Branch 79/03/23 2pp 


■7909300788 IE Inep Rapt 90-311/79-17 on 790306-08, No noneomp 1 lance 
noted. Major areas Inspected' star tup test program, test 
procedure review «< vertflcetion, plan* for plant operational 
test* 4i plant tpur 

BETTENHAU8EN.L , FAB AND, A, N Region 1. Philadelphia, Office of 

the Director. CAPHTON, D L Region!. Ph 1 ladelph la, Reactor 

Operation* Nuclear aupport Branch. 79/03/21 gpp 


7909290069 Responds to IE Bulletin 79-03 No safety-related pip* 
aesemblia* from Voungetown Melding >t Engineering Co are 
weed, 

SCHNEIDER. F, H. Public Service Electric U Oas Co of New Jertey 
79/04/04. 2pp, 


R Periodic operating reports 6 related correspondence 


7905080462 Forward* Mar 1979 opsratlng rept for industrial wait* 
treatment plant 

MIDLIRAiK J Public Service Electric 6 Oas Co of Ntu Jersey 
79/04/09 2pp 


7905000466 Foruarde Map 1979 wastewater treatment rept for seuifs 
treatment plant 

MIDURA, H J Public Service Electric 6 Oas Co of Ntu Jertiu 
79/04/12 2pp 


7909080489 Fcprwards rapt of subsurface water diversion ti chloride 
analyat* of well water for quarter ending 790331 
MIQURA.H J Public Service Electric li Oas Co of New Jersey 
79/04/16 3pp 


7903080421 Forwards Natl Pollution Discharge Elimination Bye dllchS'p 
monitoring rept for Mar 1979 

MIDURA. H J Public Service Electric (< Oas Co of New Jersey 
79/04/20, I3pp 


7909300417 Forwartfe "Operating Rspt for Apr 1979 for Industrial Hail* 
Treatment Plant " 

MIDURA, H J Public Service Electric 4t Oat Co of New Jariey 
79/03/08 Ip 


"7909300421 "Operating Rapt for Apr 1979 for Induttrlal Haiti Irrilri 
Plant " 

hlDURA.H J Public Service Electric li Oas Co of New Jersey 
79/04/30 Ip, 


7909300431 Forwards Apr 1979 wastewatsr treatment rept fop t«ui,|s 
treatment plant 

MIDURA, H J, Public Service Electric t. Oae Co of New Jersey 
79/05/10. 2pp 


7909300363 Forward* discharge monitoring rapt* for Apr 1977 
MIDURA, H J Public Service Electric ti Oa* Co of New Jerisg 
79/05/22 13pp 


7909290408 ftO 79-43/OlP on 790922. procedure to damonetrata optrllllll. 
of fteam driven auklliary feedwater pump 13 permitted 
closure of discharge control valve* Procedure changed to 
ensure operab 1 1 Ity 

MIDURA, H J Public e*rvlc* Electric (i Oae Co of New Jersey 
79/03/22. tp 


^909020100 Forward* IE Bulletin 79-06, “Review of Operational Error* & 
ay* Mieal ignment* Identified During TMI Incident." 

. Region 1, Ph 1 ladelphta. Office of the Director 
79/04/11, ip 



DOCKETED ITEMS 


99 


DOCKET 00-312 RANCHO SECO NUCLEAR OENERATINO STATION 
H 0«nar«l carrstpondence 


7903070143 Requeati NRC hoopr Oovemor Droun's request to shutdouin 
Rancho Seco 

STEIHERtR Affiliation Unknoun 79/04/02 ip 


790514OO4S Requests closing of p Ian tj respondent V husband are 
famllv are concerned about radiation i cancer risk 
TAVERNIER( B W Affiliation Unknown 79/04/02 Ip 


starting 


7903020306 Responds to IE Bulletin 79-03D Requests ettenslon to replg 
date due to sgs mods underwag as described in 790427 I tr 
Answers will be provided prior to startup following 790423 
shutdown 

MATTIMOE.J J Sacramento Municipal Utility District 79/04/27 ip 


7905110307 Forwards procedural change approval farms for turbine trip, 
loss of steam generator feed, loss of reactor coolant flowb 
auxiliary feedwater sys 

COLOMBO, R W Sacramento Municipal Utility District 79/05/04 
37pp 


7903020011 Recommends temporary shutdown of Rancho Seco until oresent 
linear tAintles re THI-2 incident are clarified 
MATatllffi, T House of Rep 79/04/24 2pp 


790310036)4 Requests temporary shutdown of Ranoh Beco in view of 
Ineldant of TMl-2 

BROUN) E 0 California, State of 79/04/24 tp 


7903240*44 Favors precautionary shutdown of facility, In light of TMI-2 
Ine i d ant. 

MCCARTHY) L T California, State of 79/04/24 ip 


7903130053 Notifies that if Rancho Seco is shut down, availab 1 1 1 ty of 
power from addl sources is subj to transmission limitations 
* othar fefetors unique in sys 

SHACHELFDRD, D Sacramento Municipal Utility District 79/04/26 

2pp 


7903020206 Ctprisies gratitude re concern for safety problems of 
* nuclsair powsr plants 

KNOTT. M Affiliation Unknown 79/04/27 Ip 


79051901S6 Forwards procedural changes re auiiliary feedwater sys, load 
^’ejection, condensate 1, feedwater sys f* main feedwater pump 
sys 

MATTIHOErJ J Sacramento Municipal Utility District 79/05/14 
241pp 


7903240710 Submits currant status of 790427 proposed actions re 
feedwater sys U load rejection, in response to 790507 order 
Supporting documentation enc 1 

HATTlMaE,J J Sacramento Municipal Utility District 79/03/14 

20pp 


7905190134 Forwards revised radiological effluent Tech Specs which 
• include requirements of NUREO-0472 
MATTIMOE.J U Sacramento Municipal Utility District 79/05/13 Ip 


Q Inspection reports, tE Bulletins t, correspondence 


7905110083 Forwards IE Insp Rept 50-312/73-03 on 780321-22,28-31 
0417 

CREMS, J L Region 3, San Francisco, Reactor Operations Nuclear 

Support Branch 78/04/21 2pp 


J Insurance * indemnity information 


'1 

790307O49’7 Confirms increased liability limit to »t24, 000, 000 for 
poltc 1«« NF-i,23,43, 76,83, iOO, 111, 140, 146, 151, 161, 164, 170, 

173, 174. 178, 179, IQO, 182, 188, 186, 187, 1GB, 189, 192, 193, 194, 198. 
197, 19Bi 200, 201, 204, 206, 207, 208, 210, 212, 214', 218, t, others 
QUATTFIOCHHI, J American Nuclear Insurers 79/03/01 Ip 


7908160243 Forwards Amend 6 to Indemnity Agrednient B-66, per tOCFR140 
changuu.re Increase from *140 million to *160 million, 
effective 790301 Supporting documentation end 
flALTZMANf J Antitrust !i Indemnity Group 79/03/01 Spp 


7908290369 Forwards ecseuted Amend 6 to Indemnity Agreement B-66 
MATTIHOErJ J Sacramento Municipal Utility District 79/03/21 
3pp. 


— 7903110086 IE Insp Rept 50-312/73-03 on 700321-22,20-31 «. 0417 
No noncompliance noted Major areas inspected design change 
control, procurement, procedures, safety limits 4 limiting 
cond 1 t ions for operations 

CANTER, H L . UOESSNER, J D Region 3, San Francisco, Office of 

the Director CREWS, J L Region 5, Ban Francisco, Reactor 

Operations Nuclear Support Branch 70/04/21 i2pp 


7905010291 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping " 

ENSELKEN, R H Region 4, Dallas, Office of the Director 79/03/23 
Ip 


7905150933 Forwards IE Insp Rept 50-312/79-05 on 790226-0302,13 4 18 
No noneomp 1 iance noted 

CREWS, J L Region 8. San Francisco, Reactor Operations Nuclear 

Support Branch 79/03/23 2pp 


P. Operastlng license stage documents 4 correspondence 


7903110114 Forwards safety evaluation re loss of nonsafoty-grade 
instrument power supply causing reactor turbine trips on 
780320 

EISENHUT, D, Division of Operating Reactors 78/03/30 Ip 


“7908110117 Safety evaluation re loss of nonsafety-grade instrument 
supply causing 7Q0320 reactor 4 turbine trips B4W 4 
independent staff analyses conducted B4U considered 
appropriate regions of steam generators Findings acceptable 
s Engineering Branch 70/03/20 4pp 


--790S1S0839 IE Insp Rept 80-312/79-08 on 790226-0302,13 & 13 No 
noncompliance noted Major areas inspected cal ibr, startup 
tes ting, ma Int I followup on LERs 4 IE bulletins 
JOHNSTON, 0 W , JOHNSON, A D , FAULKEN8ERRY, B Region 3, San 

Francisco. Reactor Operations Nuclear Support Branch 79/03/23 

6pp 


7908010222 Forwards IE Info Notice 79-08. "Interconnection of 
Contaminated Sys w/6ve Air Sys Used as Source of Draathln 
Air " 

ENOELKEN, R H Region 8. San Francisco, Office of the 1 


7908110050 Comments on 780320 cooldown transient points out significant 
dtflclancy In present custom 4 STS for RCB hsatup/cooldown 
rate! Is pressure-temp limits 

STELLO, V Division of Operating Reactors 78/04/07, Ip. 


7908110004 Forwards committee rept on 780320 transient resulting from 
toss of non-nuclear instrumentation V power supply 
DUNN,»# D. Sacramento Municipal Utility District. 78/06/19 llpp 


7903110153 Informs of Intention to return to full power operation on 
780701) pend Ing approval of small break LOCA analysis B4W 
concur* u/contlnued plant operation 

MATTIMOE.J J Sacramento Municipal Utility District 78/06/19 Ip 


7905220039 Determines 790316 application Involves tingle safety Issue 4 
Is th«refore categorised at Class III fee 
MILLER. W.O License Fee Management Branch 79/04/19 Ip 


7908300651 Requests addl Info re ground motion Input 
BAVI8. J F. California, State of 79/04/24, 2pp 



100 


DOCKETED ITEMS 


79050406S2 Foryard* IF Bulletin 79-06. "E/ents Relevant to Doilxng 
Uater Power Reactors Identified During TMI Incident " 

EHCELKEN.R H Region 3. San Francises. Office of the Director 

79/04/14 Ip 

7903070106 Foruardi IE Bulletin 79-07. "Seismic Stress Analgsls of 
Safety-Related Piping " Licensee action ranulred 
ENOEUKENiR H Region 3. San Francisco. Office of the Director 

79/04/14 Ip 


7905030300 Forwards CE Bulletin 79-09, "Failures of OE Type AK-3 
Circuit Breaker In Saf etg-Relatod Sgs " Licensee action 
Teq,uire4 

ENOELKEN.R H Region 5. San Francisco. Off lea of the Director 
79/04/17 Ip 


7905060374 Forwards IE Bulletin 79-OSB. "Nuclear Incident at 
TNI-Suppl " Licenses action req,uirad 

EN&ELKEU, R H Region 3, San Francisco, Off ice of the Director 
79/04/21 ip 


7905330465 Responds to IE Bulletin 79-07 re seismic analysis computer 
codes Ns analgsls methods specified in hulletin were used in 
computer codes Lists computer cades uhich have been used in 
seismic stress analysis 

MALBRIDOE, U C Sacramento Nun i c i pa 1 Iftllitg District 79/04/34 

3pp 


7905100393 Believes proposed Amend 63, dtd 790316. re Inservlce insp 
retulroments is ererapt from license fees, par l0CFni70 22 
NATTIMORE.J J Sacramento Municipal Utility District 79/04/30 
Ip 


R Periodic operating reports related correspondence 


79D9100261 Forwards monthly operating rapt for Apr 1979 

RODRIGUEZ. R J Sacramento Municipal Utility District 79/05/03 

Ip 


— 7905100263 Monthly operating rept for Apr 1979 

C0LC]HQ0,R M Sacramento Municipal Utility District 79/04/30 
6pp 


8 Reportable occurrences. LERs L related correspondence 


7905110006 PN0-7Q-36 loss of Instrument power supply, resulting in 
reactor S. turbine trips on 700320 Eicesslve cooldown caused 
reactor coolant preesure to decrease 

WHITT, K H I NDUAMiF J . SNIEZEK, J H Office of Inspection 
Enforcement 76/03/21 Ip 


7905110033 Discusses load transfer on OSitl Instrumentation, in response 
to 780517 request Task definitions end 

REID. R W Operating Reactors Dranch 3 78/06/06 3pp 


"7905110026 Transfer of lead responsibility re 760320 non-nuclear 
instrumentation power loss Ic overcooLlng of primary cooling 
sys Discusses recommendations for generic aspects 
WOODRUFF. R W Office of Inspection << Enforcement 73/04/23 3pp 


"7903110032 Forwards LER 70-001/017-0 

MATTIMOE.J J Sacramento Municipal Utility District 7G/03/31 


790303002B Forwards PN0-79-67U 

ENOELKEN. R H Region 5. Ban Francisco, Office of the Direcbne 
79/04/14 IP 


7905020533 Forwards PN0-79-67AA 

ENOELKEN, R H Region 3, San Franc isco. Office of the Dlreetar 
79/04/20 Ip " 


790S010437 Forwards PN0-79-67AB 

ENOELKEN. R H Region 5, San Francisco.* Office of the Oirsetor 
79/04/21 Ip 


7905010450 Forwards PN0-79-67AC & AD 

ENSELKEN.R H Region 5, San Francisco. Office of the Oirectcp 
79/04/23 Ip •ecror 


790S110009 PN0-79-S9 on 790422. c 00 lant sys pressure on 790422 Tiivltel 
in automatic reactor shutdown Caused by failure of A 
inverter power supply Unit returned to operation on 770423 
BRVAN.S E , KLINGLER, 0 R Office of Inspection & Enforcement 
79/04/23 3pp 

7905010460 Forwards PN0-79-67AE 

EfJGELKEN) R H Region 3. San Francisco, Office of the Director 
79/04/24 Ip 


7905090045 Forwards PN0-79-67AF 

ENOELKENiR H Region S. Ban Francisco, Office of the Director 
79/04/25 Ip 


7905090038 Forwards PND-79-67A0 

ENOELKENiR M Region 5, San Francisco. Office of the Dlrecisr 
79/04/26 1 p 


7905090120 Forwards PN0-79-67AH 

ENOLEHENiR « Region 5. San Francisco, Office of the DirectoT 
79/04/27 ip 


7905070033 Forwards PN0-79-67AI, AJ 6 AK per NRC 790401 Itr tranialttlii 
IE Bulletin 77-03 

ENSELKEN.R H Region 3, Ban Francisco. Office of the Director 
79/04/30 Ip 


7903070015 Forwards PNQ-79-67AL per NRC 790401 Itr transmitting IE 
Bullotih 79-05 

ENOELKEN, R H Region 5, San Francisco, Office of the Otrecler 
79/05/01 Ip 


790S3100S0 Forwards PN0-79-67AM 

ENOELKEN. R H Region 3, San Francisco. Office of the Oirtckei 
79/05/07 Ip 


7905230434 Forwards LER' 79-003/03L-0 
HATTIMOE, J J Sacramento Municipal Utility District 77/05/21 

2pp 


”7905250437 LER 79-003/03L-0 on 790422 reactor trip occurrad when Sit 
Inverter fai led. Caused by 150 amp, 125 volts DC inverter 
input breaker tripping when breaker undervoltaga trip coil 
failed 

COLOMBOrR H Sacremento Municipal Utility District 77/05/21 

ip 


7905290004 LER 79-003/03L-0 on 770422 81 A vital power invar tar feilrf 
twice vlthln four months Caused by underdes igned UV trip 
coil Reelstor added to circuit 

COLOMBO, R W Sacramento Municipal Utility District 79/Q5/8I If 


7905300405 Forwards LER 79-004 /03L-0, 

MATTIMOE, U. U Bacramsnto Municipal Utility District 77/05/2J 
spp 


—7705300407 LER 77-004/03L-0 on 770425 test revealed that byptti Vfln 
did not fully close. Caused by maladjustment of mechanical 
Inter loek/l inkage Linkage adjusted & tested satlifaetorily 
COLOMBO, R W Bacremento Municipel Utility District 77/05/25 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 
F Security, medical, emergency U fire protection plans 


790510031B Requests change in Implementation date for eomplctt 
installation of 3-h rated fire dampers in ventilation duets 
Proposes to install dampers by end of fourth refueling 
outage. 

RUETER, D.A Arkansas Powar h Light Co 77/03/13. 2pp 
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7909070300 Rssponit* to 790309 plans for tastlnp cable ponetratian fire 
• tops Installed in metal lath ti plaster lealls Proposed test 
ac Ceptab le 

REIDiR W Operatlnp Reactors Branch 4 79/04/03 Spp 


7909030231 Informs that fire protection irod* required ta be implemented 
during this refueling outage ulll be completed as echodulod 
TBIHBUe, D C Arkansas Potoor I. Light Co 79/04/24 Ip 


7909040008 Poruards second revision to flro protection plan 
TRIMDLCiD C Arkansas Pouer & Light Co 79/04/30 Ip 


— 790’9040019 Revision 2 to firs protection plan 

• Arkansas Pouer & Light Co 78/11/14 S3pp 


H Oeneral correspondence 


79092S0049 Foruards Amends 43 t> 11 to Licenses DPR-91 (• NPF-6< 
retpectlvelg< safetg evaluation b notice of Issuance b 
aval lability 

STOLZi J F Light Hater Reactors Branch 1 REIO>fi M 

Operating Reactors Branch 4 79/09/03 2pp 


--'7909390083 Amends 42 b 11 to Licenses OPR-91 b NPF-A. retpsctlvvlv< 
modifying App A b B Tech Specs re mgt orgenitation 
REID>R U Operating Reactors Branch 4 79/09/03 14pp 


"7903250098 Safety evaluation supporting Amends 42 b 11 to Licenses 
DPR-31 b NPF-A. respectively 

» Operating Reactors Branch 4 79/03/03 2pp 


--790S2SOOA3 Notice of issuance b availability of Amends 42 b 11 to 
Licenses DPR-91 b NPF-bi respec t ively 

RElDiR U Operating Reactors Branch 4 79/09/03 2pp 


7909240999 Responds to 790412 1 tr to JM (iendrie re nuclear power plant 
near nuseallville. AR Outlines steps for license revieii* 

Foruards "Transportation of Nuclear Fuel b Haste" b 
"Disposal of Radioactive Haste " M/o end 

DEYQUNO.R C Division of Site Safety b Environmental Analysis 
79/03/07 2pp 


--790924096S Expresses concern re nuclear plants at Russellvlllei AR 
Requests public Investigation re safety of facility Forwards 
policy itatement of Arkansans for Safe Energy 
DEHKY. J A Affiliation Unknown 79/04/12 2pp 


J insura'nce b indemnity information 


7909070497 Confirms Incraasod liability limit to 4I24>000>000 for 
polictes NF-1,29. 43.76.83. 100. *111. 140. 146. 131. 161. 164. 170. 

173. 174. 170. 179. 180. 182. 188. 186. 137, 188, tB9, 192, 193. 19'4, 193. 
197. 198. 200. 201. 204, 206, 207. 208, StO. 212. 214, 2l9, b others 
QUATTROCHHI. J American Nuclear Insurers 79/09/01 Ip 


7903070382 Confirms increase In liability limit to 436.000.000 for 
policies MF-22.26,29,3B,39, 44, 46,47,49,80. 91, 92, 33. 34, 93. 96, 

37. 98, 60. 61. 64. 66, 67. 68, 69. 70. 71, 72, 74, 76. /7, 78, 79, SO, 86. 87, 

BO. 90, 91. 92.93. 94. "Ja b 96 

RODCRTB. D M Mutual Atomic Energy Liability Underwriters 79/05/01 

tP 


7903140409 Foruards Amend 8 to Indemnity Agreement B-69 per 10CFH140 
changes. re Incrsese in liability Insuranco from *140 million 
to *160 million. effective 790S01 Supporting documentation 

aAUTZMAN. J Antitrust b Indemnity Group 79/03/01 6pp 


7909190167 Forwards eieculed Amend 8 to indemnity Agreement 8-69 
THIMBLE. 0 C Arkansas Power % Light Co 79/03/10 Spp 


7909190309 Requests presence at 790606 annual review meeting in Little 
Rock.AR re environ monitoring programs 
SHINDLE. D L Arkansas Pouer b Light Co 79/05/08 Ip 


7909110082 Resubmits 790903 Itr w/mlnor wording changes re timslinsss b 
rallebillty of emergency feedwater sys b increased margins 
of safety 

CAVANAUGH. U Arkansas Pouer b Light Co 79/05/09 9pp 


7905140279 Supersedes 790909 Itr responding to NRC safety concerns 
•cpressed In 790429 status rapt Proposed corrective actions 
design change for emergency feedwater sys b implementation 
of hard-ulrod control-grade reactor trip 
CAVANAUGH. U Arkansas Power b Light Co 79/09/10 Spp 

7909190093 Provides addl requested info on safety concerns Supersedes 
790510 Itr 

CAVANAUOH. W Arkansas Power b Light Co 79/09/11 Spp 


7909230020 Provides add! info re mods being used to provide reactor 
trip upon loss of main feedwater b/or turbine trip, par 
790309 meeting request 

TRIMBLE. D C Arkansas Pouer b Light Co 79/09/11 8pp 


7909220248 Discusses util 790103 Itr re commitment to perform flow test 
of long-term small break mod following design change Design 
mod completed b flow test performed to verify required 
70/30 flow split 

TRIMBLE. D C Arkansas Power b Light Co 79/09/14 ip 


7909210266 Responds to questions from 790319 utll/MRC meeting Describes 
measurss taken to assure that anticipatory scram on turbine 
trip b lues of main feedwater ulll be reset during power 
escalation Discusses app 1 Icabi 1 1 ty of BbH repts 
TRIMBLE. D C Arkansas Power b Light Co 79/09/16 7pp 


F Operating license stage documents b correspondence 


7903280076 Forwards Amend 41 to License 0PH-91i safety evaluation b 
notice of Issuance b availability 

REID. R H Operating Reactors Branch 4 79/04/11. 2pp. 


—7909230079 Amend 41 to License DPR-91. revising Tech Specs for steam 

deneratop tubs surveillance - 

HEIB.R. H Operating Reactors Branch 4 79/04/11 RPP 


— 7908290089 Safety evaluation supporting Amend 41 to License DPR-31 
*• Off tea of Nuclear Reactor Regulation 79/04/11 4pp 


7903240369 Provides update on progress made in implementing commitments 
contained In 790911 Itr re emergency feedwater pump 
TRIMBLE. D C Arkantes Pouer b Light Co 79/09/17 3pp 


909240712 Responds to NRC 790519 questions re actuation of 
anticipatory reactor scram, procedural training b eslstlng 
emergency feedweter pump capacities. 


Tn tMDi e. n i*. 




7909290199 Updates 790911 Itr re emergency feedwater ay 
verification of sys b progress of post-TMI operator ‘ 
program _ 

TRIMBLE. D C Arkansas Pouer b Light so/nn/oi 


— 7909290090 Notice of Issuance b avalleblllty of Amend 41 to License 
RE^ofR^M Operating Reactors Branch 4. 79/04/11 2pp 


7909100294 Agrees to take requeeted action to resolve problems 
assoclattd w/BbW plants Necessary adjustments will be made 
re emergancy feedwater eye equipment, procedures b operator 

PETTITrAiP Arkansas Power b Light Co 79/04/26. 2pp 


790919021 a Forwards revised response to Question 1 re proposed Tech 
Boees for Cycle 4 operation 

TRIMBLE, 0-C Arkansas Power b Light Co 79/04/26 2pp 


7909070403 Respond, to 790425 Itr f* ”!!5?icuSr;m.u"br;aJ 
emergency feedwater sys b completing *‘'^^‘*‘*"*„*™*ii 
LOC A analytes to develop b implement neeee.arg operator 
instructions In emergency pTocedures . 

CAVANAUOH. H Arkansas Pouer b Light co 


79/09/03. 9pp 


3300200 Forwards summary of EDS Nuclear. Inc resolutlon/doeumentatto 
f elbow flesibiiity error which ailsted In I®"* 

ISOL piping analysis computer program from Oan-Dct 
lovlew b reanalysls Included all work through Dec 1970. 

'ORTER, F L EDS Nuclear, Inc 79/09/21 9pp 

-905300263 Forwards EDS Nuclear, Inc list of BHRs b piping sys which 
could have been Impacted by deficient computer program 
OE has no record of reenalysls for Cooper piping eye. 

STEPHENS,? W General Electric Co .Nuclear Energy Products 01 v. 
79/01/24 18pp 


-09300408 Forward, info requested by NRC at 790227 meeting re reaults 
of voltage calculation. Info Is provided to clarify 
pfrform»d to juitlfy oxiitlng configuration 

TRIMBLE, D C Arkansas Power b Light Co. 79/05/21 Upp 
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790S30000J Updatei 790SII Ur r# toismttwpnti k eonnonti on 7TOS17 
ordu* T«*k an r*«c*or candoeted u/a unumil oecurrpneB Other 
teete on feedwater eenductid ui/onli^ tuie rtporiabti feiturtf 
TRIMBLE.J) C Arkentes Power fc Light Co 79/05/82 Spp 


7909030189 Forward* ra*pon*e» to Item 4e-d t« 6-12 of IE 
Bulletin 79-0 9Ai & fuppl info to reiponia to Iten 9 in 
790411 Itr re reactor bldg It panatration room cooling 
TRIMBLE) D C Arkaneat Power (< Light Co 79/04/16 13pp 


7909310370 Plan* to iiuallftj retainer deicrlbed In BAH-1496i "BRPA 
Retainer Daiign Ropti '■ for three eijiele* of operation Some 
retainer* will be relneerted at facility during nait 
refueling 

TAYLOR. J H Dabcoct (< Hlleoi Co 79/09/83 Ip 


7909090096 Forward* tuppl to IE Bulletin 79-09A< “Nueleer tncldipt at 
TMI " 

SEYPRIT.K V. Region 4. Oalla*. Office of the Director 79/OI/lb 
Ip 


0 Inipection reports. IE Bulletin* l« correip ondene# 


79050103B9 Forward* IE ln»p Repti 90-313/79-02 «< 90-360/79-08 on 
790119-0211 6 notice of violation 

HADSEN.O L Raglan 4. Dallai. Reactor Operation* Nuclear Support 

Branch 79/03/01 2pp 


--7909010391 Notice of violation fro* intp on 790119-OS1I 

* fteglon 4i Dallact Office of the Director 79/03/01 Ip 


”7909010399 IE In«p Rept* 90-313/79-08 6 90-360/79-02 on 790119-0211 
NO'ncanp 1 tence noted failure to prepare wietlg rept of 
overdue nalnt 

WES TERM AN » T F Region 4. Dal lei i Reactor Operation* Nucltar 

Support Branch BQYTER.N C Region 4. Dallas. Office of the 

Director KADSEN.O L Region 4. Dallai. Reactor Construction U 

Engineering Support Branch 79/03/01 19pp 


7909190079 Forward* IE Circular 79-04. •'Loo** Locking Nut on Hmttorque 
Valve Operator* " 

SEYFftIT.K V Region 4. Dallat. Office of the Director 79/03/16 

ip 


790903026 9 Forward* IE Sullstln 79-09. “Fatlur** of OE Typ* AK-S 
Circuit Breaker In Safoty-Related Sgi " Llconiee action 
rayulred 

SEYFRITiK V Region 4. Del le*. Office of the Director 79/<M/lT 
Ip 


79090B0346 Forwards IE Bulletin 79-OSBt "Nuclear Incident at 
THI-Suppt " 

SEYPRIT.K V Region 4. Dallai. Office of the Director 79/94/21 

ip. 


7909890494 Responds to IE Bulletin 79-07 re sal«ffic ftre** analgil* 
Conpuiar code* specified In Item 1 not used In analytl* of 
lafety-related piping 

TRIMBLE. D C Arkanta* Rouar (< Light Co, 79/04/24 4pp. 


7909210264 Rosponds to IE Bui la tin 79-09A> "Nuclear Incident at 
THI-Buppt " Forward* Tech Spac change to provide for rapid 
placement in cold shutdown mode following glots of emergency 
feid water equipment. 

CAVANAUOK. W Arkansas Powar L Light Co 79/09/16 4pp 


R. Parlodlc oparattng report* t< related correspandanca 


7909010448 Forward! IE Bulletin 76-12B. "Atypical Weld Hatl 
Pressure Vassal Welds " 

SEYPRIT.K V Region 4. Dallas. Office of the Director 

ip 


in Reactor 
79/03/19 


7908070490 Forward* "Semiannual Environ Monitoring Ript" for Jul-Oac 
1978 

TRIMBLE. D C. Arkansas Powir It Light Co 79/04/30 Ip 


7909020441 Forwards IE Circular 79-09. "Motstura Lsalaga In Btrandad 
Wire Conductora ” 

8EVFRIT.K V Region 4. Oallaa. Office of the Director. 79/03/20 
ip 


--7905070494 “Bemlannual Environ Monitoring Rept" for Jul-Dee I97B 
♦ Arkanta* Power & Light Co 79/04/30 990pp 

7909110066 Forwardt Impingement intake monitoring date for Mar 1979 
TRIMBLE. D.C Arfcansae Power «t Light Co 79/04/30 80pp 


7909020277 Forward* IE Info Notice 79-06. "Strtis Analyil* of 
Bafety-Ra lated Piping " 

8EYFRIT. K V Region 4. Dallas. Office of tha Director 79/03/83 
ip 


7909190460 Forwardt Natl Pollution Discharge Elimination Sys raft fai 
first quarter 1979 

TRIMBLE. D.C. Arkansas Powar St Light Co 79/09/04 lOpp 


790S0804I9 Forward* IE Info Notica 79-07. "Rupture of Raduaate Tanka " 
8EVFR1T. K.V Region 4. Delia*. Office of tha Director 79/03/86 
Ip. 


7909020436 Forward* IE Info Notice 79-00. "Interconnection of 
Contaminated By* tu/8vc Air By* Vsed as the Source of 
Breathing Air " 

8EYFRIT.KV. Region 4. Dallas, Office of tha Director, 79/03/2Q 

ip 


7909140192 Forwards !E Bulletin 79-04. "Incorrect Heights for Suing 
Chock Valve* Mfg ty Velan Engineering Corp " Llcanaee action 
required 

SEYFRIT.K V Region 4, Dallai, Offlei of the Director 79/03/30 
ip 


7909190043 Forwards IE Info Notica 79-09. "Spill of Radloac tlva Ig 
Contaminated Resin " 

SEYFRIT.K V, Region 4, Dallas, Offlea of the Director 79/03/30. 
tp. 


7909170294 Forwardt nonthly operating rept for Apr 1979 
TRIMBLE. D. C Arkansas Power «< Light Co 79/09/10 Ip. 


— 7909170299 Monthly operating rept for Apr 1979 

SHIVELY. C N Arkansas Power h Light Co 79/09/0? 9pp 


8 Reportable occurrences. LERs t. related corraepondence 


7909090280 Responds to generic aepacti of SEC V~79~90. which etelfnld 
abnormal occurrence statue to 7S0916 event re degraded 
engineered safety sys.Ail lleensies havi been notified of 
potantle I prob lams. 

OEHTON.H R Office of Nuclear Reactor Regulation 79/04/06 4pf 


--79O9O9O203 Concur* In staff request of abnormal oeeurrenee 
determination for degraded engineered safety ty* incident 
RT Kennedy requested idantlf {cation of gsnerlc Impllcationi 
CHILK.S J Office of the Secretary of tha Commleslort. 79/02/21 
ip 


7909100394 Forward* rsaponia to TE Bulletin 79-03A Items l-4h «< 9 re 
TMI-8 error* Remaining responses will be forwirded on or 
before 790416 

TRIMBLE. D.C Arkaniet Power t Light Co. 79/04/11 t2pp 


--79O9O9O206 Raquetts Info by 790313 on generic matters idsntiflll Ih 
730916 abnormal occurrence Involving degraded engineered 
safety *y* 

STELLO.V, Division of Operating Reactors. 79/02/27 Ip. 


7909040488 Forward* IE Quitsttn 79-068, "Review of Operational Errors 1. 
ay* flisalignnsnts Identified During TMI Incident," 

SEYFRIT.K. V, Region 4, Dallas. Office of the Director. 79/04/14. 

ip 


7909190117 Forwardt PN0-79-67R L 77-77<NRR) 

MAOBENi 0 L. Region 4. Oallaa. Reactor Operation* Nuclear Suppirl 

Branch 79/04/11 Ip 


7909040606 Forwards IE Bulletin 79-08, "Event* Relevant to Bolling 
Water Power Reactor* Identified During TMI Incident." 

SEYFRIT.K. V. Region 4, Dellas. Office of the Director 79/04/14 


790907M43 Forwyd* IE Bullitln 79-07, "Seismic Btrei* Analysis of 
Piping," Licenses action rnuirid 

BEYFRIT, K.V Raglan 4. Dallas. Office of the Director 7V/04/H 

Ip. 


7909040106 Forwards PHO-79-678 

KADSEN.O, L Region 4, Dallat, Reactor Oparattsn* Nuclear Bupfirl 

Branch 79/04/18. tp 


7909190174 Operating Experience Memo 14.unufual sequence of evanll 
reported 780917 re degraded voltage reeultlng from onsite 
causes. One transformer dtseonneeted, causing second to 
overload w/voltage drop on station distribution sys. 

BTELLO. V. Division of Operating Reactors 77/04/12 6pp. 
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790?tSl>253 Foruardi PN0-79-67T cornet Ion 

HAD6£N<(} L Rtglon 4< Oalioft Reactor Operation! Nuclear Support 

Branch 77/04/13 Ip 


7708010SZ9 Forward* PN0-79-i7U, V «< W 

HADSEN.O L Region 4, DalUfi Office of the Director 77/04/16 
Ip 


77O301OB39 Forward* PN0-79-67X «< Y 

KADSENtO L Region 4i Dallati Office of the Director 79/04/13 

Ip 


7908010934 Forward* PN0'79-67Z 

HAOSENiO L Region 4/ Dalla*, Office of the Director 79/04/1? 

i? 


7903010367 Forward* PNQ'77-67AA, AS, AC «t AD 

HADSEN.O U Region 4< Dalian Office of the Director ' 79/04/34 
Ip 


7903030008 Forward* PN0'79-67AE 

MADSENiO L Region 4i Dallafi Reactor Operation* Nuclear Support 

Branch 79/04/29 Ip 


7903150096 Forward* PN0'77-67AFc AOi AH/ AI % AJr re nuclear Incident at 
THI 

HADSENi 0 U Region 4i Della*/ Reactor Operatlone Nuclear Support 

Branch 79/04/30 Ip 


790S3404SI Forward* PN0-79-67AK & At 

nADSEN/0 L Region 4/ Dallati Fuel Facility & Material* Safety 

Branch 79/05/03 Ip 


7905140250 Forward* LER 79-003/01 T-0 

TRIMBLE/ D C Artanea* Power fc Light Co 79/03/09 Ip 


— 7909140363 LER 79-003/OIT-0 on 790425 leak dlecoverod in heat affected 
tone of 1 Inch drainline (octet weld in D decay heat 
discharge cro** connect to a loop Caused by vibration 
fatigue Outer drainline isolation valves replaced 
SHIVELY/ C N Arkansas Power & Light Co 79/03/08 4pp 


7905Z90103 Forward* LER 79-004/03L-0 

TRIMBLE/ D C Arkansas Power Light Go 79/05/22 3pp 


— 7903290109 LER 79-004/03L-0 on 790424 raactor bldg spray purap 
unreiponsive to engineered safeguards signal Caused by 
Incorrect Agastat time relay setting Relay adjustad 
SHIVELY, C N Arkansas Power (• Light Co 79/05/32 ip 


DOCKET 80-313 DONALD C COOK NUCLEAR POWER PLANT/ UNIT 1 


H Oenaral correspondence 


7905340602 Notification of termination of License aoP-3099 due to 
resignation of employisiJM Randolph 

NELSON/ D D / 8HALLER, D V Indiana 4t Michigan Power Co 79/03/09 
Ip. 


I Ftnarclai Information 


7903040096 Forwards Endorsements 2 ti 3 to NELIA Binders ED-4S & 64, 
Endorsements 31 3B to MAELU policy MF~79 & Endorsement* 38 
ic 3? to ANI policy NF-206 

DOLAMr J E Indiana Michigan Power Co 79/04/26, aPP 


J Insurance it indemnity Information 


7905020401 Forwards Endorsamsnts 2 b 3 to NELIA pollclss EB-49 t, Ea-64, 
Endorsemsnts 31 & 32 to MAELU policy MF-79 & Endariements 
3a h 39 to ANI policy NF-206 

DOLAN# J E, Indiana it Michigan Power Co 79/04/26 8pp 


7905070497 Confirm* increased liability limit to *1241000/000 for 
policies NF-t, 23, 43, 76, 83, 100, til, 140, 146, 191, 161, 164, 170, 

173. 174, 178, 179. 180, 182, 185, 186, 187, 188, 189, 192, 193, 194, 195. 
197, 198,200, 801, 204,206.207, 208,210, 212, 214,215, 4. others 
QUATTROCHHI, J American Nuclear Insurer* 79/05/01 Ip 


7903070982 Confirms Increase in liability limit bo *36,000,000 for 
policies MF-22, 26, 29,33,39,44, 46, 47, 49, 90,91,52,53, 54,55,56, 

57,39, 60,61.64, 66, 67, 69,69, 70, 71, 72, 74, 76, 77, 78, 79, 80,86,87, 
ee,9a, 91,92, 93, 94, 93 5 96 

ROBERTS, D H Mutual Atomic Energy Liability Underwriters, 79/09/01, 
Ip. 


7909140481 Forwards Amend 9 to Indemnity Agreement 8-61 per lOCFRtAO 
changes, r* Increase in liability insurance from *140 million 
to *160 mi 1 1 ion I sf f ac 1 1 ve 790901 Supporting documanta bion 
enc 1 

8ALTZMAN, J Anbibrusb S, Indemnlby Oroup 79/09/01 6pp 


7909290366 Forward* execubed Amend 9 to Indemnity Agreement B-61 
DOLAN. vl E Indiana %t Michigan Power Co 79/05/21 4pp 


7909310440 Forward* Indemnity fee for Unit I for 790526-800S29 ti fee 
for Unit 2 for 770818-790817 

DOLAN, vi E Indiana t< Michigan Power Co 79/09/21 3pp 


P Operating license stage documenfae L correspondence 


7909020490 Discusses 790319 telcon w/R Sera of Uestlnghouse rs 
incorrect weights for Vclan Modeh C698 6-inch check valves 
used In safety injection sys 

BCHHEMCER.A Operating Reactors Branch 1 79/04/02 Ip 


7909040611 Forward* oparatlng history info re pressurliar power 
operated relief valve* in rssponia to 790427 reyoest 
BHALLER.D V Indiana t, Michigan Power Co 79/04/27 2pp 


7905240100 Ac k receipt of 790327 application pT-opoi Ing App A & 9 Tech 
Spec changes Application re,iuires two Class III fees &< two 
Class I fees Requests addl fee 

HILLER, W D Llcerso Fee Management Branch 79/04/27 Ip 


7909110183 Adviso* of removal of Fosboro transmlttere on preeeoriter 
pressure h steam generator steam flow app 1 icatlons, as 
identified in 780601 1 tr, Tranemltter* will be replaced 
during currant refueling outage, no later than Oet-Nov 1979 
MALONEY, 0 P Indiana ti Michigan Power Co 79/03/04 3pp 


7903230504 Describes correspondence w/NRC re application for atpanalon 
of spent fuel storage capacity to 2,050 fuel aisemblte* 

Requests addl info re technical review of related public 
health t< safety matters 

REIZEN, M B Michigan, State of 79/05/14 ip 

7905290149 Forwards Si 4, 400 addl fee for 790327 proposed Tech Spec 
change* 

DOLAN I U E Indiana it Michigan Power Co 79/05/21 2pp 


0, Inspection reports, IE Bulletins S> correspondence 


7903020202 Forwards IE Insp Repts 50-313/79-02 it 50-316/79-02 en 
790102-03, 08-11, 13-19, 22-26,29-31 ti 0201-02, ti notice of 
vlolallon Portions withheld (ref iOCrR2 790) 

MEISHMANiR F, Region 3, Chicago, Reactor Operations Huclear 

Support Branch 79/03/02 3pP/ 


— 7903020205 Notice of violation from insp on 790102-09,8-11,13-19,22-26 
29-31 it 0201-02 

* Regions. CMcagioi Office of the Director 79/02/21. Ip. 


—7903020208 IE Insp Repts 80-315/79-02 S< 50-316/79-02 on 790102-03, 
08-11,13-19,22-26,29-31 «i 0201-02. Noncomp 1 lance noted, 
failure to rept safety Injection event in failure to sample 
at specified Interval 

BAKER, K.R , MARNICK. R. F, Region 3, Chicago, Office of the 
Olrec tor. 79/02/21 1 Ipp 


7905010233 Forward* IE Info Notice 79-06, ''Stra** Analysis of 
aafety-Relatad'Plping " 

KEPPLER.J. 0 Region 3, Chicago, Office of the Director 79/03/23 

ip 


7905040037 Forward* IE Info Notice 79-07, “Rupture of Raduasta Tank* '* 
KEPPLER.J. O, Rag ion 3, Chicago, Office of the Director 79/03/26 
Ip. 


7905010171 Forward* IE Info Notice 79-08, “Interconnactlon of 
Contaminated figs u/Svc Air 6y* Used as Source of Broathing 
Air. " 

KEPPLERiJ. O. Rag ion 3, Chicago, Office of the Director 79/03/28. 
Ip. 


7903130847 Forwards IE Insp Rapt* 30-315/79-03 li 50-316/79-03 on 
790313-16 & notice of violation 

DAVIS, A B. Region 3, Chicago, Fuel Facility t. Materials Safety 
Branch 79/03/28. 2pp. 


—7905150819 Notiea of violation from insp on 790313-16 

• Region 3, Chicago, Office of the Director 79/03/27. ip. 
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— 7903130820 IE Intp R?pts 50-313/79-03 i 50-314/79-03 on 790313-16 
Noncamg)! l-anco notod falluro to tondejck roqutrod amargency 
plan drill 

ORSEft.R J NRC Rogional Offica* EBSJOiTH Ragion 3, 
C4teagO( Office of tha Diracttir 79/03/27 4pp 


790301O40d Forward* 1C Info Notice 79-09» "Spill of Rad loac t 1 voly 
Contanrilnatod ftealn " 

KEPPLERiJ G Raglan 3. Chlcagoi Office of the Director 79/03/30 

tp 


79Q3030004 Forward* IE Bulletin 79-06i ''Reviem of Operational Errors & 
8u* Mliallgrraents Identified During THI Incident “ Licensee 
action raijuired 

KEPPLERiJ 0 Region 3i Oticagoi Office af the Director 79/04/11 

ip 


7909010992 Fariearda IE Bulletin 79-04Ai *‘Re^rielli of Operational Error* L 
Sg* Misalignments Identified during TMI Incident " Licensee 
action required 

KEPPLERiJ O Region 3i Chlcagoi Office of the Director 79/04/14 

Ip 


7903040454 Forward* IE Bulletin 79-07i "Seismic Stress Anaiy*ls of 
Safety-Related Piping “ Licensee action required 

KEPPLERiJ Q Region Or Chlcagai Office of the Director 79/04/14 

Ip 


790S040322 Forward* IE Bulletin 79-oai "Events Relevant to Boiling 
Mater Pouer Reactors Identified During TMI Incident " 

KEPPLERiJ O Region 3i Chicagoi Office of^the Director 79/04/14 
Ip 


7903170089 Forwards IE Bulletin 79-04Bi "Review of Operational Error* i 
Si|* Misalignment* Identified During TMI Incident " 

KEPPLERiJ 0 Region 3i Chicagoi Office of the Director 79/04/14 

Ip 


7909030204 Forwards IE Bulletin 79-09, "Fa I lyre* or GE Type ftK-2 
Circuit Breaker in Safety-Related 8g* “ Licensee action 
required 

KEPPLERiJ O Region 3, Chlcagoi Office of the Director 79/04/17 

Ip 


7905030499 Forward* IE Bulletin 79-03B. "Nuclear Incident at 
Trtl-Suppl '■ 

KEPPLERiJ O Ragion 3i Chlcagm Office of the Director 79/04/21 

Ip 


7905300384 Responds to IE Dulletin 79-07, "Se 1 smi c Stress Analysis of 
Safety-Related Piping " Forwards description of computer 
program used in design of safety-related piping 
DDLAMr J E American Electric Pouer Co , Inc 79/04/24 0pp 


7909130192 Act receipt of 790329 Itr informing NRC of ttap* taken to 
correct violation* noted in IE Insp Repti 30-318/79-02 
S0-3I&/79-0S 

HEtSHHANiR F Region 3> ChicagOi Reactor Operations Nuclear 

support Branch 79/04/25 ip 


— 7903190154 Respond* to NRC 770302 Itr re vlolatloni noted in IE Imp 
Repts 90-319/79-02 4 50-314/79-02 Corrective actions 
withheld <ref 10CFR2 790) 

DISBRDNift E Indiana & Michigan Power Co 79/04/23 Ip 


7909130343 Forwards responses to IE Bulletin 77'04Ai Revi* ion 1. 
Discusses mador dlffsrsnces between Hestlnghouse 4 BtM 
dost gns 

DOLAN, J E Indiana 4 Michigan Pouer Co 79/03/01 29pp 


7909290371 Add I rosponss to IE Bulletin 79-07 Twenty -three piping 
lines analyzed using abiolut* summation technique provsd 
capable of withstanding seismic eventi Remaining piping sys 
also proved capable. 

RIENiF N Indiana 4 Hlchijan Pouer Co. 79/09/04. 4pp 


7909310444 Responds to 790903 Itr requesting ettenslon of time to 
raspend to IE Bulletins 78-12, 78-I2a 4 7B-12B Request 
denied 

KEPPLERiJ O. Region 3i Chicago, Office of the Director. 79/03/04 
2pp. 


-~790S3I0449 Requests time extension to respond to IE Bulletins 78-12, 
7B-12A 4 7B-12B 

DOLAN, J,E Indiana 4 Michigan Power Co 79/03/03 2pp 


R, Periodic operating reports 4 related correspondence 


7903070428 Forwards "Annual Environ Operating fiept 1970 '' 
DOLAN, J E, Indiana ^ Michigan Power Co 79/04/14 2pp. 


— 7905070437 "Annual Environ Operating Rept 1978 “ 

• Indiana 4 Michigan Power Co 79/04/14 Soopp 


7905290352 Forwards revised page 13 to 1970 Annual Radiologtcal Envirti 
Monitoring Rep t, transmitted 790320 Ltr from contractor encl 
SMALLER • D V Indiana b Michigan Power Co 79/04/24 3pp 


7905170240 Forwards monthly operating rapt for Apr 1979 
SMALLER, D V Indiana b Michigan Power Co 79/OB/U ip. 


— 7905170232 Monthly operating rept for Apr 1979 

OILLETT,H T Indiana b Michigan Power Co 79/0S/O3 7pp j 

i 

I 

8 Reportable occurrences, LERs b related correspondence I 


7905070590 Forwards LERs 79-024/03L-0 b 79-025/03L-0 

SMALLER, D V Indiana b Michigan Power Co 79/05/02 Ip 


— 7905070404 LER 79-026/03L-0 on 790404 during normal aparatlan,49/tk, 
offsite ac electrical supply btcame Inoperable Caused by 
high winds during severe ulndstorm Damaged jumper replaced 
b sys returned to operable status 

CMADHELL, M M Indiana b Michigan Power Co 79/OD/02 Slfp 


— 7905070413 LER 79-085/03L-0 on 790414 time responso data n*t cell*,^l,l 
during Apr 1974 refueling outage for low steam pressure 
engineered safety feature channel Caused by inadvertant 
procedural omission Checklist will be Used In future 
BEILHAN, T P, Indiana b Michigan Power Co 79/0S/O2 Lp 


7905110120 Forward* LER 79-010/03X-1 

SMALLER, 0 V Indiana b Michigan Power Co 79/09/07 tp 


—7903110124 LER 79-010/03X-1 on 790223 diesel tsiantial sve Viter tirr 
valves 1-ESW-lll b I-EBH-U4 not functioning properly Cauiii 
by excessive wear at split disc hinge points Dlsce replecsi 
BRONN, M 0 Indiana b Michigan Power Co 79/03/07, lp 


7909150483 Forwards LERs 79-019/03L-0, 79-027/03L-0 4c 79-020/001-0 
.SMALLER, D V Indiana b Michigan Power Cci 79/03/09 tp 


—7903130430 LER 79-019/03L-0 on 790413 while performing hy<ir*i(llt 
snubber surveillance insp, snubbers 0DD-S373 b OBD-0S74 faund 
w/drained reserviors Caused by loose pipe unions between 
snubbers 4 remote reservoirs 0nuhbers replaced 
BRQUN.K 8 Indiana b Michigan Power Co 79/05/09 lp 


—7903150430 LER 79-027/03L-0 on 790414 during refueling u/seiTgineg 
deisal generator AB inoperab 1 a, 400 volt hut ilD made 
Inoperable by removal of normal feed breaker Tlil2 for 
cleaning Caused by personnel error Dparators relnstructid 
LEASE, R S Indiana b Michigan Power Go 79/09/09 ip 


—7909130441 LER 79-02a/03L-0 on 790410 torque required to apin lews» . 
condenser inlet door 3-R exceeded Tech Specs Caused by 
sheet metal screws loose at bottom of door Door frame edgs 
daprcsiid 

BEILMAN, T P Indiana b Michigan Power Co 79/0»/09 2pp 


7905210139 Forwards LER 79-029/03L-0 
SMALLER, 0 V Indiana b Michigan Power Co. 79/09/14 tp 


—7905810142 LER 79-029/03L-0 on 790414 crack* discovered In dlvUsr 
barrier seal Caused by excessive compression of seal matt by 
steel plates Work In progress to replace cracked sections 
MIZNER.DO Indiana b Michigan Power Co. 79/05/14 Ip 


7903220320 Forward* LER* 79-030/03L-0, 79-031 /03L-0 & 79-032/03L-0 
SMALLER, D V Indiana b Michigan Power Co 79/05/14 lp 


—7905220324 LER 79-030 /03L-0 on 790417' while performing routine 
surveillance test on AB diesel generator, load consarvatlon 
circuitry did not fully function as design Cause under 
investigation 

BEILMAN, T P Indiana b Michigan Power Co 79/03/14 lp 


—7905220333 LER 79-031/03L-0 on 790419 during routine channel telkbr. 
bistable trip value discovered nonconservative ur/raepect to 
Tech Spec limit* Caused by excess drift, Bis tab Le will be 
rtpalred 

BEILMAN, T P. Indiana b Michigan Power Co 79/05/14. Ig 


—7905820339 LER 79-032/03L-0 on 790414 during routine channti calkbr. 
bistable FB-SIDB trip point was nonconservative w/respect 
to Tech Spec limit. Caused by excess drift Bistable 
recat Ibr 

BEILMAN, T P Indiana b Michigan Power Co 79/03/14, lp. 
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DOCKET 80-314! DONAt-D C CODK NUCLEAR POWER PLANT, UNIT 2 
H 0 «nerai eorrospondenee 


77052404.02 Notification of termination of LlCBtise 8aP-3097 doe to 
reelunation of empUijeo.JM Randolph 

MELSON, D D , SMALLER, D V Indiana t, Michigan Power Co 77/03/09 

Ip 

I financial information 


7705040036 Portuard* End or oomon tg 2 4- 3 to NELIA Binder* EB-4S & 64, 
Endorgement* 31 t< 32 to MAELU policy MF-79 4< Endorsements 3B 
<1 37 to ANI policy NF-206 

DOLAN, J E Indiana 4, Michigan Power Co 77/04/26 8PP 
J [neurance 4" indemnity Information 


7703020401 Forwards Endorsements 2 4, 3 to NELIA policies ED-45 4, ED-64, 
Endoriemonts 31 4- 32 to MAELU policy MF-77 t< Endorsements 
3a t< 37 to ANI policy NF-206 

DDL AN, J E Indiana t, Michigan Power Co 77/04/26 Spp 


7703070497 Confirms increased liability limit to *124,0001000 for 
policies NF-lr25, 43, 76, 83, 100, 111, 140, 146, ISl, 161, 164, 170, 

173. 174. 17B, 177, IBO, 182, 185, 106, 187, 188, 187, 172, 173, l74, 175, 
177. 17B, 200, 201, 204, 206, 207, 208,210, 212. 214, 215, 4 others 
OUATTROCHHl p J American Nuclear Insurers 77/05/01 Ip 


7905070582 Confirms increase in liability limit to *36,000.000 for 
policies MF-22. 26, 29. 38. 37,44,46,47, 47. 50, 51, 52, 33,54, 55,56. 

57. Sa, 60 , 61, 64, 66, 67,68, 67, 70, 71, 72, 74, 76, 77, 78, 77, 80, B6, 87, 
88.70,91,92,73,94,75 4- 76 

ROBERTS. D M Mutual Atomic Energy Liability Underwriters 77/05/01 

ip 


— T9050202OS Notice of violation from Insp on 770102-05. 8-11 < 13- 17, 22-26, 
27-31 4i 0201-02 

e Region 3. Chicago. Office of the Director 77/02/21 tp 


— 7705020208 IE tnsp Rep to 30-315/77-02 t< 50-316/77-02 on 770102-03. 
00—11, 15-17,22-26,27—31 4. 0201 — 02 None omp 1 1 ance noted 
failure to rept safety injection event 4. failure to sample 
at specified Interval 

BAKER, K R , WARNICK, 8 P Region 3, Chicago, Office «f the 

Director 77/02/21 llpp 


7703010233 Forwards IE Info Notice 79-06. "Stress Analysis of 
Bafety-Related Piping " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 77/03/23 
Ip, 


770S040037 Forward* IE Info Notice 79-07. "■Rupture of Radwaste Tanks " 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 77/03/26 
Ip 


7705010171 Forwards IE Info Notice 77-00. ''Interconnection of 
Centaminatad Sys u/8vc Air Sys Used as Source of Breathing 
Air “ 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/03/28 
If 


7903150817 Forwards IC Insp Repts 30-315/79-03 4i 30-316/77-03 on 
77-0313-16 h notice nf violation 

DA-V/IB, A B Region 3, Chicago. Fuel Facility tt Materials Safety 

Branch 77/03/20 2pp 


— 7705150819 Notice of violation from insp on 770313-16 

« Region 3, Chicago. Office of the Director 77/03/27 Ip 


7705140481 Forwards Amend 7 to Indemnity Agreement B-6t per 10CFR14O 
changes. re increase in liability insurance from *140 million 
to *160 ml 1 1 1 on, ef f ec t i ve 790501 Supporting documentation 
enc I 

8ALTZMAN, J Antitrust 4, Indemnity Oroup 77/05/01 6pp 


—7705150820 IE Insp Rept* 30-313/77-03 4< 50-316/77-03 on 790313-16 
Noncomp 1 lance noted failure bo conduct required emergency 
plan drill 

QREER.R J NRC Regional Offices, £8810, T H Region 3. 
Chicago, Office of the Director 79/03/27 6pp 


7705290366 Forwards executed Amend 9 to Indemnity Agreement D-6L 
DOLAN. J E Indiana 4- Michigan Power Co 77/05/21 4pp 


7705310440 Forwards indemnity foe for Unit 1 for 770526-80^525 S. fee 
for Unit 2 for 770B18-790B17 

DOLAN, J E Indiana 4, Michigan Power Co 77/05/21 3p p 
P Operating license stage documents 6 correspondence 


7703020'470 Discusses 790315 telcon w/R Bero of Westlnghooso re 
incorrect weight* for Volan Model C638 6-lnch check valves 
used in safety injection sys 

BCHWENCEfi,A Operating Reactors Branch I 79/04/02 Ip 


7903040611 Forwards operating history info re pressuriier power 
operated relief valve* in response to 770427 vequeit 
SUAtLER.D V Indiana 4< Michigan Power Co 79/04/27 2pp 


7705240100 Ack receipt of 790327 application propoelng App A 4i D Tech 
Spec changes Application requires two Class III fees 4. two 
Class I fees Requests addl fee 

HILLER. M 0 License Fee ManagamBht Branch 79/04/27 Ip 


7703110183 Advises of removal of Foxboro transmitters an pressuriier 
pressure 6 steam generator steam flow app 1 lea t ions, as 
identified In 780601 Itr Transmitters will be replaced 
during current refueling outage, no later than Oc t-Nov 1779 
HALQNEV, 0 P Indiana «i Michigan Power Co ' 77/05/04 3pp 


7905230504 Describes correspondence w/NRC re application for eepansien 
of spent fuel storage capacity to 2, OSO fuel assemblies. 

Requests addl Info re technical review of related public 
health St safety matters. 

REIZEN.M 8 Michigan, Btats of 77/05/14 Ip. 

7905270147 Forward* 4.4,400 addl fee for 790327 proposed Tech Spec 
changes 

DOLAN. J E Indiana 4, Michigan Power Co 77/05/21 2pp 

7903310367 Notifies of leaks discovered 790520 in mein feedwater Lines 
to steam gsnbrators 1 4. 4, Caused by stress concentration due 
to type of weld 4. preparation of feedwater line Will 
completely replace affected pipe section 

BHALLER, D, V Indiana 4. Michigan Power Co 77/05/26 2pp 
O. Inspection reports, IE Bulletins 4- correspondence 


7905020202 Forwards IE Insp Rapt* 30-315/79-02 4> 50-316/79-02 on 
790102-03,08-11,15-19,22-26,29-31 4i 0201-02, 4< notice of 
violation Portion* withheld <ref 10CFR2. 7701. 

HEIBHMAN.R.F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 77/03/02, 3pp, 


770301-0404 Forward* IE Info Notice 79-07, "Spill of Red ioaetive ly 
Contaminated Resin " 

KEPPLER, JO Region 3, Chicago, Office of the Director 77/03/30 

Ip 


7703Q30006 Forwards IE Bulletin 77—06. "Review of Qperatlenel Errors 4, 
3ye Mile i Ignmon t s Identified During THl Incident " Licensee 
action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/11 

»P 


79O5OL0572 Forward* IE Gullnttn 79-06A, "Review ef Operational Errors 4, 
Sys Hl*al Ignmenbs Identified during TMI Incident “ Licensee 
action required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/04/14 

Ip 


7905040456 Forwards IE Bulletin 77-07, "Seismic Stress Analysis of 
Saf aty-Releted Piping ” Licensee action required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 77/04/14 

Ip. 


7705040522 Forwards IE Bulletin 77-08. "Events Relevant to Bolling 
Water Power Reactors Identified During TMI Incident " 

KEPPLER. J 0 Region 3, Chlcego, Office of the Director 79/04/14 

ip 


7705170009 Forwards IE Bulletin 79-06B, ‘'Roviou of Operational Errors S. 
Sys Kieal Ignmants Identified During TMI Incldtnt *' 

KEPPLER, J 0 Region 3, Chicago,' Office of the Director 79/04/14 

ip 


7703030204 Forwards IE BuUatln 79-09, ''Fallursi of OE Type AK-2 
Circuit Breaker In Safety-Related Sys." Licensee ectlon 
required. 

KEPPLER, JO Regions, Chicago. Office of the Director. 79/04/17. 

tp 


790SOB0499 Forward* IE Bulletin 79-03B. "Nuclear Incident at 
TMI-Buppl " 

KEPPLER. J.O Region 3. Chicago. Office of the Director. 79/04/21 

tp 


7903300386 Respondi to IE Bulletin 79-07, "Salsml c Stress Analysi* of 
8af aty-Related Piping." Forwards description of computer 
program used in design of safety-related piping. 

DOLAN, J. E American Electric Power Co . Inc 79/04/24 Bpp. 
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7‘?0Sig0192 Ack roceipt of 790329 Itf InfoTmlnp NRC of itep* tdl«n to 
eorrott vlolatlosi* noted in IE Imp R#pt* 50“313/79*02 (t 
50 - 316779-02 

HElSHMAMi R F Re-alon 3i Chlcjgoi Rt^etop Oporotlons Nue 1 *»p 

Support Qranth 79704/23 Ip 


“79051301.36 Rotpondt to NRC 790302 1 tr r* violation* notod in IE Intp 
Reptt SO-313/79-Oa & 80-316/79-02 Corroctive action* 

Wttlihald (T»f tOCFR2 790) 

DIEBROUiR E Indiana 6 Klchlgan Rower Oo 79/04/28 Ip 


79031S0343 Forward* roiponso* to IE Bulletin 79-06Ai R»vt * Ion 1 
Oi*cui*a« ■najO'r difforancoi batuacn Hast 1 nptiou** k B&M 
design* 

DOLANi J E Indiana ti Michigan Power Co, 79/05/01 3Spp 


790SSS0371 Addl ra*pon** to IE Qulletln 79-07 Twentig-three piping 
line* anaiijiod uiing abiolut* lumnation technique proved 
capable of wlthitandlng lelimic event Remaining piping *v* 
also proved capable 

BIENiF N Indiana ti Michigan Rower Co 79/08/04 4pp 


7909310466 Responds to 790808 Itr requesting extension of time to 
respond to IE Bulletins 7B-12. 7a-12a 6 7S-12B Request 
denied, 

KEPPLEfi.J 0 Region 3. Chicago, Office of the Director 79/03/04 
2pp 


--7908310469 Requests time extension to respond to IE Bulletins 76-12, 
7a-12A U 7a-l2B 

DOLAN. J E Indiana 6 Michigan Power Co 79/08/05 2pp 


R Periodic operating reports t, related torretpondence 


7903070420 Forward e "Annual Environ Operating Rept 1970 " 
DOLAN. J E. Indiana 6 Michigan Power Co 79/04/16 2pp 


--7905070437 “Annual Environ Operating Rept 1970 ” 

a Indiana 1, Michigan Power Co 79/04/16 Soopp 


790S2503S2 Forwards rovtsed page IS to 1970 Annual Radiological Environ 
Monitoring Rept. transmitted 790320 Hr from contractor end 
SMALLER, 0 V Indiana L Michigan Power Co 79/04/26 3pp 


7908170261 Forwards monthlg operating rept for Apr 1979 
SMALLER. D V Indiana & Michigan Power Co 79/OS/li Ip 


— 7903180901 LEH 79-016/03L-0 on 790412 failure of tntirloeJk.uhlcI 
prevente opening both containment 630 ft level airlock 
doors Caustd bg slack in actuator cables 6 weak spring One 
cable L spring replacod 

HIZNERiD 0 Indiana & Michigan Power Co 79/03/09 ip 


7903230325 Forward* LER 79-017/03L-0 

SMALLER, D V Indiana 6 Michigan Power Co 79/03/16 ip 


— 7909230330 LER 79-01 7/03L-0 on 790423 while performing 8TP 022, 
aisentlai svc water-142, ssisntlal svc valve to 2 CD disssl 
did nob seat properlg Caused bg excessive wear of split disc 
hinge paints Stainless steel discs were substituted 
BROMN.M 8 Indiana b Michigan Power Co 79/09/16 ip 


DOCKET 30-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT I 


J Iitfuranca L Indemnitg information 


790S07D497 Confirms increased liabllltg limit to 4124.000,000 for 
policies NF-1, 23, 43, 76, 83, 100, 111, 140, 146. 131. 161 , 164, 170. 

173, 174. 179, 179. 190, 102, 103, 186. 107, IBS, 189, 192, 193, 194, 199. 
197, 198. SOD. 201 , 204. 206, 207. 208, 210, 212, 214, 219. L others 
QUATTRQCHHr.d American Nuclear Insurer* 79/08/01 Ip 


7909070SB2 Confirms Increase In llabilitg limit to 436.000,000 fsi 
policies KF-22. 26, 29, 30,39. 44, 46, 47,49. 90. 91, 32,93, 94. 39, 36, 

97. 88, 60. 61 , 64, 66. 67, 60, 69, 70, 71 . 72, 74. 76, 77, 70. 79, 80, 06, 07, 
08.90,91.92,93,94,93 t, 96 

ROBERTS. D M Mutual Atomic Energg Llabilitg Underwriter* 79/M/tl 
*P 


7908140499 Fo^rwardi Amend 0 to Indsmnltg Agreement D-70 per lOCfRliJ 
changes, re increase in llabilitg insurance from 4140 million 
to 4160 ml 1 1 Ion, effective 790801 Supporting documentation 
ene I 

SALTZHANiO Antitrust L Indemnitg Group 79/09/01 6pp 


7905160328 Submits executed copg of Indemnitg Agreement D-70. Amcni 0 i, 
response to 790301 request 

SHOEMAKER, C L Daltlmore Oa* L Electric Co 79/09/09 3pp 


P Operating licentt stage documents b correspondence 


7909000123 Forwards requsit for addl info re Cgcle 4 reload. In reiicit* 
to submittal 

REID.R H Opsrating Reactor* Branch 4 79/04/13 Spp 


--7909170262 Month Ig operating rept for Apr 1979 

OILLETT, W T Indiana b Michigan Power Co 79/08/03 i2pp 

8 Reportable occurrences. LERs & related correspondence 


7909280002 Forward* Amtndi 30 b 21 to Licenses DPR-SS b DPR-69. 
respectlvelg, safetg evaluation b notice of Issuance b 
aval lab 1 1 1 tg 

REID.R W Operating Reactors Branch 4 79/04/24 4pp 


7908040001 Forward* LER 79-012/03L-0 

SMALLER. D V Indiana b Michigan Power Co 79/04/27 Ip 


— 7908040002 LER 79-012/03L-0 on 790330 hgdraulic control valuts did not 
return to normal position placing hydraulic lock on operator 
cyllndpr Caused tg dirt in hydraulic pilot valve. Mgdraul ic 
fluid replaced 

BROWM, M B Indiana b Michigan Power Co 79/04/27, Ip 


— 7908290003 Amends 38 b 21 to Licenses DPR-83 b DPR-69. respectlvalg 
Limiting mex boron concentration in safetg injection b 
rafueting water tanks b allowing reduced shutdown cooling 
flow when coolant sgs is partlallg drained, 

REtD.R. U Operating Reactors Branch 4 79/04/24 64pp 


— 790S25000S Safetg evaluation supporting Amends 38 b 21 to blcehtii 
DPR-S3 b DPR-69, respectivtlg 

# Office of Nuclear Reactor Regulation. 79/04/24 6pp 


7908070383 Forward* LER* 79-013/03L-0 b 79-014/03L-0 

SMALLER, D V Indiana b Michigan Power Co 79/03/02 Ip 


"7908290007 Notice of Issuance b aval lab llltg of Amende 30 b 21 H 
Llcansa* DPR-93 b DPR-69. respectlvelg 

REID.R W Operating Reactor* Branch 4. 79/04/24 3pp 


—7909070990 LER 79-013/03L-0 on 790407 during rapid shutdown. pressura 
was allDued to drop to 2,190 lb pslg, Caused bg sprag valve 
which Wat slow to reipond Sprag placed In manual b throttled 
back 

MURPHV’, C E Indiana b Michigan Power Co 79/05/02. 2pp 


7903090049 Forwards proprletarg b nonproprletarg version! of risponir 
to Cgcle 4 reload questions Proprletarg version available 
In Central File*. 

LVHOVALL.A.E Daltimere Oaf b Electric Co 79/05/07 Spp 


— 790S070396 LER 79-ei4/03L-0 on 790404' on two oeeastont rod position 
indication sccoeded t2-tt#p limit, Caused bg drifting of 
slgnil conditioning module*. wh l*h were adjusted for proper 
ou Vp ut 

RISCHLINO, J L Indiana b Michigan Power Co 79/03/27. 2pp 


7905150408 Forme rde LER* 79-01 5/03L-0 b 79-0i6/03L-0 

SMALLER, D.V. Indlena b Michigan Power Co. 79/03/09, Ip 


—7908090035 "Response to NRC Qusitlan* on Calvert Cliffs Unit liCfrleii 
Reload Submittal. App 1-NP. " 790428, nonpropr letarg varslon 
« Combustion Engineering. Inc. CEN i07-(B)-NP. 79/04/26 tin 


7903220262 Submtte nenroutlne radiological environ operating rept «» 
ogster sample*, per ET6 App B requirements, 

STOUT. J M Baltimore Oas b Electric Co. 79/03/17 2pp. 


—7905130493 LER 79-01 5/03L-0 on 790409; during plant s tartup. smal 1 crack 
b plnhoU leak found in body of FHa-232.at Inlet side of 
valve adjacent to weld. Cause of crack not determtned, 

Radlographi of area reviewed 

MIZMER, D 0. Indlane b Michigan Power Co. 79/08/09, Ip 


7908300206 Forward* *ummarg of EDS Nuclear. Inc ri*olut lon/doetiaifttetls'i 
of elbow flexlbilttg error which existed In versions of 
PISOL piping analgsl* computer program from Jan-Oet 1969. 

Review b reanaigsts Included all work through Dec 1970, 

PORTEFt.F L. EOS Nuclear, Inc 79/0S/21 9pp. 
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■7909300863 Foriuardi EDS Nuelaar, Inc U«t ot BUR* tc piping tyi uhleh 
couH have bean loipacted bg deficient computer progrem 
OE ha* no record of reenalgal* for Cooper piping eg* 

STEPHENS) P W General Electric Co > Nuclear Energg Product* Dlv 
79/01/24. ISpp 


R Periodic operating report* t> related eorreapondenee 


7909230396 Forward* month Ig operating rapt for Apr 1979 
HERSONi S D Baltimore Oat & Electric Co 79/03/19 tp 


Q Inepectlon report*) IE Bulletin* li correipondanee 


79OS14O2O0 Forward* IE In*p Rapt 30-317/76-03 on 760319-19 
No none omp 1 lane* noted 

BRUNNER) E J Region !> Ph 1 ladelph la. Offiee of the Director 
76/04/07 2pp 


— 7909140210 IE In«p Rept 90-317/76-03 on 790318-19 No noncotnpl lance 
noted Major area* Inepacted mlnu te*i f ac 1 1 1 tg change repue*t 
1> operating in event log* 

KELLa0O)P J ) DAU18)A B Region 1) Philadelphia) Office of the 
Dtractor, 76/04/07 2pp. 


7909010101 Forward* IE Info Notice 79-06i "6tre»* Analg*!* of 
Bafetg-Relatad Piping " 

ORIER) 0 H Region 1) Philadelphia) Office of the Director 

79/03/23 Ip 


7909030270 Forward* IE Info Notice 79-07) "Rupture of Raduatta Tank* 
ORIER. B.H Region 1. Philadelphia, Office of the Director 

79/03/26 Ip 


"7909230399 Month Ig operating rept for Apr 1979 

KERSON.S 0 Baltimore Gat & Eltctrie Co 79/09/19 16pp 


8 Reportable occurrence*) LER* & related corrttpondenet 


7909100348 RQ-90-317/79/9B on 791203 condentate ttoragt tank tupplg 
valva to auilllarg feedwater pump* found *hut) cutting off 
water tupplg Caufed bg valve mltpotl tionlng Valve opened 
RUSSELL, L B Baltimore Oa* 6 Electric Co 79/12/03 2pp 


7903110118 Forward* Abnormal Occurrence 50-317/79/98 on 791203 
LUNDVALL.A E Baltimore Oa* ti Eltctrie Co 79/12/16 tp 


"7909110122 A0-90-317/79/9B on 791203 dlteovered condentate ttorage feant 
tupplg valve to auilllarg feedwater pump* «hut, leaving pump* 
u/o water tupplg Cautid bg administrative error Valve 
opened Licked valve deviation form will be used 
RUSSELL, L B Baltimore Oat t, Electric Co 79/12/16 3pp 


7909010924 Forwards LER 79-0U/03L-0 

RUSSELL, L B Baltimore Oa* «< Electric Co 79/04/26 Ip 


7903010036 Forward* IE Info Notice 79-08. "Interconnection of 
Contamlnatad Bg* u/6vc Air 8g« Uied a* Source of Breathing 
Atr “ 

ORIER) B H Region 1, Ph lladelph la. Office of the Director 
79/03/28 tp 


7909010286 Forward* IE Info Notice 79-09, "Spill of Rad loae t ive tg 
Contaminated Retln " 

ORIER, B hi Region 1, Philadelphia, Office of the Director 

79/03/30 Ip 


--790S010923 LER 79-011/03L-0 on 790411 during iurvelllance testing, 
auxiltarg high preiiure safetg Injection heedcr Isolation 
valve <si-6S6) required 29-* to open Operating Inttruction* 
revised to maintain SI-696 In open mode* 1,2 U 3 
CARROLL, J T Baltimore Oa* «t Electric Co 79/04/26 2pp 


7909080999 Forward* LER 79-013/03L-0 

RUSSELL.L B Baltimor* Oa* «< Electric Co 79/09/02 tp 


7909020030 Forward* IE Bulletin 79-06, "Review of Operational Error* ft 
Bg* Misalignment* Identified During TMI Incident." Licensee 
action required 

ORIER, B H Region 1, Ph 1 ladolph la, Office of the Director 

79/04/il Ip 


— 7909080961 LER 79-013/03L-0 on 790417 while performing routine 
surveillance test, discovered hgdregen analgier was 
Inoperable Caused bg failure of internal power lupplg 
transformer Transformer 4, two astociated capacitor* replaced 
CANOVA,H A , DAVIS. 8 M Baltimore Oa* li Electric Co 79/05/02 
Ip 


7909190372 Notifies that In-pool fuel ln»p will be performed between 
790430-0902 Bite visit can be handled under "Escorted Access 
to Controlled Area" requirement* 

nCID, R. hi Operating Reactor* Branch 4 79/04/13 8pp 


79050203B9 Forward* IE Bulletin 79-07, "Seismic 8tre»» Analgti* of 
Safatg-Rolated Piping " Licensee action raqulred 
ORIER, n H. Region 1, Philadelphia, Office of the Director 
79/04/14, ip, 


7909190000 Forward* LER 79-0t4/01T-0 

RUSSELL, L.B Baltimore Oa* U Electric Co 79/09/14 Ip 


--79091900B3 LER 79-01 4/OlT-O on 790903 onlg 89 «prag nozita* are 
installed on containment tprag header 18i FSAR mandate* 90 
noiilet Englnserlng evaluation of effaet Indicates as-bullt 
sprag header eiceads detlgn sg* flow rate - , _ 

MIERNlCm.M J. < CARROLL, J T Baltimore Oa* U Electric Co 
79/09/14 Ip 


7909030320 Forward* IE BulUtln 79-06B, “Review of Operational Error* »< 
Sg* MlsaUgnmant* Identified During TMI Incident " Licensee 
action required 

ORIER, O.H Region I, Phi lade Iph la, Office of the Director 

79/04/14, Ip 


7903040174 Forward* IE Bulletin 79-08, "Event* Relevant to Bolling 
Hattr Power Reactor* Identified During TMI Ineldint " 

ORIER, B.H. Region 1, Phi ladolph la, Offic* of the Director, 
79/04/14 tp 


7909290426 Forward* LER 79-016/03L-0 

RUSBELL, L.B Baltimor# Oa* 6 EUctrlc Co 79/03/19 tp 


— 7909290430 LER 79-016/03L-0 on 790421' one of eight main *t**m eafetg 
valves tested found out of toterenes In conservative 
direction Caused bg difference in ambient eondltleni 
between time when valve last reset h time of t**t 
CARROLL, J T., MIERNICKI.J Baltimore Oa* h Electric C 

2pp. 


7909030096 Forward* IE Bulletin 79-09, "Failure* of OE Tgp# AR-2 
Circuit Breaker In Safetg-Related Sg», " Licensee action 
i 1*9d 

ORIER, B.H Region 1, Philadelphia, Office of the Director 
79/04/17 Ip 


7909010633 Forward* IE 
Operational Error* it 
Inctdant " 

ORIER, 8 H. Raglon 
79/04/ 1 a. Ip. 


Bullstt'n 79-06A, Revision 1, "Review of 
Sg* Misalignment* Identified During TMI 

I, Philadelphia, Office of the Director 


7906290712 Raepond* to IE Bulletin 79-06B re change* in 
procedure*, preventative measure* It briefing of 
since TMl.Addl Info re RGB will be completed kg 790430 
LUNOVALL, A E. Baltimor# Oa* it Electric Co, 79/04/26. 


operating 

el 

11pp. 


7909300742 Respond, to IE Bull. tin 79 - 04 ."Jncorr|ict Height, for Swing 
Chtek V«lv«i bV VtUn engln««rlnfl Corp. f”**'J*^* 

Indicate piping or support overstr#**, support* will be 
■odifleil to aceomodete 4na 

LUNOVALL) A. E. Baltimor# Oa* it Electric Co. 79/04/30 9pp. 
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7903160389 Submit! EM«cut8<f co|>u of tndonnlty Agreement B-70< Amend 9 in 
r8«|ian»e to 79090( request 

SHOEMAKER. C L Reltimop* Oae «> Electric Co 79/09/09 Spp 


P Operating licenee etaga documents li correspondence 


790S080I83 Foruards request for add 1 info re Cgcle 4 reload, in response 
to submittal 

REID. R H Operating Reactors Branch 4 79/04/13 Spp 


79098S0002 Foruards Amends 38 h 81 to Licenses DPR-53 t< DPR-6?> 
respec t Ive 1 y. sad e tg evaluation b notice of Issuance b 
availability 

REIDiR W Operating Reactors Branch 4 79/04/34 4pp 


— 7903S90003 Amends 33 b 2t to Licenses 0PR-S3 b i}PR-69i respec 1 1 valy. 
limiting mac boron concentration In safety injection b 
refueling oater tanks b allowing reduced shutdown cooling 
flou when coolant sys is partially drained 
REID. ft M Operating Reactors Branch 4 79/04/24 64pp 


'"'7909390003 Safety evaluation supporting Amends 39 b SI to Licenses 
DPR-93 b 0PR-b9. respectlvaly 

e Office of Muclear Reactor Regulation 79/04/84 bpp 


“7903300007 Notice of issuance b availability of Amends 38 b 31 to 
Licenses DPR-93 b DPR-69i raspectiwoly 

REIDiR U Operating Reactors Branch 4 79/04/34 3pp 


7909220288 Submits nonroutlne radiological environ operating rept on 
oyster samples. per ETS App 0 reRUirrmsnte 
EJTOUT. J W Baltimore Oas b Electric Cb 79/05/17 Spp 


7909300300 Foruards summary of EDS Nuclear. Inc ress luti on/documentatl on 
of elbow fleclblllty error which ailsted In varsions of 
PISOL piping analysis computer program from Jan-Oct 1969 
Review b reanalysis Included all uorl through Dec 1970 
PORTER. F L ED8 Muclear. Inc 79/05/31 9pp 


— 7903300363 Forwards EDS Muclear. Inc list of BURs b piping sys which 
could have been impacted by deflcltnt computer program 
6E has no record of reanalysis for Cooper piping sys 
STEPHENS. P M Oeneral Electric Co .Muclear Energy Products Div 
79/01/24 iSpp 


0 inspection reports. IE Bulletins b correspondence 


7905010101 Forwards IE Info Notice 79-06. “Stress Analysis of 
Safety-Related Piping •' 

OfttER. B H Region 1. Philadelphia. Office of the Director 
79/03/33 Ip 


7903030370 Foruards IE Info Notice 79-07. "Rupture of Rad waste Tanks " 
ORiERrG H Region 1. Ph i ladslfh la. Office of the Director 
79/03/36 Ip 


790S010036 Forwards IE Info Notica 79-OB. ” interconnection of 
Cantamtna ted Sys w/Svc Air Sys Used as Source of Breathing 
Air " 

DRIER. B H Region 1. Philadelphia. Office of the Director 
79/03/38 ip 


7909030056 Foruards IE Bulletin 79-09. “Failures of OE Typo AK-2 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

ORIERtB H Region 1. Philadelphia. Office of the Director 
79/04/17 Ip 

7909010633 Forwards IE Bulletin 79-06A> ftevls ion 1. "Review of 
Operational Errors b Sys Misalignments Identified During TNI 
Incident “ 

CRIER. 8 H Region 1. Philadelphia. Office of the Director 
79/04/10 Ip 


790529071a Responds to IE Bulletin 79-068 re changes In operating 
procedures, preventative measures b briefing of personnel 
since THI Add! info re RC6 will be completed by 790430 
LVhlOl/ALL.A E Baltimore Oat b Electric Co, 79/04/26 llpp 


7909300742 Responds to IE Bulletin 79-04. " Incorrec t Heights for Swieg 
Checl Valves Mfg by Velan Engineering Corp “ Should analysis 
indicate piping or support overstress. supports will be 
modified to accomodate icreesed valve weights 
LUNDVALL. A E Baltimore Oas b Electric Co 79/04/30 Spp 


R Periodic operating reports b related correspondence 


7903230356 Forwards monthly operating rept for Apr 1979 
HERSON.S D Baltimore Oas b Electric Co 79/05/19 Ip 


— 79093303SS Monthly operating rept for Apr 1979 

HERSDN. 8 D Baltioiuro Oas b Electric Co 79/09/19 16pp 


8 Reportable occurrences. LERs b related correspondence 


7903080494 Forwards LEH 79-O02/OaL-O 

RUSSELL. L B Baltimore Oas b Electric Co 79/09/02 Ip 


7905090342 UER 79-003/03L-0 on 790400 fused circuit within power ivppli 
(If PROOAC S30.FT16> for plant proceis computer fa i 1 ed. Caused 
by Internal high current drain Function was restored using 
lab power supply units 

DAVia. a H Baltimore Oat b Electric Co 79/05/02 Ip 


DOCKET 30-380 THREE HIUE ISLAND NUCLEAR STATION. UNIT 2 


A App licatton/constructlon stage documents b correspondence 


7903300329 Forwarde preliminary review of Section 6 3 of FSAR 
Bection ndt adequately complete to allow initiation of 
detelled technical review 

HENDRtE,«J K Atomic Energy Commission (Pro 19791. 74/03/29. Spp 


7909110374 Forwards mlleslone b activity list for THI. status dtd 
74C814. for period ending 740907 Eipleins oitenslon of fuel 
load date b const schedule 
OUNN. U. T OPU Service Carp 74/09/06 4pp 


7909110337 Forwards list of differences identified from review of Idfl' 
b activity deecrlptions between Feb b Mar 1979 Issues of 
"Yellow Boot " 

OUNN. W T OPU Service Corp, 79/04/07 4pp 


7903010206 Forwards IE Info Notice 79-09. "Spill of Radioactive ly 
Contaminated Resin '* 

ORIER. B H Region 1. Philadt Iph la. Office of the Director 
79/03/30 ip 


7909110370 Forwards mllesbone b activity list for THI. status dtd 
7S0430. fop period ending 79QS07 
0UNN,« T OPU Service Corp 79/09/09 4pp 


7909030030 Forwards IE Bulletin 79-06. "Review of Operational Errors b 
Sys Hisallgnmants Identified During THI Incident " Licenses 
action required 

SRIER.D.H Region t. Philadelphia. Office of the Director 
79/04/ It Ip 


79O9O203S9 Foruerdi IE Dullctln 79-07. “Beismie Stress Analysis of 
Safety-Related Piping •' Licensee action required 
ORIER. B.H Region 1. Phlledelph ia. Office of the Olrector 
79/04/14 Ip 


7909110367 Forwarde mllestoite b activity lift for THI. status dtd 
750930. for period ending 751007 
OUNN.H T OPU Service Corp 79/10/03 3pp 


7903110357 Forwards milestone b activity list for THIr status dtd 
751331. for period ending 760107 
OUNN.U r. CPU Be r vice Corp 76/01/14 Spp 


7909110394 Forwards nilsstan* b activity list for TMI. status dtd 
760239. for period ending 760307 
0UNN.W T OPU Service Corp 76/03/09. 3pp 


7905030338 Forwards IE Bulletin 79-06B. "Review of Operational Errors & 
eys Misalignments Identified During T«1 Incident." Licensee 
action required 

79/04/14^ Ip *' Philadelphia, Office ef the Director 


7909040174 Forwards IB fiullatin 79-08, "Evonte Relevant to Dolling 
Water Power Reaetore Identified During TMI Incident." 

79/04/14*^’ Ip Philadelphia. Office of the Director 


7905110401 Forwards mllostone b activity list for TMI. status dtd 
760430. for poriod ending 760907 
OUMNiW T. OPU Service Corp. 76/05/06. Spp 


7905110397 Forwards «a 1 toe tone b activity list for THI. status dtd 
76053frf«r poriod ending 760607 
OUNMi W T- OPU Service Corp 76/06/07. Spp 
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7909110333 Ack rscslpt of NRC 760i24 Itr re const status ropt "YsUoui 
look ” Foruords sumnorg of NRC “Yellou Book" activity dates 
as submitted bg Oensral Public Utils 
ARNOLD. R C Metropolitan Edison Co 76/06/24 2pp 


7909110395 Foruards milestone t* activity list for TMli status dtd 
760630. for period ending 760707 
OUNNi li T GPU Service Corp 76/07/06 2pp 


7905110392 Foruards milestone (> activity list for TKI> status dtd 
760731. for period ending 760807 
OUNN.W T GPU Service Corp 76/08/06 2pp 


7903110165 Foruards application for byproduct matl license 
ARNOLD. R C Metropolitan Edison Co 76/10/19 Ip 


—7905110170 Application for matl/byproduct license by Metropolitan 
Edison Co for possession of any byproduct matl u/atomlc 
numbers betueen 1 U 83. Cs-137. Am-De & Pu~139 
ARNOLD. R C Metropolitan Edison Co 76/10/1? 13pp 


7909110393 Forwards milestone ti activity list for TMl. status dtd 
761031>for period ending 761107 
OUNN.W T OPU Service Corp 76/1 I/OS 2pp 


7909110406 Foruards milestone & activity list for THl. status dtd 
761f30>for period ending 761207 Fuel load date extended 
because of budgetary restrictions 
CUNM. H T OPU Service Corp 76/12/03 2pp 


7909110403 Forwards milestone *< activity list for TMI. status dtd 
761231. for period ending 770107 
OUNM. W T OPU Service Corp 77/01/06 2pp 


7909110409 Foruards milestono V activity list for TMI. status dtd 
770131. for period ending 770207 
GUNN. W T OPU Service Corp 77/02/04 2pp 


7909110402 Forwards milestone ti activity list for TMI. status dtd 
770228. for period ending 770307 
OUNN. H T OPU Service Corp 77/03/04 2pp 


790SI 10160 Requests addl info for processing 761019 application for 
byproduct matl licenst Forwards matl lab use guide 

BELL. J M Rad iolf otopee Licensing Branch (Pre 790901) 77/03/25 

3pp 


'-•7909110162 Draft "Guide for Preparation of Applications for Lab Use of 
Small Quantities of Byproduct Matl " 

• Radioisotopes Licensing Branch (Pre 770501} 79/12/3i 

aipp 


7909110400 Forwards milestone 6 activity list for TMI. status dtd 
770331. for period ending 770407, Most recent fuel toad date 
delay rept by util should read Dec 1976 
WNN, W T OPU Service Corp 77/04/04 2pp 


7909110176 Application for matl/byproduct license to authortie 
peseesilon of any byproduct matl w/atomlc numbers 1 through 
83 Inclusive 

ARNOLD. R C Metropolitan Edison Co 77/04/lB Slpp 


7909110396 Forwards milestone 6 activity list for THl. status dtd 
770429. for period ending 770907 
OVNM.W T OPU Service Corp 77/09/06 2pp 


7909110389 Forwards milestone 6 activity list for TMI. status dtd 
770S31.fqr period ending 770607 
OUNN.M T OPU Service Corp, 77/06/03, 2pp 


7909110196 Addl info requested on 770329 by NRC re application for 
nitl/byproduct license dtd 76101? has not been received. Info 
must be received within 30 days. 

ICLL.J.M Radioisotopes Licensing Branch (Pre 790501) 77/06/16 

If 


7909110149 Forwards addl Info re byproduct matl license reguested in 
NRC 770329 i> 770610 Itrs 

HERBEIN.JO. Metropolitan Edison Co. 77/06/29. 7Spp. 


79091I03Q3 Forwards mttsstane ti activity list for TMI. status dtd 
770630. for period ending 770707 
OUNN.M T OPU Service Corp 77/07/09 2pp 


7909110144 Matl/Bypr oduct License 37-17297-01 for Metropolitan Edison 
Co. author 1 1 Ing possession of any byproduct matt u/atomic 
numbers between 1 S< 84. Cs-I37i AtB-241 *< Pu-139 
NRIOHT.E 0 Radioisotopes Licensing Branch (Pre 790501) 

77/09/26 3pp 


7909110302 Forwards milestone b activity list for THl. status dtd 
770930. for period ending 771007 Lists reasons tor ektension 
of fuel 1 oad date 

OUNN.W T GPU Service Corp 77/10/07 2pp 


7903110378 Forwards milestone b activity list for TMI. status dtd 
771031. for period ending 771107 
GUNN.U T GPU Service Corp 77/11/02 2pp 


7909110376 Foruards milestone b activity list for TMI. status dtd 
771130. for period ending 771207 
GUNN. N T OPU Service Corp 77/12/09 2pp 


7909110174 Requosts addl info for processing mat 1/b ypr oduc b license 
application dtd 770418 N/o end 

URIGHT.E O Radioisotopes Licensing Branch (Pre 790901) 

77/12/19 tp 


7909110373 Forwards milestone b activity list for TMI. status dtd 
771231. for period ending 780107 
OUNNiN T GPU Service Corp 78/01/09 2pp 


7909090151 Various update sheets for Blue Book from 720417-780203 
* Commission 78/02/03 279pp 


790911036B Forwards milestone b activity list for TMI. status dtd 
700131, for period ending 780207 
OUNN.M T. OPU Service Corp 78/02/09 2pp 


E NRC Safety Evaluation Report (BER). supple b corrstpondence 


7905280432 Submits draft input to SER section re degradation to core 
meltdown 

CUNNINGHAM, H Office of Nuclear Regulatory Research. 79/04/13 
Spp 


7905160091 Outline for SER 

MATTBON.R J Division of Eystems Safety 79/0S/14 2pp 


F. Security, medical, emergency b fire protection plans 


7905220423 Notifies of fullflllmenb of util security packet request 
BNEENY.M Division of Security 76/08/26 ip 


7909160166 Forwards *30 00 security clearance fae from Metropolitan 
Edison representative. LL Lawyer N/e end 
DOPP. R, A Peraonne 1 Security Branch 76/11 /01 Ip 


7909160190 Forwards *30 00 security clearance fee from Metropolitan 
Edison representative. tlM Creiti U/o end 
DOPP.R A Personnel Security Brench 76/11/19 tp 


7909160174 Forwards requested fingerprint card Provides adH' -» 

Form 1 

CREITZ.N M Metropolitan Edison Co 76/11/24 Ip 


7909160161 Notification of "L" access au t hor 1 lat Ion for I 
Edison representative. LL Lawyer 

BRADY, R J Personnel Security Brench 77/01/18 


7909220419 Requeste three personnel security packets be • 
Metropolitan Edison Co 

DOPP.R A Division of Security 77/03/17 ip 


7909160199 Notification of receipt of request for access 
packet from Metropolitan Edison employes. JA Heverling 
KIHMELSBACH.L Psrsonnel Sscurlty Branch. 77/09/1 


7909160173 Forwards *30 OO «ecurlty dearance fae from M' 
Edison rapresentetlva. JA Haver 1 ing. ht/o end. 

DOPP.R A Personnel Security Branch 77/03/17. li 


7909160179 Notification of "L" access author izetlon for I 
Edison rapresentatlvs. UM Creiti 

BRADY, R, A. Personnel Security Brench. 77/08/08 


7909110384 Forwards mllestons b activity list for TMI. status dtd 7909140140 "Emcrgtncy Procedure 2202-2, l< Station Bleekou 

770831, for period ending 770907 version 

CUNN.H T OPU Service Carp 77/09/02 2pp. » Metrapolitan Edison Co. 77/18/30. 9pp 
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7905160171 Natrff Icotlan o# “L" iccoot jutho-rE lotion to Motropa I ItOB 
Cdioon rep rosontatlva. Heverling 

BRADY) R A Pcrtonnel Security Branch 70/00/36 Ip 


7903160107 Notoe re energencv planning b evacuation 
* Comnitaelon 79/03/31 9pp 


7905140046 Discueeee emarpencg procadurea for major caciuenct at event* 
felloulng loe* of forced circulation of RCS 
* Office of Nuclear Reactor Regulation 79/04/01, 23pp 


79052Z0416 Toruards review of »allent evacuation point* from F0AR 4i 
PA Dleaiter Operation* Plan 

ONOiC Office of pollcg Evaluation* 79/04/'01 19pp 


7903230457 Olscuiie* Eeiergancg Procedure 5 re lot* of letdown 
w/reactor coolant pump running 

TEDESCOrR, C A*<litant Director for Plant 6g*ten> 79/04/07 
4pp 


7905090252 Dl*cue*e* emergancg prapartdnet* need* in light of TNI 
incident Urge* aetlgnment of 11 perion* to State Progran* 
until end of fiecal year (< eight permanent poeltlon* 

RVANiA 0 Office of State Program* 79/04/10 lOpp 


7905300076 Notifies State of HA that NRC has not received acceptable 
emergency plan Offers assistance In resolving problem 
HENDRIE.J M Comm Iss ion 79/05/09 2pp 


7909300094 Notifies State of HI that NRC he* not received acceptable 
emergency plan Offers assistance in resolving problem 
HENORIE. d M Commission 79/05/09 2pp 

7903300101 Notifies State of OA that NRC has not received acceptable 
emergency plan Offers assistance in resolving problem 
HENDRIE.d M Cemmlsslon 79/05/09 2pp 


7905300103 Notifies State of IL that NRC hat not received acceptable 
emergency plan Offers assistance In resolving problem 
HENORIE. JH Commission 79/05/09. 2pp 


7905300107 Notifies State of VA that NRC has not received acceptable 
emergency plan Offers assistance In resolving problem 
HENDRie.J K Commission 79/09/09 2pp 


7903300119 Notifies State «f NE that NRC hat not recsivsd acceptable 
emergency plan Qffsre assistance in resolving problem 
HENDRIE.J H Commission 79/0S/09. 2pp 


7909300119 Noblfles State of CO that MRC has not received acceptable 
emergency plan Offers assistance In resolving preblsm 
NENDRIE.J H Commission 79/05/09 2pp, 


7903300120 Notifies State of HN that NRC has not racelvtd acceptable 
emergency plan. Offer* aisistancc In resolving problem 
HENDRIE.J H Commission 79/05/09 2pp 


7903300123 Notifies Stats of NO that NRC ha* not received accaptabta 
emergency plan Offer* assistance in resolving problem 
HENDRIE.J H. Commiselon 79/03/09 2pp 


7905300124 Natl f las State of RI that NRC has not rtcelved accaptabU 
emergency plan Offer* asslstanct in resolving problem 
HENDRIE.J M Cemmlsslon 79/03/09 2pp 


7903300126 Natl fie* State of NC that NRC hat not received acceptable 
amergenev plan Offer# assistance in resolving problem 
KENORlEiJ.K Commission 79/03/09 3pp 

7903300126 Notifies State of KY that NRC has not received accaptebU 
emergency plan. Offers assistance in resolving problem 
HENDRIE.J H. Commission. 79/09/09 2pp 


7903300131 Netlflet State of MI that NRC has not received acceptable 
emergency plan.Offers assistance in resolving problem 
HENDRlErJ.K Cemnlition, 79/09/09 2pp. 


7909300134 Notifies State of OH that NRC has not received acceptable 
emergency plan Offers assistance In raselving pryblsm 
HENDRIE.J M Comm I e« ion 


ceo table 


7909300139 Notifies State of HE that NRC hae hot received icceptible 
emergency plan Offers assistance in resolving problem 
HENDRIE.J N CoflMnisslon 79/09/09 2pp 


7903300144 Notifies State of PA that emergency plan must bt upitHf 
Rayuesti caopsration during review 
HENDRIE.J H Commission 79/09/09 2pp 


7903160063 Comments on security aeilstance at TNI 

ROBERTSON, U Division of Security 79/03/10 2pp. 


7909300426 Comments on firs protection it security daf 1 c tenrisi it li'l 
NOTLEVrO P Engineering Kethotology Standard* Dranch 7f/09fli 

2pp 


0 Ad judicatory corraspondence 


790S090S39 Response to stay metlon by interveners Draft erdir dsnyl’i 
IntsrvenoT s ^ motion but directing AGLAD to consider Rn~22g 

issue end 

KELLEY. J L Office of the Oeneral Counts! aECY-A-7e-10 

lapp 


— 7903090247 Opposition by util to 780209 regusst from joint intirii' 
Cltiiens for Safa Environ, it York Commlttsa for Safe Environ 
for stay of initial decision Affidavit of MO Runta i. 
Certificate of 8vc end 

TROMBRIDOE. O p , BLAKE. E L 8haw, Pittman, Potts, it TTavbrUss 
78/02/21 19pp 


7903220426 Forward* rayuested documsnts re Chairman Hendrls'i 
participation in review of Board decision. 

BLAOOIE.E L Office of the Oeneral Counsel. 78/02/24 Ip 


7909090246 Ravlaut ALA8'463, Issued by ASLAO on 76D327 Ho petlllo* f*r 
Ttvleu have been f i f sdi dec Islon dost not warrant Comnlttlon 
reviaw, 

KELLEY. J L Dffic# of the Oeneral Counsel BECV-A- 70-34 ll/aifli 

3pp 


— 79OSO90249 Remand's radon Issue to ASLO w/dlrectlans to reapin iiciM 
for receipt of neu evldonca it for further hearings Partial 
dissent of MR Johnson encl 

DUFLO. NH E Atomic Safety and Llcanslng Appeal Panal TBIOVJ} 

ag, 


7903090222 Informs Commission of A8LAB ALAO-474 deClsioit on uhlib n 
petitions for review heve bean filed it does not warrant 
ravlew on its own merits. 

KELLEY. J.L Office of the Osnaral Counsel BECY-A-76-47 7e/04.:J 

9pp. 


7909^20434 Forwards 780606 mimo re Chairman's participation In ii.lse 
of ALAB-474 on TMI 

CHOPKO.H Office of the Oeneral Counsel. 78/06/06. Ip 


— 7909220436 Supplies background Info re Chairman's par ttclpallsn l« 
ALA8-474 on THl Slnca Board daclslon does not deal w/ 
substantlva issuas.no conflict of interest it Involved 
CKOPKO.H Office of the Oeneral Counsel 76/06/06 Ip 


7703090226 Informs Commits ion of A8LAB decision ALAB-486 for wlHk 
petition for review ha* bssn field. Decision concerned 
emergency plan* & risk of heavy aircraft crashing Into 
plant, 

EILPERlN.a F. Office of the Oeneral Counsel. 8ECV-A-78-hQ 
76/09/06. 13pp Available et NRC. nrc. 


7909090221 Provides info re Kepford v NRC. DC Circuit Number 7B*IW 
Plaintiff leske judicial rsvltw of ALAB-480 Insofar as 
dsclslon affect* TMI proceeding. Not likely to be substalnsf 
by court* 

EILPERIM.S.F. Office of the Oonoral Counsel 76/10/24 2jl 


—7903090225 Provide* Info rt Kepford v NRC. DC Circuit Number TB'IP-M 
Plaintiff seeks judicial review of ALAD-4B0 only l.nsof*r si 
decision affects THI proceeding Hill keep Informed. 

EILPERIN.S.F Office of tho Ooneral Counsel. 76/10/24 Ip 


— 7903090200 Provides Info r# Kepford v NRC. DC Circuit Number 78-lW 
Plslntlff soeks judicial review of ALAB-4B0 only Insofar js 
dedlilon affects TMI procesdlng. Will keep Informed. 

EILPERIN.8.F Office of tho Oonoral Couneal. 78/10/24 IP 


— 7903090232 Provides Info re Kepford v NRC. DC Circuit Number 7B'lf3J 
plaintiff sash* judicial review of ALAB-480 only ineofer a* 
decision affects THI proceeding, Hill keep Informed 
EILPERIN.B F Office of the Oeneral Counsel 78/10/24. IP 
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>909100406 NotJfl«9 lli«t Dfc ol" i:»BCuUvt lBg«il OlrBctnr will 
In ijBvelaplng l’*ipon»i» to /‘fQTJ’i petltioit bg tnvlron 
CoPUtlon on NocUor I'nuer 

MURHAVi P HuUmok Irtg U E'tif orc«m»n t Dlvltltut 79/04/04 9pp 


7709160316 Forwoi d» ?ln«l <Vfllu«tloii of itsm« dltcutkcd |ti 790330 mimo 
rt a(<U-d*tign«(t nucloar p laril ii l(tqu»« (.« aildl Info lia 
foruiardod lu I learning boarda 

HaQUEY<NC Dlvlilon of Iteactoi Opora 1 1 tiiia Inipactluni 79/0J/30 

lOpp 

7909100403 Pail tl oil to auapand 1)1 a for all 1‘URt 

LOCHQTCTiW A (,nvl l•unfB«tlla I Ooallilnn on Niiclaai Powar 79/03/89 
3pp 

7709160163 Forward a lliial'd Notlflrallon /7 10 on raatlor Inipactor 
caiicarna ra II6W planti I'aitlfirala of (Ivt anil 
SCINTOiJf Maai'lngt IHvitlon /9/0')/a9 I4pp 


■7709160109 Dnard no I i f li at I on t aar lot InanaLtoi (.onrarna ra l)t<U planla 
VAOSAUaiU n Aaililanl Diraclor for llglit (■lalai Raarlurt 
79/03/06, 3pp 


—7709160301 forwaida Iwii Mtiaaleg to rhompion mamoa for Hoard 
notification info 

TIlOMPfKIN. 0 llffita ii f I *• I liantllva (Jfflrai for Upaiatlona 
Oupporl /9/0>l/«9 Ip 


--7709160307 tnfni ma tbat p r a 1 Iml nar g avloalliin of Uant 3 fontalnad In 
770'I3Q mamo will ba tavlewad In I IgM of IM| ti ana I ant Add I 
Info mag taiiia fhaliga In pravinoa aaaaaamanl 
MOOCCViNO Dlvialiin of llaaitor llpaiatliina Inapattlnna 
77/03/37 Ip 

7709160090 Comaianta on datag In pioiataing /90 106 Hoard nntificatiun 

rtiiuaa t 

eCINTOiO llaaringt 1)1 via I no 77/0 1/ 10 3pp 


77090101 in Pol ward a raiiiiaat for Hoard notification la nunaafalg grada 
tiiulpmanl to mltlgata iranaianta 
RCINrOiJP Maaitnga Olvialon 79/04/03 Ilipp 


■7709010196 Hoard notifliallun ataff aaaaaamant ra nunaafa tg- gi ada 
aqulpmant to mltlgata Iranalanli 

VAOllAl < 111 11 II Aaatalanl Oiraitni for (igbl llatat llaactoii 
/7/0'l/37 app 


■77090I0I7II Hoard notifliation laiaiit laaita tin nonaafatg giada 
aqulpmant to mltlgata tranalaiili Hut a Info ii raqoiiad 
T(.IH(lC()ill I Aaaiatant Dirarlor foi Haai tot Dafatg 77/0,1/16 

app, 


7709300079 I'orwarda diaft oriiai Iti aiiiima t> tonfirm diracl HHC 
rigulatorg autliurilg ovar amargarng altoatlon at IMI'd 
OOOaiCKil, V (Ifflca of Ilia liaiollva Dirartnr for llparaliona 
77/04/03 Jpp 


7909070319 Draft of ordai to aaanaia t< tonfirm rfirait NHC ragolatorg 
aothorltg ovar amarganeg lUnatton at THl 3 

CIMlKiS j Dfflea of tha llatralarg of liia Commiaaion 77/04/0) 

8pp 


7709140166 Rarorntnaiida pnatponlng da tarmlna 1 1 on of a a Iraurd I narg nociaar 
aecuranca at Tiil until ami of atildant !> aaaaaamant of 
contaquanta, f'rlta Andaraon qiititlona atiould ba dalagad 
BICKWIT.L Offica of tha Uanaral Cownaal 79/()4/o:) Ip 


7709160033 Dlictiitai affacta of IMI on panding Hrancb tV haaringa 
0UH8TC.AI). M. 3 ilraocli 4 79/04/0) 3pp 


7709160039 Dlacuaaai affacta of TMI on haarlng achadul aat 1 1 ata 
pmcaadtnga tchadulad from Apr through </ona I orwarda 
quattlona to bt anawarad at 790404 haaring 
fleie.G, 3 tlranth 3 77/04/03 3pp 


—7709160049 t.iati quailtona to ba anivarad at 770404 haaring ra liquid 
pathwag ganarlc atudg I. FTU 

HOUFEiO Atomic Qafatg and l.icanatng Hoard Panal 77/03/37 3pp 


7709160113 Hoard notification ttuclaar tneidant at THl ftaeommanda boarda 
#0 caita Invotvtiig HIM raaclora ba providad w/l£ Hullatin 
77-09 6 PN0-6V (, 67A. H, C. D, E. F , 0 I. II 

VAOOAUUO.O U Aaaiatant Diractor for l.ight Malar Haactori 
77/04/03 3pp 


7709160327 Raviawa Impact of TMI on upcoming htar I ngat 1 1 at a haaringa 
uhadulad for Apr 6 Hag 

COWIINOHAM.O H Branch 3 77/04/03 3pp 


7709070310 Datalla tnajor tacuaa t< pofalbla approachai ra tagal aapacca 
of NRC inqulrg into TMI Incident, 

STOIHERiC Offica of tha Oanaral Gounaal 77/04/04 4pp 


7709160191 nevieui dalag in proceaaing raqueata for Uoard 
notification! Provide! general background & outline of facta 
ra 790306 notice 

QCINrOiJ F Haaringa tHvlaion 77/04/09 6pp 


7709160300 Forwarda lataat motion to reopen aafatg haaringa bg T 
Dattllo on bahalf of Gave tha 7allag - Save Marble Hill, 

Forwarda revlalona to draft motion# attached to 790403 
memo 

MURRAY. J P Rulemaking 6 Enforcement Dlvlalon 79/04/09 3pp 


■7909160312 Motion to autpand 6 rovofce CP for propoaad facltltg bacauaa 
of TMI Inc Idant 

DATTILO.T M Matfoid 6 Dattllo 77/04/04 3pp 


7709070383 tliiggaata appropi late reaponaa to Hail taatlmong ra cluaad 
outlet valve# on auilliarg f aadualar pump# 

OTnlDIR.G R Offica of the Oanaral Counael 79/04/09 Ip 


/VOIIAOOIH) Dlacuiaaa legal author! Ig to ahut down Rancho Eiaco ilatar 
plant# due to TMI Incidanl 

01 )((1N. P I) Office of tha Oanaral Counael 79/04/10 6pp 


79091104U1 Reaponaa to ALAn-907 ra radon emtaalona 6 da mlnimua thaorg 
from Parkin# record Cartlflcala of Ove anc I , 

BCINTCI. J r Haaringa Dlvlalon DORDLNtCK.I) M llranch 4 
lIMlO.n H Dianch 8 79/04/11. 49pp 


/909140919 riaaponaa to /90404 brief of Phitadeipbla Clectrlc Co. Public 
Ovc Electric 6 Oaa. 6 Atlantic Cltg (HJ) Electric Co ro de 
miiilmua theorg Ceitificate of Ovr end 

HI.PFORDi C P CitKeni for (Jafe I’nvlronment 77/04/11 Opp 


7709070313 Foiwerda Mat of action# undarwag re TMl-3 

OHAPAR.H K (Ifflca of the Ciacullve legal Dlieclor 77/04/i:i 3pp 


/909140,J33 (Jntiflea of conaolidatlon of five Inlervanor group# re radon 
amlaaiona laaua I’artlaa have until 770989 In which to file 
for eummarg dlepoaltlon 

DUf-lO.M I Atomic llafetg end l.lcenelng Appeal Panel /7/04/88 
UIpp 


/7090803/4 l.lata complaint# filed agalnat aeveial utlla 6 companlea 
aaaoc laied w/TMI , Forma I comp laint enc I 
MARRONFi 3 American Nuclear Inaurari 79/04/37 lOpp 


/90’)I90943 Poatponaa /90404 tvldtiitlarg hearing ra aircraft craah 
probabllltg laaue Aaaaaamant of altualion will ba made bg 
/91001 

DUH.OrM r Atomic tlafalg and licanalilg Appeal Panel 77/09/03 

3pp 


/7030D0930 Porwerdi data action complaint CA /7- 930. filed In Ufl 
DIatrIct Court. Middle DIatrtet of PA. brought agalnat utlla 
aaaoc la tad w/TMt , 

CARRIER. U C American Nuclear Inaurare 77/09/04 I4pp 


7709330393 Forward! daai action complaint emith va UtiM. /7C 1 v3339> UQ 
Dlatrlct Court fni Ooutharn DIatrIct of NY 
CARRIFR.W C Amarlcan Nudtar Inaurara. 77/09/19 lipp 


77093703D9 Forwarda daaa action complaint ra TMI accident 
filtd agalnat utlla 6 vendor! In C Robert leraoniet ell. 
va Matropo 1 1 tan Edlaon Co. at at 

CARR ICR. M C Amarlcan Nuclear Inaurara 79/09/33 9pp 


H, Oanaral corriapondence 


7709160034 Forwarda aacurltg package! to be completed bg daalgnated 
emplogeea for ecceaa to certain technical repta.M/aend 
DOPP.R A Dlvlalon of Dacurttg. 76/00/39 tp 


7709160036 Forwarda eitra aeeuritg packet! 6 fingerprint card! M/o 
anc 1 

OQPP.R A Dlvlalon of Oacurltg 76/09/09 ip 


7709070136 Raqueata Immadlata doatng of nuclear power plant! 
&CIIUtER.U Affiliation Unknown 77/03/37 tp. 
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79031*0036 Request* roujh estimate af probability of TMI accident 
computed on basis of mathodolojy used in reactor safety 
study 

BRADfaRDi P A Commission 79/03/39 ip 


7903040377 Public comments on TMI Incldsnti 790330-0409 
» Affiliation Unlnown 79/03/30 60pp 


--790&0403B5 Insists util has placed corporate Interests far above 
concern for public uislfare Util presence in area Is no 
lonyer desired Supyests evacuation 
tireRB.U A Cumberland Countyi PA 79/04/03 3pp 


—7903040399 Urges stationing of permanent anitte federal Inspectors at 
nuclear power plants In operation t' under const in USA 
OLICKMAN, 0 House of Rep 79/04/04 Ip 


790S110203 Confirms 790339 request for telephone legt re TMI situation 
HODODOMiA Commission 79/03/30 Ip 


79091 1023S Confirms tetcon u/E Fay requesting names of Congressmen uho 
luere Informed of TMI situation ti at uhat lime 
HOCORON. A Cottimlasion 79/03/30 Ip 


79091*0097 Suggests naming outside Individuals tt NRC members to 
accident review board 

AHEARNE. J F Commission 79/03/30 Ip 


7909300901 Requests complete investigation of THI-2 incident Since 
Licensing Hoard is to mate decision on Diablo Cangoni 
requests comparison of structural i operational dasigns for 
both plants 

PANETTAi L E House of Rep 79/03/30 Ip 


7905300244 Espresses concern re dlecbarge of hajardous matt from TMI-2 
Request* notification of NRC activities &> offers assistance 
MATHIAS, C H Senato 79/03/31 4pp 


7904170110 Requests registry of all facility employees for health 
monitoring Dosimeters or film badges should be Issued to ail 
P ersonnel 

CAUirANO, J A Health, Education t, Walfaro, Dipt of 79/04/01 tp 


7909160113 Notes from Cormi sslonere ' 790401 meeting re precautionary 
evacuation 

THOMPSON H L Commies ion 79/04/01 2pp 


7909070143 Requests NRC honor Oovornor Broun's request to shutdown 
Rancho 8eca 

STEINER, R Affiliation Unknown 79/04/02 Ip 


7909160071 Schedule fur 790404 meeting w/ACRS subcommCttea, NRC (i util 
rapresentat 1 vet in Nash Ing ton, SC to discuss chronology of 
TMI incident, current plant status, generl c L health aspects 
MCKINLE'i'i J C ACRS - Advisory Committee on Reactor Safeguards 
79/04/02 Ip 


7909160072 Suggests no more CRs or OL* should be issued until TMI 
events have been analyied 
BRADFORD, P A Commission 79/04/03 Ip 


79091*0034 Comments on areas which will be covered by NRC revteus i, 
suggest! a blue ribbon panel be established 
AHEARNE, J f Commission 79/04/03 2pp 


7909170270 Discusses NRC in-house review plans re TMI ii\C idint Suggnli 
president establish blue ribbon panel to study technical 
Issues 

HENJ)R1E,J H Commission 79/04/03 2pp 


79091*0111 Forwards Chapter 9, “Reactor Coolant Sys" Si Chapter*, 
"Contingency Safety Features" from F8AR 
NElSSQEROi S Office of State Programs 79/04/04 ip 


79091*0126 Forwards IE Bulletin 79-09 t< PNQs on THl through, 790404 
U/a end. 

NEISSBERDi S Office of State Programs 79/04/04 Ip 


7909100201 Requests Info re Kr-89, levels of gamma radiation at nucliir 
facilities U Instrument failures as they relate to TMI 
incident 

BRINKER,W F Affiliation Unknown 79/04/09 4pp 


7909110291 Eipresses thanks for assistance re Issue of oiygin louraai k 
links within sys 

BUDNITZ, R J Of flee of Nuclear Regulatory Research 79/04/09 Ip 


7909110293 Expresses thanks for suggestions re hydrogen overpriiiuPl 
during Inc 1 dent 

BUDNITZ, R J Office of Nuclear Regulatory Research 79/04/09 Ip 


7909110299 Expraases thanks for suggestions re assistance durlb) rni 
Incident 

BUDNITZ, R U Office of Nuclear Regulatory Research 79/04/49 Ip 


7909110301 Expresses thanks for assistance re hydrogen bubtli preklie 
during Inc ident 

BUDNITZ, R 0 Office of Nuclear Regulatory Research 79/04/'09 1} 


7909110302 Eipresses thanks for assistance during TMI incident 

BUDNITZ, R U Office of Nuclear Regulatory Research 79/04/49 Ip 


79091*0073 Recomne'ivds formation of accident review commlsslan Blqillli 
meet 1 ng 

AHEARNE, J Commission 79/04/09 Ip 


7909160493 Expressas thanks for asslstancs during TMI incldsnt 

BUDNITZ, R.U Office of Nuclear Regulatory Research 79/04/09 ll 


79091*000* Forwards FBI eommunicatlons re TMI Incident U/o sncl 
BRADY, R J Division of Security 79/04/06 Ip 


790916010’4 Forwards background questions ti answers re roaetpr 
decontamination ti decammisslonlng to support meeting bstueen 
Hsndrie tt Senator Hart 

BTEVER,I4 0. Office of Standards Development 79/04/0* t2pp 


7709160129 Draft chronology of contacts between Commissi oners, KRC lUff 
te Oovernor of PA re TMI accident 790330-31. 

OIBSONiTR Commission 79/04/0* 2pp 


— 79091*0077 Press concerns from H Denton's 790402 press conference on 
TMI coniil tl one 

CAMPBELL, H Commission 79/04/03 Ip 


7909160194 Tape of H Denton's press conference should arrive 3 PM on 
790403. Erpec ts PNO completion same day 
OiaDQN,r Commission 79/04/02 Ip 


7909140160 Dlscuisas NRC response to Congressman Preysr 790402 Itr.All 
possible meetings will be open t« public Transcripts of 
closed meetings will be released u/o proprietary info 
BICKNiT, L Office of the Oeneral Counsel 79/04/03 Ip 


7909160019 Summary of telcon u/8 Cubit re decommles Ion Ing coste for 
TMI 

CALKINS, 0 D Fuel Process System* Standards Branch 79/04/03. 

Ip. 


7909160031 Datcribei talcon bttusen U Calkin of NRC Ii J Cubts of 
Ksnnady subcommittee rs cost of decemmls tlon ing TMI 
KENT, 8 Commlislon. 79/04/03. tp 


7909160061 □utllnes action plan for dsveloplng regulatory options on 
ilitar BtiN operating reactors, 

• Commission, 79/04/03 Spp, 


7909300303 Forwards draft latr to Secretary Schtestnger erprsiiinf 
appraclatlon for support provldtd by DOE re TMI Incident It 
r sques ting continued support 

OOSBICK., L V Office of the Exscutivs Director for Opsratlcns 
79/04/0B 4pp 


7909100012 Ack receipt of 790402 Ur ri TMI incident Comp I ets iispenHs 
wilt be forwarded as soon at posslbls Forwards NRC press 
releases ti preliminary notifications rs Incident 
KAMMERER.C. Office of Congreis lonal Affairs, 79/04/09 Ip 


—7909100013 Requests Info re hypothstlcal radiation ditpsriipn. psttiir 
resulting from posslbls ixplotlon li/or meltdown at TMI 
NEIES, T > RANOELrC House of Rtp. 79/04/02 3pp 


7909100040 Forwards 790401 Itr from T Frani expressing eonetrn re 
aircraft flight paths over THI during incident 
METQENBAUM.H M, aenate, 79/04/09, 4pp, 


7909100212 Ack receipt of 790330 Ur re TMI Inc ident. Complete reipsMi 
will te forwarded as soon as posslbls, Forwards NRC press 
releases t> prsllnlnary notifications rs Incident. 

KAMKERER, C Office of Congressional Affairs. 79/04/09 3pp 
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79OS1A0Q39 Foru^rds backup iiuestlans & ansuars bo u«e in preparation 
for Itaarlng on TMt bofore Senate Subcommittee on Nuclear 
negulatlon. 

KAHMERERi C Office of Congrese ional Affairs 79/04/09 ip 


7909110249 Describes status of THl transcripts Records of 790330-31 tt 
0401-09 are in PDR Transcripts of 790406.09,10 U 13 ulll be 
available to Commissioners bg 790417 
HQOODON, A Commission 79/04/16 Ip 


•7909160027 Qackup quastlons 6 answers to use In preparation for hearing 
on TMl before Senate Subcommittee pn Nuclear Regulation 
KAHMERER. C Office of Congressional Affairs 79/04/09 3Spp 


7909160076 Advises that JM Mendrle thinks it unnecessary to establish 
pesitloii on issuing licenses prior to hearing 
OIODONiT Commission 79/04/09 Ip 


79Q3160096 Discusses assessment of radiological doses from TM! accident 
bg ad hoc group 

PETERSON, H T Office of Standards Development 79/04/09 Bpp 


7909160044 Forwards reconstruction by E Fay of e treumstancas 
surrounding transml ttal of transcripts of closed Commission 
meetings on THI 

KAHHERER.C Office of Congressional Affairs 79/04/16 Ip 


— 7905160046 Responds to raiiuast for chronology of events re release of 
transcripts of closed meetings of Commission during TMl 
emergency 

FAVrE S Office of Congressional Affairs 79/04/16 4pp 


7909160101 Submits chronological environmental monitoring Info at THl 
BRADFORD. P A Commission 79/04/16 2pp 


7909160110 Notification of time change for 790410 hearing HR Denton 
will not attend 

OinSDN.T Commlielon 79/04/09 Ip, 


7909160134 Toruiarde proposed addition to JH Hendrte's THI testimony 
before Senator Hart re evacuation plans 
SRADFORD. I> A Commission 79/04/09 2pp 


790930030/ Faruiards "Preliminary Description of Events at THI-2 
Facllitg Accident" & "Generic Considerations of THI-2 
Incident" ae background Info for 790410 Senate hearing 
KAHHERERiC Office of Congressional Affairs 79/04/09 19pp 


7909300179 Confirms 790409 telcon re willingness to attend any meeting 
re TMl Includes test of teles sent to General Public Utils 
re familiarity w/reverse osmosis 6 Ion esehange 
TICBE, H R London Nuclear Decontamination. Ltd 79/04/16 tp 


7909110190 Espressos appreciation for contribution to NRC efforts at 
TMl 

HENDRIE.U M Commission 79/04/17 tp 


— 7909110194 Esprasses appreciation of DF Mossbury's work during TMl 
1 ne ident 


DENTON, H R Off Ice” of Nuclear Reactor Regulation 79/04/13 Ip 


7909100061 In roeponso to 790330 Itr re safety of nuclear power plants 
In CT In light of THI, forwards JM Hendrle's testimony 
bofora Senate Bobcommitteo on Nuclear Regulation H/o and 
KAMMERER. C Office of Congressional Affairs 79/04/10 2pp 


7909110300 Forwards LV Oeislek 790419 memo directing NRC personnel to 
keep written record of actions pertaining to TMl Requests 
copies of all memos 

BUDNITZiR J Office of Nuclear Regulatory Research 79/04/17 Ip 


— 7909100073 floquests Info ro TMl mechanical malfunctions 6 possibility 
of olmllar occurroncoe at CT nuclear plants 
DOtm.C J. House of Rep 79/03/30 Ip 


7909160040 Forwards congressional Itrs which NRC has answered u/interim 
reip onsei . bu t containing questions which require further 
rosponse Lists priorities W/o end 

KAMHERCRiC Office of Congressional Affairs 79/04/10 Ip. 


7909160041 Comments on Informing Congress about TMl situation 
HAMMERER. C Office of Congressional Affairs 79/04/10 2pp 


7900160137 Requests that TMl Info be sent to J Boulck.HA Secretary for 
Environ Affairs 

AHEARNE.JF Commliiion 79/04/10 Ip 


7909160091 Llel of Individuals chosen to comprise Presidential 
Commission to Investigate TMl « 

KAMMERERi C Office of Congressional Affairs 79/04/11 2pp 


7905190294 Responds to 
facility Buggsstlo,ns 
DENTON. H R Office 


suggestions to help Improve 
considered 6 appreciated 
of Nuclear Reactor Regulation 


cond 1 t lone 
79/04/11 


t 


59pp 


7909100181 Ack receipt of 790410 Itr forwarding correspondence from 
KL Pennebaker re TMl Response will be forwarded as soon as 

KAMHERERiC Office of Congressional Affairs 79/04/12 2pp 

7909140196 Responds to 790412 memo re actions on TMl Lists contact 
persons In Ofe of Administration for FOIA request 

FELTON. J M Division of Rules and Records. 79/04/12 3pp 


7909100206 Ack receipt of 790411 Itr re THI incident Complete responses 
will be made as soon as possible Forwards D Elsenhut's 
Senate testimony summariilng significant events H/o end 
KAMMERER.C Office of Congressional Affairs 79/04/18 3pp 


7909110190 Confirms understanding of 790416 meeting re coordination of 
NRC response to TMl Incident Assigns K Cornell as focal 
point for Info 

OtLINSKY.V Commission 79/04/18 Ip 


7909140020 Ack receipt of 790331 Itr Will consider suggestions In 
analysing TMl incident 

HENDRIE, J M Commission 79/04/10 Ip 

7909140171 Forwards transcripts released 79041B 6 preceding week More 
will bo sent as they are released W/o end 
01LIN8KY. V Commission 79/04/10 !p 

7909140179 Forwards transcripts released 790410 & preceding week More 
will be sent as they are released W/o end 
OILINSKV. V Commission 79/04/10 Ip 


7909140178 Forwards transcripts released 790410 per V OlUnsky's 
directions W/o end .. 

BICKWIT.L Office of the General Counsel 70/04/10 Ip 


7909160023 Forwards proposed witness list for second Hart hearing on 
TMl 

HAMMERER. CC Office of Congressional Affairs 79/04/10 2pp 


7909230139 Lists addl personnel to be authorlted for access to 
gXELLO.V Division of Operating Reactors 79/04/18 Ip 


7909160047 Commante 
House Bubeommlttee 
Commission closed 
KENT, B. Offlco of 


on eonvoriatlon w/H Myers, spadal 
on Energy 8< Environ, re transcript 
meeting on TMl. 

Congressional Affairs. 79/04/12 


consultant 

of 

tp 


to 


39020246 Believes nuclear power plants should he until 

emergency ctrs for times of crisis ere available Hants no 
plants built ponding Improved safety assurances 


7909110293 Re 
closad TMl 
OILINBKY, V 


quests statement of basis for providing 
meetings to Congress on 790412 
Commission. 79/04/13 Ip 


transcripts 


of 


7909140290 Responds to 790410 Invitation NRC ”"*'**• 

attend European nuclear conference in Hamburg to discuss 


TMl 

HENDRIE, J M. 


Commission 79/04/20 Ip 


7909110209 Requests lists by 790420 of 79/04/13, Ip 

CE9INE, S Office of Nuclear Regulatory Resaarch / 

7909210263 Summary of questions raised on t"* ** 

current shutdown. Results of *VLu’’Stji’'te*'eredlblllty 

Mucl«.Ar En«r«M Svci wtr* qutition«d bv ubll r* v 

s Office of Nuclear Reactor Regulation 79/04/13. PP 

7909110246 Recommends procedure for TMl transcrlp 

OILINBKY* V Commission 79/04/14, lp< 


—7909140260 Invites NRC representative to 790909 European nuclear 

conference In Hamburg re TMl. ,o/na/iB 1 b 

BECKURT8, K. H European Nuclear Conference 79/04/18 ip 


7909160146 Notification that OAO will conduct Investigation of TMl 
KAMMERER.C Office of Congressional Affairs 79/04/20. Ip 
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7909100338 Fqruapd* updat# to partial raiponn to Conjrpunin Ertel 4 
OoodUrij'* 790S09 Itp to J1 Handrlt Updata Include! ihutdown 
ae TMl-a frcB "dependable eapabilUv* provided by varioui 
Rellabllltv Ceuneili 

YOUNOBLOOO. B J Colt Benedit Analyeii Branch 79^04/23 3pp 


7908140179 Sugpeit! eoeueun icat isn iv* ba uppradad to bandla tuo aventi 
aletul tanesue Ipi 4 mailaita Intardace betuaen Incidant 
reapenie ctr it Coaoiiiion during unuiual eventf 
KEWIBDY.R T Conniition 79/04/23 Ip 


7909230184 Raquaiti addition of KE Blunlaa 4 BF Fiih to N8C Acceif Ulet 
dtd 790413 

KCQSCAR, J J Region t. Ph i lade Iph la> Qfflca of the Director 
79/04/23 3pp 


7909230143 Raqueit addition of RH Engettan to KRC Acceit (.lit dtd 
790413 

nCOSCAR. J J Region U Ph 1 lada lp4 1 a > Office of the Director 
79/04/23 Ip 


7905020011 Racoiiuiendi tenpararg ihutdown af Rancha Saco until priient 
uncartalntl a> re THl-2 Incident ara clarified 
KATBUl.R T Houta of Rap 79/04/24 2pp 


7909020409 Requait* NRC aaaistanea far collage lurvag re average 
cititan'i faelingi about nuclear pohier 
MILLER. 0 Affiliation Untnohrn 79/04/24 2pp 


7909100344 Reciuait* tifflporarg ahutdoun of Ranch Beeo in vlau of 
incidant of TMI-2 

BROWN. E 0 California. State of 79/04/24 Ip 


7905020281 Saltavei that conit waiting period should be anforcad until 
nucltar eoit 1. waite problaas are lolvad Riquaste Info ra ’ 
nucitar lafatg 

MOORE, D Affiliation Unknown 79/04/29 Ip 


7905020031 Public conunenta ra incident at THt 4 nuclear power in 
general 

a Affiliation Unknown 79/OS/Ol i03pp 


7909140027 Ratponde to end 790406 Itr documenting aarlker tugiallH' 
concerning uee of oiggan to reduce hgdrogen bubble Adding 
addl oiggan could have adveraalg affactad plant eafatg 
DENTON. H R Office of Nuclear Reactor Regulation T'f/Oa/OI tp 


'-7909140029 Suggaete addition of oiggan to raduca hydrogen bibblf 
ANDERSON, L Affiliation Unknown 79/04/06 Ip 


7909140073 Porw4rd« retponio to quattlons oetad bg Qanalof Marl ea 
NRC'i FVaO author! latlon after TMl Incident 

HALLER. N K Office of Management and Program Analuelt 79/09/01 
llpp 


7909160092 Advlees that Joint Chiefa of Btaff aaelgned iitcbnaea 
Purpoee" to operationi In aupport of TMl Incident 
OOSBICK.L V Office of the Executive Director for (iRaraliun'i 
79/09/10 tp 


7909160087 Forward! antinuclear flgera 
* Conmisiion 79/09/10 6pp 


J Iniuranco ti Indamnitg information 


7909140486 Foruarda Amend 0 to Indemnity Agreement B-64 per in<li«i 49 
change!. ra Incraaaa in liabllltg Inaorance from 4140 mibkion 
to 4160 ml 1 1 ion. ef f ec 1 1 va 790901 
and 

8ALT7MAN. d Antltruat 4. Indomnltg Oroup 79/09/01 6pp 


7909220342 Return! unsigned Amend Q to Indomnltg Agreemepi4 B h* H.itiJ." 
Liabllltg Insurance Pools will not provide addl covarapa 
OERETYiH F OPU Service Corp 79/09/16 3pp 


7909160021 Forwardi 790412 Itr from A8 Ftiditian to J Carter volunteering 
to work w/Pre«identlal Coramiiilon on TMl accident 
KAMHERER.C Office of Congrestional Affairs 79/04/29 17 pp 


7909230169 Requests B Ebert 
charts for brlafings 
VQLLMER.fi M Assistant 


be thanked for eieellent job in preparing 
Director for Site Analysis 79/04/29 tp 


7905300349 Discusses delag in appointing non-ffflC Individual to head 

o7.Imoiv''S 2 NRC coordinating staff 

OININSKViV Commission 79/04/29 Ip 


0 Advlsorg Committee on Reactor Safeguards reports 4. < or« e ir« ■‘di rig 


7903140022 Submits summarg of NRC 790329 briefing on 
LIBARKIN.M H ACRB - Advisory Committee on ReactilT 
79/03/29 9pp 


IHt inrids-l 

(laf eg, .erg’s 


7909140021 Forwards portion of Qellefonte Qobcommltle tneellma 
transcript questioning whether operator could dlaonoae 
accident 4. assess core status 

79 / 04 /OS tn’’® " Advisory Committee on Reactor Safeguards 


7909020123 Comments on TMI-2 NRC should 
designed nuclear facllitlei shut down 
design corrections 

WALKER, R 9 House of Rap 79/04/26 


order all operating 
pending appropriate 

ip 


BLW 


^”andled* *PP>'»c far way in which TMl incidant waa 

PENNERiKL Affiliation Unknown 79/04/26 Ip, 




A0R8 - Advisory Commlttaa on. Reactor aafoguardi, fV/Od., 


^''”JulallonT*?Jir‘’' aubcommltue w sle,. 

'i ! Investigation will last sir 

months ft rapt issued after one year 

79/oUu''’ 3pp ' '''‘''‘“"’'J Committee on Reactor et«fe|i<a>di 


7905180093 Notifies that if Rancho Seco Is shut down. avaliabill tu of 
Tether transmission * 

% 05hfr f^ctgri unii^u* in 

SIWCKELFORD. 8. Sacramento Municipal Util 1 tg Dlitr let 79/04/26 


.-rvu.nuuuo uumm4rg of ACR8 790409-14 alto visit ra plant tlal..e 

MtS^irciicuiatT'*''* Forwards D4.W 790410 rapt a-, 

niturai circuiaHon cooling ^ 

79/04/iT'^«PP on Reactor (laffiuaxi 


7909190099 Favors 
nuclear power p 
L1VIM09T0N, ft L 
79/04/26 Ip 


^thorough analysis bsfora decision to shut down nine 
Congress (Joint 4. Retatlng Coamltteas, etc ) 


—7909140028 "aummary of Natural Clrcula 
Core Cooling at TMI-2. *' 

KARRASCH.B a Sabcock 4. Wllcoi Co 


tlon Alternative 
79/04/10, 33pp 


far is'l fe a 


KAHMERER.C Office of Congressional Affairs 79/04/26 3 pp 

7909300112 Discusses methods of measurdfiant for personnel radiation 
“-t* «< radiation lIvTS prloT 
ConI?i,];o“?'‘Jn!!)(“ *< for 

» Office of tntpectlon & Enforcement 79/04/26 Spp 



SlMONtHH Affiliation Unknown 79/04/27 tp. 


* ‘’‘'ring 790910 meeting » a s ri 

Advisory Committee on Reactor Safaguarde ?9/04i'|l tj 

'• ™' 

79/04/18 2pp 


Advisory Committee on Reactor Dafafuarfe 




' Ivlslon of Projact Management. 79/04/in ltj> 



MACMILLAN, J H Babcock 4, Hllcoi Co 79/04/16, 30pp 
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•790530039A Datatl« top lei to b« covored «t tpaclal ACRa moot 
7904,16 Toplce Includi iniall brealci S, traniionts In Bt,U 
plant* in light of TKI ineidint 

CROCKERjU P Divllion of Projaet hanageAiant 79/04/'l2 


Ing 


ip 


on 


7905140129 NRC aiatnination t*oit/lti Pot* 1975“197& powar rtactor optnator 
applicants tanior operator appllcantt prevlouilg lictnetd b 
lonlor operator appllcantt Initial application 
* Commlttlon 78/12/31 3pp 


790S0400S7 Raipondi to 790410 Itr ACRS 790417 recommandatlont are 
ganarlc b applg to all PWRe Procedural changot thouid be 
flada onlg after itudg of effect on ovorall tafoty 
CAFlQQMi M W ACR0 “ Advitory Committao on Reactor Safeguardt 
79/04/20 2pp 


7909140013 Bubmlta current preLlmlnary chronology, package of 
oparatlonai charti b retulte of intervleut u^/operatore b 
other* ra TMl incident 

LISARKlNill 14 ACR6 ”* Advisory Cotneilttee on Reactor 8afeguardt 
79/04/aS 49pp 


7909140019 Forward* TE Hurley 790413 memo re retearch program change* 
raeultlng from THl accident 

HCCRELESS, T ACR6 - Advisory Committee on Reactor Safeguard* 
79/04/26 Ip 


7909140117 "Power Plant Eiamlnatlon Reiult* Summary Sheet" for varloui 
plant* for 1977-1979 

COOLEY, R A Opirator Lteenilng Branch 79/02/13 iSOpp 


790519024B Tech Spec change* re emergency feedwater sy* 
0 Hetropolltan Ediion Co 79/03/04 6pp 


7903190099 Notlflcetion of breatdown In communication line* for TMI 
info 

DAVIES, 8 New York, State of 79/03/16 2pp 


7909110361 Update! announcement re 79032Q incident no Injurle* reported 
b turbine «hutdown ceueed by reduction in flow of feedwater 
to *team generator* 

• Office of ln*pactlon b Enforcement 79/03/28 2pp 


—*7909140017 Detail* change* in *afaty research program as result of 
TMt Incident 

MURLEY, T E Division of Rtactor Safety Research 79/04/13. 
66pp 


7909140014 Invitation for 790911 appearance before ACR8 to discuss 
eausasi lesions b corrective action* of THI accident b 
uhethar to ihut down other BbU reactors 

FRALEYifi F ACR8 - Advisory Committee on Reactor Safeguard* 
79/04/27 1 p 


7909160194 Comment* on THl morning relea** of radioactivity 
CAMPBELL, M Commi**len 79/03/30 Ip 


7909300216 Summarlte* info re technical eipert* called to THl site 
« Office of Nuclear Reactor Regulation 79/03/31 Ip 


7903300288 "Pre I im i nary Test Result*, Semlscale Pretsurlter Relief Valve 
Venting from TMl-Type Condition* “ 

« Office of Nuclear Reactor Regulation 79/03/31 16pp 


7909140134 Forward* 780413 memo re THl core damage atsesiment, updating 
790406 rept based on early data Memo also forwarded to ACRB , 
meiribar* attending 790909 meeting on reactor fual 
D0EJ4NERT, P ACRB - Advisory Committee on Reactor Bafeguardi 
79/04/27 Ip. 


7909140023 Foruarcf* Metropolitan Edison 790424 Itr w/emergency shutdown 
procedural b preliminary sequence of TMI-2 accident event* 

HCCnELESBi T 0. ACRB - Advisory Committee on Reactor Safeguard* 
79/04/20 Ip 


7905110272 Te*t result* of hydrogen solubility tiperlment 1 at 
Provo, Ut 

» Office of Nuclear Regulatory Research 79/04/01 Ip. 


7905140112 Forwards viiwgraph* u«id at Commlstlon meeting 
EISENHUT, D 0 Assistant Director for System* b Project* 
79/04/01 7pp 


7905190246 Tech Specs for ECCB 

* Metropolitan Edison Co 79/04/01 4pp 


•-7909140025 8ub(iilt* emergency procedures 2202-1 1, reactor trlpt22021 3, 
loss of reactor coolant/sys pressure) 2202-2 1, station 
blackout b preliminary sequence of event* rept 
ARNOLD, R C OPU Service Corp 79/04/24 53pp 


7905300211 Discusses NRC procedures for decision to recommend 
evacuation 

e Commission 79/04/01 7pp 


7903290393 Respond* to ACR8 recommendation* re TMl accident ae 
requested in NRC 790917 Ur 

ANDERSON, T M Weitlnghouse Electric Corp. 79/03/21 2lpp 


7909090296 Forwards 790402 memo from C Stolher r* issue* which NRC 
should consider In approaching demands for Investigation 
Into TMI incident 

BICRHITiL Office of the General Counsel 79/04/02 tp 


7909300526 Oleeusse* Initial review of task force to evaluate lafety 
Implication* for nuclear plant design b operation of TMI 
accident Individual ACRS recommendation* will be evaluated 
ae pert of overall design revlsw program. 

SCHERER, A E C-E Power System* 79/09/23 2pp 


P aperattng llconse stag# document* b correspondence 


7909110171 Hatl/Dyproduct License 37-17297-02 for Metropolitan Edison 
Co) author 1 ling posstssion of any byproduct matl w/atomle 
numbtre 1-03 inclusive. . t 

NRIOIlTtE 0. Radioisotope* Lteenilng Branch <Pr* 790901) 

7B/03/16 2pp 


7905090297 Forwards preliminary thought* on decontamination of TMI-2 In 
response to OF Ahearne reguest 

KENNEKE,A Office of Policy Evaluations 79/04/02 6pp 

7909110198 Board notification recommend* IE evaluation of reactor 
Inipector eoncerne rt BbH plant* be eent to Board* now 
VAS8ALL0, D B Assistant Director for Light Hater Reectore 
79/04/02 Ip 

7909110227 Rept 4 TMI update on situation a* of 790402, ra evacuation 
WILCOX, H H. Housing b Urban Development, Oapt of 79/04/02 3pp 


790S110366 Forward* milestone b activity list for TMI, statu* dtd 
7Q0239, for period ending 780307 
OUNNi H T OPU Service Corp 70/03/19 2pp 


7909140163 Forward* possible action plan by J Kelley b L Slaggle for 
consideration of regulatory optlop* on BbH operating sliter 

BICKWIT<L Office of the General Counstl 79/04/02 3pp 


7903110079 Rept on reactor tr Ip/eng Ineered sys of 790423 W/NRC routing 
SEEUINOER, J L Metropolitan Edison Co. 78/04/23 49pp 


7903160099 Forward* Faellltte* b Sys Security Branch note# on TMl 
b Division of Security 79/04/02 3pp 


7909230239 "Nuclear Power Plant Evacuation 
CLCARViP 0. < COHEYrO D. CUliens for a 
CBE-7869 78/09/31 32pp 


Plan* " 

Bstter Environment. 


-7909230242 Forward* statement Issued by D Comey of CltUen* for Better 

Environ re amergency ia^OB/Sg* 3 po 

FOUCHARDr U. U Office of Public Affelr*. 78/03/29, app. 


—7909230248 Rsi ponds to 
reaction* to fedtrel 
planning affort. 
COLLlNSiH. E Office 


comments of IL Emergency Sves representetive '* 
redlologicel emergency response 

of State Program* 78/02/21 9pp 


7909160103 Meeting note* 
MALLORY, R. Office of 


ra legal Issue* for TKI 
the Oenerel Counsel 79/04/02 


Ip 


7909160141 Forward* personnel eiposure 
HERBEIN, J. 0 Metropolitan Edison Co. 


b monitoring rept for 
79/04/02 2pp 


1978 


7909160177 Outline* methods of accident review for TMI 
AMEARNEid.F. Commission 79/04/02. 4pp. 
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7909160204 Bumnafv o* Iflfo re tiuelear incident ** of 790402 Deierihe* 
plant &i envlran statuf 

LAFLEURi J B Office of International Projraaii 79/04/02 Opp 


7909160229 Foryardi three tote of TLD data collected near TMI facilltg 
W/o and 

KAMMERER.C Office of C ong r e • * 1 onal Affalra 79/04/02 Ip 


7903300403 Diicueiee poeilblo da terialna 1 1 oti of e i traord Inarg nuclear 
occofance at Tm-2 re application of Pr 1 de-Andereon Act 
DENTCM. H R Off ice of Muclear Reactor Regulation SHAPARrH K 
Office of the Executive Legal Director S£CV“79'"233 79/04/02 

tSpp 


7903090233 Poriuarde etatement of PA Oovernor Thornburgh re iodine in 
milt & background info on federal guldelinee for radioactive 
1 eve 1 1 In mi I k 

KENNEKE, A Office of Policy Evaluatloni 79/04/03 3pp 


7909070239 Foruards eicerpte of ddcutnente relevant to etnargency 
planning EPA protective action guide*# PA action guide* A 
FEAR condition* for general amergency action 
KENNEKE, A Office of Policy Evaluation* 79/04/03 a3pp 

79O9O9023B List* point* to bo included In 7(11-2 study It forward* 
proposed public announcetoen t re incident prepared by 
F Ingram 

KENNEKE, A Office of Policy Evaluatinn* 79/04/03 iOpp 


7903110209 Requests baetgroond Info for Coranli* ion re statu* of BliH 
reactor*. IE Bulletin 79-03# d Iscrip t ion of IE action re BS<W 
plant* i’ description of task group on feeduater transient 
EYBYHONTr, 0 Comnii*jlon 79/04/03 2pp 


7903110229 Discusses requirements for requal If I cation of TMI'pump* &■ 
valves & possible changes in Tech Epics 

REIFFtO Office of Nuclear Rigulatory Research 79/04/03 Spp 


7903110238 Lists statu* of ObN reactors as of 790402 
* Commliilon 79/04/03 Ip 


7903110270 Tost results of hydrogen solubility erperlraent* 2 !< 3 run 
at Provo# IIT 

* Office of Nuclear Regulatory Reiearcli 79/04/03 tp 


7903160017 Notifies OELD of telcon numbers t# Individual to be contacted 
re THI Inqulrla* 

SHAPARcH K Office of the Eiocutlve Legal Director 79/04/03 Ip 


7903160033 Fo.ruaTds three set* of thermoluminescent dosimeter data 
collected around TMI M/o enc I 

KAMMERER.C Office of Congressional Affair* 79/04/03 6pp 


7903160036 Suggests action* In raiponie to TMI accident Foruards 
posslblo series of event* at TMI h request* comment* 

AHEARNE# J Commission 79/04/03 &p 


7903190139 Summary of 790403 meeting u/GPU Svc Corp & Metropolitan 
Edison re base case 
• Commission 79/04/03 4pp 


7705210328 Comments on reactor pressure oec Illations at TMI 
posslbllllty of real osc 1 1 lat ion* batueen tun gas voli seems 
likely 

MARRIOTT. P N Oeneral Electric Co 79/04/03 2pp 


7903220438 Discusses radiation levels In Industrial uaste treatment 
sampling 8< hydrogen rscomblnar 
LAN YEA# 8 OPU Service Gofp 79/04/03 Ip 


7903230019 Foruerds orgenliati anal char t . prerequ I si tes for reactor 
coolant recovery t< charts of pressure t> heat curves 
BERCER.D U. Babcock V NIlcoc Co. 79/04/03 9pp 


7905230023 Forwards JO Herb* in 790403 nimo 6. agenda for 790404 daily 
planning meeting 

VDLLMERi R H Assistant Director for Site Analysis 79/04/03, 

6pp. 


7903230307 Submit* brief summary of results of revleu of radiochemistry 
data reported to date, 

HOY. D. H Babcock 4. MllcDi Co 79/04/03 Spp 


7904(80377 Suggests program to alleviate concern among pregnant v ai’,. 
evaluate effects to fetus t. develop epidemiologic data ban 
for possltle future studies 

OTM-DSMITH.R . PARSONT.MA Radiological Health Standard* Srard 

79/04/04 2pp 


790309022? Notification of development of preliminary plan to candcct 
series of health impact studio* related to TMI Incidents 
TOKUHATA, 0 K Health# Education It Welfare# Dept of 79/04/64 

2pp 

7903110213 Draft te«t on THI requested by Vico President Mondtle'* CPj 
for possible use 
« Commission 79/04/04 3pp 


7903110290 Recommends change to natural circulation at THI-2 uksn 
present cooling mode becomes untenable 

TEOESCO, R L Assistant Director for Plant Systom* 79/04/04 
Spp 


7903110316 Note* on 790404 telcon w/R Denning 

HANAUER.S H Assistant Director for Plant Systems 79/04/04 ]i 


7905110387 Discusses engineering fit to hydrogen solubility fete ef 
Pray I Sc hwe ic ke r t 4. Minnich 

KELOERtC Assistant Director for Advanced Reactor Safety feisird 

79/04/04 Ip 


7903140031 Submit* background info on TMI-2 Incident 

ETHEftlNOTaN, H # BATES. A ACRS - Advisory Committee an Reactor 
Safeguard* 79/04/04 Spp 


7903140032 Surnmarlic* assumption* in SANDIA-QRICEN ca 1 c ulattoni re I>l 
operating history Provides fuel composition dataidecay phai* 
data N long-term data N/tabulated reactor operating summer 
BENKETT.D E Sandia Laboratories 79/04/04 Spp 


7903140034 Buboilts background info on TMI-2 incident 

ETHER I NOTON# H . BATES. A ACR8 - Advisory Committee on «*Jttor 
Safeguards 79/04/04 2pp 


7903140048 Dlicussss opinion that scenario surrounding TKt-2 Inclfrd 
was thorougiily evaluated by NASH-1400 

BtCKELiJ H ACRS - Advisory Committee on Reactor Safeguard* 
79/04/04 92pp. 


7903140136 Handwritten notes of 790404 meeting at TMI 

OOLDSHITH.R Office of Standards Development 79/04/04 3pp 


79031402S4 Discusses causes for hydrogen levels produced at THi 
Suggest* use of chemical inhibitors In ECCS it/ar regular 
coolant to mlnlmlie potential hydrogen production 
KRAMISHiA R 4. D Associates 79/04/04 2pp 


7903160013 Olicussas Implications of TMI incident for 1 Icsntid povi* 
reactors 4i reactors undergoing review 
ORAY, JR Branch 1 79/04/04 I2pp 


790S160022 Handwritten notes re schedules as result of TMI 
s Office of the Eiecutlve Legal Director, 79/04/04 12pp 


7903160169- Outlines option* for TMl accidint rovlaui 
AHEARNE.J.F. Commission 79/04/04 Spp 


7903160164 Olscuise* estimated radiological exposure doses t, StM fls* 
for cold shutdown 

OIDBON# T Commission 79/04/04 Ip 


790S160226 Lists licensing actions scheduled to occur bstueen 
790401-790601. Including evidentiary hear ings# prehearing 
conferences (. TMI Impact on future actions 
TREHYi B A, Branch 1 79/04/04 3pp 


7903190133 Discusses natural recirculation queitl ons/concern* 

* Office of Inspection & Enforcement 79/04/04. Spp 

7903190198 Notlflee of NSC procedure maintaining telephone lagi f»«* 
outside operations ctr 

COS&ICK.L.V Office of the Executive Director for Oper 
79/04/04 Ip 


790S300430 Forwardc miscellaneous handwritten note* on THI-2 
« Office of Nuclear Reactor Regulation 79/04/03 6pp 
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790SSt0047 Dlscussas problems identified et BbM fecliltlei re Ttft 
occurrence Identified problems include pressuriter level 
Instrumentetloni Integrated control sys it lack of hydrogen 
LEU I Si n C Fiegion Si Atlantoi Reactor □peratlens Nuclear Support 

Branch 79/04/04 13pp 


790S2300S9 Forwards JO Herbeln 790404 memo agenda for 790405 dally 
planning meeting 

VOLLHERiR H Assistant Director for Site Analysis 79/04/04 
Spp 


790S230117 Reguests attendance at first meeting of THl recovery 
organliation to be held on 79040S in Trailer 33 Organltation 
chart end 

ARNOLD, R C OPU Service Corp 79/04/04 Spp 


7903S301S3 Summary of meetings w/TMl-2 study groups re reaching 
natural circulation h depressuri latl on status 

8TELL0,V Division of Operating Reactors MATTSON, R Division of 
Systems Safety 79/04/04 lOpp 


7909230136 Reguests info re daily planning meeting in Trailer 33 Dally 
planning meeting agenda end 

VOLLMEfti 0 Assistant Director for Site Analysis 79/04/04 5pp 


790S090242 Notifies that Commissioner H Lichlda of the Japanese Nuclear 
Safety Commiselon will arrive 790407 to review status h 
activities of TMI-S events 

LAFLEURi J D Office of International Programs 79/04/05 2pp 


7903110243 Questlens i answers for Vice President Mondale on TMI 
* Commission 79/04/OS 4pp 


7909110271 Details efforts re equipment survivability 

• Office of Nuclear Reactor Regulation 79/04/09 6 pp 


7909110278 Description of proposed organliatlon for NRC operation at 
rMi-2 

* Office of the Ececutive Director for Operations 79/04/09 9pp 


790S1102SO "Evaluation of Failure Modes for Reactor Pressure Vessels, 
Containments h Other Saf oty-Related Equipment Subjected to 
Internal Explosive Environs " Proposes investigation 
O'QRIENiJ Office of Nuclear Regulatory Research 79/04/03 ip 


7903ll<)381 Lists new or augmented research projects suggested as result 
of TMI incident ti shutdown of five plants for seismic 
reasons Project details end 

RICHARDSON, J E Mechanical Engineering Branch 79/04/09, 14pp 


7905110319 Lists info required from Dattelle Columbus Labs 

CUNNIMOHAM. H Probabilistic Analysis Branch 79/04/03 tp 


7905110323 Describes areas where General Reactor Safety Research can 
provide assistance re TMI incident 

JtEIFF, D D Division of Reactor Safety Research 79/04/05 9pp 


7905110334 Considers value of running natural circulation test on 
reactor, in hopes of obtaining info helpful to TMI-3 
situation 

TEDE 8 CO 1 R L Assistant Director for Plant Systems 79/04/09 
3pp 


7905140133 Handwritten notes of 790409 meeting at PA State Health Dept 
OOLtSMITH, R Office of Standards Development 79/04/09 dipp 


79031600B3 Handouts from 790409 briefing 

LEVINE . 8 Office of Nuclear Regulatory Research 79/04/03 iOpp 


7909160299 Suggests steps to be taken following TMI Forwariis list of 
options, summary of investigations into civil air accidents, 

A Kenneke 790404 memo & C Stoiber 790404 memo 
AHEARNE.J Commission 79/04/03 18pp 


7909190,063 Responds to General Public Utils query re alternative 
methods for long~tsrm cooling Procsdures for natural 
circulation flow dtd 790404 and, 

RQY.D H Babcock & Hit cox Co 79/04/03 4pp 


7909190070 Special Operating Procedure Z-97 re pressure reduction 
during degasstf Ication Operations support plans end 
WALLACE, A. Babcock it Wilcox Co 79/04/03 6 pp 


—7903190072 Discusses pressure reduction for head cavity 
degaeslf Ication 

KOSIBI.R E Babcock t< Wilcox Go 79/04/04. 2pp 


■7903190074 Notes re NRC comments on special operating procedure 
Z-37, re pressure reduction during degasslf 1 eat ion 
• Babcock Si Wilcox Co 79/04/06 4pp 


7905190077 Forwards status of BLU procedures & site comments/emergencu 
procedures as of 6 AH on 790403 

WRIGHT, R L Babcock b Wilcox Co 79/04/03 6 pp 

7909190079 Forwards cross-reference of major BSM contingency proceduras 
w/THl procedures 

ROV. D H Babcock b Wilcox Co 79/04/05 3pp 


790S190140 Forwards organliatlon charts for TMI-2 recovery 
DieCKAHPiH.H GPU Service Corp. 79/04/03 2pp 


7909190133 Responds to R Mattson b D Rosa concerning value of running 
natural circulation test on ObW reactor 

TEDE8C0, RU Assistant Director for Plant Systems 79/04/05 4pp 


7903230032 Forwards JO Herbeln 790405 memo b agenda for 790406 dally 
planning meeting 

VOLLMER,R H Assistant Director for Site Analysis 79/04/03 
Spp 


7908230033 Forwards organl la t Iona I chart for Oensral Public Utils' 
recovery operations Providos guidelines for commun t ca t Ing 
w/organiiatlon 

DENTDN, H R Off lea of Nuclear Reactor Regulation 79/04/03 4pp 


7909230099 Summary of 790404 meeting of Technical Working Group to 
dtecuss desirability of reducing RC 8 tamp from 2B0 F to 
230 F 

e GPU Service Corp 79/04/05 Ip 


77053002SS Discusses Iodine b xenon concentrations in containment 
sumps 

BARRETT, L Environmental Evaluation Branch 79/04/05 Spp 


7904270170 Notification of plans to conduct systematic review of stds 
to determine their adequac y , acc uracy b completeness 
MlNOOUEr R B Office of Standards Development 79/04/06 Ip 


7909090212 Forwards estimated core inventory of Important fission b 
actinide products for THl reactor. 

KENNEKE, A Office of Policy Evaluations 79/04/06 4pp 


7905110249 Minutes of 790403 fneetlng of techlncal working group 
« Commission 79/04/06 ISpp 


7909110417 Discusses events within primary sys re core assessment 
KAUFMAN, N Commiss ion 79/04/06 7pp 


7903140037 Notifies of lA primary coolant pump tripped offline b 2A 
pump started 3 minutes later Some change In thermocouple 
temp distribution noted, tut not ssrlous 

FRALEY, R F ACR.B - Advisory Committee on Reactor Safeguards 
79/04/06 Ip 


7909140129 Handwritten notes of 790106 meeting w/Nitl Cancer Inst 
OOLDSMITHrR. Office of Standards Development 79/04/06, 2pp 


7909160202 Submits summary of population dose for accident 79032B-040S 
BATT16T, L Environ Protect Standards Branch. 79/04/06 2pp 


7909190082 THI-2 control Toom manning assignments 

# Office of Nuclear Reactor Regulation. 79/04/06. Ip 


7909190098 Notification of reduction In IE personnel at TMI 
Organlxationat chart end 

GRIER, B, H Region 1, Phlledalphle, Office of the Director 
79/04/06 Spp. 


7909190138 Notification of completion of RELAP-4 THt simulations 
FISCHER, 8 R EG b 0. Inc. 79/04/06 2pp. 


7903190196 Forwards draft of chronology of events b 790406 memo from 
8 Conver 

HOWARD, M Office .of Inspection b Enforcement 79/04/06 ip, 


--7905190199 Forwards chronology of events from 790328 at 7 GO am to 
790402 at midnight 

CQNVERiB Office of Management and Program Analysis 79/04/06 

lapp 
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7905310030 Foru^rdi 79040& Miino to B Or«b«r which ll«tf KRC fcrtonnol 
who h*vi been trained In Tadiatlen eefety per lOCFRl? 

SEVFRIT. K V Reglan 4, Dilletj Office of the Director 79/04/06 
Ip 


— 7905310035 Submltt lilt O'i RRC perionnel who have been trained in 
radiation lafetg per 10CFR19 & ihould be allowed i/niicortid 
acceif to area* requiring radiation work parrniti 
SEYFRITiK V Region 4< Oallaii Office of the Director 
79/04/06 Spp * 


7905310324 Reipond* to 790403 meino ti luggelti another poieible cauie of 
TMt preiture oiclllatian 

HARRIOTT. P M Oeneral Eiectrle Co 79/04/06 tp 


790SS30037 Notlfiei that Trailer 37 ullt be uied a* working area for 
technical review team 4i safety aeseitnent team Lilt* 
principal staff at work area 

ROSSiO F Aeslstant Director for Reactor Safety 79/04/06 ip 


7905330040 Forward i JO Herhein 790406 nemo & agenda for 790407 daily 
planning meeting 

VOLLMER. R H Assistant Director for Bite Analyele 79/04/06 
lOpp 


7905330107 Summery of 790405 technical working group meeklng re 
venting waste gas In containment ti long-term cooling 
* OPU Bervlee Corp 79/04/06 Spp 


7905230373 Forward* description of staff organiiakton & pereonnel 
assignments' for hIRC operatlani at THI-8 

DENTON.H R Office of Nuclear Reactor Regulation 79/04/06 7pp 


7905230496 Note* on hydrogen in ROB (i procedure for measuring reactor 
coolant hydrogen concantratton 

HABKIN.F E r THIE8IN0. J If Industry Advisory Group 79/04/06 Spp 
i 

7905300359 Provides calculations of heat load in containment duo to 
decay of airborne fission products t< activity in sump water 
TAYUGRiM Office of Nuclear Reactor Regulation 79/04/06 ilpp 


7903110393 Forward* concapt for benign control of THI-2 primary cooling 

sys 

HATTBON.R J Division of Byetems Safety 79/04/07 4pp 


7906190153 Summary of 790407 meeting u/MetTopolltan Edison to discuss 
auxiliary control bldg axbausti progress rept of waste mgt 
group It radiation exposure trading 

PETERSON. T Safeguards Standards Branch. 79/04/07 3pp 


7708190203 Dlscuiiaf plan* for post-event liquid raduate No apparent 
Mgt program for immediate future eilite Suggests using 
leo 1 1 ta/charcoa 1/sand filters to elliqlnats iodine 
8ENAR0VA.V Auxiliary Systems Branch 79/04/07 4pp 


7905190250 Forward* concept for benign control of TMI primary coolant 
*y* propoiid by Levinson's study group Believes long-term 
water level in reactor vessel can canceivably be controlled 
by using accumulator line fill 

MATTSONpR J Division of Systems Safety 79/04/07, Spp 


7905210006 Minutes of 790407 technical working group meeting 
w/Melropol Itan Edleon Co re spent fuel pool. makeup tank 
leakage ratesrmes* balance ti noise analysis 
• Office of Nuclear Reactor Regulation 79/04/07 2pp 


7905230056 Forward* JO Herbaln 790407 msmo It agtnda for 79040B dally 
planning meeting. 

CDLLIKS. J T Effluent Treatnent Systems Branch 79/04/07 Ilpp 


7903330110 Sumoiary of 790407 planning masting r* e*tab I Ishmant of teak 
actions far THt-S study groups, 

ARNOLDfR C. CPU Servlc# Corp 79/04/07 14pp 


7903S3046B Observations & estimates re containment bldg b. eftimatei of 
lower bound for total metal-water raaction 
THIEBlffO) J U Industry Advisory Croup, 79/04/07 Spp 


7905110318 Forwards Conmis* lonar Otllnsky's mark-up of Chairman 
Kendrle's testimony before Senate Subcommittee on Nuclear 
Regulation on 790410, 

HOOODONr A. Comm Is* ion, 79/04/03, I4pp, 


Discusses 790407 briefing by Hestlnghouse pe preliminary 


7903110262 Di^eil* procedures to be followed to assure coordlnsi tei^ ii 
natl lab support for NRC activities at TNI per 790407 
discussion Summary of natl lab effort end 
MATTSON. R Division of System* Safety 79/04/OB ip 


"7903110387 Summary of natl lab support work for" Till 

BIXBYrH H , YBARRONDO, LJ EC b 0. Inc 79/04/07 tOpp 


7903190116 Request* authorl latlon to ship four charcoal f1 lisrt fria 
UPP6S plant In RlcblandrHA to Harr Isburg. PA 
HIL80M, R C OPU Servlet Corp 79/04/00 ip 

7905190353 Recommends deferral of permission to usa addi boron ei-ii.. 
nest water sample ’ 

ROSS. D F Division of Project Management 79/O4/0D ]p 


7905310036 Bubmtt* revised list of IE personnel who should he 
euthorlied access to Unit 3 control room 

ALLAN, J H Region 1, Phi ledelph lai Office of the Diretlor 
79/04/OB 3pp 


7903210091 Provides agenda for 790400 planning meeting tnelufss tin 
llste b 72-h lists 

DAVIS, J 0 Office of Inspection b Enforcement 79/04/00 SJpp 

7905210239 Suggests realignment In senior personnel at THI lari skilri 
ere unacceptable b fatigue if omen of Ill-considered 
decision process 

RQSS.D F Division of Project Minagement 79/04/00 Ip 


7903310353 Summary of 790407 meeting w/IE pereonnel at site t* blHir 
understand overall response to event b onsite capebilllits 
b activities 

BNIEZEK, J H Offlc# of Inspection b Enforcement 79/04/03 fpj 


7905330048 Discusses BbU recommendation that eddl boron be eidid ts 
primary coolant sy* 

ROSS. 0 F Assistant Director for Reactor Safety 79/04/W Ip 


'790SS3D053 Discusses Hestinghousa proposal to build decay hiit idp. > 
sy* to serve a* backup to existing sys, Suggests mod* to 
proposed sys dsslgn 

* Office of Nuclear Reactor Regulation 79/04/00 9pp 


79032300SS Preliminary thought* on lessons learned from IHt in<ldi*t 
PALLADINQ. N, J Penniylvanla State Unlv 79/04/00 6pp 


7905330070 Discusses Uestinghouse 790407 briefing on prellmlniti 
conceptual design of mods of TMI-2 decay heat removal lys 
Hods intended to increase long-term reliability of ays, 
MATTSON. R J Division of System* Safety 79/04/0U Jpp 


7905230074 Forward* JO Herb tin 790409 memo b agenda for 790409 Iwi i 'j 
racovary dally planning meeting. 

COLLINS. 0 Effluent Treatment Systems Branch. 79/04/CS Kpi 


7905300073 Submits procedure* to be followed to assuma coordlreUi* s* 
natl lab support for NRC activities, 

HATTBON.R Division of Systems Safety 79/04/00, Spp 


7903100335 Forward* question* b answers for hearing backup tobk ti ^''1 
tncident.ta be provided to chairmen 
MIRAOLIA.F Technical Section. 79/04/09. S4pp 


790S11013B aummariie* 790403 offer by London Nuclear OecoivIdelnitEti 
Ltd to assist in THI cleanup Recommends meetings w/Land«n 
Nucltar.PNL b BNL consultants re decontamination 
0 'CONNOR. P W Operating Reactors Branch S 79/04/09 3|P 


79081 103SB Preliminary chronology of 7903SB THI incident, 
e Division of Project Menegament 79/04/09 70pp 


7903110369 Requests continuing rapt* re inelysl* of TMI IntidthI 
JENNEKENS. J, H. Atomic Energy Control Beard. Canada 79/04/0* 4|4 


7903160108 Outllnas seeps of fact finding board Invastigellsfl IMlii 't 
technical b procedural viewpoints 

SNYDER, B,J, Office of Policy Evaluations, 79/04/09 2gp 


7903160138 Lists options for euthoriilng new mode of operit'lth iP 
THI-2 discussion w/S Treky b L Chandler. 

ORAY.J. Branch 1. 79/04/09. Spp. 



DOCKETED ITEMS 


119 


79OSt£0323 Aek receipt o# In#o r« d»eontj(nin*tian & rtcoverv proc«di;r«* 
fa-lloulni] nuclear Inctdant 

AU 881 O D Atonic Ihduttrlal Forum 79/04/09 ISpp 


790IM90121 Dlicutiit Ktab 1 1 ihment of data raductlon U mgt group Coplai 
of all THt~3 rolatad documsnta nuat be provided to group 
Collection baeketi tkilll be placed in each trailer. 

LONO/R L Metropolitan Edison Co 79/04/09 2 pp 


7909210039 Submits revised list of IE personnel uho should be 
authorlied access to Unit 2 control room 

ALtAN. JH Region 1. Philadelphia, Office of the Director 
79/04/09 Spp 


7909310099 Roiiuests NRC staff members at TMl site provide sunmarg rapt 
of activities 

ORIER 18 H Region 1, Philadelphia, Office of the Director 
79/04/09 tp 


^-7909210097 Describes neu organ 1 >e 1 1 ona 1 arrangements for shift 
activities to Improve IE coordination 

OSIER, B H Region 1, Philadelphia, Office of the Director 
79/04/09 2pp 


7909230081 Forii< 4 rds 790409 planning meeting agenda t* action Items 
discusses in 79040B technical mgt maating 

BTELLOi V Division of Operating Reactors 79/04/09 29pp 


7909530082 Announces establishment of data reduction U mgt group 
reiponilble for collecting matl re incident 

LONOi R L Metropolitan Edison Co ARNOLD, R C CPU Service Corp 
79/04/09 4pp 


7909300199 Forwards flow chart delineating proceduro path to be 
folloued, beg control group members t< 790404 technical 
uortlng group minutes 

PORTERfl. Metropolitan Edison Co 79/04/09 4pp 


7909300263 Advises that NRC has deccidad to defer ang determination of 
eitraordinarg nuclear occurrence & should not consider 
Prica-Anderson Act implications 

CHILK.a J Office of the Becretarg of the Commission 79/04/09 
Ip 


7909090400 part 21 rept ABCO solenoid HT-8331A43 disc holder is Oalr In 
plastic which can become inoperable If subjected to max 
environ conditions 39“ butterflg valve mag fall 
SAAR, R p Affiliation Unknown 79/04/10 3pp 


7909110123 Discusses need for containing radioactive tank spills at 
site since Island Is permeable Recommends tankage on ^rm 
footing & processing waste through daminera 1 1 t ere 
KN10HTON,0 W Environmental Evaluation Branch 79/04/10 Ip 


7909110140 Forwards rapt on penetration avallabllltg for Info 
Summarlias abilltg to monitor TMI reactor pressure (< level 
using Instruments outiida containment. 

HIHAOLIA, F. J Program Support Branch 79/04/10 *pp 


7909110193 Testlmong of DO Elsanhut before Subcommittee on Nuclear 
Regulation of Senate Committee on Environ It Public Uorks, re 
Tm-2 incident 

EISCNKUTiD 0 Assistant Director for Sgstemt tt Projects 
79/04/10. 9pp 


7909110197 Testlmong of Chairman Hendria on 790410 before Subcommittee 
on Nuclear Regulation of Senate Comnlttaa on Environ S< 

Public Works, re TMI incident IE Bulletins 79-09 09A end 

HENDRIE, J M Commission 79/04/10 42pp 


7909110230 Forwards summarg statement for vice president's trlpi790410 
testlmong before Senator Hart's subcommittee it addl 
background matl. 

PHENDRIE.U. H. Commission 79/04/10. 6 pp 

7909110286 Dlracts preparation of vanted containment conceptual design 
at TMI within five dags, per H Denton reRuast 

BUDNITZiR, J Offic# of Nuclear Ragulatorg Raiaarch 79/04/10 ip 


79081102B9 Dascrlbai telcon from JB Raad re chemical behavior of boric 
acid In primarg coolant sgs during Incident Suggests 
rataareh Into behavior of boric add under pressure, 

BUDNITZ.R. J. Office of Nuclear Ragulatorg Research 79/04/ iO If 


7909110396 Submits advlsorg rept on cooldown from 280 F to 190 F at 
1 , 000 pi la. 

OAVtS.D, Office of Nuclear Reactor Regulation. 79/04/10 S9pp 


7909160060 Firuarits questions it answers ra containment liner t, 
dec on taminat ion, sta tnlais steel covtrlng over insulation it 
reactor coolants prepartd 790409 for use bg R Ninogue 
ICNRY, U Transportation it Product Standards Branch 79/04/10 

3fp 


7903160092 Forwards questions & answers as backup for 790410 
Congressional hearing re TMI Incident 
» Office of Policg Evaluations 79/04/10 tSpp 


7905190176 ''Behavior of RCB w/Stean Qeneratore In Condensing Mode 
e Industrg Advlsorg Group 79/04/10 8 pp 


7903190226 Issues temporarg Tech Spec mad re operabllltg of reactor 
bldg emergencg cooling boaster pumps 

OOLLMER, R H Assistant Director for Site Analysis 79/04/10 Ip 


7909190247 Submits tamporarg changes to Tech Specs re operabllltg of 
reactor bldg emergencg cooling booster pumps 

VOLLKER, fl H Assistant Director for Site Anelgsli 79/04/iO ip 

79092100B2 Forwards Westinghouse responses to NRC 79040B questions re 
resolution of TMI incident 

MATTBQN,R Division of Sgstoms Safetg 79/04/10, Spp 


7909210102 Provides ground rules far conducting Interviews u/llcensse 
tmplogsei during TMI Investigation 

DRIER, B H Region 1, Philadelphia, Office of the Diroctor 
79/04/10 2pp 


7909230063 Assesses RCS behavior in percolating mode before buildup of 
large amounts of nonconderi 1 bl es 

THIE81N0, J W Industrg Advlsorg Group 79/04/09 Ip 


•*•'7903230069 Suppl 790409 memo ra RCS bah a Vi 0 r , s tat 1 ng percolatian 
frequancg estimated at 0 3 to O 3-i 

THIE 8 ING, JM Industry Advisory Group 79/04/09 Ip 


79092300BO Forwards mod criteria for use of steam generators for short 
ti lang~term cooidouin 

CAPODANNO, 0 R GPU Service Corp 79/04/10 16pp 


7909230089 Forwards 790410 planning msetlng a g anda, 1 Is te of action 
itens discussed In 790409 technical review meeting S> status 
of p Lant mods 

STELLOr V Division of Operating Reactors. 79/04/10, 52pp 


79092300S6 Agenda for 790410 technical review meeting 
« Office of Nuclear Reactor Regulation. 79/04/10 Ip 


7909230094 Submits evaluation Of Oenaral Public Utlls/Burns & Roe 
design for short" U long-term water solid steam generator 
operat Ion 

a Office of Nuclear Reactor Regulation. 79/04/10 7pp 

7903230097 Notes of 6 PH 790410 technical mgt meeting 

* Office of Nuclear Reactor Regulation 79/04/10 2pp. 


7903230170 Forwards list of action Items bslng carried out by 
Metropolitan Edison or consw 1 tan ts. Requests prompt 
notification of progress 

VOLLHER,R H Assistant Director for Site Analysis 

2 pp 


7909230270 Forwards NRC lists of 11c sn tee's priority ac 
TELFORD, J T Office of Nuclear Reactor Regulation 


7909300094 Submits status of “requests for uior k “ to nai 
have btan made since 790408. Forwards documantation of 
Labs work 

BIXBY, N. M Gommisslan 79/04/10 2pp 


— 7905300061 Submits brief synopses of Info furnished b 
personnet to NRC re THI accident, 

BNYDER, A U Sandla Laboratories 79/04/09 3pp 


7904300123 Assessment of pressurlser level instrumentat 
TMI-a. 

SATTERFIELD, R M Electric^ Ins trumenta t Ion it Gontr 
Branch 79/04/11 Spp 


7909090543 Racanmands that Commission host lunch for re 
Japanese Nuclear Safety Conmlsslan Inveet 1 gat ing stat 
activities of TMl-2 events 

LAFLEUR,J. D Office of international Programs 79/0 
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TTOSUOiai Forwards prallninarij prlaianj cdolant analytic reiulti ^or 
790411 lample Final psaulti avatlahl* 790412 
MIRAGLlAiF J Proaram Support Branoh 79/04/11 2pp 

790511013* Forwards update on 790410 advtiorij rept ra condenser 
Integrltg i containment Isolation 

DAVIS. 0 K Sgstematle Evaluation Programi Branch 79/04/11 

4pp 


790S11032S Atsetses Impact of TMI incident on » 1 1 s ti ng enerjencg 
control ctr bgpass programs Analysis ic reportinj erpeeted 
to slip due to diversion of tog staff 

BECKNERj M D Division of Reactor Safetg Research 79/04/U Ip 


7905140036 Forwards LER. IE Insp rept & IE circular re Zion experience 
ui/pressurlxer level Instruments M/o ene 1 

AVCOCKiK Office of Muelear Reactor Regulation 79/04/11 Ip 


79051*0140 Forwards alternative drafts of polUg statement for TMI 
accident review 

AHEARNE. J F Commission 79/04/li 28pp 


7905190094 Discusses Inqulrg re decrease in reactor bldg negative 
pressure 

HEPPLER. J 0 Region 3. Chicago. Office of the Director 79/04/11 

Ip 


7905190113 AuthorCies HRC to locate t< obtain railroad tank cars for 
use at facllltg NRC uiill be reimbursed reasonable coets 
ARNOt-D.R C CPU Service Corp 79/04/11 Ip 

7905190169 Submits criteria for use of steam generator for short- (< 
long-term cooldown 

HERBSIN. J 0 Metropolitan Edison Co 79/04/11 tp 

790519017S Discusses aceeptab It itg of sgs criteria for use of stem 
generators for short- & long-term cooldown Acceptable but 
for one ecceptlon re design flow rate for A&B nods 
KATTSONjft J Division of Sgstems Safetg 79/04/11 2pp 


7905190229 Responds to NRC 790411 1 tr & discusses criteria for use of 
steam generator for short- 4i long-term cooldown 
HERBEIN. J 0 Metropolitan Edison Co 79/04/1! Ip 


7905210074 Discusses reduction of reactor pressure for gas removal 
Pressure gauge u/nost conservative reading should be used 
• Babcock S< (fllcox Co 79/04/11 Ip 


7905210108 Evaluate THI personnel doslmatrg Abllttg to assess doses to 
persotinel Is adectuate 

SLOBQDIEN.M J Region 1. Philadelphia. Office of the Director 
79/04/11 4pF 


7905210110 Requests dailg written summarg statement re public whole 
bodg counting 

SMITH. 0 H Office of Inepeetlon t Enforcement 79/04/11 tp 


7905210112 Requires revised schedule to Include visit to NRC trailer at 
TMI observation ctr after each dailg briefing 
SMITH. 0 H Office of Inspection l< Enforcement 79/04/11 Ip 


7905210117 Items presented at 790411 health pUgslcs planning meeting 
Correction factors not used for results of Iodine air 
samples collected on charcoal cartridges 
e Office of Inspection «< Enforcement 79/04/11 Ip 


7905220442 flubmlti marted-up draft SER on HA8H-1400 relevancg to TMI 
CUNNINOHAKi M Off lea of Nuclear Regulatorg Research 79/04/11 
3PP 


7905230024 Discusses installation of backup deep-bed filter for 
containment purge 

RQDOEfta. M Induitrg Advlsorg Graup. 79/04/11 4pp 


790S230109 Lists current or planned plant mods L status of Ofe of 
Nuclear Reactor Regulation technical review group revieia 
NflVAKi T h Division of Bgi terns Safstg. 79/04/11 3pp 


7905230114 Submits power conversion sgs results from Savannah Rlvar. 
VOLiHERiR H Assistant Director for Site Analgsis 79/04/11. tp 


7905230220 Agenda for TMI tour on 790411-12. 

01L1K5KY. V. . KCMNEOYiR T Commisslan 79/04/11 Ip 


7905230474 Status re leak from vent header It potential problem u/ai;eess 
hole to make up tank 

LAHROSKltS ACR8 - Advisorg Gammittee on Reactor Safeguards 
79/04/11. Ip. 


— 7905230430 Tentative qualification of makeup tank sgs up tp hm viI 
notes 

LANROSKIrS ACRS - Advlsorg Committee on Reactor Safeguards 
79/04/12 Ip 


7905230464 List of RELAP-4 THI natural eonvectiqn simulations uhlth 
have been performed Plot t. addl Info available 
FISCHER. S. BEHLING.S EG 4 0, Inc 79/04/U 2pp 


7905300232 Notification of 790423-25 meeting w/ANS in Chlcaga.il. to 
discuss TMI-2 effort Requests NRC participation 
BUDENHOLRER.fi Illinois Institute of Teehnologg 79/04/U ip 


7905090228 Forwards lists of NRC regulations U Reg Guides claiitfied 
Categorg "A" & "B" 

ARLOTTO.O A Division of Engineering Standards 79/04/12 ICfg 


7905090241 Forwards notice of extension of public comment pertU for 
NlfREO-039* 

RYAN.R 0 Office of State Programs 79/04/12 Ip 


— 7903090244 Notice of extension of comment period re "Plannlni Basis 
Development of State U Local Oovt Radiological Emergencg 
Retponee Plans In Support of LWR Power Plants." NUREG-039b 
RYAN.R G Office of State Programs 79/04/11 2pp 


7905090253 Agenda of conference to be held 790412 In PA concernlnii 
health Imp act of TMI Incident 
t Commission 79/04/12 2pp 


79051003S4 Sunmarg of 790411 meeting w/Hsstinghouse in BethiidsiKS ti 
corrective actions for Its PUR plants. as result of TMI-2 
Incident 

RQSB.D F Division of Project Management 79/04/12 6pp 


7905110119 Forwards primary coolant sample analgsis Info devtUpef l| 
S Bland t> F Kantor 

MIRAOLIAiF J Program Support Branch 79/04/12 4pp 


7905110135 Forwards addl detail on 790411 headquarters advisory ripl 
re specific valve designation for containment leolatlon 
penetratCops 

DAVIS. D K. Sgstematlc Evaluation Programs Branch 79/04/12 

3pp 


7905110136 Forwards prellffllnarg data re prlmarg coolant satpli *t TnJ 
taken on 790410 

dURAGUIA. F J Office of Nuclear Reactor Regulation 79/04/12 7| 


7905110233 Questions 4. answers to questions posed bg B Uerbe.COl rcti 
* Commlselon, 79/04/12 i4pp 


7903110295 Submits advlsorg rept on boratlon h critlcaUtg asficti M 
cooldown from points A to C, 

DAVIS. 0 Office of Nuclear Reactor Regulation 79/04/12 5£gp 

7903110322 Forwards info received from Ofc of Nuclear Reactor 
Regulation team at facllltg re cooldown 

HIRAGLIA. F J Office of Nuclear Reactor Regulation 79/04/12 
IBpp 


7905I40I34 Handwritten notes of 790412 meeting «/PA State Health Di|t 
GOLDSMITH, R Office of Standards Development 79/04/12 7fP 


fYOSi&OOOl Requests notification of possible meeting date beiviin 
D Eleenhut of NRC & H Uchlda of Japanese Nuclear Safetg 
Commisslan 

LAFLEUR, J D Office of International Programs 79/04/12 Ip 


--7903140004 Submits prellmlnarg Info re 790320 Incident Bull <««I4U 
Inlet ti outlet temps remain at 260 F. 

LAFLEUR. J 0 Office of International Programs 79/04/10 ?J# 


7905140005 Forwards FBI communication re TMI Incident H/o enti 
BRADY, R J Division of Securltg 79/04/12 Ip 


7905140155 Offers services in maint procedures re parts i. 
manpower to help NRC establish procedures for nuclear pouir 
plants. 

MCCULLOUGH. H. Aff 1 Llat Ian Unknown 79/04/12 2pp 


7905190111 Authorlxes NRC to ship skid-mounted hoist from Hitnliel^'N 
Co for us* at facllltg, NRC wilt be reimbursed reasonable 
costs 

ARNOLD. R C GPU Service Corp 79/04/12 Ip 
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79091<?0173 Ll«ti info rsi^uirsniRntf for in-ptant data for incluiion in 

daily PNO 

8MITH/0 H Offles of Inspection ti Enforcoraont 79/04/12 Ip 


7909190179 Lists rsiiusstad rsplacenants for IE ftagion 1 personnel at 
TMl-2 site 

KEIMIOiR R Region li Ph i lade Iph lai Reactor Operatlans Nuclear 

Support Branch 79/04/12 Ip 


7903190177 Ouldellnas to facilitate NRG Info eschango w/DOE «< other 
agencies 

STOHft.J P Region ti Philadelphia, Office of the Director 
79/04/12 2pp 


7909190236 Foruards safety analysis rept re proposed transition to 
natural circulation as reetuested at NRG 790409 meeting 
Long-term natural circulation is viable for stability 
HERBEIN, J 0 Metropolitan Edison Co 79/04/12 tp 


7909190243 Agenda of meeting re recovery from Incident 
• Metropolitan Edison Co 79/04/12 ISpp 


7909210034 Cats lytic, Inc can provide technical b field support 
CAPHTON, 0 L Region 1, Philadelphia, Office of the Director 
79/04/12 ip 


—7909210042 Forwards Insp Plan IP-1 for operating reactors In PA, 
effective immediately 

BRUNNER, E J Region 1, Philadelphia, Office of the Director 
79/04/11, 7pp 


—7909210044 Final version of testimony before Senate Subceminl ttee on 
Nuclear Regulation ra sis main factors causing accident 
Supporting documentation end 
MENDRIEiJH Commission 79/04/10 16pp 


7909210096 Recommends duty officer program for immediate notification 
of incidents, of foetlva 790413 

DAVIS, J 0 Office of Inspection 6 Enforcement 79/04/i2 2pp 


7909210133 Foruards DOE Illustrative matl re releaees near plant site 
8T0HR, J P Region 1, Ph i ladelph ia. Office of the Director 
79/04/12 7pp 


7909210140 Reguests environ info to be gathered 6 picked up regularly 
at IE command post re facilitating Info exchange u/DQE (< 
other agencies 

8TOHR,JP Region 1, Phi ladelph la, Office of the Director 
79/04/12 2pp 


7909210144 Lists Mstropolltan Edison Co b contractor axposures by 
group to 790411 

SLOBODIEN Region 1, Philadelphia, Office of the Director 
79/04/12 Ip 


7904270083 Summarlies meeting w/Ctr for Oleease Control tc PA Dept of 
Health re possible epidemiologic studies 

OOLOSMITHiR. Radiological Health Standards Branch 79/04/13 

2pp 


7904270192 Forwards advisory on effect of loss of recomblner operation 
on hydrogen concentration in contalnmant, due to 790413 
failure of Atomics Inti recomblner heater assembly 
MIRAOLIA, F, J Office of Nuclear Reactor Regulation 79/04/13 7pp 


7904270399 Forwards preliminary evaluations & bases of meltdown 
analysis for TMI covering core melt penetration, hydrogen 
generation t* potential for axploelon 

MARCHESe, A , LONO, J , CARTER, T Advanced Reactore Drench 
79/04/13 Ip 


7904270976 Forwards list of TMI related followup actions currently 
und'erway or planned In response to LV Oostlck 79041S memo 
MINOOUE, R D Office of Standards Development 79/04/13 2pp 

790S090230 Discusses how transcript of NRC meetings halo /90g06,09. 10 & 
13 re TMl-2 Incident will be made available 
SICKHITfL Office of the General Counsel 79/04/13. 4pp, 


7909090294 Summary of 790412 meeting w/Susquehanna River Basin 
Commission to discuss TMl-2.8tated ,9 Cl of 1-131 discharged 
to rlveri described water monitoring program ti NRC role re 
water quality during TMt-2 cleanup 

ELSASSER, T C Office of State Programs. 79/04/13, 2pp 

7903110130 Forwards list of useful electrica 1, ins t rumenta t ion U control 
schematics 

LAINA8,0 Plant Systems Branch 79/04/13. Spp. 


7909110133 Forwards NRC advisory bg RQ Heyar recommending all ineore 
thermocouples be read in continuous manner u/provislens for 
rapid retrieve 1 b permanent storage 
LAIMAS, O Plant Systems Branch 79/04/13 2pp 


7909110381 Lists Division actions re TMI u/contact parson, descrlptlva 
title of action b estimate c omp letion dates 
* Office of Nuclear Regulatory Research 79/04/13 4pp 


7909210040 Lists IE personnel who are on duty at TMI 

KC OSCAR r J J Region 1, Philadelphia, Office of the Director 
79/04/13 2pp 


7903210120 Forwards interoffice memos routed to NRC re radioactive 
sample analy 1 1 s, a 1 ternate method to measure steam generator 
taval b modified criteria for use of steam generators for 
cooldown. 

DANIEL, J A • GPU Service Corp 79/04/13 24pp 


7903210124 Recommends procedures re util effluent monitoring 
STOHRr J P Region I, Ph I lade 1 ph la. Office of the Director 
79/04/13 2pp 


7909210240 Discusses nondestructive eieminations of weld joints 
Requests resold, tion of Inconsistencies on data sheots b 
rationale for util taking credit for insp 
TRIPP, L Metropolitan Edison Co 79/04/13 2pp 


7909220439 Summary of 790412 mooting u/Susquahanna River Dasin 
Commission re TMI incident 

ELSASSER, T C Region 1, Philadelphia, Office of the Director 

79/04/13 2pp 


7905230002 Summary of 790413 moating to plan TMI-2 strategy 
e Office of Nuclear Reactor Regulation 79/04/13 4pp 


7903230041 Forwards list of e lee tri cal, 1 fist rumen tat 1 on b control 
schematics U/o enclosure 

LAIMAS, O.C Office of Inspection b Enforcement 79/04/13 tp 


7903210247 Exposure summary of Metropolitan Edison Co *< contractor 
porsonnel on 790414 

SLODOOIENiM J Region I, Philadelphia, Office of the Director 

79/04/14 Ip 


7909230471 Commonts on Task I qual 1 f lea t Ions of vent header sys 
(qualifications of make up tank sys). 

LAWROSKIiN ACRS - Advisory Committee on Reactor Safeguards 
79/04/14 tp 


79091*0129 "Preliminary Esttmatee of Population on Dose b Health 
Effects '< 

BATTIST.L, , BUCHANAN, J , CONOEL, F Division of Site Safety b 
Ehvlronmenta 1 Analyi 1 s 79/04/13 73pp 


7909190107 Ad hoc Interagency dose assessment group pretlmlnary 
estimates of population dose b health effects re THI-2 

events 

BATTiaT,L , BUCHANAN. J Environ Protect etandardi Drench 

CONOEL, F Division of Site Safety b Environmental Analysis 
79/04/13 60pp 

7903210013 Forwards TMI/Oeneral Public Utils Data Raduction b Mgt Opoup 
Status Rept t. Includes Info re temp b. environ readings 
MEieER, J L, OPU Bervice Carp 79/04/19 9pp 

790S2101S9 Agenda of 790413 technical group meeting ui/Metropolitan 
Edison 

* Commission 79/04/1 3 4pp, 

7903230036 Conceptual design for TMl-2 venting Supercedes previous 
versions ^ _ 

DISALVO, R Office of Nuclear Regulatory Research. 79/04/13 3pp. 


7909230118 Requests clearance for JT Collins to drive to processing 
b 1 d 0 

UOLLMER.R H Assistant Director for Site Analysis 79/04/19 Ip 


7908020468 Forwards preliminary sequence of events for first 20-h 
following accident on 790228 

HERBEIN, 0 0. Metropolitan Edison Co. 79/04/16. 16pp 


7909090248 Forwards requested telephone log b states no significant 
contacts made on 790401, 

ELSASSER, T, Office of State Programs. 79/04/16 Spp 
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7‘70&o 9O255 Forward* roquott tor info r* tnwoIv*n»nt in NRC aetlvltlf* 
rtlating to THI dorlnu f*riod froo 790320-0401 

tHOELHAROT. T F Of fit* of tho Eioeutlv* Logal Oiroctor 79/04/1A 

if 


•790930Olfr9 Respond* to 790412 itismo ll*tlns curront dlv projicti tt T*J 
incident 

BEBAM. IT J, Tochnicol Infornotion 4i Documsnt Control. 7f/04/li 
4pp 


•7903090260 R*qu>st that *11 p*r»onn»l «nfa 9 *ii In MSC raapons* to TMl 
accldant record their action* on paper . „ 

0O8SICK>L V Office -of the Grecutiv* Director for Operation* 
79/04/13 ip 


7909100016 Act receipt of 790413 fflema & accoflipanglng propetei re MC 
eoAA*nd 6 control center to improve communication* «gs far 
dealing u/*v*nt( similar to TKI Improved communication 
*V* util 4>e contidared 
HENORlErO M Commission 79/04/17 Ip 


7909110191 Forward* compllatton of 
ceelant lamples 

KIRAOLIA. F J Office of Nuclear 


analgil* of 790329 1. 0410 prlmarg 
Reactor Regulation 79/04/16 9pp 


7909110330 aunimarltee Branch recommendation* for aldl oparatlonal 
safety research basid on prellmlnarg revleu of THI Incident 
BENNETTiO L Research Support Branch 79/04/16 12pp 

7909160119 Suggest* actions in response to ACHB THI repti method* should 
be provided to get direct ueter level reading In reactor 
core 

AHEARNGjJ'F Commission 79/04/19 2pp 


—7903160132 Request* comment* on end J Veil In 790402 Itr re TMt 
Inc Ident 

KEMNEDY, R T Commliilon 79/04/19 Ip 


—7909100017 Forwards proposal for NRC command 6 control cinltr fer 
niicLaer reactors & transport of SNH 

PODOLAKiG H Radiological Health Standards Branch 77/04/13 

4pp 


— 7909100016 Froposee studg of faaslbllltg of NRC command b control ctr 
for nuclear reactors b transportation of 8NH 

PODOLAKiE M Radiological Health Standards Branch. 74/02/17 

3pp. 


— 7909100022 Forwards 790329 b 790409 auggestlon* bg E Podolak r* 
computar controlled cammunlcatton* link b legislative 
authorltg to prosecute for felonies Requests 60-dag revltu 
period 

COBBiL I Office of IbEi Eiecutlve Officer for Hanagerntnl b 
Anelgstc 79/04/16 tp 


— 7903160136 Suggests thet ground do** msesuremrnt*' isotopic composition 
b time pattern of ectivltg released from plant b number of 
eiposad uorbers be recorded for later analgsLi 
YELLIN.O' Harvard Untv 79/04/02 Ip 


— 7909100034 Suggests that NRC bolster anforcament sgs bg (••Unp 
laglsletlv* authoritg to prosecute individuals whu ar* 
ptrsonallg responsihls for serious NRC violations 
POOOLAKt E M Radiological Health Standards Branch 79/0t/C9 

Ip 


— 7903160142 Request* chronologg of arrival time* of federal b state 
representative* at slte.copg of Interagencg Radiological 
Ailstanc* Plan b NRC regulations re emergeneg planning 
KENNEDY. S T Commliilon 79/04/19 Ip 

7909160124 Conflrmi 790403 telcon re willingness to attend THI related 
meeting 

TILBE. H E London Nuclear DacontanlnatlonrLtd. 79/04/16 Ip. 


7909210228 Tank car leas* agreement betueen Union Tenk Car Co <• Oanerat 
Public Utils 

a OPU Service Corp 79/04/16 t9pp 


7909230129 Sunwearlie* NRC comment* on ecctp tabll I tg of design crlterle 
for mods to facllltg electrical power eg* Design criteria 
for two now diaeal generator* b use of 13 B kV const power 
source 1* acceptable 

STELLOi V. Division of Operating Reactor* 79/04/16 2pp 


7909230128 Request* retention of lU Poters b OL Ebartole as drivers 
until 790421 

STELLO. V Division of Operating Reactors 79/04/16 Ip 

7909230281 Forwards updated status of various proposal* for achieving 
cold shutdown 

HQVAH.T M Office of Hucliar Reactor Ragutatlon 79/04/16 44pp 

— 7903230207 Provides summarg of QA practices essaclated w/facllltg mod* 
reviewed to date, 

OtLRAV. J Qualltg Assurance Branch. 79/04/16 9pp. 


7909300100 Forward* Invsntorg of current TMl-2 related actions 
C083ICK.L U. Office of the Ececutlvo Director for Operation* 
79/04/16 Ip. 


— 790S300IOS Forwards invantorg of currant THI-2 related action*. 
COSSICK. L. V. Office of the Eiacutlve Olractor for Oporatlon* 
79/04/16 3pp 


— 7909300111 Respond* to LU Oustlck 790412 memo listing current THI 
reiatdd action* 

SKEArJ. A. Office of International Programs 79/04/13 9pp 


—79093001 IS Details personnel actions re THI incident 
BIRDiP.E Office of Administration. 79/04/13. 2pp 


7903110269 Otscuesss Sandla Lab studg of coolabllltg of rubbllisl car* 
debris High safety margin ailst* for cooling THI core at 
atmospheric pressure bg boiling cellular natural convactlon 
WRIQHTrR U Eeper Imintal Fast Raactor Safety Research Branch 
79/04/17 3pp. 


7909160114 Requests further info re Ofe of Nuclear Raactor Ragulitlon 
action on THI 

^(EARNE. J F Commission. 79/04/17. Ip 


7909160220 Forwards 790409 Itr from 0 Russ of AIF re hackgrounl 
articles used In attempt to put THI In perspective 
BERNEROtR Assistant Director for Material* Safety Brench 
79/04/17 IP 


7909190093 Authorlcss NRC to ship breathing air manlfoldi b 330 cubic 
ft per nlnuta comprossor w/hPses> manifolds b air suit tops 
NRC ulll be reimbursed all reasonable eepens** 

ARNOLD. R.C, OPU Service Corp. 79/04/17 Ip. 


7909190120 Author lies NRC to ship three charcoal filter* from rhl'2 ti 
ColumbusaOH NRC will be ralmbursod reaionabl* coits 
ARNOLD, R.C. OPU Service Corp 79/04/17 Ip. 


7909190187 Authorltes shipment of three charcoal filter* free THI l« 
Calumbusi OH 

ARNOLD, R.C OPU Servlca Corp 79/04/17 Ip. 


7909210021 Forwards TMI/Oanaral Public Utils Data Reduction K{l Orevp 
Status Rept 3 Info trcludas raactor b reactor bldg temp b 
pressor* 790401-0416. 

WEI8ER.JL. OPU Service Corp 79/04/17 6pp 


7909210070 Forwards eummarg rspt on gas analyses per formed on TW 
primary water sample received 79041,4. 

EHALaN. A. Allied Chemical Corp. 79/04/17 14pp. 


7909220493 Dascrlbas Task II ax-cora monitoring of core condlllsni F*u» 
groups of detactors provida info ra cor* condltlonc 
Dtecusses neutron source* b location 
BALLaR Special Instrument Croup 79/04/17 2pp, 


7903300420 Requests that Hleilon* pats TMI-related Info to NRC 
official contacts 

LAFLEUR.J D Office of International Programs. 79/04/17. If. 


--7909300196 Forwards Info requested In 790412 memo ra personnel In Olv 
of Contracts who will review b llet all proeuroiecnt actions 
resulting from THI incident. 

HALHANrE L Division of Contracts 79/04/13 2pp 


—7905300162 Responds to 790413 nemo listing parsonitel from Qfc of 
Administration Involved in coiuiunlcetlon* at TKI**2 site 
MALLACEaJ. R Division of Facilities b Operations. 79/04/13 
3pp. 


7903190069 Oltcussss sequtnea of event* to be followed If rteclor 
coolant pump 2A fal Is. Forward* eperatlon* support plan*. 
ARMOLD.R, C. a KEATEN, R H. OPU Service Corp. 79/04/10, 6pf 


7909210246 aummary of 790418 vie It to Susquehanna River Is l«od*,fA-'* 
take toll b grass samples, No evidence of recent const or 
activity, 

HCCLINTOCK, R. 0. • SLOSODIEN.H Region 1, Philadelphia. Office » 
the Olroctor. 79/04/18 Ip. 
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71K)83CI0319 FoTwarili rseommtndatlon* r» handling FOIA raiiuatt* for 
dDcuiMonk* an TMI-8 F*iiua*t« commtnt* concurronctt bu 
790419 

>1CKV4IT>L Office of the Oentral Countel 79/04/18 3pp 


7903030041 Respond* to 790417 memo re need to apply ipecial meaturee 
for tranepor tation of radioactive uiaftee from THI-2 tlte for 
difpoeal Re<iue<tf to be kept informed of fhlpmantf 
BURNETT.n F Divialon of Safeguard* 79/04/19 Ip 


7909110831 Summary of 790419 meeting u/ft Turpolak of HEH re retponae he 
li preparing for Secretary Callfano re recent Iodine 
releaiee at TMI h nature of final cleanup efforts 
ORlMEStB K, Assistant Director for Engineer* & Project* 

79/04/19 Ip 


7908210087 Foruiavd requested question* re loss of mein coolent pumpiRHfl 
heat renaval sgsilos* of eir conditioning pouer & loss of 
prtssuTliar vent capability 

MUIlPHVi J A Office of Nuclear Regulatory Research 79/04/19 8pp 


79O92fO0AS Foruards KA Pouer ti Light answers to ef f ectlvaness of adding 
hydrailne to primary *y* to seavange oiygen since there is 
Indication of dissolved oxygen in primary coolant 
tiATHEUSiP R Dlvltlon of Systems Safety 79/04/19 Spp 


7903210073 Forward* analysis results of boron measurements from 790411 
primary sy* sample (non-pressurl ted ) 

TELFORD, T Division of Operating Reactor* 79/04/19 9pp 


7909210893 Review it evaluation of personnel dosimetry data from 
790388-0403. 

SCODODIEN. K J Region 1, Philadelphia, Office of the Director 
79/04/19 Spp 


7909810899 Forwards list of people to be Intervleued, list of procedures 
to be ( art 1 f led, 1 is t of requested documents U list of addl 
procedures in effect on 7903S3 

MARTIN, R Division of System* Safety. 79/04/19 llpp 


7909830014 Changes designation of new distal generator to "grey" to 
avoid confusion w/Clast IE blpe div 
C«0NE9ER0Efi, D K CPU Service Corp 79/04/19. Ip 


7909830019 Technical support procedure* group ha* developed variation 
on method to predict pressuriier level from Indicated temp 
Recommends procedure be initiated 
WALLACE, E.O OPU Service Corp 79/04/19 ip. 


79098308*9 Discusses analytes of boron measuremsnt* from 790411 
non-pressurl I ed primary sys sample 

TELFORD, W T Office of Nuclear Reactor Regulation 79/04/19 Spp 


7909830449 Concerns re cleanup of auxiliary bldg it containment 
LAWROSKIill ACRE - Advisory Committee on Reactor Safeguards 
79/04/19. Ip. 


7909300437 Dlecusses current status of safety-related operator action 
study 

MILHOAN, J L Reactor System* Standard* Branch 79/04/19 8pp 


—7909300438 Draft rspt, “Safety-Related Operator Action. " 

BOTT, T. F. , HAASiP H Oak Ridge National Laboratory FIN H-0421 
0RNL/TM-6B93 79/04/13. 113pp. 


7909090810 Respond* to LV OoiaUk 790413 request for record of action* 
on TMI accident, Summarlie* 790408-0404 discussion* re 
reactor coolant pumps h containment integrity 

MARINOS. E.C. Reactor System* Standard* Branch 79/04/80. Ip 


7909110266 Forward* Sandla Lab rspt on calculations of coolability of 
rubbliisd TMI cere debris 

WRlOHT, R M Eipsrimantal Fast Reactor Safety Research Branch 
79/04/80 8pp 


"7909110867 Forwards rspt “Cooling of TMI Cor* Osbrls " 
RIVARD, J B Sandia Laboratories 79/04/19 Ip 


— 7909110269 "Cooling of TMI Cor* Debris " 

« Sandia Laboratories 79/04/iS 6pp 


7909160079 Suggests improvements in sys of communlcetion* for energency 
response situations 1, nesd for mobile radiation monitoring 
unit* available to each ofc Requests rapt 
KENNEOy,R T Commission 79/04/80 Ip 


7909160088 Request* info re TMI including llcentt conditions re flood 
lave Is, status of spent fuel pools t, whether any addl plants 
are planned for area 

AHEARNE.vlF Commission 79/04/20 Ip 


7909160147 Forwards Itr from Legtstles Management Institute offering to 
discuss maint procadurt* to help NRC establish 
procedures far nuclear power plant* 

AHEARNE, J F Cbrnmlsiion 79/04/80 Ip 


7909210089 Updates R Bail's 790417 memo detailing rational* for high 
counting rat* of B-F-3 neutron detecting startup channel 
0TELLO, V. Division of Operating Rtactor* 79/04/20 lOpp 


7909210861 Details synopsis of environ analyte* performed sine* 790418 
Alt results are for 1-131 

SMITH,!} Office of Inspection t. Enforcement 79/04/80 Spp 


7905810319 Requests addition of J8 CreswilUDr Hunter. DC Kirkpatrick. 
T Bhaob.R Summers, P Blisett to list for IE per Amend 3 to 
NRC access list dtd 790413 

MCOBCAR.J J Region 1, Philadelphia. Office of the Director 
79/04/80 Spp 


7909880488 Notifies that Ofe of Executive Legal Director TMI decuments 
w/r*lea**d Info must be transmitted to FOIA officer, per end 
Announcement 39 

MQNDIC8, D Administrative Branch 79/04/80 Ip 


— 7908880489 Announcement 39 re preservation of record* re TMI Incident 
Forwards list of FOIA coordinator* 

FELTON, U M Division of Rule* and Record* 79/04/12 Spp 


7909830088 Forward* list of Rsglon t personnel dispatched to sit* from 
790388-0401, 

MARTIN, R Dtviflon of Systems Safety 79/04/80 3pp 

7909230011 Forward* "Criteria for Los* of Offsite Balance of Plant 
Elaetrieal Power " 

CRONENBEROER. D GPU Service Corp 79/04/21 Ip 

"7909230018 “Criteria for Los* of Offsite Balance of Plant Electrical 
Power " 

* OPU Service Corp 79/04/28 6pp 

7909830130 List* IE personnel to bt added to NRC Access List dtd 

MC03CAR, J J. Region t< Phi ladelph la, Office of the Director 
79/04/21 tp 


7909090819 Forward* scopes on Categories A <( B rag guide* being 
conslderatf for revision a* result of TMI-a event data 
Eies, A L Division of Engineering Standard* 79/04/80. laspp, 


7909090831 Summary of 790418 meeting w/PA State Health Dept in 
Karr Isburg. PA re strategy for evaluating health Impact of 
TMI incident _ ^ 

BOLDSHXTH, R Radiologicel Health Standards Branch 79/04/80 

a**. 


7909090237 Responds to 790480 request for name* of candidate* 
Internal tea* to investigate accident Suggest* H Collin*, 


fl Jasts, W Karr, 8 Sehwerti 
RTAN.R. J. Office of Nuclear Regulatory Research 


79/04/20. 


for TMI 
If 


7908110126 Forward* requested Info prepared by R Emch fc F Akstulewicx 
ahowlng dose rate from la-inch RHR pipe containing 

ftlRAOUtA?F°i "^Office of Nuclear Reactor Regulation 79/04/80 3pp. 
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7909230293 Dlicu«««t L Kovach raconvn^ndatlont ra earban «dior2>»r« In 
auiltiary bldg Tragi should bt rtaiovtd #ron tgi and cltancd 
«f carbon 

COLLINS. J T Effloint Traatfiint Sgiberai Branch 79/04/22 Ip 


7909070038 Synapili a# Info obtained rt operating history of TMI-2 
Info re inventories of significant fission products sipected 
In core will be collected Plots of decaying Inventories 
made uhers feasible 

MELLIB.D 0 Transportation 4. Product Standards Branch 79/04/23 

2pp 

790»902li Comments on Commissioner Ahearne't 790403 "set of thoughts 
on hoy we could possibly go about 7MI accident review “ 
fievley must distinguish uhy N yhat happensd 

KOOREtR H Office of Management and Program Analysis 79/04/23 
if 


7905070009 Foryards H Hsiatls' comments on revieu of Emergency 
Procedure S 

KIRAQLIAiF J Office of Nuclear Reactor Ragulatlen 79/04/34 iff 


7905110210 Telcon sumnary Descrihes valve misalignment at THI fvTlrg 
change of fsedyater flou from main to auelllary ays 
BRVAN.S Office of Inspection fc Enforcement 79/04/24 tp 


79091&0131 Forwards rough estimate of initial source term thet eas 
potentially available In auclliary bldg for release to 
atmosphere 

BLONOi R Office of Nuclear Regulatory Research 79/04/24 3 (p 


79091900b0 Submits evaluation re syt analysis of filling l< operilfo* c'' 
once-through steam generator D water eolid 

* Office of Inspection t< Enforcement 79/04/24 3pp i 


—7905090220 “Teetlmony of H Moore ii L Abrameon " 

MOORE. R I ABRAMSON. L Office of Management and Program Analysis 
70/11/30 I6pp 


--7905090224 Supplemental Testimony of R Hoore 4 L Abramson in response 
to ALAB-S2S 

MOORE I R Office of Management and Program Analysis 79/03/lh 
14pp 


77091900il Reguests info re site related activities from 79032B is 
790331 at 12 Oi AM 

OIBSONi A Region 1. Philadelphia. Office of the Director 
79/04/24 3pp 


7905230001 Savannah River life support air sys wilt be used by site 
p srsonnel 

ROBISON. J D GPlf Service Corp 79/04/24 Ip 


7905110220 Act receipt of 790413 offer 
Offer yill be considered 
HENDRIE.J M Commission. 79/04/23 


to serve on safety review panel 
If 


7909230005 Outlines priorities U 
Organl latlona I chart 4 list of 
RU3CHE. B t ARNOLD. R C GPU 6ei 
Edison Co 79/04/24 9pp 


procedures for waste diipoiat sgl 

responsibilities end 

vice Corp HERBEIN. U 0 HeirepsUl|.i 


—7905110223 Offers to serve on review committees re TMl 
HOCEVAK, C J Affiliation Unknown 79/04/13 ip 


7905110234 Testimony before Subcommittee on Nuclear Regulatlpn of 
Senate Committee on Environ 4 Public Harks re Thl-3 
Inc 1 dent 

DIECKAKP. H General Public Utilities 79/04/33 21pp 


790S1 10248 Suggests Nuclear Regulatory Research staff memberi to 
serve on TMI Incident investigation 

LEVINE. 8 Office of Nuclear Regulatory Resoarch, 79/04/23 tp 


7905110312 Handwritten notes re TMI Incident for period 790404-0423 
CUNNINOHAH.M Probabilistic Analysis Branch 79/04/23 24pp 


7905110331 Responds to 790406 memo reg.uestlng comments re environ 
qualification 4 Instrumentation to follow course of an 
accident 

MILLER. C F Electric. Instrumentation 4 Control Systems Branch 

79/04/23 2pp 


7905140054 Observations made at meeting of Senate Subcommittee on 
Nuclear Regulat ion. Comnl ttee on Environ 4 Public Norks 
concerning THI Accident 

JOHNSON. D.H Office of the Secretary of the Commission 79/04/23 

Spp. 


7905230006 Forwards revised criteria for use in designing plinl aids ti. 
use A 4 B steam generators as high pressure water to water 
heat eschangeri for decay heat removal 
CAPODANNO, 0 OPU Service Corp 79/04/24 2pp 


—7905230007 “TMI-a Sys Criteria for Use of Steam Oenerato? A fpt si:if 
4 Long-Term Cooldown." Revision 3 
» OPU Service Corp 79/04/24 lipp 


—7905230008 "TMI-S Sys Criteria for Use of Steam Oanerator B foi 
Cooldown at High Pressure." Revision 3 
* OPU Service Corp 79/04/24 9pp 


7909230024 Details reorganl latlon of waste mgt activitlai 

RUSCHE. B . HERBEIN. J 0 . ARNOLD. R C. OPU Service Carp. 79/04^21 
9pp 


7905230152 Dlscusees effluent 4 process gas monitoring eye 4 Vicitriti 
air monitor 

STOODARTiP Division of Site Safety 4 Environmental Analysis . 

79/04/24 2pp 


7909230172 Informs that mein turbine was manually tripped whin rilsr 
was heard in steam line around turbine control valves 
QLSHINSKI.J Division of Systems Safety 79/04/24 ip 


-“7905140098 Forwarde prepared testimony given at hearing before 790423 
Senate Subcommittee on Nuclear Ragulatlon M/o bastlmony 
KAMMERER.C Office of Congressional Affairs 79/04/23 2pp 


7905160418 Details actions taken in response to RJ Budnlti 790410 memo 
to file re vented containment conceptual design at TMI 
DIBALVO.R Office of Nuclear Regulatory Research 79/04/23 7pp 


7905160144 Requests Info re min requlTerients for control room manning 
by licensed reactor operators 4 advantages 4 diiadvantagos 
of presence of third operator 
KENNEDr, R. T. Commission. 79/04/23 Ip 


7905230009 Forwards Revision 3 of "Reactor Coolant Preisura Control Sys 
Dsflgn Crl taria-ttakeup Portion." dtd 790420 
CRONEBEBOER. D OPU Service Corp 79/04/23 Ip 


—7905230010 Task 6B' "Reactor Coolant Pressure Control Sys Design 
Ctritorla-Makeup Portion." Revtilon 3 
rANia.L.* LUrT OPU Service Corp. 79/04/23. llpp. 


7905230013 Llste members of newly formed Natural Circulation Initiation 
Task Force 

ARNOLD. R C OPU Service Corp 79/04/23 Ip. 


7905230171 Forwards draft of work statament for contract to review 
federal agency interaction. 

OREHEfiiE Off let of Inspection 4 Enforcement 79/04/23 4pp 


7905300424 Requests that TMI bulletins 1. NRC plans for future Info 
dlsiemlnatlon be forwarded to NRC official contacts. 

LAFLEUR.J D Office of International Programs 79/04/23, 2pp, 


7905230175 Unesecutod memo of understanding to exchange enviren Ir.fp I 
data between NRC. EPA. 4 KEN. Forwards morning repte for 
790423-25 

STELLO. V Division of Operating Reactors COX.C Health. 
Education & Uelfare. Dept of BRETTHAUER.E Envtronnintal 
Protection Agency 79/04/24 4pp 


7905230298 Forwards comments on sys analyses of filling and eftrill'j 
once-through steam generator B water solid Secondary side 
should be filled slowly to avoid water hammer 
NOVAKrT.M Office of Nuclear Reactor Regulation 79/04/24 3|f 


7905300347 Discusses security assistance for NRC press ctr In 
Klddletoun Borrow Ha 1 1. Mldd 1 etown. PA 
BURCH. C.L Division of Security 79/04/24 2pp 


7905110215 Questions for Commission 790425 meeting on &4H plaoii 
e Commission 79/04/25 2pp 


790S1 10255 Forwards eorraspondence summartiing evaluation of b|di)iis 
gas In primary coolant sys 4 containment bldg atmosphere, 

RIB. L.N. Aselstent Director for Advanced Reactor Safely Riiikrcl 
79/04/25 2pp 


— 790Sft02S7 Forwards table summariilng calculation of hydroien Its si 
several preesure & temp conditions corresponding to sys 
cooldoun. pressure reduction 4 rapid dspressurisat ion 
RIBiL N Assistant Director for Advanced Reactor Safity 
Research. 79/04/25 2pp. 


— 7935110258 Presents results of parametric appraleal of hydreiin 
solubility data base 4 estimated hydrogen releases at THI 
PERSON. L. 8 Fuel Reprocess. 4 Recycle Brench 79/04/U 4f| 
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~'*7?091 1039? Dl6cu«sas upper limit estliratoa of hijdrogen formation via 
lireonlum-yater reaction >> from radlolgsle 

LADKtNSi J T Experimental Oas-Coolad Reactor Safety Reiearch 

Branch 7?/04/li 3pp 


““7909110361 Diacuaae* need for thorough revlay of radiation phgalcal 
ChemlatriJ of LHR primary coolout Suggeat formation of tast 
force tt revlau of 8AF)a i SERs 

WITTiF J Fuel Process Systems Standards Branch 79/04/39 

6pp 


“”7909110363 Summarlzas Info on hydrogen reduction methods 

RIQ<L N Assistant Director for Advanced Reactor Safety 
Research 79/04/39 3pp 


7909110343 Provides proiirainary assosment of core damage at TMI 
Poruards t> discusses calculations by NRC t> others to 
determine extent of damage 

HARINDiO P Fuel Behavior Branch 79/04/2S SSpp 


•7909110340 Discusses ORASS-SST calculations for TMI to explain release 
of 20-40X total cora inventory of fission gas 
REST<J Argonne National Laboratory 79/04/16 Spp 


"7909110391 Discusses max steady-state clad temp reached In TMI after 
voiding Any means of assuring moderate flow of steam should 
have prevented serious rad damage 

HARINDiO P Fuel Behavior Branch 79/04/04 3pp 


7909300103 Responds to questions of C Kepford re rad'iatlon releases at 
TMI No info substantiating claim of 0 3 nt 1 1 1 rems/hour 30 
miles upcjtnd from TMI TLDs have been lImifcod«hut calibr 
sensitivity to beta radiation 

8MITH(0 H Region ti Ph i lad elp h iaj Office of the Dlroctor 
79/04/26 Spp 


7909110373 Summariios Branch actions associated u/TMI accident 
SOLBEROiO E Systems Performance Branch 79/04/37 Ip 


790SS20412 Discusses health physics coverage for transition to na tura 1 
c ire ulat 1 on> both offsite U onsite 

BNIEZEk.J H Office of Inspection t enforcement Tf/QA/Sl Ip 


7909210300 Recommends procedure for badging NRC employees 

SMITH) 0 Office of Inspection fc Enforcement 79/04/28 3pp 


7909220490 Provides data re sys /component t instrument eparablllty 
status 

WILBERiM Office of Inspection & Enforcement 79/04/38 Spp 


7903210273 Forwards Revision 1 of procedure for badging NRC employees 
SMITHpO H Region ii Ph I lad e Iph iar Office of the Director 
79/04/39 4pp 


7909230916 Forwards liquid discharge data for 790410-20 

KINNEVpW Office of Inspection V Enforcement 79/04/29 9pp 


—7909110363 Discusses preilnlnary calculations for outslile limits of 
possible core damage Believes 23-33X core damage near ctr Is 
upper limit at 1 8 hours transient 

BECHNER Division of Reactor Safety Research 79/04/06 Spp 


7909210097 Notifies NRC investigative team Is onsite tt available for 
private meetings by appointment 

MARSCH. R Region 3t Chicago) Office of the Director 79/04/29 

2pp 


7905230109 Recommends actions to be taken In case of work delays due 
to conflict of std operating procedures 
MULLEARV. T Metropolitan Edison Co 79/04/29 2pp 


7903230194 Summary of 790429 meeting w/DOE re future support of NRC 
operations at site 

ORIERiB H Region 1) Philadelphia) Office of the Director 
79/04/29 ip 


790S30009B Forwards list of communications equipment sent to TMI that 
cannot be properly accounted for Requests Identification of 
custodian of property during tour of duty at Trailer City 
JONES) J 0 Telecommunications Branch 79/04/29 3pp 


7903230923 Forwards Info ra sys /e ompotien t operability status 

0REME8) B Assistant Director for Engineers Projects 79/04/29 
lOpp 


7909110279 "Generic Considerations of Ttir-2 Incident “ 

» Office of Nuclear Reactor Regulation 79/04/30 9pp 


7903110319 Input for Items needed for r aqua I 1 f i ca 1 1 on of TKI Discusses 
decontamlna 1 1 oil) Insp of primary coolant sys tc type of water 
chemistry 

MUSCARA) J Office of Nuclear Rogulatory Research 79/04/30 2pp 


7903140091 Suggests proposed Nestlnghouse decay boat removal sys 
be modified to better prevent sys leakage Flanged 
connections should be welded it sealed pumps should be used 
• Office pf Nuclear Reactor Regulation, 79/04/30 9pp 


des 1 gn 


7903160008 Summary of reactor decommissioning study 
e Commi ssion 79/04/30 6pp 


7903210299 Transition of IE in-house health effort to normal regulatory 
pos 1 1 Ion 

SMITH) 0 H Office of Inspection it Enf orcemon t 79/04/30 2pp 


7903090240 In response to 790419 memoi forwards assessment of impact of 
TMI-2 on ofc resources 

RVAN.R 0 Office of State Programs 79/04/26 9pp 


7903230103 Chart of review committee responslb i L 1 1 1 as 
» OPU Service Corp 79/04/30 tp 


790S110279 Documents supply of emergency Instrumentation at TM! site to 
collect air samples ii measure radioactivity 

8WANBER0, F. Environmental Effects Research Branch 79/04/26 

2pp 


7903110304 Forwards proposed mods on suppls to LV Oossick 790420 memo 
re actions re TMI 

DAVIDSON) E Office of Nuclear Regulatory Research 79/04/26 Spp 

7903140039 Discusses 790330-0408 actions whllo part of NRC team at TMI 
Duties Involved review of handling of accident & radwaste ii 
gathering of info re plant sys status from logs t> personnel 
BELL)M J Assistant Director for Waste Managamant <Pre 790301) 
79/04/26 2pp 


790S160028 Forwards record of actions involving NM8S staff which are 
not logged in Incident Response Ctr 

BRaWN)R 8 Office of Nuclear Material Safety h Bafaguards 
79/04/26, Ip 


7903230927 Forwards results of analysis of addi liquid discharge data 
PERROTTI)D Sc 1 once Applications) Inc 79/04/30 I9pp 


7903090243 Informs that Joint Chiefs of Staff assigned nietname "Ivory 
Purpose" to operations In support of TMI incident 
OOS81CK)L V Office of the Executive Director for Operations. 
79/03/01 Ip 


7903090337 Forwards "Prel Imlnarv Licensing Ropt for Hestinghouie Decay 
Heat Removal Sys " Final rept wilt follow 
HERBE1N)J 0 Metropolitan Edison Co. 79/OS/Ol Ip 


—7903090339 "Preliminary Licensing Rept for Mastlnghouie Decay Heat 
Retnova 1 Sys " 

* Westlnghouse Electric Corp. WP-TMI-O03. 79/03/01 89pp 


7903190118 Agenda for 790420-0301 planning meetings 

e Office of Nuclear Reactor Regulation. 79/05/01 tSlpp. 


—7909160029 Coiiunents on rept on hydrogen solubility database b estimated 
hydrogen releases at TMI 

PER80N)L 8. Fuel Reprocess t> Recycle Branch 79/04/11. Spp 


--7909160036 Discusses actions of group working on radwaste sys at TKI 
Licensee procedures for handling radioactive wastes 
generated by accident are under review, 

BELL.M. J Low Level Uaete Branch <Pre 790901) 79/09/10 Ip 


7903300392 Discusses telcons for 3-day period following TMI-2 incident, 
RPBART) A, W Region 5) Ban FranclseO) Office of the Director 
79/03/01 Ip 


7905210013 Discusses plans for epidemiology followup studies on 
populations txposed during THr-2 event Contractor will be 
selected soon, 

K[NQOUE)R D, Office of Standards Development. 79/03/02 2pp 


7903230202 Rept of activities on 790329 at site. initial assignment 
CDLLINSiD, M. Region S, Atlanta) Office of the Director 79/04/86 
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TW5090320 Notifit* that iubtni«*ion of final r«pt r« imp 1 ng6r*nt/ 
•ntralnmtnt monitoring program at THi util ti dolaysd to 
7<?07IS 

Het-BISHi J F 1 TfiOFFER. ft J Metropolitan Edit on Co 79/'09/03 Ip 


79091400S2 Summarlioi 790326 telcon from C Heath of Ctr for Dlaiaie 
Control ra ctr'i rola In roepondlng to TMl incident Foruardi 
lomnarg of lubiaqoent telcon w/K Oollar 

ROBEHTSi I C Aeiletant Director for Siting Standard! 79/09/03 

Ip 


7903300053 Oetalle agenda of Natl Conference of State Leg 1 alaturee ■ 
Energy & (teeoorco* Commi t taei ^ 790SI7 pruentatlon to 
Congreif re TMI 

BCHNARTZ.9 a office of State Pragranii 79/05/04 Ip 


7905J40267 foriaardt analyei! reiulti for lanpie of primary coolant 
water from TMI. 

DVERMANrR F E I do Pont dc Nemoore S' Co i Inc 79/05/07 3pp 

7905230479 FR notice of ACRS 790510-12 meeting In HaihlngtonF DC to 
dlteutf repti on TMI accident 

CHtUKi B J Office of the Secretary of the Comml*! 1 on 79/09/07 

8pp 

7905090236 Propose! temporary froeie an any new CP or OL t a!»e*imont 
of ongoing const projects Foruards draft initrurctloni from 
5J Chilk to HR Denton 

MENDRIE. J.M Commtsi ton 79/O3/0B 3pp 


7903110277 "Pictorial Representation of Second Semlicale Relief Valve 
Venting Test from TMI Conditions " 

a Office of Nuclear Regulatory Research 79/05/10 6pp 


7905160002 Plant computer prlnt~out for 790328 

e Prohabi 1 Istlc Analyils Draneh 79/09/10 I6pp 


7905160003 Miscellaneous notes on varlooi Commission msetlngs 
OlBaON.T. Commission 79/05/10 ISpp 


7903160007 Htsce 1 laneoui notes re TMI 

CAMPBELL. H Commission. 79/09/10 a4pp 


7903210049 Charts organl lational responsibility in control rooa.iii, 
health physics U effluent sys 

e Office of Nuclear Reactor Regulation 79/09/17 Ip 


79Q52IO092 Requeste assistance In locating documents re TMI-2 Insde^l 
for onsite reproduction Related manual page 6 sample 
documents which may be disclosed encl for guidance 
ORiER.B H Region 1> Philadelphia. Office of the Director 
79/03/17 6pp. 


7909230157 Discusses radiological consequences of operation of 
once-through steam generator B In solid mode 

COLLINS, J T Effluent Treatmsnt Systems Branch 79/05/17 Ijj 


790919016B Procedures for environ shift leaders re preparation of 
dally PNO 

sroHR, J P Office of Inspection 6 Enforcement 79/03/ia Ip 


7909190170 Procedures for environ shift leaders re dally TL D diu 
BTOHR, J P Office of Inspection 6 Enforcement 79/09/lQ tg 


7905210230 Discusses radiological assessment of operation of 
once-through steam generator B in solid mode Comments an 
radioactive matl inventory, leakage paths It effluents 
COLLINS. J T Effluent Treatment Systems Branch 79/04/JJ 


7909210276 Discusses restrictions on use of masks lu/cartridges Isilsg 
decontamination of aus 1 1 lary/f uel bldg 
s Office of Inspection It Enforcement 79/03/lB Ip 


79032102B4 Requests Info re incident Investigation 

ORIER.B H Region 1. Philadelphia, Office of the Director 

79/53/18 Spp 


7905230130 Notifies of amend to Tech Spec 4 3 3 4iaddlng 14 days It 
790429 deadline for performance of channel eallbr 
VOLLMER, R M Assistant Director for Site Analysis 79/09/10 l> 


7905210305 Results of analysis of Ag leollts cartridges froa HifSi 
noblle labs 

HONTOaKERYt D M Region 1. Philadelphia. Office of the DlrstlsF 
79/03/21 Ip 


7903160042 Various sheets for updating Mar 1978 Yillav Soak 
* Commlislon 79/05/10 Spp 


7903160049 Commission meeting notes for 790328-31 
OIBSDN. T R Commission 79/09/10 71pp 


790316'OOS9 Various sheets for updating Feb 197B Orey Book to Feb 1979 
e commission 79/OS/lO 33pp 


7905300300 "Population Dosa It Kealth Impact of Acclderit at TMI Nuclear 
Station " 

BATTISr. L . BUCHANAN. J.t CONOEL. F Comnitsslon NUREO-0958 
79/05/10 104pp 


7905310314 Recommends establishment of OA staff It delineation of 
rispons 1 bl 1 1 t 1 es to ensure supervision re V Stello 790421 
memo 

KELLOOO, P J Office of Inspection It Enf oreertent. 79/09/31 Ip 


7909310323 Forwards Info from Bettis lab It OE re potantlal for 
radlalysls contributing oxygen to bubble over reactor cars 
a Office of Nuclear Reactor Regulation 79/09/21. 7pp 


7903230018 Forwards procedure production flow chart 
PORTER. I Metropolitan Edison Co 79/05/21 2pp 


7905830206 Reading file index for TMI-2 incident 

* Office of Nuclear Reactor Regulation 79/05/21 3pp 


7909160064 Lists Info required re Battells Columbue Lab anatyali 
GONNINOHAM.M probab 1 1 1 itic Analysis Branch 79/09/U Ip 


7909160139 Dlscussas definition of THI-2 event In nomerclatura of 
HABM—ldOO 

CVNNINOHAH. M Prababi 1 Istic Analysis Branch 79/05/11 Ip 


7909160143 Quastions natural circulation if mein coolant pumps are 
los t 

e Probabilistic Analysis Branch, 79/OS/ll Ip 


—7909160149 Draft chronology of 790328 accident until core cooling 
restored 

« Probabilistic Analysis Branch. 79/09/11 3pp. 


7?(}9300433 Forwards rept "Reer ttleall ty Potential of TMI-2 Cors " 
HAROTTAi G, ft Transportation Branch 79/05/14. Ip 


—7905300434 "Racr 1 1 leal 1 ty Potantlal of TMI-2 Cors." 

HAROTTAi -C.R Traniportatlon Branch. 79/05/14 22pp 


79051900BI Coamanti on special Operation Procedure Z-97, 

• Office of Nuclear Reactor Regulation 79/05/17 Ip. 


790921Q012 Amends Tech Bpics to permit channel callfar eurrantly 
required to be performed by 790429 to be extended up to 14 
days following cold shutdown. 

VOLLMER.R.M, Assistant Director for Sits Analysis. 79/09/17, 


7903330212 Requests cors coolablllty revlsu In natural c I rculsHsn I'J' 
decay heat removal It review of Natl Lab work summary 
ROSS, D F, Assistant Director for Reactor Safety. 79/09/Jl Ip 


7905230448 Forwards background matl on NRC actions re DIM rsac's'i 
since THI incident It DK Davis to EO Case memo re 
estab 1 Ishment of Task Group on Otnerlc Revlsu of Feedwetsr 
Transient in BltM-Oeilgnsd Reactors. 

EYSYrtONTT, 0 Commission 79/05/22 24pp 


Q Inspection raporti, IE Bulletins ti correspondsnc s 


7903330385 IE Bulletin 78-07, "Protsctioo Afforded by Alr-LlnS 
Rsiplrators It Supplled-Air Hoods." 

e Region Ir Philadelphia, Office of the Director 78/01^13 Iff 


7905300132 Forwards propoisd IE circular re Interconnections sf 
contaminated sys tu/svc air sys used as source of brsathlnp 
air. Circular descrlbot 7S1004 leak from raduists ays to 
breathing air source at Peach Bottom Unit S. 

ORI£ft,a. H. Region 1, Phi ladelph la, Office of the Plrtcler 
79/01/25. 3pp 


7905010UB Forwards IE Info Notice 79-06, "Strass Analylli Of 
Bafaty-Ralated Piping " 

ORIER.B H. Region 1, Philadelphia, Office of the DlrsclSs 
79/03/23. Ip. 
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7909010047 ForwArdt IE tt>fo Notlcs 79“O0i '' Inirtrconnac tloii o4 
ContAMlnAted Sv* w/8vc Air 6gf U«*d at Sourca of Brtath ing 

Air " 

ORIERiB M fiaglon li Phlladalph iai Offlca of tha Diraekor 
79/O3«0 Ip 


— 7903I400S3 Ratpondt to 790-418 I kr raquettlng advice on action needed on 
790417 oral roc oinoeitdat i ona Raeoirtnendatlona involve alt PURt 
(c careful atudy thowld precede any action 

CARBONcH M ACR8 - Advitory Commlttea on Reactor Safeguardt 
79/04/aO 2pp 


7903010300 Forwardt IE Info Notice 79-09. "BpilL of Rad loactivalg 
Contaminated Rat In " 

ORIEA. B H Region 1. Philadatph ia< Offlca of tha Director 
79/03/30 3pp. 


7903090339 Ack raqoatt to elate plant in light of TMI evantt. 
Aetloni are being taken to raattatt individual tltuatlont 
IE fiulletln 79-03 and 

HENDRIE. J H Commi tt ion 79/04/03 ISpp 


7903090234 Requaitad Invattigation into tcope. procedurati it currant 
atatui of NRR l« IE analgait of TMI It conpltta Tatk force 
organiiad to acamtna DliU raactora 

KBNNEKE.A Offlca of Pol teg Evaluattoni 79/04/04 Spp 


7903090314 Forwarda PNOt Si IE bc/ilatint re TMI Incident 

CDLUINSrH E Aetlftant Director for Emergencg Preparadneas 
79/04/33 ip 


—7909090317 Forwardt NUftEO-OS93 dtd 790330 it raqueetf ceirmentt by 
790509 W/o and 

RVAN.R 0 Offlca of State Programa 79/04/10 ip 


7903300090 Submitt draft ratponte to 7904tl I tr raquettlng pernitfion 
to accompang intptetort during Intp of nuclear reactor 
operated bg Saiton Nuclear Experimental Corp In SaxtoniPA 
Invitation mutt be extended bg licenaee 

SNYDER. 0 L Region 1. Philadelphia. Office of the Director 
79/04/36, Spp 


7904170040 IE Bullatln 79-03A, "Nuclear Incident at TMl-Soppl " H/ 
790403 telegram from JM Handrla to all BtiN I leant eat 
* Offlca of Impaction & Enforcement 79/04/03 lOpp 


7903330016 Foruardt tamporarg Inttructlon 3393/02. “ Intp Requlramantt 
to Ravlaw BteW Licantaa Actlont Taken In Ratponte to IE 
Bullatln 79-03 i 79-03A " 

a Offlca of Intpaetlon 6 Enforcement 79/04/06 , 0pp 


7903190209 Oltcutttt ttapa to be tekan prior to returning TMI-2 to 
power operation IE bul la t ini. clreulart. 6 info notlcaa 
will be proparlg addrattad 

HERBS IN. J 0 Metropolitan Edlton Co 79/04/10 Ip 


7903330336 Summary of 790504 tlte vltlt to TKI re plana for monitoring 
uiorkar radiation expat ure 

KNtOHTONiO Environmental Evaluation Branch 79/03/15 4pp 


7903300151 Pile index - IE SS. 

a Office of Infpectlon 3 Enforcement 79/03/83 Spp 


R Periodic operating reportt i related c orratpondanea 


7903190333 Summary paper ra BS<(4 retulta for tlte 6 compotition of 
bubble in reactor vattel. In ratponte to NRC 790402 requaat 
ROY. D H Babcock i Ullcox Co 79/04/03 Spp 


7905110187 Forwardi IE Bullatln. "Review of Operational Errort l« Sga 
Hlaallgnmanti Idantlfiad During THl Incident." 6 draft 
cover lattert 

MOSELEY.N C Office of Impaction fc Enforeemant 79/04/11 Spp 


790'5liO413 Forwardi lE Bullatln 79-06B< "Review of Operation Errort Si 
Sga Mltal Ignmantf Identified During TMI Incident " 

MOSELEYi N C Dlvlilon of Reactor Oparatlona Inipactlont 79/04/lS 
3pp 


7903190313 Dltcuttet tchedule for completing actlont required bg IE 
Bulletin 79-03 Search of procurement docomenti to determine 
uie of epeclfled welded pipe will be eompleta by 7908S1 
HEHBEIN. J 0 Metropolitan Edlton Co 79/04/13. Ip 


7905310243 Forwardi raquattad rtvltlon to davalopmant of policlet 6 
Implementation programt for intp. 

STOHRiJ P Region 1. Phi ladelphlei Office of the Dlreetar 
79/04/16 4pp. 


7903300193 Llttt IE reactor operatlent ehlft organl tat ion. 790416-0433. 
re TMI-3 

KEIHIOiR.R. Office of Intpaetlon i Enforcement 79/04/16. Ip. 


7903310233 Amend 1 to NRC 790413 aecett lift for IE pereonnel 
MCOSCARiJ J Region 1. Philadelphia. Office of the Dlreetar 
79/04/18, 3pp 


7903330334 Farwardt IE Bulletin 79-06A Ravltlan 1. "Review of 
Operational Errort 6 8gt Hltal Ignmenti Identified During 
TMI Inctdenti " lltt of llceneaet Si CP holdare receiving 
bulletin i temple Information Si action-required Itrt 
ORlERiS H Region 1. Philadelphia. Office of the Director 
79/04/18 Ip. 


7903190194 Recomnendt log bookt for control room pertonnel at oppotad 
to proceduret outlined in L Settle k 790404 nemo 

STELLO.O. Divlelon of Operating Reactort MATTBON. R J Divltlen 
of Syitemt Safety ORIERiS.H Region 1. Phi ladelphlai Office of 
the Director 79/04/05 Spp 


790S3S0461 Plant status Info 

BRUNNER. E J Region 1, Phi ladelph la. Office of the Director 
79/04/07 Spp 


7904360298 Forwardi summary of preliminary ettlmates of radioactivity 
releaeat at of 790407 At of midday 7?0409< population dote 
due to noble gatet It titl mated to be 3400 nan-remt w/max 
Individual expaturc at lest than 100 man-rent 

BARRETT. L H Environmental Evaluation Branch 79/04/13 SOpp 


7903310032 Rept update of environ monitoring data for 790409 to 790418 
» Energy. Dept of 79/04/13 4pp 


7903160133 Forwardi monthly operating report for Mar 1979 
HEROEIN. J 0 Metropolitan Edlton Co. 79/04/10 ,1p 


--7905160300 Monthly operating rept for Map 1979. 

LECELiR.A Metropolitan Edlton Co 79/04/18 4pp 


7903030135 Forwarda "Decay Meat Removal During Very Smalt Break LOCA 
for B6W 203 Fuel Atiembly PHRt " prepared for TVA 
MCKINLEVi-J C. ACRS - Advltory Committee on Reactor Safeguards 
79/04/30 Ip. 


— 7903030139 "Decay Heat Removal During Very Small Break LOCA for BSiU 803 
Fuel Asiemblg PUR." preliminary copy 

1 . 1 ^......., ....nil n <r. I 1.., 7a//«l /m< mAn n 


7903300063 Forwardi propoted outline li draft tcope paragraph for THI 
investigation rept Rtquettt review. 

ALLENiJ Region 1> Ph i ladelph la. Office of the Director. 
79/04/30 3pp 


7908110184 Forwardi IE Bulletin 79-08B, "Nuclear Incident at THI." i 
draft cover Itrt. 

MOBELEYiN. C, Office of Intpaetlon i Enforcement 79/04/21 Spp. 


— 790S1101B6 IE Bulletin 79-OSB. "Nuclear Incident at TMI t' H/ex tract of 
BSiH 790480 communication and 

a Office of Intpaetlon i Enforcement. 79/04/21 Spp 


7903140047 Suggette IE Bulletin 79-OSB be dlepatehed for action by 
79Q4S1 to all B6H rectore w/OL i by 790433 to factUtlae 
H/CP. Draft Itr to faeilltiet end. 

MOSELEYfN G. Dlvlilon of Reactor Oparationt Inapectione 79/04/81, 

8pp. 
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7V0&21OO&0 Raquosti As« instance tn raipondlng to quostiont propoitid at 
ntetlnq u/Comni's ( ion for Advancament for Public Intarost 
Organl latlont 

NIOOENQQTHAMt i. Division of Fu«l Facility & Rateriali Safety 
7‘f/04/2a Ip 


*■’■7903210063 Deocrlbof testing ccnditions used by MBS for 

thcrotaluffllnescence dosimeters to radiation per NRC request 

Olant tMI uaste shipment log end 

EI8EMH0MER. E H Conunerco.Dept of 79/04/20 tp 


790S030338 Foruards monthly operating rept for Mar 1979 If/a end 
TflQFFER.p J Metropolitan Edison Co 79/04/27 Ip 


79030BOS21 Formards "Environ Operating Rept 1978i " "Hydraulit Survegi 
June 19701 “ h ‘'Monitoring of Cooliqg Tower Operation 
Effects on Vegetation in Vicinity of THIil97B “ 

HERBEIM. JO Metropolitan Edison Co 79/05/01 2pp 


7905300083 Discusses release of preliminary notices on THI-J fc naJi.*, 
of executive mgt team of NRC operations ctr * 

OOSSICKi U V Office of the Eiccutive Director for Operattonis 
79/04/03 3pp 


79053000B9 Foruards results of preliminary radiological Inpsct ataluli 
of TMI incident * 

COSSICKjU V Office of the Ececutlvc Director for Oaerallon .1 
79/04/03 12pp 


7905160033 Summary of preliminary info re nuclear (ncldont at of 
790404 Cooling path to remove core docay heat continues t« 
be through A-loop steam generator 

LAFLEUfl.j D Office of International Programs 79/04/04 2 pj 

7903160214 Summary of Info re nuclear Incident as at 7 AM 710104 
Describes plant S- environ status 

LAFLEUR, J D Office of International Programs 79/04/04 3 jig 


— 7903000326 “Environ Operating Rept 1978 “ 

* Metropolitan Edison Co 79/04/30 IBpp 


— 7903000528 “Hydraulic SurveyiJune 197B " 

* Metropolitan Edison Co 78/00/31 I3pp 


— 7903080331 "Honitor Ing of Cooling Tower aparational Effects on 
Vegetation In Vicinity of Tm-2, 1970 ” 

* Metropolitan Edison Co 70/12/31 41pp 


S Reportable occurrencesp LERs St related corrosgondence 


7903090231 (.ER 7B-029/03L-0 on 780413 ventilation damper D-4090 did not 
close as required upon receipt of high chlorine signal 
Caused by improperly adjusted damper linkage 
• Hetropolitan Edison Co 78/09/10 Ip 


79091601SO Info re emergency situation ti investigation 

LAFLEUR p J D Office of International Programs ' 79/03/28 3pp 


7903110203 Board notification Seabrook refueling water storage tank 
design deficiency 

SCIMTOpJ Hearings Division 79/03/29 30pp 


7905160093 Provides preliminary unclassified info re incident 
LAFLEUR. J D Office of International Programs 79/03/29 3pp 


7903160136 Suppl Info re TMI emergency situation for dispatch abroad 
LAFLEUR. J 0 Office of Internationa I Programs 79/03/29 4pp 


7903160196 Provides details of plant tt environ status as of 790330 Unit 
2 continuing to remove decay heat through A—loop steam 
gonerator using one reactor 

LAFLEUR. J D Office of International Programs 79/03/30 6pp, 


7903160133 Provides preliminary Info re plant 6 environ status as of 
790330 Gaseous radioactivity from primary coolant syt 
letdown hat been contained In uaste gas dacay tanks 
LAFLEURrJ D Office of Internationa 1 Programs 79^'03/3t 4pp 

7903160163 Provides details of plant fc environ status as of 790331 for 
dispatch abroad 

LAFLEUR. J D Office of International Programs 79/03/31 Spp, 


7903300096 Discusses possible determination of e « traord Ine ru puclear 
occurrence at TMI-2 

KCMMEDY.R T Commission 79/04/04 ip 


7903160009 Preliminary info re plant status Containment atnsi.herc 
measurements indicate about 2*/ hydrogen 

LAFLEUR, J D Office of International Programs 79/04/0J 


7903160181 Provides datalls of plant & environ statue 

LAFLEUR. J D Office of International Programs 79/04/03 

7903140033 Forwards eicerpts of LERs rs feedwater related 4 other 
transients at DLU facilities other than TMI Related 
correspondence enc 1 

□RNBTEINi H L Office of the Executive Director for Dperjllsni 
79/04/06 IBpp 


■7905140067 PMD~79-9l vapor binding of Shutdown cooling sg« purp t" 
790314 Suction Testoredi no radioactive matl releasod io 
environ 

KILINOER.O . NOLAN.F . BRVAM. S E Office of Inspection I 
Enforcement 79/04/23 Ip 


7905160066 Bummary of info re incident as of 790406 Roacler tontlrvii 
stable shutdown Hill forward IE Dullstln 79-03A 
LAFLEUR. J D Office of International Programs 79/04/06 gpp 


7905160168 Provides dotails of plant status as of 790406 Rstdor 
continues stable shutdown heat removal coaling at 1.073 pit, 
using one primary coolant pump 6 one steam generator 
LAFLEUR. J D Office of International Programs 79/04/06 7pp 


7905140110 Provides preliminary chronology of NRC actions in (onrittl. 
w/THI Forwards description of events, generic cons Idera llonii 
summary of surveys, heal th effects ti insp. 

OOSSICK.L V Office of the Executive Director for Opiratlons 
79/04/09 52pp 


7905160121 Preliminary chronology of TMI Incident on 790J30 4 
subsequent status through 790407 
• Commission 79/04/09 6pp 


7906160X95 Provides details of plant status as of 790410. InUudlrp 
evacuation V environ status 

LAFLEUR. 0 D Office of International Programs 79/04/lD 3/p 


7905160012 Preliminary plant status as of 790331 No change In mithod 
af coaling finct re-pt 

LAFLEUR. J D Office of International Programs 79/04/01 4pp 


7903160211 Summary of Info re nucle 4 r incident as of 7 AM 790401 
Oescribos plant fc anvlron status 

LAFLEVR. J D. Office of Inter na tional Programs 79/04/01 Spp 


7903160011 Preliminary info re plant status at of 790402 Mcasuramtnts 
'‘'**^'**" bubble significantly raduced 
LAFLEUR. d D. Office of International Programs 79/04/02 3pp 


7905160010 Preliminary Info re plant status as of 790403 Reactor 
200*?'*''’ ''** "f'l *> tbolant temp at 

LAFLEUR, d.D. Office of International Programs 79/04/03 2 pp. 


790-5160178 Summary of info re nuclear Incident as of 790403 Reactor 
preieure remains near 1.000 psl w/bulk core coolant Inlet 6 
outlet temperatures at 980 F 

LAFLEUR, d D. Office of International Programs 79/04/03 3 pp 


7903110200 PNO— 79“7B facility shutdown on 790410 due to flldvilir 
regulating valve malfunction which caused reactor to trip tt 
result of low steam generator water level, 

NOLAN.F , BRYAN. 8 E Office of Indpectlon 6 Enfnrcemsni T9/C'l'll 
tp 


7905190231 Discusses schedule for repts re 790328 event 1. fbllc-a x-p 
Becauee of Incident t. corrective actions involved, dstalli 
will bo delayed until 790S1S 

NCRBEIN.J Q Hotropollten Edison Co. 79/04/11. Ip 


7905300407 Reviews TMI*2 Incident. Requests that TMl-relalad ibfo li 
sent to NRC contracts tn host govts 

LAFLEUR. J D Office of International Programs, 79/04/H Spp 


7905300187 Discusses IE responitbll Ity for drafting dally ptsllairt'i 
notice re THI status Suggests procedurss be established to 
ansura necessary Info is available for Input 
OSIER. B.H Region 1. Philadelphia. Office of the Dtncte? 
79/04/16 Ip 


J 
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TVOSO^Oaa? "LER output on events at TMI-l «. TMI-E from 1?69 to 
Present " 

* Kealtlii Efiucation I’ Wotfaroi Dept of 79/04/10 03pp 


7903100300 Faruards PN0-79-67X V Y related to TMI-2 incident W/o end 
VA38fti-LQ» D B Assistant Director for Light Katar Reactors 

7'9/04/20 Ip 


— 7905100309 Foruards PN0-79"67Ui V W related to TMJ-a incident 
U/o oncl 

V/ASSALOi n B Assistant Director for Light Mater Reactors 

79/04/17 Ip 


— 7905100390 Foruards nN0-79-67Q, R. S «< T related to THl-2 incident 
U/a oncl 

VASBALLDi D 0 Assistant Director for Light Mater Reactors 

79/04/13 tp 


7903140253 PN0-79-67AM summarg of info re nuclear Incident as of 
790507 Describes operational U en/iron status Environ 
radiation levels consistent u/naturat background 
PAULKS) R C I THOMPSON) D Office of Inspection L Enforcement 
79/03/07 2pp 


7905110251 Lists chronologg of personnel-related events 
• Office of Nuclear Reactor Regulation 79/05/10 Ip 


7905230198 PN0-79-67AN summarg of info re nuclear incident as of 
790314 Describes operational t< environ status highest incore 
temp 300 Pi pressure maintained at 650 pti Environ radiation 
consistent u/bacitground levels 

• Office of Inspection <> Enforcement 79/05/14 2pp 

7903300250 "LER Output on Events of TMI-2 from 1969 to Present" output 
sorted bg facllitg & event date 

» Office of Inspection ^ Enforcement 79/05/10 20pp 


“7903100392 Supp I 790403 memo ro submittal of info on TMI-2 Foruards 
PNQ-67I) J) K.L. H, N t< P H/a end 

VASSAL L0« D 0 Assistant Director for Light Water Reactors 

79/04/09 Ip 


--790310D399 Kecomraands available Info ro TMI-2 Incident be provided to 
Oaards considering cases involving OlvH reactors 
VASQALLOi 0 D Assistant Director for Light Water Reactors 

79/04/03 2pp 


7904300404 Fortiiards PNa-79-67AE 

ENOELKEMi R H Region S) Ban Franc iscoi Office of the Director 

79/04/24 Ip 


7903020230 PMO-79-67AF sutnmarij of info re nuclear incident as of 
790425 Describes plant status A environ status Highest 
thermocouple reading 312 F 

* Office of Inspection & Enforcement 79/04/25 SPP 


790’30a0360 PNa-79-67A0 summarg of info ro nuclear Incident as of 
790426 Describes plant status fc environ status Highest 
tneoTo temp reading is 311 F 

PAULUai R <; t THOMPSON) D Office of Inspection & Enforcement 
79/04/26 Spp 


7903040391 Forwards PN0-79-67AC 

QEIDl.Ei W C Region 4p Dallas) Reactor Construction Engineering 

Support Branch 79/04/26 Ip 

--790304O406 PNQ-79-67AE summarg of info re nuclear incident as of 
790424 Oescrlbes plant U environ status 
* Office of Inspection U Enforcement 79/04/24 3pp 


/90S040296 PND-79-67AH. summarg of Info re nuclear incident as of 
790427 Destrlbos plant ti environ status Highest incore temp 
310 F Offsite radiation consistent u/background levels 
PAULUSvft C I THOMPSON) D Office of Inspection 6 Enforcement 
79/04/27 2pp. 


7903300410 Ronoosts info re TMI followup bo forwarded to official NRC 
contacts in host governments «< visiting senior °”‘“*** „„„ 
LAFLCURi J D Office of International Programs 79/04/27 2pp 


7903300413 Ronuests info re TMI natural 
forwarded to official NRC contacts in 
visiting senior US officials 
LAFLEURt J D Office of International 


circulation cooling be 
host governments 4 

Programs 79/04/28 2pp 


790'3040262 PN0-79-674J, summarg of info re nuclear 
790429. Beser 1 hei plant & environ status Highest 
320 F Offslta radiation consistent u/baeVground 
CHAPELLt D Office of Inspection t« Enforcement 


incident as of 
incore temp 
levels 

79/04/29 2pp 


7903040339 Forwards PN0-79-67AI r AJ V AK per 
IE Dullettn 79-08 

ENOELKEMiR.H Region 3) Ban Franelscot 

79/04/30 tp 


NRC 790401 Itr transmitting 
Office of the Director 


T Hearing transcripts on non-antltrust matters 


7905020024 Transcript of 790405 update briefing on TMI-2 Pp 1-217 
HENDR!e)J M . OILINSKY.V , KENNEDY) R T Commission 79/04/05 
200pp 


7905190231 PA Governor D Thornburgh's pres 
TMI Inc ident 

TH0RNBUR0H)0 Pennsg 1 van la. State of 


s conference on 790409 re 
79/04/09 13pp 


7905020046 Transcript of 790417 joint meeting u/ACRS in Washington. DC 

HENDRIE.J H . OILINSKY.V i KENNEDY. R T Commission 79/04/17 
23PP 

7905020163 Transcripts of 790417 press conference on TMI in Middletown. 
PA Pp 1-20 

FOUCHARD. vl J Office of Public Affairs DENTON. H R Office of 
Nuclear Reactor Regulation 79/04/17 20pp 


7905210069 Agenda for 790417 planning meeting re "Top Priorities" list, 
action itmes from 790416 technical review meet ing. 790417 
tasks lists V review tehedules 

« Office of Nuclear Reactor Regulation 79/04/17 14pp 


7903140539 FOIA request for transcript 
In aftermath of Harrisburg incident 
PERDUE. W D Eastern Washington Univ 


of NRC deliberations 
79/04/10 Ip 


occurring 


79030SOI25 Transcript of 790420 briefing in Washington-DC on procedures 
for qoalifglng reactor operators Pp 1-90 

OILINSKY.V I KENNEDY.R T , BRADFORD. P A Commission 79/04/20 
200pp 


7905030033 Transcript of 790423 open meeting In Wash ing ton. DC for 
briefing on principal factors re current status of operating 
plants Pp 1-84 

HENDRIE.J M , OILINSKY.V . KENNEDY.R T Commission 79/04/23 
SSpp 


7905140065 Statement of WO Kuhns. Chairman of Oenerat Public Utils Carp, 
before Subcommittee on Nuclear Regulation of Senate 
Committee on Environ «< Public Works 

KUHNS. W 0 General Public Utilities 79/04/23 I4pp 

--7905140072 Statement of M Bancroft. Publ le Cltlien 
before Senate Subeommlttae on Nueley 

BANCROFT. M Public Citiien Litigation Croup 79/04/23 14pp 


-7903140090 Statement bg JT Conuag. Pres Ident, American Nuclear Entrgg 
Council befora Subcommittee on Nueleer Regulation. Senate 


Committee on Environ 1. Public Works 








-7903140094 Statement of AZ Rolsman.NRDC Attg.before Subcommittee on 
Nuclear Regulation of Senate Public 4/23 ISoe 




--7903040360 PNO-79-67A1 summer g of Info re 
790420 Describes plant V environ status 
s Office of Inspection t< Enforcement 


nuclear incident as of 
79/04/20 2pp 


7903140092 Statement of D Thornburgh, 
Subcommittee on Nuclear Regulation 
THORNBUROH.D Pennsglvanla, State 


Governor of PA. before Senate 
of 79/04/23 9pp 


7003040363 PNO-79-67AK. lummerg of Info re 

790429 Deecribti plant 4< environ status 
e- Office of Inspection << Enforcement 


nuclear Incident as of 
79/04/30 2pp 


7903040350 pN0'-79-67AL: summarg of info ro 
790801 Describes plant 1< environ status 
HS Office of Inspection 6 Enforcement 


nuclear Incident as 
79/03/01 3pp 


of 


7903020128 Transcript of 790424 press briefing on TMI in 

SlGN^Rfc Region 4, Dellas, Off Ic. 

Office of Nuclear Reactor Ragulatlon. VOLLMER.R H 
Director for Site Analgsls 79/04/24 26pp 


Htddletown.PA 

8TELLO, V 
Assistant 
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790S0302IS rranierlpt at 790427 prtii eoti'f«r«nei In Hi ddlalrowni PA 
fp 1-23 

BTELLOi V Dlvlilon aP Opvnalrlnit Rtaetari 79/04/27 2App 


790SD302I0 rramcript at 790430 Ad Hoc 5u6coitnltti( on THI Incldtnt In 
Maili Ingtoni DC. Pp l-3b0 

OKPEMT. D J CARBON, H M • SJESS, C ACR9 - Advltorg Cojonlttoi on 
Roacirar Safoguardi 79/04/30 3*lpp. 


7903100032 Transcript of 790301 Ad Hoc Bubcomml t tao on THI Incldtnl 
naotlnp In Maih ing ton, OC Pp 361-344 

□KRENT.O . carbon, H U < SIE85, C ACRS - AdVlioru Coiunlttof on 
Roactor Bafiguards 79/03/01 lB3pp 


7903190233 Transcript of 790303 brlofing on Pfflltr radiation livalo 
at THI ti radiological asolitanca program Pp 1-67 
HENDHIE, JM , OILIMSKV.V , KEKNEDV, R. T Commlttlon 79/03/03 
6Bpp 


7903100034 Transcript of 79DS07 prati trliflng In K1 ddlatourn, PA 
BTELLOjV Division of Operating Rsacton VIX.t.KER,R H 
Aiilstant Dlractor for 81 t> Analgsls 79/03/07 30pp 


7909220439 Forwards transcripts of Intarvl iw* «/TMI-a operakori at ttwa 
of Incldsnt 

TROHBRIDOE, 0, F Shaw, Pittman. Potts, 6 Trowbridge, 79/05/07 
63pp 


7903H0337 Aasponia to FDIA request for transcripts of NRC cloied 
meetings re Harrisburg Incident Olves price Hit of 
transcripts available In PUB 

FELTON, J H Division of Rules and Records 79/03/0? Ip 


7903190233 Transcript of ACRB Ad Hoc Subcommittee 790309 on TM1~2 
nee ting Pp 1-309 

□KREMT. D.. CARBDN,H U , ETHER I NO TON. « ACRB - Advisorv Commlttae on 

Reactor Safeguards 79/03/09 3I0pp 


7903190127 Transcript of 790310 public meeting re Pp 1-129 H/coptes of 
presentation transpar ancles. 

HENDRIE.J H , QILINSKV, V' i KENNEDY, R T, Cemmtiilon 79/03/ 10 
lS7pp. 


7903220431 Responds to 790314 aiemo Advises that tranter Ipti of 
Intervleus u/TMl-2 operators have been eubnltted to PDR ti 
Ofc of Congressional Affairs, 

CORNELL, E K Office of bha Executive Director for Operatloni 
Tf/QSm tp. 


— 7903220453 Forwards OF Trowbrldgs to E Cate 790S07 Itr submitting 
transcript of interviews w/TMl-2 oparatore Transcripts will 
be considered in IE investigation of accldint 
MATTSONrR. J. Division of Bgstsms Gafetg, 79/03/14 ip 


DOCKET 30-321 EDWIN I, HATCH NUCLEAR PLANT, UNIT 1 


F Securltg. medical, emergency t. fire protection plans 


79031300B9 Responds to 790302 Itr reporting reasons for dalagi on 
InpLsnantlng 10CFR73 33 requlrenints describing 
compensatory (neaiurei provided to meet these requirements 
Measures are acceptable. 

IPPOLITD.T, A □parating Raactpri Branch 3, 79/04/tB 2pp 


r Financial information 


7905000497 Forwards "Annual Financial Rapt 1970 “ 

VABOU^ZrR D. Metropolitan Electric Authority of Oeorgla 79/05/02 
Ip. 


— 7903090300 "Annual Financial Rapt 1970 " 

a Metropolitan Electric Authority of Oeorgla 78/12/31. 24pp 


7905070497 Confirms Increastd liability Unit to 4124.000.000 for 
policies MF-1, 23. 43. 76.63. 100. 111. 140. 146. 131. 161. 164. 170. 

173, 174. 179. 179. ISO, 182, 183, 196. 197, IBB, 199, 192. 193, 194. 193. 
197, 199. 200, 201. 204.206,207,208.210,212.214,213.6 others 
OUATTROCHHI. O. American Nuclear Insurers 79/03/01 Ip 


7905070582 Confirms Increase In liability limit to *36,000.000 for 
policies MF-22.26,89, 38,39, 44, 46, 47. 49.50, 51, 32.33, 54, 33. 56, 

37. 39. 60, 61, 64, 66. 67, 69. 69. 70, 71. 72, 74, 76,77, 78, 79, 80, 86, 87, 
88,90.91,92,93,94,93 6 96. 

ROBERTS. D. H Mutual Atonic Energy Liability Underwriters. 79/0S/f)l 
Ip. 


7903080427 Forwards Amend 10 to Indemnity Agreement B-69 
l#iITMERiC F. Oiorgla Power Co 79/03/01. 3pp. 


7903140493 Forwards Amend 11 to Indemnity Agrsement B-69 pn. tOCfltL 
ehengss.re Increase in liability Insurance from *140 muion 
to *160 all Hon, effective 790301, Supporting documentation 
anc 1 

8ALTIMAN. 0 Antitrust 6 Indemnity Oroup 79/03/01 6pp 


7903080430 Forwards Endorsement 49 to NELIA Policy NF-215 
FIELDER, J Marsh 6 HcLenon, M 6 M Nuclear Coniu Hants. Ini 
79/03/03 2pp 


7905080432 Forwards Endorsement 80 to NELIA Policy NF-PI5 

FIELDER, J Marsh 6 HcLenon, M 6 M Nuclear Conaultanti. Inc oi« 
79/03/03 2pp 


P Operating license stege documents & correspondence 


7905070669 Responds to 790319 Hr questioning license emend fee 
requirement for 781221 application Fees paid are yuitlftef 
MtLLER.H 0 License Fee Management Branch 79/04/03 |p, 


7905190213 Amends 790322 submittal of Tech Spec changes In surpert . 
Reload 3 licensing application Clast tV amend fee end 
WHITMERiC F Oeorgla Power Co 79/03/11 32pp, 


7903170234 Forwards schedule for Implementation L resolution of Ha.l 
contelnment long-term program Only vent header deflectors 
art necessary as major mod for conformance to long-term 
program acceptance criteria 

HHITMER.C F Ocorgta Power Co 79/05/14 4pp 

7903190039 Forwards proposed amend to Tech Specs re turbine tsnlrsl 
valve fast closure trip setpoint 
HHITMER.C F Oeorgla Power Go 79/03/14 Spp 


7905230047 Forwards Errata 6 Addenda Sheet 1 to NEDa-24t7S, 
"Supplemental Reload Licensing Bubmlttal for Edwin t Nelcb 
Unit 1. Reload 3 " 

HHITMER.C F Oeorgla Power Co 79/09/16 4pp 


7903230338 Responds to D Verralll's request for addl Info ri •'* »r 
feedwater noiile 6 sparger OE licensing rapt NEDE-2162t, ill 
Mar 1976. provides discussion of causes t> proposed tolullont 
to cracking problems In BURs 

HHITMER.C. F Oeorgla Power Co 79/03/16 Ip 


790330DDD6 Requests change to Tech BpecApp A to OL, mod 1 iy log 
Surveillance Requirement 4 9 D due to Incorporation of 
radundant breaker on output of reactor protection syi motor 
generator seta 

UHlTHERiC F Oeorgla Power Go 79/03/22 Spp 


0, Inspection reporti, IE Bulletins It correspondence 


7903010200 Forwards IE Info Notice 79-06, "Gtraas Analysis «f 
Bafety-ftelated Piping " 

O'REILLV, J P Region 2, Atlanta, Office of the DIrecUr 
79/03/23 2pp 


7903020489 Forwards IE Insp Hapti 50-321/79-09 «< 30-366/79-11 sn 
790210-0302 No noncompllanc# noted. 

LEHI8, R. C Region 2, Atlanta, Reactor Operatiotii Nuclitr B it* 

Branch. 79/03/23 2pp. 


—7903020497 IE Insp Repts 30-321/79-09 8. 30-366/79-11 on MO/IO C> 
noncomp 1 lance noted Major areas inspected. Unit 1 plant 
op erat ions, Unt t 2 startup testing, Tech Specs compliance, 
reportable occurrences 6 Unit 2 transient test wltnestlni 
ROOERSiR F Region 2. Atlanta. Office of the DIrecier 

DANCErH C Region 2. Atlanta. Reactor Operations HstUsr 

Support Branch 79/03/23 4pp. 


7903030312 Forwards IE Info Notice 79-07, "Rupture of Redwtili fe-li 
a'REIi-LY. U. P, Region 2, Atlanta, Office of the Director 
79/03/26. 2pp 


7903010107 Foruardt IE Info Notice 79-08, "Interconnection sf 
Contaminated Sye w/8vc Air Sye Used et Source of Breathing 
Air. " 

O'REILLY, J P Region 2, Atlanta, Office of the DlrecUr 
79/03/29 2pp 


790S010360 Forwards IE Info Notice 79-09, "Spill of Radloecllvslg 
Contaminated Resin " 

O'REILLY, J.P Region 2, Atlanta, Office of the DIrecier 
79/03/30. 2pp 


7905230098 Requests page 6 of IE Insp Repts 30-321/79-06 6 
be replaced w/encl corrected page. 

HILLER. U.H Oeorgla Powsr Co. 79/04/04 2pp. 
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“-7903230108 Foruardt IE Infp Repti SO-321 
790214-16 No noncomp 1 lance noted 
LEUlStR C Repion 2. Atlantar Reactor Op 

Support Branch 79/03/21 2pp 


J, 30-366/79-07 on 
eratlon* Nuclear" 


-7908280110 IE Inep Rapti 30-321/79-06 »< 30-366/79-07 on 790214-16 No 
noncooipl lance noted Major areae inepected plant operation*, 
followup of unrefolvad ltemi,tERi ti to«t wltnesmlng 
DANCE, H C Region 2, Atlanta, Reactor Operation* Nuclear 

Support Branch HINCKLEY, D 0 Region 2, Atlanta, Office of the 
Director 79/03/21 Spp 


7909040216 Forward* IE Bulletin 79-06B, ‘'Review of Operational Error* «, 
Sg« Klaal Ignmant* Identified During TMI Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 2pp 


790BD40304 Forward* IE Bulletin 79-07, "Seismic Stre** Analy*!* of 
Safetg-Rela ted Piping " Licensee action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 ip 


7908040413 Forward* IE Bulletin 79-OB, "Event* Relevant to Bolling 
Uetar Power Reactor* Identified During TMI Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip. 


-7903080324 LER 79-028/03L-0 on 790427 during (t«edg state power 
oparat Ion, H202 analgisr pump* wire inoperativ* Caused bg 
incomplete HNP— 1-3693 procedure Procedure will be revised bu 
790701 

BAXLEYiS X Georgia Power Co 79/04/27 ip 


7908130319 Forward* LER 79-026 /03L-0 

MANRY, M Oaorgla Power Co 79/08/07 Ip 


““790SI 80323 LER 79-026/03L on 790422 while performing procedure 
HNP-l-3Ul,valve* B2l-F02aA t< B21“F02aa doted too fast 
CaMsed bg snubber adjustment drift Followup rept of 
corrective action will be sent 
N1!C,R T Oeergla Power Co 79/03/07 ip 


7908130343 Forward* LER 79-027/01T-0 

MANRY, M Osorgla Power Co 79/03/07 Ip 


“-790S150S49 LER 79-027/OIT-0 on 790427 Initial tests of varieut Type C 
low level radiation test containment isolation valves proved 
unacceptable during local leak rate testing Caused by 
scratches on valve teat from valve closing on debris 
OREENE, T V Oeorgla Power Co 79/05/07 2pp 


7908300391 Forward* LER 79-024/03L-0 

MANRY, H Oaorgla Power Co 79/03/10 tp 


7903100244 Responds to IE Bulletin 79-03 No evidence of Youngstown 
Ultdlng &i Engineering team welded ASME 6A-312 Typo 304 
stalnlast tbael piping is being used in safety-related sys 
ASME 6A-3SB Type 304 spool It used 
BTAFFA, R W Oeorgla Power Co 79/04/16 ip 


—7905300603 LER 79-024/03L-0 on 790420 both doors of airlock R106 were 
opened simultaneously Caused by personnel error Olatt 
Installed to cover emergency overeide pushbuttons of both 
e 1 rlock doors 

OREENEiT V Oeorgla Power Co 79/03/lB Ip 


7909030163 Forward* IE Bulletin 79-09, "Failures of GE Type AK-2 
Circuit Breaker in Safety-Related Sgt '' Licensee action 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/17, 2pp 


7909020467 Forward* IE Bulletin 79-06A, Revls 1 on 1, “Review of 
Operational Errors t, Sys Misalignments Identified During TMI 
Incident. " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/18 Spp 


7903290029 Respond* to IE Bulletin 79-09 Addresses event* relevant to 
HHRt Identified during TMI Incident Response to Item 11 will 
be forwarded In 30 days 

HIDHER,W. A Georgia Power Co 79/04/23 ISpp 


7909300309 Respond* to IE Bullstln 79-04. Review of design record* 
indicates there er* no 3,4 or 6-lnch diameter Yetan swing 
check valvee used at facility 
BTAFFA, R U Georgia Power Co. 79/03/02 Ip 


—7903300627 Forward* LER 79-028/03L-0 

MANRY, H Georgia Power Co 79/03/17 tp 


—7905300638 LER 79-02B/03L-0 on 790503 five containment isolation valves 
did not meet acceptance criteria during Initial tests Cause 
under Investigation Corrective melnt will be performed 
to allow satlefactorg leakage rate for valves 
OREENE,T Y Georgia Power Co 79/03/17 2pp 


—7903300644 Forwards LER 79-029/03L-0 

MANRY, M Oeorgla Power Co 79/03/17 ip 


—7905300660 LER 79-O29/0aL-0 on 790903. door interlock defeated ic both 
bldg airlock doors were open at same time Caused by 
personnel error Personnel relnstrueted «< engineering iTetign 
is being reevaluated 

BAXLEY, 8 X Georg la Power Co 79/03/17 tp 


—7905300664 Forward* LER 79-031/03L-0 

MANRY, M Osorgia Power Co 79/03/21 Ip 


7903290035 Forward* revised responses to IE Bulletin 79-08, "Event* 
Relevant to DNRs Identified During TMI Incident " Repleccs 
previous 790423 submittal imentioned as 790413 in present 
Itrl Includ'e* response to Item 11 
MlDNERiW A Georgia Power Co 79/03/09 16pp, 


— 7903300676 LER 79-031 /03L-0 on 790308 main steam line tunnel temp 
switch B21-N01tB opened at 203F Caused bg eetpoint drift 
Switch recalibr It funetlonallg teeted, 

NtX,R T Oeorgla Power Co 79/08/21 Ip 


S Reportable occurrences, LER* *< related correspondence 


—7903300683 Forwards LER 79-033/03L-0 

MANRY, M Oeorgla Power Co 79/03/17 Ip 


7909140316 Natlfles that LER* 80-366/1979-27 «, 80-321/1979-16 have been 
voided They were later determined to be not rcporteble 
MANRY, M Oeorgla Power Co 79/03/13 Ip 


79D90I0502 LER 30-321/1979-22 hae been voided. Rept will be Incorporated 
Into LER 79-23 

MANRY, H. Oeorgla Power Co, 79/04/19 Ip 


7903080546 Forwerd* LER 79-0a3/03L-0 

MANRY, M, Oeorgle Power Co 79/04/24 Ip. 


— 7903300609 LER 79-033/03L-0 on 790800 air open 
were improperly ins tel led. Caused by ins uf fie 
installetion info Melnt procedure* revised ti 
instil lation 

OREENE, T V. Oeorgla Power Co 79/03/17 2) 


DOCKET 30-322 SHOREHAM NUCLEAR POWER STATION 
A, App 1 Icatlon/constructlon stage documents 6 to 


—7903090330 LER 79-023/03L-0 on 790410. dur Ing steady state 
"HCPI Isolation trip logic A Initiated" alarm received, 
closing Inboerd Isolation valve E41-F002 Caused by high 
delta temp In HPCt room Sye raiet 
OREENE, T V Georgia Power Co 79/04/24 2 pp 


7908000473 Forward* LER 79-021 /03L-2 

MANRY, M. Oaorgla Power Co 79/04/30 Ip. 


operation. 7905300636 Respond* to 790320 memo re policy on , 

fflsettngs to public 

DENTON.H R Office of Nuclear Reactor Regulat 

—7903300667 Requests NRC view* on whsther proce 
NRC Ii util repressntatlve* should be open to 
BRADFORD,? A Office of Nuclear Reactor Reg 
Ip. 


“7903080479 LER 79-021 /03L-2 on 790320 during steady state power 
opapatlon, radloaetlv# water observed bubbling 
near dieaal generator bldg, Caused by burned open lint, Line 
doted laMiediately a - 

ROGERS, H.H Oeorgle Power Co 79/04/30 Bpp. 


7903040316 Summary of 790321 meeting of Mark tl 
Jeie,CA re Intermediate plant program taske 
ANDERSON, C J Containment System* Branch 


7908090320 Forward* LER 79-023/03L-0, 
PlANRYiM. Oeorgla Power Co 79/04/30 


Ip. 
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79OSO30S12 Tpiinicrlpt of 7*70437 priff eonfjMnet In Hidd latoun> PA 
Pp 1-S9 

STELLOtV Dlvltlon aP OpvPdtlng Rcaetori 79/04/27 26pp 


7909030210 Tranicrlpl of 790430 Ad Hs^c Sutic ommCttai sn THI Incldint in 
Ua«A 1 ngtoni DC Pp 1-360 

□KRENTrD > CAREOM.H H , 8IE5S.C ACRB - Advisory Ccjsirilttat on 
Raaclor Bafaguards 79/04/30 361 pp 


790S100092 Transcript of 790301 Ad Hoc Bubcomm 1 1 taa on TKI Incldant 
mBating In Nasii Ington. OC Pp 361-944 

OKRENT. D < CARBON, M U , BIESB, C ACA3 - Advlioru Conoilttai on 
Raacior Safagtiarda 79/09/01 IBOpp 


7909190333 Tranter Ipt oP 790903 brliPlng On of flit* radiation laveli 
at THI U radiological aisiitanca program Pp 1-67 
HENDRtE.J H , OtLINSKY.V , KEMHEDV, R T Comnlfslon 79/09/03 
6Bpp 


7909100094 Transcript of 790907 prasi brltPlng in Ki ddlatoun. PA 
BTELLO, V Division oP Oparatlng Reactors VOCLHER, R N 
Assistant Director Per Blta Analysis 79/09/07 30pp 


7909220499 Forwards transcripts of Intarvlews u/THI-2 operators at time 
oP incident 

TROMBRIDOE, O.F Shaw, Pittman, Potti, t. Trowbridge 79/09/07 
63pp 


7909140937 Response to FQIA reguest Par transcripts of NRC closed 
meetings re Harrliborg incident Olves price List op 
transcripts avallabls In PDA 

FELTOM, J H Division oP Rjlst and Records 79/09/09 Ip. 


7909190239 Transcript of ACRB Ad Hoc Subcommittee 790909 on TMI-3 
meeting Pp 1-309 

DKRENT. D , CARBON, M U , ETHER INOTON.H ACRB - Advisory Commlttis on 
Reactor Sef eguar ds 79/09/09 310pp 


7909190127 Transcript of 790910 public meeting re Pp 1-129 H/coplti of 
presentation transparencies 

HEN0R1E,J M • OILlWSKYrV. , KENNEDY, R T Commission 79/09/10 
197pp. 


7909220491 Responds to 790914 nemo Advises that transcripts of 
Interviews u/TKI-2 operators have been submitted to PDR tt 
Ofc of Congressional Affairs. 

CORNELL, E K Office Df the Erecutive Director for Operations 
79/09/17 ip 


•7909220499 Forwards OF Trowbridga to E Casa 790307 Ur submitting 
transcript of Inbervitwi u/THl-2 operators Tranicrlpti will 
be cantldersd in IE investigation op accident 
HATTBON, R J Dlviilon of Systems Safety 79/09/14. Ip 


7909140493 Forwards Amend 1! to Indemnity Agreement 0-69 per lOCFditl 
ehangei,re increase in liability insurance Prom auo nltlton 
to 4 160 ml 1 1 Ion, sPPeetlve 790501 Supporting documentation 
tnc 1 

8ALT2MAN, J Antitrust 6 Indemnity Oroup 79/09/01 App 


7709080430 Forwards Endorsement 49 to NELIA Policy NF-2IS 

FIELDER, J Marih Ji McLenon, M 6 M Nuclear Consultanti, Inc ni. 
79/05/03 3pp 


79090B0432 Forwards Endorsement 90 to NELIA Policy NF-St3 

FIELDER, J Marsh t McLsnon, M li M Nuclear Consul tants< Inc Bi,. 
79/09/03 2pp 


P Operating license stage documents t> carrsspondence 


7903070669 Responds to 790319 1 tr qusstlontng license amend fei 
requirement for 781221 application Fees paid are justlPled 
MILLER. H 0 License Fee Menagiment Branch 79/04/09 Ip 


7909190213 Amends 790322 submittel of Tsch Spec changie In eupfett if 
Reload 3 licensing application Class IV amind -Pee end 
NHITHER.C F Oeorgia Power Co 79/09/11 32pp 


7903170234 Forwards schedule for Implementation b reiolutlon dI Kim [ 
containment long-term program Only vent header daPtectore 
are necessary as mayor mod Par conformance to long-term 
program acceptanci criteria 

HHITMER.C F Georgia Power Co 79/09/14. 4pp 


7909190099 Forwards proposed amend to Tech Specs re turblns (ontrei 
valve Past closure trip setpoint. 

HHlTf1ER,C F Oeorgia Power Co 79/09/14 9pp i 

j 

I 

7909230047 Forwards Errata t, Addtnda Sheet 1 to NED0-34l79i i 

"Supplemental Reload Licensing Submittal for Edwin I Malcb 
Unit IrReload 3 '< j 

NHITHER.C F Oiorgta Power Co 79/09/16 4pp. | 


790923 0938 Responds to D Verrslll's request Par addl info ri aed »l 
feedwater noiile 6 sparger 0£ licensing rept NEDE-2i02l.i PIP 
Mar 1978. providas discussion of causes t> proposed lolutidni 
to erecting problems In BURi 
HHITMEB.C F Osorgia Power Co. 79/09/16. Ip 


7909300006 Requests change to Tech BpecApp A to OL. mod 1 fy log 
Surveillance Requirement 4 9 D due to Incorporation of 
redundant breater on output of reactor protection sys motor 
ganarator sets 

MHITMER,C.F Oaorgla Power Co 79/09/22 9pp 


•Q Inspection reports, IE Dulletini 6 correspondence 


DOCKET 90-321 EDWIN 1 HATCH NUCLEAR PLANT, UNIT 1 
F Security, medical, emergency 6 fire protection plans 


790919008? Responds to 790302 Itr reporting reesoni for delayo on 
Implementing 10CFR73 99 requirements 1, describing 
compensatory measures provided to meet these requirements 
Meesures ere acceptable. 

IPPOLITO,T A Operating Reactors Branch 3. 79/04/18. 2pp, 


I. Financial inPo-rmation 


7909DB0497 Forwards "Annual Financial Rapt 1978 '* 

VASOUEZiR 0 Metropolitan Elactric Authority of Oaorgla 79/09/02. 


7909010200 PoTuards IE Info Notice 79-06, "Btriss Anelysli of 
Bef ety-Rela t ed Piping, " 

O'REILLY, J P. Region 2, Atlanta, Off lea of the OIrtdor 
79/03/23, 2p p 


7909020469 Forwards IE Insp Rtpts 90-321/79-09 «< 90-366/79-U on 
790210-0302 No noncamp 1 lanca noted 

LEWIB, R.-C. Region 2, Atlanta, Reactor Operations Nurltir B^ipiri 
Branch 77/03/23 2pp 


—7909020497 IE Insp Ropts 90-321/79-09 6 90-366/79-11 on 7707IO-WJ9 
tioncompUanco noted. Mayor areas impacted Unit 1 plant 
operatia.ns.Unlt 2 startup testing, Tech Specs compliance, 
reportabla occurrancat t. Unit 2 transiant test witnaeoinp 
ROOERSrR F Rogldn 2, Atlanta, Office of the Direclor 

DANCE, H C. Raglan 2, Atlanta, Reactor Operation! Nyeloii 

Support Branch 79/03/23 4pp 


—7905080908 "Annual Financial Rept 1978 '* 

* Metropolitan Electric AuthorUy of Oiorgta 78/12/31 S4pp. 


7909070477 Confirm! Increased liability limit to 4124,000,000 for 
policlee NF-t, 29. 43, 76,83, 100. ill, (40. 146, 191, 161, 164. 170, 

173. 174, 178, 177. IBO, 162, 189, 186, 187. IBS, 187, 192, 173, 174, 173, 
177. 198, 200, 2(31.204, 206,207, 208, 210, 212, 214, 219, it other t 
(WATTROCHHI , J. American Nuclear Iniurers 79/09/01, Ip. 


7705070982 Confirms increase In I tab! 11 ty limit to 436,000,000 for 
policial MF-2a, 26,27, 38.39, 44.46,47, 47,90,91,92.93, 94.99, 96, 

97. 98. 60, 6 1 1 6 4, 66. 67, 68, 69, 70. 7 1 , 72, 74. 76, 77, 78. 77, 80, 86 , 87, 
88,70.71,92.73,74.99 t< 76 

ROBERTS, D M. Mutual Atamle Energy Liability Undarwritari 79/09/^1 


7909030312 Forwards IE Info Notice 77-07, "Ruptura of Radwailt Ti^io • 
O'HEILLV.J F Raglan 2, Atlanta, OPPica of tha Dlrtclor 
77/03/26 2pp. 


7709010107 Forwards IE Info Notice 77-08, "intereonnaetton of 
Contaminated Sys w/Bve Air 8yi Uiod as Bourc# of Breathing 
Air. " 

O'REILLY. J, F. Region 2, Atlanta, OPPica of tha Director 
77/03/28 2pp. 


7709010360 Forwards IE Info Notice 77-09, "Spill of Radiaicllvolf 
Contaminated Resin " 

O'REILLY, J, F, Raglan 2, Atlanta, Office of the Dlrectef 
77/03/30 2pp. 


7909080427 Forwarda Amend 10 to Indemnity Agreement B-6 
NHITMER, C. F. Oeorgia Power Co. 77/09/Oi, 3pp. 


7909290098 Requests page 6 of IE Insp Rapts 90-321/77-06 6 W-3M/74 
be replaced ti/encl corrected page 
MILLER. J,H. Oeorgia Power Co. 77/04/04. 2pp. 


I 
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— 7903250105 Foruards IE Imp fiepti 30-32 J/79-Oi b 50-366/79-07 on 
790214-16 No noncomp 1 ianca nofctd _ 

LEWIS>2 C n«9ion Si Atlantai flaactor Dpsratlonf Nuclear 

Support Branch 79/03/21 2pp 


“7905250110 IE Intp flepte 50-321/79-06 b 30-366/79-07 on 790214-16 No 
noncofflpl ianca noted Hajor area* Intpected plant oparatlonii 
followup of unreaoWad ItamiiLERt b teat ultnesalng 
OANCEtK C Region Si Atlantai Reactor aperatiana Nuclear 

Support Branch HlNCKLEVi D 0 Region 2i Atlantai Off let of the 
Director 79/03/21 Spp 


7905040216 Foruiarda IE Bulletin 79-06Bi "Review of Operational Errort b 
Sy« Niaal Ignmenta Identified During TNI Incident " 

Oi'REILLViJ P Region 2i Atlantai Office of the Director 
79/04/14 Spp 


7905040304 Foruiarda IE Oulletln 79-07i "Seianlc Streaa Analgsia of 
Baf etg-Related Piping " Licenaee action req,ulred 
0'RE!1.LY, J P Region 2. Atlanta, Office of the Director 
79/04/14 Ip 


7903040413 Foruiarda IE Bulletin 79-08i "Eventa Relevant to Bolling 
Nater Power Reactora Identified During TNI Incident " 

O'fiElLLViJ P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7903100244 Reaponda to IE Bulletin 79-03 No evidence of Youngetown 
Ntlding b Engineering aean welded ASME SA-3i2 Type 304 
atalnleaa ateel piping la being uaed In saf etg-rc lated ega 
ASHE 8A-3S8 Tgpe 304 spool ia uaed 
BTAFFA.R W Oeorgla Power Co 79/04/16 Ip 


7905030165 Forwards IE Bulletin 79-09, "Fa 1 lures of OE Type AH-2 
Circuit Breaker In Saf ety-Related Sya " ticenaee action 
reiiuirid ’ 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


7905020467 Forwards IE Bulletin 79-06A, Revl a i on 1, "Review of 
Operational Errors b Sya Hlaal ignmanta Identified During TNI 
Incident, " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/lS 2pp 


7903S90029 Reaponda to IE Bulletin 79-08 Address ea eventa relevant to 
BllRe identified during TMI incident Reaponee to Item 11 will 
be forwarded In 30 days 

NIDNER,U A Oaorgia Power Co 79/0'4/25 ISpp 


7905300309 Reaponda to IE Bulletin 79-04 Review of design records 
indicates there are no 3i 4 or 6-inch diameter Velan awing 
check valves used at facility 
8TAFFA, R W Oeorgla Power Co 79/05/02 Ip 


7905290035 Forwards revised responses to IE Bulletin 79-08, "Events 
Relevant to BURa Identified During TNI Incident " Replaces 
previous 790425 submittal imentlonad aa 790413 in present 
Itr ). Include! response to Item 11 
HIDNEfi,W A Oeorgla Power Co, 79/05/09 i6pp 


--790S080524 LER 79-025/03U-0 on 790427 during steady state power 
operation, H302 analyser pumps were Ineperatlvt Caused by 
Incomplete HNP-1-36S3 procedure Procedure will be revised by 
790701 

BAXLEY, S X Oeorgla Power Co. 79/04/27 Ip 


7903130519 Forwards LER 79-026/03L-0 

HANRYrH Georgia Power Co 79/05/07 Ip 


--79051SOS25 LER 79~026/03L on 790422- While performing procedure 
NKP-1-311 1, valves Q21-F02BA & D2t-F02aB closed too fast 
Caused by snubber adjuatment drift Followup rept of 
corrective action will be sent 
NIXiR T Ooorpla Power Co 79/05/07 Ip 


7903150543 Forwards LER 79-027/01T-0 

HANRY.N Georgia Power Co, 79/03/07 Ip 


—7903150349 LER 79-027/OIT-0 on 790427 Initial teats of various Type C 
low level radiation teat conta ininen t isolation valves proved 
un acceptable during local leak rate testing Ceused by 
scretchea on valve seat from valve closing on debris 
GREENE, T V Georgia Power Co 79/03/07 2pp 


7905300391 Forwards LER 79-024/0aL-0 

MANRY, N Georgia Power Co 79/03/18 Ip 


— 7903300603 LER 79-024/03L-0 on 790420 both doors of airlock R106 were 
opened timu I taneous 1 y Ceused by personnel error Glass 
Installed to cover emergency overside pushbuttons of both 
airlock doors 

OREENE, T V Oeorgla Power Co 79/03/18 ip 


--7903300627 Forwards LER 79-02e/03L-0 

MANRY, M Georgia Power Co 79/03/17 Ip 


— 7903300633 LER 79-02a/03L-0 on 790503 five containment isolation valves 
did not meet acceptence criteria during Initial tests Cause 
under Investigation Corrective melnt will be performed 
to allow satisfactory leakage rate for valves 
OREENE, T V Oeorgla Power Co 79/05/17 2pp 


--7905300644 Forwards LER 79-029/03L-0 

MANRY, M Oeorgla Power Co 79/03/17 Ip 


— 7903300660 LER 79-029/03L-0 on 790303 door interlock defeated b both 
bldg airlock doors were open at same tine Caused by 
pereonnel error Personnel relnetructed b engineering design 
le being reevaluated 

DAXLEY,8 X Oeorgla Power Co 79/03/17 Ip 


--790S300664 Forwards LER 79-031/031.-0 

MANRY, M, Georgia Po^wer Co 79/03/21 Ip 


— 7903300676 LER 79-031/03L-0 on 790300 main steam line tunnel temp 
ewltch 021-NOltB opened at 203F Caused by setpoint drift 
Switch recallbr b functionally tested 
NIX,R.T Gaorgle Power Co, 79/03/21 Ip 


e. Reportable occurrences, LERs b related correspondence 


7903140316 Notifies that LERs 50-366/1979-27 b 30-321/1979-16 have been 
voided They were later determined to be not reportable 
MANRY, M Oeorgla Power Co 79/03/13 Ip 


790S010S02 LER 30-321/1979-22 has been voided Rept will be incorporated 
into LER 79-23 

MANRY, H Oeorgie Power Co 79/04/19. Ip 


790S0B0S46 Forwards LER 79-023/03L-0 

MANRY, N Georgia Power Co 79/04/24 Ip 


--7908080550 LER 79-023/03L-0 on 790410 during steady state operation, 
"HCPI Isolation trip logic A initiated" alarm received, 
closing inboard Isolation valve E41-F002 Caused by high 
delta temp In HPCI room. Sya reset. 

MEENE,T V Georgia Power Co 79/04/24 9pp 


7903000473 Forwards LER 79-021/03L-2 

MAMRYiM Oeorgla Power Co 79/04/30 Ip. 


--7903300683 Forwards LER 79-033/03L-0. 

MANRY, M Oeorgla Power Co 79/03/17. Ip 


— 7903300668 LER 79-0a3/03U-Q on 790308- air operatore on 3B2t-FOiaA b C 
were improperly Installed Caused by insufficient 
Installation info Halnt procedures revised to assure proper 
Instel Latlon 

OREENE, T V. Georgia Power Co. 79/03/17. apf 


DOCKET 


A. Appl 


7905300636 Responds to 790320 memo re policy on opening procedural 
meetings to public 

DENTON, H R, Office of Nuclear Reactor Regulation, 79/04/04 2pp. 


--7903300667 Requeets NRC views on whether procedural meetings between 
NRC b util representatives eheuld be open to public. 

BRADFORD, P A Office of Nuclear Reactor Raguletlon 79/03/20. 

Ip 


“7903000479 LER 79-021/03L-2 on 790320- during steady etate power 
operation, radioactive water observed bubbling from ground 
neer diesel generator bldg. Caused by burned open line. Line 
doted Immediately. 

RDOERS, N, H Oeorgla Power Co 79/04/30. 8pp. 


7903040316 Summary of 790321 meeting of Hark II owners group in 8an 
JosotCA re intermidlete plant program tasks. 

ANDERSON, C J. Containment 8getams Branch, 79/04/13 130pp. 


7903000520 Forwards LER 79-025/03L-0, 

MNRYiM, Oaorgia Power Co 79/04/30. tp. 



DOCKETED ITEMS 


T'FOaiO'OaaQ Summarsj at 7fl04l0 malting u/C inelnnat 1 Oas & £l«ctric Co< 
Long Island Lighting Co Coio-nionuoa 1 th Edison Co ra 
vibratory loads fc aituipinant <iu'al lllta tl on Prosentatlon watl 
•nc 1 

PEUTIERtl A Light Uatsr Roactors Branch 1 79/04/19 ISpp 


790323053S Notification of 7909l5“l7 fliestlnj u/CJnclnnatl Gas L 
Electric Co. Long Island Lighting Co. Conumonuoa 1 th Edison Co 
b GE in Ban Jose.CA to audit NSSS agulpinsnt for seismic b 
other dynamic qua I If lea tl on 

PELTIERi 1 A Light Uatsr Reactors Branch 1 79/04/23 3pp 

7905040310 Responds to 790223 Itr Raevaluatlon of talance of plants b 
NSSS Stlsmlc Catagorg 1 equipment has begun Outlines plans 
for recvaluatlon programs 

N09ARR0.J P Long Island Lighting Co 79/03/01 3pp 


79O90BOS00 Forwards Hit of GE Bolsmlc Category I equipment for 
seismic qualification rovlew List Identifies equipment 
required for safe shutdown b Includes brief list of plant 
sgs noun designators, 

NOVARRO. <7 P Long Island Lighting Co 79/03/04 37pp 


7903300200 Forwards summary of EDS Nuclear. Inc reiolution/documantatlon 
of elbow fleclbllitg error which silsted in versions of 
PlSOL piping analgsls computer program from Jan-Qct I9b9 
Review b roanalgsls Included all wort through Dec 1970 
PORTER. F L EDS Nuclear. Inc 79/03/21 9pp 


— 79033002fr3 Forwards EDS Nuclear. Inc list of fiURs S- piping sgs which 
could have bean impacted by deficient computer progrem 
GE has no record of reanalysls for Cooper piping sgs 
STEPHENS. P W General Electric Co .Nuclear Energy Products Dlv 
79/01/24 18pp 


F Security, medical, emergency b fire protection plans 


7903240941 Requests copy of OAO rept re Insufficient state b local 
emergency evacuation plans b NRC response to plan 
SHAPIRO. R Camnar b Shapiro 79/04/03 Ip 


0 Adjudicatory correspondence 


7903240234 First set of InterTegatorlos b notice to produce. lubral tted 
by County of Suffolh. NT to utd Certificate of Sve end 
LIKE. I Suffolk County. NV 79/03/2B lOpp 


79O5OB0'O33 Responds to request for Info re possltls shutdown of 
facility due to possible design deficiencies caused by 
computer model design Computer model In question not used 
for facilities 

HDEFUNO.R K Branch 4 79/04/03 2pp 


7903230196 Opposes licensing of plant 

OWEN, B Affiliation Onlnoun 79/04/03 2pp 


7903230033 Directs recipient t« GAO for rept. EM0-7a- 1 10. requested In 
790403 Itr. NRC response (s being prepared b wilt be provided 
when available 

HOEFLIMO.n.K Branch 4 79/04/13 Ip 


7903130207 Responsa to Suffolk County's 790328 discovery requests 
contained In Apps A & B of first set of Interrogatories & 
notice to produce Affidavit of WJ Muteler. support lug 
docunantat Ion b Certificate of Sve end, 

ilHITTENORE.F C Long Island Lighting Co 79/04/17 97pp 


7909240919 Requests details on allegation that ECCS felled on sic 
different occaetoni 

SHAPIRO, ft Cammer b Shapiro 79/04/17. Ip 


7903230311 Forwardo roeponia to questloni from 790420 meeting re util's 
first two sets of notions for summary dlspei 1 tlon. Submits 
unececutad third set of summary disposition motions 
Supporting documentation b affidavits end 
HHITTEKQRE.F C Munton b UUllaffli 79/04/27 91pp. 


K Utility Final Safety Analysis Report CFSARl b aniendi 


7909240369 Forwards Amend 32 to license application coniletlng of 
Revision 16 to FSAR Affidavit end 

UOFFORD.A. W. Long Island Lighting Co 79/09/13 2pp 


— 7909240376 Amend 32 to FSAR re containment design Overslted drawings 
ancl. 

e Long Island Lighting Co. 79/03/13 430pp 


P Operating license stage documents b correspondence 


7909040439 Util will invole Code Case M-224 to A8ME Section III 
allows use of ASTK A900 Grade 6 b ASTN A501 structural 
tubing for welded attachments to ASHE Section 111 Code Class 
2 b 3 cemponents This Itr supplements 790327 Itr 
NOVARRO. J P Long Island Lighting Co 79/04/23 Ip 


Q Enipection reports. IE Bulletins b correspondence 


7903010116 Forwards IE Info Notice 79-06. "Stress Analysis of 
Baf ety-Related Piping “ 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/03/23 Ip 


7903240668 Forwards IE Imp Rept 30-322/79-03 on 790227-0302 Nb 
non c amp 1 lance noted 

CARLSON.R T Region 1. Ph 1 ladelph la. Reactor Construction b 

Engineering Support Branch 79/03/23 2pp 


—7905240673 IE Insp Rept 30-322/79-03 on 790227-0302 Mo nonceaglj |.[| 
noted Major areas Inspected quality verification records f«r 
reactor pressure vessel internals storage b Instal latlon b 
licensee action on NRC findings 

TOTH.A D . MCBREARTV. R A Region 1. Philadelphia, afflcs el Ike 

Otractor MCGAUOHV.R U Region 1. Ph 1 ladelph 1 a. Reactor 

Construction b Engineering Support Branch 79/03/22 ?pp 


7909240996 Responds to IE Bulletin 79-02. "Pips Support Base Flail 
Designs Using Concrete Eipanslon Anchor Dolts " Forwards 
addl Info to clarify 8ER open Items b confirmatory Issues 
MOVARRO. J P Long Island Lighting Co 79/03/28 tp 


7903020091 Forwards IE Bulletin 79-06. ''Review of aperatlonal Erian | 
Sgs Misalignments Identified During TKI Incident " 

ORIER. B H Region 1. Philadelphia, Office of the Director 
79/04/11 ip 


7903020393 Forwards IE Bulletin 79-07, "Seismic Stress Analyst! gl 
Baf aty-Rela tsd Piping " Licensee action required 
GRIER. B H Region 1. Philadelphia. Office of the Director 
79/04/14 Ip 


7909040038 Forwards IE Bulletin 79-06D. ''Review of Qperatianel Erroi i 
Sys Misalignments Identified During THI Incident, " 

CRIER.S H Region 1. Philadelphia. Office of the Dlrsctar 
79/04/14 Ip 


7909040208 Forwards IE Bulletin 79-08. "Events Relevant to Belllr) 
Rater Power Reactors Identified During THI Incident " 

GRIER. D H Region 1. Philadelphia. Office of the Olrrctor 
79/04/14 Ip 


7909030070 Forwards IE Bulletin 79-09, "Failures of OE Type AH-2 
Circuit Oreaksr in 8af ety-Re latod 8yt " Licensee action 
required 

ORIERiG H Region 1. Philadelphia. Office of the Director 
79/04/17 Ip 


7909020263 Forwards IE Bulletin 79-06A. Revision 1. "Review ef 
Operational Errors b Sys Misalignments Identified During THl 
Incident " 

GRIER. D,H Region 1. Philadelphia, Office of the Director 
79/04/18 ip 


7909Z40639 Forwards revliad procedures of preservlcs Insp progrie 
NQVARRD. J P, Long Island Lighting Co 79/09/01 2pp 


— 7903240645 Automated ultrasonic examination procedwree fer ranter 
vessel noxtle welds 

s Long Island Lighting Co 78/11/03 33pp 


— 7909240648 Remote ultrasonic examination procedures for rtector »hm 1 
noiile safe-end welds 

a Long Island Lighting Ce 78/11/03. 31pp 


— 79032406S0 Automated ultrasonic axamlnetlon procedures for reitlcr 
veesel welds 

* Long Island Lighting Co 70/11/03 29pp 


--7909240694 Ultrasonic examination procedures far piping hull wills 1 
1 eng 1 tied Inal welds 

* Long Island Lighting Co. 78/09/01 31pp 


7903290210 Certificate of 8vc of Revision 16 to FSAR, 
MORIN. J F Long Island Lighting Co. 79/03/22. Ip. 



DOCKETED ITEMS 
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DOCKET 80-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 
A Applicafcion/corutruction st^ige doeumonfcs U eorrospondence 


790307067A Forwards ropUcamont pagos for Amands I & 4 to CPPR -39 I, 
CPPn-A9 r n. W 

STOLZj J F Light Water Reactor* Branch 1 79/03/29 lOpp 

7903230878 Extends const completion dates to 790630 for Unit I U 800229 
f or Un 1^2 

STOUZ. J F Light Water Reactors Branch 1 79/04/13 6pp 


notice ordering oxtansion of const completion dates 
790630 for Unit 1 8i G00229 for Unit 2 

BOYD, R S Division of Project Management 79/04/13 2 pp 


to 


7905020302 Forwards *1,600 fee to extend CP, in response to NRC 790410 
Itr Requests acknowledgment 

CHANEfF A Pacific Oos &• Electric Co 79/04/27 2pp 


7903300044 Motion of eitensioti of time until 790410 to file proposed 
findings of fact t conclusions of law Certificate of Sve 
enc 1 

KETCHEN, E 0 Branch 3 79/04/04 4pp 


7905290114 Grants NRC 790404 motion for extension until 790410 in which 
to file findings of fact 

BOWERS, E S Atomic Safety and Licensing Board Panel 79/04/0S ip 

7905310104 Errata sheet to joint intervenors' proposed findings of fact 
U coneiustns of law Certificate of Svc end 

FLEISCHAKER, D S Flelschaler, D S PHILLIPS, JR , KRISTOVlCHtS 
Center for Law in the Public Interest 79/04/03 7pp 


7903250330 Responds to 790326 Itr re status of facility licensing 
Evidentiary record in proceeding closed 7903I2I last pleading 
scheduled to be filed by 790416 Precise date for initial 
decision cannot be made 

YORE, J R Atomic Safety and Licensing Board Panel 79/04/06 Ip 


7905210172 Forwards addl Info on containment electrical penetrations 
in reiponse to NRC questions 

CRANEpP a Pacific Oas & Electric Co 79/03/17 Opp 


—7905230335 Forwards 790315 Itr from Solar Use Now for Resources 1, 
Employment, expressing concern about licensing of facility 
Requests info on status of licensing process 
ROUSSELOT.H C House of Rep 79/03/26 2pp 


7905210169 Forwards Info on bolted connections in linear supports In 
respocisa to NRC 781208 Itr 

CRANE, P A Pacific Oas «i Electric Co 79/05/18 9pp 


7905140554 Rebuttal to joint intervenors' 790325 proposed findings of 
fact fc conclusions of law Certificate of Svc end 
CRANE, P A Pacific Oas U Electric Co 79/04/09 36pp 


7905300361 Forwards application to extend completion date for CPPR-39 
to 79J031 

CRANE, P A Pacific Oas *, Electric Co 79/05/24 ip 


— 7905140556 Errata b suppl to proposed findings of fact b conclusions of 
law 

CRANE, P A Pacific Oas t, Electric Co 79/04/09 2pp 


--790S300364 Application to extend completion date for CPPR-39 to 791031 
8HACKELFUR:D, B , CRANE, P A Pacific Oas b Electric Co 79/05/23 
Ip 


F Security, medical, omergoncy b fire protection plans 


7905190054 Forwards modified physical security plan Plan withheld 
iref lOCFRn 7701 

CHANC, P A Pacific Oas b Electric Co 79/03/13 Ip 


7905100157 Initial decision authorlilng Director of Ofe of Nuclear 
Reactor Regulation to mate such add! findings on uncontested 
matters as may be necessary to issue futl-torm OL 
Cortlficata of Svc end 

TQUTELLOTTE, J , KETCHEN, E 0 Branch 4 STAENBERO, M R 
Regulations Division 79/04/10 114pp 


7905250490 Requests that rebuttal to Joint Intervenors' proposed 
finding of fact be amended to raf ASLB 780S03 order 
CRANE, P A Pacific Oas b Electric Co 79/04/tl Ip 


0 Ad |ud 1 ca tor y correspondence 


7905030166 Request by intervenors Scenic Bhorellne Preservation 
Conference, San Luis Obispo Mothers for Peace, Ecology Action 
GlubiSA Oliver b JJ Foster for late filing of proposed 
findings of fact b conclusions of law W/Cert if tcate of Svc 
FLEIQCKAKER, 0 8 Flelachakor, D B, 79/03/25 4pp 


--790S030174 Proposed findings of fact b conclusion* of law by 
Intervenor* Scenic Shoroline Preservation Conference, San 
Lut* Obispo Mothers for Peace, Ecology Action ClubrSA Silver 
b JJ Foster 

FLCIOCMAKER. 0 8 FI# I icliak or, D 8 PHILLIP9,JR, KflISTOVrCH,B 
Center for Caw in the Public Interest 79/03/25 69pp 


7705250032 Informs of inability to submit proposed findings of fact on 
adequacy of plant security tysi denied access to evidence b 
access to hearing on security plan Certificate of Svc end 
BALDWIN, W A Ban Lule Oblepo Mother* for Peace 79/03/29 3pp 


77032307Q9 Oroup of iS Itre protesting opening of facility 

MARODLIOiK. R , WYLER, B Af f 1 1 la tl on Unknown 79/03/30 19pp 


7705010113 Forward* request for Board notification re nonsaf oty-grade 
equipment to mitigate transients, 

8CINT0, JF Hearing* Division 79/04/02 31pp 


— 7V0S010IS6 Board not 1 f lea t Ion. s taf f asseisment re nonsafoty-grade 
equipment to mitigate transtente 

VASSALLO, D B Aiiistant Director for Light Mater Reactors 
79/03/27 2pp. 


— 7703010170 Board notification recent Issue on nonaatety-grado 
equipment to mitigate transicnti More Info is required. 

TEOESCOr R L Assistant Director for Reactor Safety 79/03/16 
3pp 

7705240256 Request* Info on facility U earthquake Unhappy u/nucleer 
power 

OARCIAtO Affiliation Unknown 79/04/04 Ip 


7903100370 Forwards corrected page* to NRC 790410 proposed findings, 
changing words “Initial Decision" to '‘Conclusions of Law “ 
TOURTELLOTTE, J Branch 4 79/04/12 3pp 


7905150726 Responds to 790216 b 790321 Itrs requesting denial of OLs 
A8LB will consider issue Views to be included in docket file 
of proceeding 

ENOELHARDT, T F Deputy Executive Legal Director 79/04/17 Ip 


7905150598 Forwards resolution adopted on 790416 Resolution requests 
deferrment of action on license app 1 Icat Ion, pend Ing 
determination that safety sye are adequate to assure public 
safety 

MENZEL, H C Santa Barbara County, CA 79/04/18 Ip 


—7903150603 Resolution of Board of Supervisors of Santa Barbara County, 
CA urging NRC to dsfer final action on license application 
until facility eafety systems are adequate to ensure public 
safety 

YAOER, D M Santa Barbara County, CA 79/04/16 Ip 


7903150118 Responds to end Ur opposing operation of facility because 
of proximity to active earthquake fault b concern for 
disposal of high level radioactive waste* Matters being 
considered by ASLB 

BOYD, R, 8 Division of Project Management 79/04/30 3pp 


7905240364 Requests denial w/o prejudice of joint intervenors' notion 
to withhold issuance of OL Certificate of Svc end 
TOURTELLOTTE, J Branch 4 79/05/02 Bpp 


7905300007 Response in opposition to joint intervenors' request to 
withhold issuance of OL Motion 1* untimely, In wrong form b 
poor ly taken . . . 

MORRISSEY, J C Pacific Oas b Electric Co. GEHH.A C Snell b 
W1 imer NORTON, B Bruce Norton 79/05/09 6pp 


7903300716 Aek receipt of 790423 b 790426 Itr* re oppoeitlon to 
operation of facility due to proximity to Hoigrl Fault 
Facility designed to withstand seismic svent of 7 5 ASLB is 
preparing decision re licensing based on 790215 hearing. 

DENTON, H.R Office of Nuclear Reactor Regulation 79/0S/14 2pp 


—7905240279 Roquests that facility not be allowed to operate. 
KANZER, N , MANZERiR Affiliation Unknown 79/03/30, Ip. 
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docketed items 


-7V0930O7I9 oppon**®" op»>-*Honi »# <Ju« ta 

proilaltv to Hoijrl Fault 
WATtRHOWSE, H Affiliation Unlnoun 


79/04/26 IP 


7908230617 Foruafdi IE In»p Rapt* S0-S79/79-0ti t< S0-a23/-79-[>3 «n 
770306-09 ti 19 No none otnpl lane f fiotod 

CREUSi j L Ration 9> San Prancticoi ftoaetor Op# rat font Uittl» 4 f 

Support Branch 79/03/21 2pp 


-7909300720 Eiprtftat opoiltlon to oparatlon of faclHt, dui to 
proilaltij to Motprl Fault 

WATERHOUSEiE Affiliation Onlnown 79/04/29 tp 


M Oantral corratpondance 


7709230492 Rti^uaiti liMifdlat# halt to con«t of facility 
AHDREUS, M Hoofo of R»P 79/04/02 Ip 

7909070991 Notlftai of chanjo of addritt for DO Brlndintaugh i ftB 
Kubtard to 1723 Haollton Ava* Suita K>8an doffiCA 99123 
COOPER- K F MHB Tachnital Aitoclatat 77/04/23 Ip 


7903240713 Rf<ioaiti luipanalon of QL until nacataarij tafatg mod* ata 
Iftplaratntad 

8RQUN. E 0 California- Stata of 79/09/04 2pp 


7909240269 Batpondt to 770320 Itr ra conitituent cancarnj r# granting 
of llcanta to facilttH Biiinlc avant of 7 9 oiagnltuda tan ba 
Wlthatood 1- auatitg of const 1* control lod bg licenita QA 
progran 

OOSSICK.L V Offlca of the Eiocutlva Olractor for Oparatloni 
77/05/09 3pp 


t Financial inforaatlon 


—7709230640 IE Imp Rapta 90-279/79-09 fc 30-323/79-03 on 790306*07 I 
No noneomplianca notad Major areat Inipactad praoparatlonal 
taatlngi evaluation 6 var If Icattlon of tpat raeultai IE 
bvllatlna t- circulars follauup 

HORFilLLiP 0 Raglon 3t San Francisco, of flea of tha lli rector 
STEHNBERO- 0 H Raglon 9i San Franc licoi Raactor aparatlaii 
Nuclaar Support Branch 79/03/20 4pp 


7709010287 Foruarda IE Info Notice 79-06i "Straas Ana I gilt of 
Safatg-Ralatad Piping " 

ENOEt-KENiR M Region' 4. Oallai. Office of the Director J9<03-j 

tp 


7709040081 Fo-rwardi IE Info Notice 79-07i "Rupture of Daduatts Ta-'li 
ENCELKeNiR X Region 9< San Franclicot Office of the Olraclaa 
77/03/26 Ip, 


7903010023 Foruardi IE Bulletin 79-()6At "Revleui of Operational Fiai-ti 
8gs Mlaallgnihenta Identified During TMI Incident ■' 

ENGELKEH<R H Raglon 9i 8an Francisco- Office of tha Olraftar 
77/04/14 Vp 


7905040909 Foruard* IE Bulletin 79-06D< "Ravlou of Oparallonal hrig-t 
Bgs Misalignments Identified During TKI incident " 

ENCELKENiR H Region 3i San Francisco- Office of the Dlrsfiit 
79/04/14 Ip 


7709300168 Foruarda "Annual Financial Rapt 1978 “ 
CRAnE-P A Pacific Oaf b Electric Co 79/09/23 Ip 


—7909300174 "Annual Financial Rapt 1970 " 

a Pacific Oas 6 Elactrlc Co 70/12/31 40pp 


7709300910 Furuards “Estinatad Internal Fund Generation for CY79'" It 
"Annual Financial Rapt 1778 " 

CRAnE-P a Pacific Oas b Elactrlc Co 77/03/24 3pp 


7909070099 Forwards IE Bulletin 79-07, "Oelsmlc Stress Anelum af 
Baf s t vRe la tad Piping " Llcensae action requti-ad 
£f/0£LKEN,R K Region 9- San Francisco- Office of the nirsitf- 
77/04/14 tp 


7903030291 Forwards IE Bullatln 79-09. "Falluroi af 06 fg-pe Ar i> 
Circuit Oreakor in Saf atv-Related 8ge. " (-icansee action 
raqu 1 red 

ENCELKEN,/! H Region 5, Sen Francisco- Offlca of the Oireist* 
77/04/17 tp 


—7909300929 "Annual Financial Kept 1770 " 

s Pacific Oas b Elactrlc Co 79/02/23 36pp 


d Insurance 4 indemnity Information 


7909140512 Forwards Amend 4 to Indemnity Agreement B-75 per tOCFRt4a 
changes. re Increase In liability Insurance from *140 million 
to *160 ml t t Ion- effective 790901 Supporting documentation 
anc I 

8ALT2HAU, J Antitrust b Indcmnltg Group 79/09/01 6pp 


7909140406 Forwards Amends aiacuted Amends 21 & 4 to Indemnity 
Agreements 0-21 b B-75- respectively 
CRANE. P. A Pacific Oas b Electric Co 79/05/00 3pp 


7905080366 Forwardi IE Bulletin 79-09H- "Nuclear Incl-deiil at 
1Wl-8uppl “ 

ENOEUtEN,ft H Region 8, San Francisco- Office of the Otaaita* 
79/04/21 Ip 


S Reportable occurrences- LERe b related correspondence 


79031 10203 Board notification Seahrook refumllng water ituraie sa'I 
datlgh deficiency 

SCINTO, J Hearings Division. 79/03/29 30pp 
7905130060 Forwards PN0-79-67L 

EfWEi-KEN. R H Region 3. San Francisco. Office of lh« DirailO 
77/04/06 Ip 


0, Advisory Committee on Raactor Safaguarda reports b correspondence 


7909100329 Responds to request for written rept after cancellatlan 
ACRB 770331 Meeting re possibility of problem w/lnstrument 
guide tubes Staff rapt and 

CROCKER, L P Division of Project Management 79/03/30 Spp 


790913'0167 Forwards PN0-79-67R 

ENOECKEN, R H. Region 3, Ban Francisco, Qfflco of 
77/04/11. ip 


the Osrai Sis 


7905040123 Forwards PN0-79-67a 

ENGECKEN, R H Rsglon 9, Ban Francisco, Office of 
77/04/12 Ip 


the 


P. Operating license stage documents b correspondence 


7W314 roqua.t for addl Info r. containment 
r“* ! tasuUa of CSBREVl progran to 

calculate containment purge valve dosing data coincident 


w/COCA 
CRANE, P. A 


Pacific Oat b Electric Co 77/04/13 


49pp 


7909130141 Forwards PN0-79-67T 

Region 9* Ban Francisco, Office of the Otreies' 


7905030049 Forwards PND-79-67U 

ENGEL.KEH, R H Region 8, San Francisco, 
79/04/14 IP, 


Office of the DietiSk-' 


B^utmi b correspondence 

"^SJtlen^r^olef “-323/7-^-09 on 790220-23 No 

aSfdJ french *> Heterlal, 


^o noncompl 

b radiation protectiJn^daffina^ *"*, 

radloaetivs wasH tuJ b nit* Pfitfetidn- 

H0RTH,H 8 Rae/fln o***i** CalcoJaHon Nanval 

book,h e I; I*" th* Olt^ct 

8e#et» Brsnch. 79^3/19 b Mate 


79Q5020S27 Forwerdi PN0-79-67AA- 

R««lon 9* San Francisco, Office of the Otrens- 


7905010429 Forwards PNQ-79-67AB 

77^4/21^*^ 7p Region 9, San Francisco, Office of the Diesiti^ 


7909010444 Forwards PN0-79-67AC ti AD 

Region 5, San Francisco, Office of 


the Diesiiss 
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7708030227 FoTUiard* PN0-79-67AF 

ENOELKENi R H Rdglon Si San Franelaco, Office of the Director 
79/04/23 Ip 


7908080231. Forward* PNa-7'?-67A0 

EMOELKEMi R H Region 3. San Franclecoi Office of the Director 
79/04/2i Ip 


7903090009 Forward* PN0-79-67AH 

ENCLEKENi R H Region Si San Francltcoi Office of the Director 

79/04/27 Ip 


7909070007 Forward* PN0-77-A7AUi per NRG 790401 Itr transmitting IE 
Bulletin 79-09 

EHOELKCMi R If Region Si San Franciecoi Office of the Director, 
79/09/01 Ip 


79O9O9O3B0 Submit* followup rapt to 790404 notification of RO, During 
progret* of routine weld repair* on pipe rupture rastreintsi 
cracking dlicovered In Iminedlate vicinity of repair* Full 
rapt will ba submitted 

CRANEiP A Pacific Oe* it Electric Co 79/05/03 3pp 


7VD8170072 Forward* PR0-79-i7AM 

ENOELKEN.R H Region 9i San Franctseoi Office of the Director 
79/09/07 Ip 


7703a40&91 Ack receipt of 790903 
cracking found In pipe rupture 
ENOELKEN. R. H. Region 9i San 
79/09/16. Ip, 


Itr providing preliminary rept re 
restraint* 

Frenciscoi Office of the Director 


—7909240701 Dl*cu*»e* situation reported to IE on 790404 re cricking 
In pipe rupture restraint* Detail* program of investigation 
Suppl on crack severity will be forwarded 
ORANE.P,A Pacific Oa* 4i Electric Co 79/09/03 3pp 


T. Hearing transcript* on non-antl trust matters 


7909190108 Reipond* to 790112 request for termination of leveling 
portion of 730610 Pheie I *'BSEP Program for Seismic 
Honltorlng “ Approve* requut to terminate program 
IPPOLITO, T A Operating Reactor* Branch 3 79/04/25 2pp 


7909040624 Requeete Tech Spec* change re trip f aaturei annune lator 
clarity to minimlie operator confuelon b stop valve 
UTLEY.E E Carolina Power & Light Co 79/04/27 13pp 


7909080402 Submlti tehadul* for implementing augmented offgae ty* in 
ratponee to 760912 itr Earlieet feasible date for completing 
modi testing b dsmonstretlon of sys operability is 011231 
UTLEYi 6 E Carolina Power b Light Co 79/05/Oi tp 


79090B0417 Responds to 7B1129 Itr re containment purging during normal 
plant oparation Should LOCA occur during operations, 
operation of ECCS sys would not be affected Supporting info 
enc I 

UTLEY.E E Carolina Power b Light Co 79/09/01 4pp 


7909060436 Provides results of OE analysis of prompt recirculation pump 
trip for Cycle 3 operation RRC should be able to llccnie 
Cycle 3 operation until mid-cycle Recirculation pump trip 
will be tested during facility startup 
UTLEY.E E Carolina Power b Light Co 79/09/01 Ip 


7909310379 Responds to RRC 7B0912 Itr re schedule for implementing 
augmented offgae eye New hydrogen recombiner* Inetallad on 
front end Sge will be operable by 811231 
UTLEY.E E Carolina Power b Light Co 79/09/01 Ip 


7909060483 Forwards overslced maps b photo attaehmsnts to utti 761129 
rept on main dam core trench feature* U/o drawing* 

FLQYD.8 D Caroline Power b Light Co 79/09/08 8pp 


7909300208 Forwards summary of EDS Nuclear. Inc reeolutlan/docunsntabton 
of elbow fletibllity error which eiieted in versions of 
PISOL piping analysis computer program from Jan-Qct 1969 
Review b reenalysls Included all work through Dec 1970 
PORTER. F L, EDS Nuclear. Inc 79/05/21 9pp 


7909030244 Correction* to transcript* from Dec 1978 b Jan 1979 
hemring* Certificate of 8vc and 

HORniSBEY. J C I FURBUSH. H,H . CRANE. P A Pacific Oa* b Electric Co 
79/04/04 a9pp 


7903240273 Request* Info re C Maschke 790319 Itr of concern* about 
granting O'P license to util 

UAQOMARBINO, R House of Rep 79/03/20 ip 


DOCKET 90-324 BRUNSHICK STEAM ELECTRIC PLANT. UNIT 2 
.1 Insurance t. indemnity information 


—7909300263 Forwards EOS Nudeart Inc list of BUR* b piping *g* which 
could have been impacted by deficient computer program 
OE has no record of reanalysis for Cooper piping sys 
STEPHENSiP H Oenerel Electric Co .Nuclear Energy Products Div 
79/01/24 iSpp 


7909290370 Confirm* b formeliie* 790921 verbal commitment re seismic 
comparison b Insp of safety-related piping Documents 
statements re reanalgsis of circulation loop* 

UTLEY.E E Carolina Power b Light Co 79/09/22 2pp 


0 Inspection report*. IE Bulletins b correspondence 


790S040S99 Forwards Endorsement 30 to 
ORAHAHtU E Caroline Power b Light 


MALEU Policy MF-00 
Co 79/04/29, 2pp 


7903040607 Forwards Endorsement 33 to 
ORAHAM.W E Caroline Power b Light 


NELIA Policy NF-218 
Co 79/04/29 2pp 


7909070497 Confirm* Increased liability limit to *124.000.000 for 
pot Iclai NF-l. 89. 43. 76, 83. lOO, 111, 140, 146, 191, 161, 164, 170. 

173, 174, 178. 179, 180, 182, 189, 186, 187, ISB, 189, 192, 193, 194, 199, 
197. 198, 200. 201, 204,206, 207, 208,210, 212, 214, 219, b other* 
QUATTROCHHI, J American Nue lear Insurer* 79/09/01 Ip 


7903070882 Confirm* increase In Itebltlty limit to *36,000,000 for 
policies HF-aa,26,29, 38, 39, 44, 46, 47, 49. 90, 91 , 92, 93, 94, 95, 96, 

97. 88. 60, 61 . 64. 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79,80,86, 87. 


80,90.91.98,93,94,99 b 96, 

RaQERTS, D, H. Hutual Atomic Energy Liability 


Underwriters 


79/09/01 


Ip 


7903140908 Forwards Amend 9 to Indemnity Agreement B-7I per lOCFRtAO 
changes, re Increase in liability Insurance from *140 million 
ta *160 otlUlon, effective 790901 Supporting documentation 

SALTZKAN, J Antitrust b Indemnity Group 79/09/01, 6pp 


7909010469 Forward* IE Insp Rept* 90-324/79-09 b 90-329/79-09 on 
790122-26 No noncomp 1 lance noted 

LENIBiR C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/03/14 2pp 


—7909010460 IE Insp Repti 90-329/79-09 b 90-324/79-09 on 790122-26. No 
noncomp I lance noted Major area* Inspected radiolaglcal 
environ monitoring program, environ monitoring station b 
data, analytical sensitivity b control measures 
PERRY, U.W Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/09 9pp 


7909010160 Forward* IE Info Notice 79-06, “Stress Analysis of 
Safsty-Related Piping “ * 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/23 2pp 

7909030294 Forward* IE Info Notice 79-07, "Rupture of Redwaste Tank* •• 
O'REILLY, J P Region 2, Atlante, Office of the Director 
79/03/26 2pp 

7909010099 Forward* IE Info Notice 79-00, "Interconnection of 
Contaminated By* w/Svc Air 8y* Used at Source of Breathing 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/20. 8pp. 


7905170233 Forward* Amend 9 to Indemnity Agreamente B-42 ^ 8-71 
raflaetlng tnerease in primary liability Insurance provided 
ty ANt/MAELU, 

BARHAM, C.D. Douglas* b Barham 79/09/11. 3pp 


7909010346 Forward* IE Info Notice 79-09, "Spill of Sadloectlvely 
Contaminated Resin " 

O'REILLY, J P Region 2, Atlante, Office of the Director. 
79/03/30. 2pp. 


P. □peratlng license stage documents b correspondence 

7905030393 Submits tkceptleni b correction* to operation* flA progr.am 
ra ANSI cod** for Instrumentation b electrical equipment, b 
mtchanleal •qulpment b sys for const _ 

UTLEY, E.E. Carolina Power «• Light Co 79/04/23 3pP 


7909240661 Forward* IE Insp Rept* 90-324/79-10 b 90-329/79-10 on 
790304-07 No noncomp lienee noted. ...... .. 

MURPHY, C E Region 2, Atlanta, Office of the Director. 79/04/06 

2pp 
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O ^ 1ft ^24/7'9-lO i SO'32S/7<?-lO on 790304-07 No 
'"‘R.5[cr2,‘"u*‘tr i^*?cro*‘th*^Slr'*c^r 79/04/05 

<pB 


7905230544 roToiardi rssponso to 790S16 rsnuest 

dnalutlt o# oafatg-rolatsd piping Supplaments util • 79042* 

t 790916 nespohsos to IE Bulletin 79-07 

fU«R> H J Carolina power & Light Co 79/09/21 34p|i 

B Perlodlt operating report* ti related corro»poHd«iice 


7905100241 fieipond* to 
Welding I* Engineering 
UTuer.E E Carolina 


IE BolUtln 79-03 No welded 
uted or planned for uii 
Power 6 Light Co 79/04/12 


pipe 

IS 


Profti Youngetown 


« . . , ^ .e 790402 Itr inPornlng NBC of steps taken to 

7905230209 Ac 1 receipt of 79040? |tr i tb 50:324/79-07 
cetratt vioUtloM noted In IE losp Rept SO 324/79 

L£gts!’RT°^ Region 2' Atlenta, Reector Operations NucUer Support 
Brench 79/04/12 Ip 


-7905230223 Responds to NRC 790309 Ur re violations noted In IE In»P 
Seat* 50-324/79-07 1. 50-325/79-07 Corrective actions 
rnSUifvau irv. Setn counseled on perfoMln, data review* fc 

pGpR?rr“c:r:Unncw.r ^ Light Co 79/04/02 2pp 


-7905230229 Forward. IE InSP R.pt, 50-324/79-07 d. 50-325/79-07 on 
790130-0202 t. notice of violation 

LEWIS P C Region 2, Atlanta, Reactor Operation. Nutlear 

Support Branch 79/03/09 2pp 


7905150631 forward, monthly 
PURR, B J Carolina Power 


operating rept for Apr 
& Light Co 79/05/09 


1979 

ip 


—7905150638 Monthly oparatlng rapt for Apr 1979 
IdlLLlBfE Carolina Pouof ti Light Co 79/03/01 


lapp 


B Reportable oceurrence.i LERe & related corn. pond ence 


7905030345 forward. LER 79-017/03L-0 

PURR, B J Carolina Power l< Light Co 79/04/30 Ip 


7903030347 LER 79-017/03L-0 on 790404 RHR pumpe 231 t 2D luowU net Ste- 
en manual .ignal Caused by poor connection between fuee. t 
fu.e block Fu.o. soldered to fuee block 

TOULISONiA C Carolina Power b Light Co 79/04/30, 3pp 


79050902B2 Forward LER 79-OI0/O3L“O 

FURR, B J Carolina Power t Light Co 79/00/07 Ip 


— 7903230237 Notice of Violation from 
* Region 2, Atlanta, Office of 


inep on 790130-0802 
the 01 rector 79/03/09 


Ip 


— 7905230243 IE In.p Rept. 50-324/79-07 t 50-325/79-07 on 790130-0202 
NoncompUance noted stroke time for valve F046 was abye 
mai time required by Tech Spec. Three independent reviews 
failed to note problem 

RILEY, B U , MESSITT. B fi Region 2i Atlanta. Office of the 
Director DANCE, H C Region 2< Atlanta. Reector Operation. 

Nuclear Support Branch 79/03/09 6pp 


7905040163 Forwards IE Bulletin 79-060, “Review of Operational Error* U 
By. Mi.allgnments Identified During TMI Incident " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/04/14 Sff 


7905040291 Forwards IE Bulletin 79-07, •'Bel.mlc Stre*. Analysis of 
Safety-Related Piping “ Lleen.ee action required 
O'REILLY.J P Region 2, Atlanta, Office of the Direator 
79/04/14 Ip 


7905150696 Forward* IE Bulletin 79-09, “Events Relevant to BHRe 
Identified During THt Incident '‘Licensee action required 
O'REILLY, d P Region 2, Atlanta, Office of the Director 
79/04/14 2pp 


7905030141 Forwards IE Bulletin 79-09, "Failure* of OE Typo aK- 8 
Circuit Breaker in Safety-Related By. " Licensee action 
riqu Ir.d 

O'REJLLVid P Region 2, Atlanta, Office of the Director 
79/04/17 Spp 


790S02O373 Forward. IE Bulletin 79~06A, Revision 1, ‘'Review of 
Operational Error. 6 8y» fll ta 1 ignmente Identified During TMl 
Incident “ 

O'REILLY, d P Region 2, Atlanta, Office of the Director 
79/04/18 iff 


7905010517 Forward, restated paragraph from 770330 Itr, submitted a. 
r.vlslnn to QA prograa, in response to IB Insp Rept* 

50-324/79-02 6 50-325/79-02 Paragraph discusses radiation 
survay/measurtng instrumtnt* 

UTLEV.E E Carolina Power t, Light Co 79/04/23 2pp 


7905240192 Responds to lE Bultstln 79-07, “Seismic Stress Analysli of 
Safety-related P pin, " wnj reanalyie all remelnlng 
safety-related piping es soon as NftC act that specified 
micyw ?”»5t»l»l*.H7supportlng documentation 

yiLEY.E E Carolina Power 6 Light Co 79/04/24 Spp 

BuHetln 79-01 Bearch of plant documentation 
=-'» 

UTLEV.E E Carolina Power t. Light Co 79/04/30. Ip. 

‘0 IE Bulletin 79-07 re 

iielna I- ^r*^*'**'^ program. Used for safety-related 

fuShIng ''*• P’hfiTrtKl by 

U^EV I c ^ gas*. 

UTLEV,eE Carolina Power J, Light Co, 79/03/18 7pp 


— 790S0902B9 LER 79-018/03L-0 ON 790419 pressure ewttch a-KtlC-ftt - ITJJ 
failed to meet Tech Spec* response time Caused by actuation 
time on installed switch being too slow Alternatlva 
swltehtrig methods under evaluation 

TOLLt80N,A C Carolina Power fc Light Co 79/08/07 ip 


7909090302 Forwards LER 79-019/03L-0 

FURR, D d Carolina Power 8, Light Co 79/09/07 Ip. 


— 790S0903U LER 79-019/03L-0 on 790420 electrical open circwfl fa. -f « 
T2 power lead to fan motor Caused by junction bo* «pllce 
between motor t. contactor, 

raLLl80N,A C Carolina Power «. Light Co 79/05/07 Ip 


7909230615 Submite 14-day radiological environ evutit rapt radloaelln 
waite was shipped on 790303 w/radlatlen levels Btceedlng 
ETS Incident to be reviewed L health physics radueste 
shipment procedures revised 

SANKBiH R Carolina Power S. Light Co 79/09/t& Spp 


7903220406 Forwards LER 79-030/03L-0, 

BANKS, H R Carolina Power h Light Co 79/09/lS tp 


“7909220411 LER 79-02O/0dL-O on 790421. While performing standby lu-if 
control relief valve teet, relief valve lifted at l«S90 lb 
Caused by satpolnt drift Setpoint resat, tested 
eat Isfac tori ly 4i raturnad to tve 

rCLLrsafI,A C Carolina Power it Light Co 79/OS/IQ Ip 


7909300394 Forwards LER 79-030/03L-0 

BANKS, H R Carolina Power h Light Co 79/05/S4 ip 


--7905300390 LER 79-030/03L-0 on 790429’ 13 inubbeirs failed Insp.lf* 
failed to lock up No apparent causa discerned Eight ware 
rebuilt u/new seal* h poppstsi three replaced RemalnlnB 
three snubbers failed to bleed Two r*built/one replaced 
TDLLieON.A C Carolina Power h tight Co 79/09/24 app 


7905300371 Porwerde LER 79-011/031-0 

BANKe.H R Carolina Power it Light Co 79/08/28 Ip 


--790S300377 LER 79-011/03L-0 on 790419 during insp, five Derg in Palliiie 
snubbers failed Caused by low fluid level h eeal Pellurt 
Snubber* rebuilt (< returned to svc. 

TOLLISDN.A C Carolina ’Power (• Light Co 79/09/SS 2pp 


7905300373 Forwarde LER 79-022/03L-0, 

BANKS, H.R. Carolina Power L Light Co. 79/0S/2S. tp 


—7905300300 LER 79-022/03L-0 on 790425. while in cold shutdown, hti» 
cornplstlon of refueling outage, water chemletry Tech Spec 
limits eiceeded Caused by ekceselve condenser tube lealagi 
ceuflng repld saltweter breakthrough 

TOLLISONiA. C Carolina Power & Light Go 79/09/89. 2pp 


790S3003B7 Forward* Left 79-032/03L-0. 

BANKS, H R. Carolina Power U Light Co. 79/09/28. Ip. 
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—79093003'?? tER 
Inicc >as lb- la 
bl? lou fluid 
rabu 1 1 1 
T0LI.I8OH, A C 


7'?“032/03 1 — 0 on 790929, uhilt performing vltual 
iiiubbara, eaven Orinnell enubber* failed Cauiad 
level All tnubbari d laaieemb ladi inipec tad t> 

Carolina Power fc Light Co 79/03/23 Ip 


Imp of 


7909300208 Forward* *ommary of EDS Nueleariinc resolution/doeoaientatlori 
of albou fl*«lbllity error which ecieted In varilon* of 
PtSQL piping analgti* computer program from Jan-Oet 19*9 
Review b reanatgiii included alt work through Dec 1970 
POflTERi F L EDS Nuclear. Inc 79/05/81 9pp 


POCKET 90-389 BHUNaWICK STEAM El.CCTRIO PLANT, UNIT I 


j Infuraoc* b indemnltg Information 


7909040999 Forward a Endoreement 30 to MALEU Policy MF-OO 
ORAHAMi W E Carolina Power b Light Co 79/04/89 Spp 


790S040/i07 Forward* Endor**mont 31 to NCLIA Policy NF-2IQ 
ORAHAM, W E Carolina Power b Light Co 79/04/83 3pp 


7909070497 Confirm* Increaied 1 lability limit to *184,000,000 for 
pellc la* NT - I, S3, 43, 7b, 83, 100, I 1 1 , 140, 1 46, 181 , 161, 164, 170, 

173. 174, 1711. 179, tOO, 108. 11)3, lf)6, 1S7, 100, 109. 192, 193, 194, 199, 

197, 190, 800. 201. 204, 206, 20/, 2011, 210, 218, 814, 219, b other* 
OUATTRIJCHHI, J American Nuclear Iniurert 79/03/01 Ip 


79090705(18 Confirm* lncrea*e In liability limit to *36,000,000 far 
pollele* hr- 22, 26, 89, 3B, 39, 44, 46, 47, 49, 30, 31, 32, 33, 34, 35, 36, 

97, 9D. 60. A 1 , 64, 66, 67, 6fl, 69, 70, 71 , 78, 74, /6, 77, 70, 79, SO, R6, 07. 
on, 90, 91, 92, '?3, 94, 93 b 96 

ROHEIini,!) M Mutual Atomic Energy Liability Underwriter* 79/09/01 

If 


7909l409(}fj Forward* Amend 9 to Indemnity Agroement D-71 per 10CrR140 
changetrie Increate In liability Imurance from *140 million 
to *160 ml I 1 1 on, effect I ve 790301 Supporting documentation 
*11 c 1 

QALTZHAN, 0 Antltruet b Indemnity Group 79/09/01 6pp 


“-7905300263 Forward* EDS Nuclear, Inc ll»t of DWR« b piping ty* which 
could have been impacted by deficient computer program 
OE ha* no record of reanalyel* for Cooper piping ty* 

STEPHENS,? H General Electric Co .Nuclear Energy Product* Dlv 
79/01/24 IBpp 


7903290370 Confirm* b formal lie* 790521 verbal commitment re *el«mlc 
compart ton b intp of t af a ty -related piping Document* 
ttatement* re reanalyti* of circulation loop* 

UTLEV, E E Carolina Power b Light Co 79/05/22 Spp 


0 Inipectlon report*, IE Bulletin* b correspondence 


7905010463 Forward* IE Imp Rept* 50-324/79-03 b 50-325/79-05 on 
790122-26 No noncomp I lance noted 

LEU I 8, R C Region 2, Atlanta, Reactor Operation* Nueleat Support 

Branch 79/03/14 2pp 


—7905010468 IE Imp Rept* 50-325/79-05 b 50-324/79-06 on 7901B2-26 Mo 
noncomp I lance noted Major area* Inspected redlotoglc*^ 
environ monitoring progrem, environ monitoring stetlon b 
data, ana lyt lea I sentitivlty b control meaeure* > 

PERRV, H H Region 2, Atlanta, Reactor Operation* Nuclear 

Support Branch 79/03/09, Spp 


790S01016B Forward* IE Info Notice 7‘f-06, "Strot* Analyst* of 
Safety-Related Piping " 

O'REILLY.J P Region 2, Atlanta, Office of the Dlrecter 
79/03/23 2pp 


7909170233 Forward* Amend 9 to Indemnity Agreement* D-42 b D-7t 
reflecting inciehea In primary liability insurance provided 
by AMt/MAfl.U 

BARHAH.C D Doug la** b Uarham 79/On/M Spp 


r. llperating license «tag* documents b con espondenc* 


790!l0'l0]33 Submit I eiception* b corrections to opaiatlon* OA program 
re AN'll code* for Initrumentatlnn b electrical eaulpmant, b 
mechanical egulpmant b *y* for const phase 
UTliy.L b Carolina Power b light Co 79/04/SS 3pp 


/V092,)D62O Notification of 790484 meeting w/utll b OE In Bethetda.MD to 
reiolva gueetlon* on propoted recirculation pump trip 
featura for end-of' cycle margin enhancement 
IIANHON, <J N Operating Reactor* Branch 3 79/04/23 Ip 


7903190100 Iloepond* to 7901 18 remieit for termination of leveling 
portion of 790610 Phase I "StlLP Pi ogram for Seismic 
Honliorliig ” Approve* reauest to terminate program 
IPPOl.lTOi T A Operating Reactor* Branch 3 79/04/29 3pp 


7909040624 lle^ueil* Tech Spec* change re trip feature, annunciator 
clarity tu mlnlmlie operator confusion b stop valve 
OTiev.K e Carolina Power b Light Co 79/04/27 I3pp 


79031900 8 2 Notification of 790430 meeting w/utll b OE in Dethe»da,HD 
to retolve Ruestlon* on propoied recirculation pump trip 
feature for end-of-eycle margin enhancamant 
HANNON. JW, Operating Reaelore Branch 3 79/04/30, Ip 


79090tt0402 Submit* schedule for Implementing augmented offga* «y* In 
retponea ta 700918 Itr Earlleet feasible date for completing 
nad.teiting b demonitrat Ion of *y* operability 1* QII331 
UILEV.E e Carallna Power b Light Co 79/09/01 Ip 


7909000417 Responds to 781189 Itr r* containment purging during normal 
plant aparatton Should l.OCA occur during operation*, 
operation of ECCfl iy« would not be affected Supporting info 
end 

UTLEV.i: E Caroline Power b Light Co 79/09/01, 4pp, 


7909310379 Respond* to NRC 700918 Itr re schedule for Implementing 
augmtflteil offga* *y* New hydrogen reeomblnar* initellad on 
front anil Sy* will be operable by 811831 
UTLEV, E E Carolina Power b Light Co 79/03/01 Ip 


7905000433 Forward* overitcad map* b photo attachmant* to util 781129 
rapt on main dam core trench faalure* M/o drawing* 

FLOVO. B D Carolina Power b Light Co 79/05/08 5pp 


7903030294 Forward* IE Info Notice 79-07, "Rupture of Radwait* Tank* *' 
O'REILLV.O P Region 2, Atlanta, Office of the DlrecLor 
79/03/86 2pp 


7903010093 Forward* IE Info Notice 79-OB, " In tereonnee t ten ef 
Contaminated Sye w/8vc Air Sys Used as Source of Breathtng 
Air " 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/03/2S 2pp 


7905010346 Forwards IE Info Notice 79-09, "Spill of Radioectivsaly 
Contaminated Reiln " 

O'REILLV. J P Region 2, Atlanta, Office of the Director 
79/03/30 2pp 


7905240661 Forward* IE ln»p Rept* 50-324/79-10 b 30-325/79-10 on 
790304-07 No noncomp Hence noted 

MURPHV.C.E Region 2, Atlanta, Office of the Director 79/04/06 

2pp 


—7903240663 IE Insp Rept* 50-324/79-10 b 50-325/79-10 on 790304-07 Mo 
noncomp 1 lance noted Major area* inspected tnservlc* insp 
program, procedure* b Insp date b evaluation b special 
ultrasonic insp of rac Irculatlon loop Inlet eife-ends 
BLAKE, J J Region 2, Atlanta, Offlco of the Director 79/04/09 
4pp 


7905100241 Respond! to IE Bulletin 79-03 No welded pipe from Youngetown 
Raiding b Engineering it used or planned for u*a 
UTLEY, E E Cerollna Power b Light Co 79/04/12 Ip 


7903230209 Ack receipt of 790402 itr Informing NRC of step* taken to 
correct violation* noted in IE In«p Rept 50-384/79-07 b 
30-323/79-07 

LERIS. R C Region 8, Atlanta. Reactor Operations Nuclear Support 

Branch. 79/04/12 Ip 


—7903230223 Respond* to NRC 790309 Itr re violations noted In IE Inap 
Rept* 50-384/79-07 b 30-388/79-07, Corrective action* 

Individual* have b**n counvaled on performing data revitwt b 
on corrective action* 

PURR>B,J Carolina Pewir b Light Co 79/04/08 Spp. 


—7905830289 Forward* IE Imp Rept* 50-384/79-07 b 50-325/79-07 on 
790130-0808 b notice of vteletten 

LERIS, R C Region 2, Atlanta. Reactor Operation* Nuelaar 

Support Branch. 79/03/09, 2pp 


— 7903230237 Notice of violation from ln«p on 790130-0202 

a Region 8. Atlanta, Office of the Director 79/03/09, Ip 
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-790523020 1C Inip Ripti 50-324/79-07 I. 50 -338/ 79-07 en 790130-0203 
NancoapUpnca notid «trok. ’tidi #ar valv» F046 w«» abovt 
«*> tlM-«iq.ulr*d bv T«ch Sp»c» Thrtt fudiptndtot rpviBW* 
rallBd to not# probl«n 

filUCy.frW. tlESSlTT. B fi R»tion 2r OCflcBO# th# 

DiT»etor DANCE.H C B#jlon 3, AtUnk«t fi«#etor Oparatloni 

NucU»f Support Branch 79/03/09 6pp 


7 » 0 S 040 li 3 Forward# IE BuUitin 79-06B. “Rtvlsw 0 # Operational Error* U 
6«* Hiialian«#nt* ld»ntifi#d During TMI Incident “ 

0‘nEILl.ViJ P geglon 2i Allantei Office O’f bhe Director 
79/04/14 3pp 


7905090340 Forward* LER 79-016/031.-0 

FURRi B J Caroline Pouor ti Light Co 79/05/07 ip 


—7905090344 LER 79-016/03L-0 on 790417 during imp of fir* grotectU 
tgfi tioletion valve* for makeup water treatment area 
tprlnkler tg* were ihut Cauied bg Itolation valve* betnp 
lioleted due to cxtentive mod of fire protection iy« 

TOLLISONiA C Cerollna Pouor t< Light Co 79/03/07 3pp 


7905190437 Forward* LER 79-01I/03L-0 

FURfiiB J Carolina Power t Light Co 79/05/09 ip, 


7905040281 Forward* IE Bulletin 79-07, “Seleoilc Stre** Analgeti of 
8*f*tg-R#lat#d Piping “ Licemi# action required 
O'REILLV.J P Region 2, Atlanta, Office of the Director 
79/04/14 ip 


7905150696 Forward* IE Bulletin 79-09, "Event* Relevant to BWR* 
Identlfitd During TMI Incident "Liteneee action required 
O'REILLY, J P Regien 2, Atlanta, Office of the Dlroetor 
79/04/14 2pp 


7905030141 Foraird* IE Bulletin 79-09, "Falluree of SE Tgpe AM-3 
Circuit Ireeker in Safetg-Relaked Sg* " Lieen»ee action 
required 

O'REILLY, JP Regions, Atlanta, Office of the Director 
79/04/17 tp 


7905020373 Forward* IE Bulletin 79-06A, Revl»l«n 1, “Review of 
Operationel Error* t, Sg* Mi*al tgnment* Identified During TMI 
Incident " 

0'REtLLV,J P Region 2, Atlanta, Office of the Director 
79/04/ia 3pp 


7905010517 Forward* re»lat*d paragraph from 770330 1 1 r , *obml tted a* 
revitlon to OA program, in reaponia to IE In*p Rept* 

50-324/79-02 I, 50-325/79-02 Paragraph di»eu*9** radiation 
*urveg/niaiurlng inetrument* 

UTLEY, E E Cerollna Power 6 Light Co 79/04/23 Spp 


7905340193 Rtipond* to IE Bulletin 79-07, "6el«ml c Strei* Anelgili of 
Safetg-reletid Piping " Will reenalgte all remaining 
*af (tg-relatid piping a* *oon a* NRC act that epecified 
criteria 1* acceptable H/iupportlng documentation 
UTLEY, E E Carolina Power (i Light Co 79/04/24 Spp 


79053002B3 Respond* to IE Bulletin 79-01 Search of plant documentation 
indicate* no Vclan tuing check valve* w/diaffl«ter of 3-10 
inch** are uiad at facilltg 

UTLEY, E E Carolina Power «< Light Co 79/04/30 Ip 


— 790918D432 LER 79-01 1/03L-0 on 790419 while performing normal gvtfl 
of drgue 1 1, opera tor dlecovered t-CAU-VlO liolatlon valve 
would not *hut Caused bg pneumatic flow re*trlctor in 
closing circuit being c losed, preventing valve from cineing 
T0LLI80N,A C Carolina Power *< Light Co 79/03/09 tp 


7903150806 Forward* LER 79-0ie/03L-0 
FURR, 0 J Carolina Power I, Light Co 79/09/09 Ip 


—7905130910 LER 79-018/03L-0 on 790414 main iteam relief valve opi«i 
SSO lb psig h immedlatelg reseated, causing reactor ecran due 
to high flut spike on Intermediate range monitors 
T0LLI8ON, A C Carolina Power 4i Light Co 79/03/09 Ip 


7905230613 Submits 14-dag radiological environ event rept tadloeclltt 
waste was shipped on 790503 w/radiatlon level* atcaedtrig 
ET8 Incident to be reviewed t, health phgelct raduasba 
shipment procedures revised 

BANKS,H R Carolina Power «i Light Co 79/03/16 3pp 


7903220343 Forward* LER 79-OO0/O3X-1 
BANKS, H R Carolina Power 1, Light Co 79/03/10 tp 


— 7905220345 LER 79-000/03)1-1 on 790112 while performing sve vatef ip 
component test, high vibration level* discovered Caused bg 
restrictor bushing sailed to tt rotating u/shaft.Neu Impeller 
installed 

TOLLlBONiA C Cerollna Power b Light Co 79/03/10 Spp 


7905220361 Forward* LER 79-015/03X-1 

9Ah»8,H R Carolina Power I, Light Co 79/03/10 Ip 


—7908220369 LER 79-0I3/O3X-1 on 790300 nergen-Poter*on, snubber 
lCll-16001 failed to lock up Cauee undetermined Snubbar 
dlseisembled ti new seals installed 

TOLLieoN,A C Caroline Power & Light Co 79/05/10 Ip 


7905310163 Supplement* 790424 rejpon** to IE Bulletin 79-07 re 
rtanalgii* of computer program* used for safetg-rela t ed 
piping Addl program verification he* been performed bg 
running NRC-apprevtd benchmark eases 

UTLEY, E E Caroline Power (, Light Co 79/03/15 7pp 


7909230544 Ferwird* response to 790516 request for addl info ra laitmlc 
analgsli of *af etg-rcleted piping Supplements util's 790424 
tt 790516 response* to IE Bulletin 79-07 
FURR,B J. Carolina Power 1< Light Co. 79/03/21 34pp. 


R. Periodic operating report* tt related correspondence 


'» monthlg operating rept for Apr 1979. 
•■'a Power t Light Co 79/03/09 Ip 


rept for Apr 1979 
I Ight Co 79/OS/Ol 13pp 


— .... .elated eerrespondence 


79050fi050+ Forward* LER 79-013/03L-0 H/o end 

FURR, B J. Caroline Power 6 Light Co 79/05/04 Ip 


on 790406 several Tech Spec items not 
ptrformdd et proper intervals Caused bg oversight In 
booking procedures revised. 

TDLL180N,A C Cerollna Power it Light Co. 79/09/04 Spp 


7909220367 Forwards LER 79-001/03X-1 

BANKS, H R Carolina Power t. Light Co 79/03/10 Ip 


—7908220373 LER 79-001/03X-1 on 790104 while performing IIPCI Inllui 
response testiHPCI turbine failed response time requlrtmenl 
Caused bg mlsellgnment of paramatare on governor atsemblg 
Astemblg realigned 

TOLLISDNiA C Caroline Power t* Light Co 79/OS/lB apg 


7905240630 Forward* LER 79-02I/03L-0 
F(JRR,B J Carolina Power t< Light Co 79/05/21 Ip 


■7905240637 LER 79-021/03L-0 on 790420’ l-CAC-t263 drgwall Agfroim I 
Diggen monitor gave ebnormallg low reading Cauied tg rutted 
level switch for condensate pot preventing moliture buildup 
from draining. 

TOLLIQBON, A, C. Carolina Power (i Light Co 79/05/21 3pp 


7903250413 Forward* LER 79-017/03L-0, 

BANKBrH R Carolina Power fc Light Co 79/09/22 tp 


•7905250419 LER 79-017/03L-0 on 790417’ while auxlliarg optfaier set 
hanging clearance on RHR pump* 2A & 2Ci control operator 
noticed pump* were still energlisd Caused bg clearance 
listing Unit 1 instead of Unit 2, Clearance wai corrected 
TOLLiaoN.A. C Caroline Power t< Light Co. 79/05/22 2fp 


7903300425 Forward* L6R 79-012/03L-0, 

BANKS, H R Carolina Power t< Light Co. 77/05/24 ip 


7905090321 Forward* LER 79-020/03L-0 
FURR, B a Carolina Power t. Light Co 79/05/07 Ip, 


.”r”o/03L-0 on 790400 during containment IsoletK 
htld i ? test, Isolation valve* did not seat i. 

repleced *^*“**'^ wear, Bushing* 


T«.Lf8ad,A.C Carolina Power (c Light Co 79/05/07. tp 


•7905300432 LER 79-012/03L-0 on 790425! no Indication at npttli 34 Is# 
control rod 34-27 Caused bg short In switch for notch 34 
Wire Insulated it switch returned to sve 
T0LLI8ON, A. C Carolina Power 4i Light Co, 79/05/24 Ip 


7905300512 Forward* LER 79-023/03L-0. 

BANKS, H R, Carolina Power <i Light Go 79/05/25 Ip. 
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139 


— 7WS3009I8 UER 7'?-023/03l.-0 on 79042'? control rod 10-07 did not havo 
indication at notch Cau«ed by alectrlcal prablom in 
prototyplc tniot piping probe tocatod in drywall Problem 
ujlll bo corroctad at n>«t outage when drgiiJoll li accaiaibla 
TOLLiaON, A. C Carolina Power & Ulght Co 79/05/29 Ip 


7903070302 Conilmi ineroata In llabllltg limit to *36. 000.000 for 
poHcia* KF-22. 2ii. 29. 38.39. 44, 46, 47, 49, SO. Si, 32, S3. 54, 93. 56. 

37, 38. 60. 61, 64, 66. 67, 68, 69, 70, 71, 72, 74, 76, 77, 70. 79, QO, 86, 07. 

B0. 90, 91. 92, 93, 74, 95 «t 96 

ROBERTO, D H Mutual Atomic Energy Uiabillty Undarwrltart 79/09/01 
»P 


DOCKET 30-326 UN IV OF CALIFORNIA AT IRVINE RES REACTOR 


J Ineurance 6. Indemnity Information 


7909160221 Forward* Amend 9 to Indemnity Agra Oman t E-33, per 10CFR140 
chansotira liability tniuranca Incraaso from *140 million to 
5160 ml 1 tlon, ef f octlve 790301 Supporting documontatlon onci 
SALTZMAM, J Antltrmt k Indemnity Oroop 79/03/01 3pp 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT I 


A App 1 lea tion/conetruct ion atage document* 4. corraipondanca 


7903030000 Raepand* to 790412 Itr ragueatlng facility be raepontlbla 
for monitoring dlecharget Monitoring ia planned by TVA 6 
re^tvirad by NRC Ltr li being rafarrod to NRC for more 
epectfic roeponte 

KAPLAN, C H Environmental Protection Agency 79/04/26 Ip 
DOCKET 90-327 8E0U0VAH NUCLEAR PLANT, UNIT 1 

A Appl icatlon/conetruction ttage documanti 6 correepondance 


7909040900 Forii/arde daeerlptlon of filter* to remove air dlfcharged 
from aualltary bldg Cbangaa Implemented pursuant to 
740730-31 OL hearing* 

HILLS. L H T annas fee Valley Authority 79/04/30 6pp 


7909070994 Raquasti mod of state certification of Natl Pollution 
Oiacharga Elimination By* permit TN00264SO re conditions 
4d fa 4f. 

MOORe. H O Tannaaioa Valley Authority 79/03/01 2pp 


7909310314 Submit* Amend 61 to application coniiitlng of revlilon* to 
eortaln chapter*, roaponae* fa revised response* to NRC 
questions, fur thoT documentation to Items already transmitted 
<1 FSAR test ehange* W/o end 

OtLLELANO, J E Tennessee Valley Authority- 79/05/24 ip 


E NRC aafety Evaluation Report (8ERI< suppls 6 correspondence 


7903160230 Forward* Amend 3 to Indemnity Agreement 8-02, par 10CFRi40 
changes, re liability insurance increase from 5140 million to 
5160 ml 1 1 ion, effective 790301 Supporting documentation end 
8ALTZHAN, J Antitrust fa Indemnity Oroup 79/03/01 Spp 


K Utility Final Safety Analysis Report (F8AR) fa amends 


7903300299 Amend 6i to F8AR 

a Tennessee Valley Authority 79/03/23 2S0pp 


7903300303 Forwards nonpropr ittary version of F8AR Tablt Q7 60-1, as 
revised by Amend 61 

OtLLELANO, U E Tennessee Valley Authority 79/03/23 3pp 


P Operating license stage documents fa correspondence 


7909020490 Dtscuisci 790313 tclcon w/R Sero of Westinghouse ro 
incorrect weight* for Velan Model C698 6-lnch chect valves 
used In safety injection sys 

8CHUENCER, A Operating Reactors Branch 1 79/04/02 Ip 


0 Inspection reports, IE Bulletin* & corratpondenee 


7908020433 Forward* IE Intp Repti 80-327/79-13 fa 30-320/79-08 on 
790206-09 No none amp Hence noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engtnasrtng 

Support Branch 79/03/08 2pp 


— 7903020442 IE Insp Rapt* 30-327/79-13 fa 30-320/79-03 on 790206-09 No 
noncomp 1 lance noted Major areas inspected auiiliary bldg 
const status, storage fa housekeeping of electrical panels fa 
review of instrumentation records 

HALTERS, D K Region 2, Atlanta, Office of the Director. 

BRYANT, U C Region 2, Atlanta, Reactor Construction fa 

Engineering Support Branch 79/03/07 Spp 


7903070070 Forwards IE Insp Rept* 30-327/79-14 fa 30-320/79-09 on 
790212-13 No nencompl iance noted 

SUTHERLAND, U T Region 2, Atlanta, Fuel Facility fa Materials 

Safety Branch 79/03/14 2pp 


7905110000 Forward* TVA's responses to five 8ER outstanding 
confirmatory itoms Responses will be incorporated into Amend 
61 of FBAR 

OILLELANDiJ E Tennessee Valley Authority 79/03/09 43pp 


79'03aao319 Forwards comment* from review of Mar 1979 8ER apparent 
dtscrapand** batwien BER content fa Info provided to NRC 
supporting llceno* application . 

OILLELAND, J F Tonnesssa Valley Authority 79/03/17 Spp 


F Security, medical, emergency fa fir* protection plan* 


-7903070004 IE Insp Rept* 30-327/77-14 fa 30-328/79-09 on 790312-13 Ho 
noncomp 1 ianc* noted Major area* inspocted mgt control, 

•nvlron monitoring data, analytical »*n*ltlvltg for 
radiological lamploi fa OC measure*. 

PERY,M W Region 2. Atlanta. Fuel Facility fa Material* 0*f*tg 

Branch MACAHTHUR.T C , HUFHAM. J M Region 2. Atlanta. Office 
of the Director 79/03/13 Spp 


7903240292 Forward* IE Insp R*pt* 30-327/79-11 fa 50-320/79-06 on 
790208-07 No noncompliance noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction fa Engineoring 

Support Branch 79/03/20 2pp 


7905180649 Forward* comment* which ihould be incorporated Into modified 
amended iocurlty plan Comment* withheld (ref 10CFR2 7901 
VAROA. a A Light Hater Reactor* Branch 4 79/04/27 2pp 

790S070480 Forward* r#vl*ion» to phy*ical security plan Ravi*lon* 
withheld <P*f 10CFR2. 7901 .. 

OtLLELANO, J E Tenne**** Valley Authority 79/03/01 Ip 


790'5090341 Submit* r*qu*»t*(l Info on radiological emergency plan. 
Changes make plan consistent w/TVA rasponee* to NRC 
question* on Watt* Bar Nuclaar Plant. Mil I forward final 
rovlelon by 790613. 

OILLELAHO, J E Tennei**# Vallay Authority 79/08/07 ISOpp 


J, Insurance fa Indemnity Information 


790801 OS27 Forward* 
DUCK. J.R Harth 
79/04/25. 6pp 


ANI Beepndarg Financial 
fa McLenon, M fa M Nuclear 


Protection Binder EB-66 
Consultants, Ine. Dlv 


7908070497 Confirm* iner****d 161 **I 64 , 170, 

pot let* f NF-l,25,43.76,83, 100. Ill, 198, 

173, 174, 170. 179. ISO, 102, 108, 186, 107i 188, 189, 192, 193, 194. 195, 

1 97 1 198 , 200. 20 1 , 204, 206, 207, 208, 2 1 0, 2 1 a, 21 4i ® ‘ ? 

WATTROCHHI. J Amyrlean Nuclear Insurers 79/03/01 ip 


7905240307 IE Insp Rapt* 80-327/79-11 fa 80-320/79-06 on 790203-07 No 
noncompliance noted Major area# Impacted licensee action 
on provlou* in*p findings fa •nvlron qualification of 
safety-rolatod oUctrleal oqulpmont . ... 

0IBB0N9, T D Region 2, Atlanta, Offieo of ths Diraetor 

BRYANT, d C R*glan 2. Atlanta, Reactor Construction fa 


90S0102U Forward* IE Info Notice 79-06, "Stre*! -Analyii* of 
O^RElLLYri^P*"* ^*Retlon 2, Atlanta, Office of the Director 






7903010113 Forward* 
Gontaminatod By* 


IE Info Notice 79-00, "Intereenneetlon of 
w/Bve Air Sg» U*od a* Source of Breathing 


O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/20 2pp 


7903010363 Forward* IE Info 
Contaminated Resin " 
O'REILLY, U P Region 2, 
79/03/30 2pp. 


Notice 79-09, "Spill of Radloacti vely 
Atlanta, Office of the Director 
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7'!0S240483 Forwirdi IE In« 
nsnccnp I t«nct not«d 
LEUIS.R C Raglen 2. 

Bunch 79/04/04 2pp 


p Ript 50-327/79-16 on 790213-0216 No 

R»4ctor Opontloni Nuclear Support 


—7905240491 IE Intp fiept 50-327/79-16 on 790213-0216 No nonco«pUanc« 
noted Major *r#4» Inipected etartup tait procedure*, cram 
teitlnp.fuel handlinp equipoint t**tln 9 t> review o# toron 
analvil* procedure* 

BURNETT, P T . SAUER. R C Rejion 2, Atlanta. Office of the 
Director MARTIN. R 0 Rejion 2. Atlanta, Reactor Operatlone 

Nuclear Support Branch 79/04/03 3pp 


7905030368 Forward* 16 Bulletin 79-07, "8*i*nie Stre** Analjiia of 
Safetij-RaUted Pipinj " LIcen*** action required 
O'REILLViJP Rejion 2, Atlanta, Office of the Director 
79/04/14 3pp 


7905040233 Forward* IE Bulletin 79-06B> “Review of Operational Error* & 
Sji Hl*a 1 1 jnncnt* Identified Durinj THt Incident ’’ 

O'REILLV.J P Rejion 2, Atlanta, Office of the Director 
79/04/14 3pp 


7905110365 Forward* IE Bulletin 79-08, "Eviriit* Relevant to Boilinj 
Water Power Reactor* Identified Ourinj TMI Incident “ 

O'REILUV. J P Rejion 2, Atlanta, Office of the Director 
79/04/14 ip 


7905010341 Forward* IE Info Notice 79-10, "Nonconfortnlnj Pipe Support 
Strut* " 

0'REILI.V, UP Rejion 2, Atlanta. Office of the Director. 

79/04/16 ip 


7905030172 Forward* IE Bulletin 79-09. “Failure* of OE Tjpe AK-2 
Circuit Breaker in Safetj-Related Sj* “ Licentee action 
required 

O'REIULV, J P Region 2. Atlanta. Office of the Director 
79/04/17 2pp 

7905020495 Forward* IE Bulletin 79-06A. Revl* i on 1. “Review of 
Operational Error* (■ Sg* Hi*al ijnnint* Identified During TftI 
Incident “ 

O'REILLV, J P Region 2. Atlanta. Office of the Director 
79/04 /IS 2pp 


7905300253 Subnit* *yp p I eiienta 1 reeponie to IE Bulletin 77-07 Original 
reiponte eubmlttcd 760120 Provide* addl Info rtceived from 
aanufacturer (. d*ierjbe* plan* in area of electrical 
penetration* 

OtUELAND.J E T*nnei**e Valleg Authorltg 79/04/27 Spp 


7905140352 Forward* final deflelencg rapt re overheatinQ of bearin|i 
motor-drlvan au«iliarg feedwater pump*. 

OILUELAND. J 6 Tannes*** Valleg Authorltg 79/04/09 Ip 


— 7905140363 Flnel deficiency rept. during initial operation) biarlnfe 
motor-driven euilllery feedwater pump* were overheating 
Ceuted bg design error Ingersoll-fland presently modify Inj 
pump* 

* Snnesiea Valley Authority 79/04/09 Ip 


7905140468 Forward* first deficiency rapt re incorrect analyiii of 
aitentlel raw cooling water sy« piping over total temp 
ranje 

OILLELAND, JE Tennessee Valley Authority 79/04/18 Spp 


—7905140473 First interim deficiency rapt essential rau coollnf trat* 
*y* piping in auclllarg bldg Piping not analyied for full 
thermal range defined in ASHE coda. Reanalytit in progreii 
* Tennessee Valley Authority 79/04/18. Ip 


7903140456 Forwards deficiency rapt re incorrect weight of swlnf cbtl 
valves 

OILLEUAND, J E Tennestse Valley Authority 79/04/19 Ip 


— 7905140464 Deficiency rept weight of swing check valvot eifg by Vele 
Engineering Co was incorrect on Valen drawing 76704 Wetyhi 
thoun was 22S Ibi should have been 4S0 lb Piping contalnlii) 
valve* being enalytcd 

• Tennessee Valley Authority 79/04/19 tp 


790S14049S Forward* first Intsrlm dsflclencg rept re ovarstreisef 
penstratlons in containment shell, 

OIULELAND, J E Tennessee Valley Authority 79/04/19 Ip 


—7905140300 First interim rept deficient design of four penslretl e's 
Instrt plate around containment spray 6 residual ht«t 
removal sys containment noiiles Computer models of piping 
supports reviitd ii info isnt to contractor for analyeli 
» Tennessee Valley Authority 79/04/19 Ip 


7905040562 Forward* final deficiency rept re diesel generator telig 
tachometer failure* reported 790130 All overheated dlodee 
replaced 6 techometere closely monitored 

OILLELAND, J. E Tennestee Valley Authority 79/04/30 Opp 


7905090333 Forward* final rept re Initellattoii of Impro'per colli In 
euiiliary feedwater b emergency ge* treatment eye 
OILLELAND, JE Tinnaseee Valley Authority. 79/03/01, app 


7905140272 Reipond* bo IE Bulletin* 79-06A 6 79-06A. Revl * 1 on I, re 
review of optrablonel error* durjng TMI. Pr***url£*r level 
biftablee in coincident safety injection logic circuit* will 
remain tripped eicept during testing 

OILLELAND, J F Tennessee Valley Authority 79/05/07 tp 


—7905090336 Flnel deficiency rept- during preoparatlona I ta*ting fo 
Initence* were found where improper colle ware Iniialled In 
control circuit* Design drawing altered 6 correct call* 
proeurred 

OILLELAND, J E Tennaisee Valley Authority 79/03/01 Ip 


7905290363 Forward* Revision 7 to “Pre»ervlee Baiellne Imp t> Inservlce 
Insp Program for TVA" Incorporating rttponse* to Matl 
Englnetrlng Branch 781208 quistlens 

OILLELAND, J E Tennessee Valley Authority 79/05/22 S3pp 


7905UOI91 Forward* final rept of deficiency Initially reported 7f04II 
re fire heierd analysis, 

OILLELAND, J 6 Tsnnsssse Valley Authority 79/03/04 Ip 


(c related correipondtnce 

deficiency rept re vibration In 
luthorlty 79/03/09 ip 


during preoperatlonal pipe 
occurred near 
■tallatlon of RHR flow 
) studied. 

09 2pp 


. _ , — iMisi usrtciency rept n 

frequency 

OILLELAND, J E Ttnneiste Valley Authority 


RHR pump lA natural 
79/03/27 Ip 


■7905110195 Deficiency rept. vapor barrier Is combustible b. contlllut 
fire load not considered In fire haierd analysis Gilt wilt 
b# covered w/1-lnch bhict stainless steel plats in Units t b 
s 

» Tennessst Valley Authority 79/03/04. Ip 


7903190197 Provides second Interim rept of 790208 defUleticy ts 
vibration In RHR p Ip ing. Uarlab Ic spring supports addsil to 
valve operators b one pipe support , Instal led. Vibrat i on 
(ifOolcfnt rtialvtd. 

OILLELAND, J, E Tennessee Valley Authority 79/03/08 Ip 


7903160303 Provides final iltflelency rtpt on control loop bisleblet 
falling to an undesirable position on loss of control power 
M/o end 

OILLELAND. J E Tennesste Valley Authority 79/03/10. Ip 


^*''**‘' •hflwtd RHR pump 

lA natural frequency does not meet design requirement* RHR 

l''!o!?IJ non?* lo*d. on pump 

fc local pips lupport* to eest new *upport toed* 


Tsnne**** Valley Authority 


luppc 
79/03/27 


’’ecc32dttort;;;i 

OIUELAND.J.E Tenn***** Valley Authority, 79/03/30. tp 


7903230362 Forwards final deficiency rapt on potential aiceiliv* wate 
harnmtf rorcfi In ffiiln fvtduttdt Kjt 

OILLELAND, J E Tenneasee Valley Authority 79/03/16 Ip 


7905230369 Final deficiency rept! potential akcssilve water haMtf 
force* In mein feedwater tyi Procedure* Implemented et 
d»«ljn (tag* to prevsnt recurrence, 

* T*nn***f* Valley Authority. 79/03/16 2pp, 


from root «lv« e? transmitter line* 

» T*nn*i**i Valleu Anihn-i*,. .»o 


790S23064S Forwards final deficiency rapt on Incorrect thtrmpl 
enelysis of piping 

OILLELAND, J E Tennssse* Valley Authority. 79/03/17 Ip. 
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FlMl iJ»#lcl#ne(( rapt incorraet th«rnt»l analytii o# plp(j*g 
j ” »«« ■» not analvitd over total temp rang*) a* defined bg 

bldn Neu analgiea performed for eome piping in auxiliary 

• 2- ** Onlt 1 reactor bldg 

***^Ti»,*^*, t/alleg Authority 79/09/17 2pp 


8EQU0VAH NUCLEAR PLANT, UNIT 3 

A /^pp 1. i ^ — — 

1 1 on/con*troctlon etage document* ti correspondence 


^^/or Respond* to 790412 i tr requeitlng facility be responsible 

„ , t o r Ing discharge* Monitoring is planned by TVA fc 

bu NRC Ltr is being referred to NRC for more 
epsc t i ^ ^ 

uApi All* - ^ S' esponse 

^ C. 1 -^, Environmental Protection Agency 79/04/26 Ip 


Raruards description of filter* to remove air discharged 
ft 1. iary bldg Changes implemented pursuant to 
OL hearing* 

MILLS, |_. Tennesiee Valley Authority 79/04/30 6pp 


P Operating license stage documents & correspondence 


790S02049O Discusses 790315 tslcon u/H Sero of Westlnghouse re 
incorrect ueights for Velan Model C699 6-toch check valve* 
used in safety injection sys 

BCHWENCERrA Operating Reactors Branch 1 79/04/03 ip 


O Inspection reports, IE Bulletins fli correspondence 


7905020439 Forwards IE Insp Kept* 50-327/79-13 S. 5O-33B/79-O0 on 
790206-09 No noncompUance noted 

MURPHy, C E Region 3, Atlanta, Reactor Construction *i Engineering 

Support Branch 79/03/08 3pp 


— 7909020442 IE Insp Rapt* 50-337/79-13 i< 50-338/79-00 on 790206-09 No 
noncompUance noted Major areas Inspected auxiliary bldg 
const status, storage 6 housekeeping of electrical panels & 
rivtew of instrumentation Teeords 

WALTERS, D K Region 3, Atlanta, Office of the Director 

BRYANT, d C, Region 3, Atlanta, Reactor Construction 6 

Engineering Support Branch 79/03/07 3pp 


790307OSS4 ftft 4 squasts mod of state certification of Natl Pollution 
Disch«s-g,B Elimination 8y* permit TN0036490 re conditions 
4d « « 

(lOOR^. H, Tenno«*BB VdHty Aufchorltg 77/03/01 Spp 


7905070070 Forwards IE Insp Repti 50-327/79-14 fc 50-320/79-09 on 
790213-15 No noncamp 1 lance noted. 

SUTHERLAND, J T Region 3, Atlenfta, Fuel Facility t> Material* 

Safety Branch 77/03/14 3pp 


79093103* A Qtrbmlti Amend 61 to application consisting of revisions to 
(srtax i ri c h « pters, responses It revised responses to NRC 
qus**tcsn«r fxurthor documentation to items already transmitted 
ft t ® jt t changes W/o enc 1 

OILLEUAND, ^ E Tennessee Valley Authority 79/05/24 Ip 


E NRC Evaluation Report (SERI, suppl* fc correspondence 


7909110009 Eorwards TVA's responses to five BER outstanding 
conf fl S' isias V o S' y items Responses will be incorporated into Amend 
61 of fSAT*. 

OILLEt-AMD, E Tennessee Valley Authority 79/09/08 43pp 


—7909070084 IE Insp Repti 50-327/79-14 & 50-339/79-09 on 790312-15 No 
noncompliance noted Major areas inspected mgt control, 
environ monitoring data, analy tleal sensitivity for 
radiological samples 6 QC msasures 

PERY, W H Region 2, Atlanta, Fuel Facility 6 Material* Safety 

Branch MACARTHUH, T C. , HUFHAM, J M Region 2. Atlanta, Office 
of the Director 79/03/13 3pp 


7905340292 Forwards TE Insp Repts 50-327/79-11 6 90-328/79-06 on 
790209-07 No noncompliance noted 

MURPHY, C E Region 2, Atlanta, Raactor Construction fc Engineering 

Support Branch 79/03/20 3pp 


79092309*9 E'orwardi comment* from review of Mar 1979 SER apparent 
dlscrvpdnc: 1 es between 8EB content 6 info provided to NRC 
tuppoe-Vlrig license application 

OILLEUAfVO. ,J F Tennessee Valley Authority 79/05/17 Spp 


F Beeui-itv-* medical, emergency 1, fire protection plana 


7909l9Oi!,f|9 F'o-rwardf comment* which should bo incorporated into modified 
amendesxd svcurity plan Comment* withheld (ref 10CFR2 790) 

VAROA# S. A. Light Water Reactor* Branch 4 79/04/27 2pp 


7909070ASO FcPTward* rsvlsion* to physical security plan Revisions 
ulthhcrld t-x-of lOCFRa 790) 

OILLEL Af'fO, -J. E Tennessee Valley Authority 79/03/01 Ip 


79090903A 1 Ssflimlti requested info on radiological emergency plan. 
ChanaaiB plan consistent w/TVA responses to NRC 

question* on Watts Bar Nuclaar Plant, Will forward final 
rtvislcsn by 790613 

OILLEIL. Af'ftO*' ^ ^ Tennsstte Valley Authority 79/03/07, tSOpp, 


— 7909240307 IE Insp Repts 90-327/79-11 6. 30-328/79-06 on 790209-07 No 
noncompUance noted Major area* Inepected licensee action 
on pravious insp findings St environ qualification of 
safety-related electrical equipment 

OIBBONS, T D Region 2, Atlanta, Office of th* Director 

BRYANT, J C Region 2, Atlanta, Reactor Construction t. 

Engineering Support Branch 79/03/14 3pp 


7905010211 Forwards IE Info Notice 79-06, “Btross Analyeis of 
Safety-Related Piping ” 

O'REILLY, J P Region 3, Atlanta, Offlco of the Director 
79/03/33 2pp 


7905030368 Forwards IE Bulletin 79-07, ''Belimlc Stress Analysis of 
Safsty-Related Piping." Licenses action required 
O'REILLY, J P Region 3, Atlanta, Office of the Director 
79/04/14 3pp 

7905040233 Forwards IE Bulletin 79-068, "Review of Operatianai Errors 6 
8ys Misalignments Identified During THI Incident *' 

O'REILLY, J P. Region 3, Atlanta, Office of the Director 
79/04/14 Opp 


J Insuc-ae ric « indemnity information 


790901033^ P'orwardi ANI Sscondary Financial Protection Binder EB-66 
DUCK, ■>J~ R- Marsh J» McLenon, M & M Nuclear Consultants, Inc Div 
79/04y'ai*> 


7gASQ7f|«97' Confirms increased liability limit to 4134,000,000 
nail,- t ■ Si NJ='-1< as, fta, 76,83, iOO, 111, 140, 146, 191, 161, 164, 170, 
173 *”70' 179, 180, 103, 185, 106, 187, 180, 189, 192, 193, 194, 199, 

197 lySe 300 , 201,204,206,207,308,210,213,214,213,6 others 
aUATTR OC ft-lH r , J American Nuclear Insurar* 79/09/01 Ip 


for 


7«nsn7n.«m2 Confirms increase in liability limit to 436,000,000 for 
.All? — * MF'-22, 26, 29,38, 39, 44, 46, 47, 49, 90, 51, 92, 93, 54, 39, 56, 

97 sa ,£» t ' <>ft‘ f>6< ft>7< 68, 69, 70, 71, 72, 74, 76. 77, 70, 79, 00, 86, 07, 

Mon 9a:' 93, 94, 99 6 96 

ROBERTS' Mutual Atomic Energy Liability Underwriter*, 

ip 


79/09/01 


K l/tll*by f^liial Safsty Analysis Report (FBAR) 6 amends 


7909300=19'? 

• Tersrs* 


/Vm^nd 61 to F8AR 

Valley Authority. 


79/03/89 


S90p p 


790530030® nonproprletary version of F8AR Table 07 60-1, at 

E "T.nnes... Valley Authority 79/05/29 Spp 
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7903140272 Rt»pond» to tE Bull»tin« 

rovltM of ap«r«tlon*l orror* duflnj TMI ‘j,. 

kl.toblo* in eoincid.nt lofttv Injfctlon logic clrcultt uill 

rtniln trlppod ticopt during J****"® 70 / 03/07 lo 

OILLELAND. J F Tonnojn* Vo 1 log Authority 79/09/0 p 


--790311019S Otfleloneg rapt vapor barrlar 1« comb uit 1 h 1 a 4i conil 
firo load not conoidorod In Flrt haiard analgali DoU will 
ba covorad w/1-lnch thick italnlaia ottal plata In Untt» I l< 
2 

# Tonnooooo Valloy Authority 79/09/04 Ip 


7903290363 Forwardi R.vHlan 7 to -Prtiarviei ^*1’ *“ 

Intp Program for TVA“ Incorporating rejpon»»s to Hatl 
englnttring Branch 731208 qua»tlon» ,o/n3/D0 aann 

OILLELAND.J E Tanntacft Vallay Authority 79/09/22 83pp 


7908190197 Provides second Interim rapt of 790808 deficianev r* 
vibration in RHR piping Variable spring support! added to 
valve operators l> one pipe support installed Vibration 
problsiss resolved 

OILLELANDiJ E Tennessee Valley Authority 79/09/03 Ip 


B fteportable occurrences. LERs ft related 

7903160453 Forwards first Interim defleisney rept re vibration In 
OILL£l.^D?J B Tennessee Valley Authority 79/03/09 Ip 


-7903160460 First Interim deficiency rept during preoperat lonal pipe 
vibration testing. eicessive vibration oecurrsd near 
butterfly valves Caused by Improper installation, of RHR fleu 
control valves Corrsctlve actions being studied 
• Tennessee Valley Authority 79/03/09 2pp 


7905140496 Forwards final deficiency rept re RHR pump tA natural 
f f nCy 

OILLELAND.J E Tennessee Valley Authority 79/03/27 Ip 


“7903140497 Final deficiency rept forced vlbretlon test ihoued RHR pump 
lA natural freyueney does not meet design rsyu iremsnts RHR 
sys was rsanalyisdiresultlng in changed noiils loads on pump 
6 local pipe supports to meet new support loads 
s Ttnnsssee Valley Authority 79/03/87 Ip 


7905140446 Forwards final deficiency rept re safety injection sys 
accumulator level transmitter lints 

OILLELAND.J E Tennessee Velley Authority 79/03/30 Ip 


“7903140491 Flnel defleisney rept use of Class 0 instead of Class C 
safety Injection sys accumulator level transmitter lines 
from root valves to flanges Nonsafsty-grads. nones 1 Sfflic 
Category 1 piping will be replaced 
a Tennessee Valley Authority 79/03/30 Ip 


7903140393 Forwards final deficiency rept re overheating of bearings in 
motor-driven auiiliary fieduater pumps 

OILLELAND.J E Tannesse# Valley Authority 79/04/09 ip 


—7903140363 Final daficisney rspt during initial operation, bearings in 
motor-drivtn auiiliary fsedwatsr pumps were overhsatlng 
Caused by design error Ingersol 1-Rand presently modifying 
puaps 

• Tennessee Valley Authority 79/04/09 Ip 


7903140463 Forwards first deficiency rept re incorrect analysis of 
essential raw cooling water sys piping ever total temp 
range 

OILLELAND.J E Tennessee Valley Authority 79/04/18 2pp 


—7903140473 First Interim defleisney rspt essential raw cooling water 
sys piping In auiiliary bldg Piping not analyied for full 
thermal range defined in ASME code Reanalysis in pragrets 
• Ttnnessse Valley Authority, 79/04/10 Ip 


7903160303 Provi dee final deficiency rept on 
falling to an undesirable position on loss 
H/o end 

OILLELAND.J E Tennessaa Valley Authority 


control loop bittabi 
of control power 

79/03/10 tp 


7903830962 Forwards final defleisney rapt on potantial eseeisive 
hammtr forces In main feedwater syi. 

OILUELANDi J E Tennessee Valley Authority 79/03/16 Ip 


— 7909830969 Pinal deficiency rept* potential esceeeive water ham. 
forces in main feedwater sys Procedures implemented at 
design stege to prevent recurrence 
• Tennessee Valley Authority 79/09/16 Spp 


7903830649 Forwards final daficiancy rept on incorrect thermal 
analysis of piping 

OILLELAND.J E Tennessae Valley Authority, 79/09/17 ip 


— 7909830694 Final deficiency rept incorrect thermal analyelt of 
which was not enalgied over total tamp range.ai defined by 
ANSI std Neui analyses performed for some piping in auitliiry 
bldg <1 Unit 1 reactor bldg 

e Tennessee Valley Authority 79/09/17 Spp 


DOCKET 30-329 MIDLAND PLANT, UNIT 1 

A App 1 Icatlon/constructlon stage documents It corrafpondenct 


7903290419 Notification of 790S09 meeting u/uttl In nethaeda.HO I 
discuss status of safety 6 anvlronmsntal review schedule 
Date changed from 790403 

HQOD.D S Light Hater Reactors 0ranch 4 79/03/23 3pp 


7909040468 Responds to NRC 790418 1 tr. Discusses analysts of coell 
late impacl on local traffic dua to icing It fogging 
NRC regulres fog/ice monitoring programs Describes relevant 
stud les 

CARBON. J E Argonne National Laboratory 79/04/83 3pp. 


7909310360 Indicates state will withhold Bactlon 40t<alll] of 
Ctrl If icatlon of facilities until EI8 is approved by MI 
Environ Review Board 

TANNER.H.A Michigan, State of 79/09/17 Spp 


7908830936 Responds to NRC 701011 Itr, Forwards "Investigation ef 
Thtrmel Plume In Bhal low River. Hydrothermal Modal Studies. 
Cooling Pond Dlowdown Discharge" !< "Midland Power Plant 
Cooling Pond Operation Study " 

HOWELL. a H Consumers Power Co 79/09/81 Ip. 


79051404SB Forwards daficisney rspt re incorrect weight of luing check 
valves 

OILLELAND.J E Tsnnesset Valley Authority 79/04/19, tp 


-7908140464 Deficiency rept weight of swing check valves mfg by Velan 
Englnstrlng Co wee incorrect on Velan drawing 78704 Weight 
shown wee 888 Ibf should have betn 480 lb Piping contalnlno 
valvts bting analyisd 

s Ttnnissse Valley Authority 79/04/19 Ip 


"7908230320 "Investigation of Thermal Plume in Bhatloui River. 
Hydrothermal Model Stud les. Cool Ing Pond Blowdown Slschargt.* 
prepared by Alden Research Lab for facility. 

ROBERGE. J C . NVQUIST.R 0 Contumsrs Power Co. 49“79/MIS4Af 
79/04/30. 79pp 


—7903230930 "Midland Plant Cooling Pond Operation Study." prepai 
Bechtel 

LIOU, C.P, , PAPADAKIS, C N Coniumers Power Co. 49-79/Mia4AP 
79/03/31 60pp. 


7909140499 Forwards first Interim deficiency 
penetrations in containment shell 
OILLELAND.J. E Tennessi* Vailty Authority, 


rspt rt overstrasssd 
79/04/19 Ip 


-7905140W0 First interim rept deficient design of four psnatretlons 
inssrt plate around containment spray t residual hast 
removal sys eonteinmsnt noiilts Computer models of piping 
supports rtvisid t< info sent to contractor for enalusls 
• Tinnssssi Vellsy Authority 79/04/19 ip 


C Utility Environmental Report lERl. amends 1. corrstpohdeire* 


7908030398 Forwardi Amend 64 to CP I. OL, 

HOWELL.e H Consumers Power Co, 79/04/30 Ip 


•7909030368 Amend 64 to CP ti OL. cons is ting of revised pages fee 
Revision 8 to environ rept. 

HOWELL. 8 H Consumers Power Co 79/04/30 4tpp. 


7903040862 Forwards final daficisney rspt re diesel generator rel. 
tachometer failures rsportsd 790130 All ovsrhiatsd diodes 
.‘i' '"’;***’’* '‘"*•‘9 monitored 

OILLELAND.J E Tsnnessti Valley Authority 79/04/30 3pp 


7908110207 Forwards affidavit of d is tr Uut.lon of environ repk.DL 
Amend 64.Rsvis ion 8 

OAOUD.L, Consufflsrs Power Co 79/03/07. 4pp. 


7908110191 Forwards final rspt of deficiency 
re fire hatard analysis 
OILLELAND.J E Tennasstt Valley Authority 


Initlelly reported 790404 
79/03/04 Ip, 
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O Ad judlcatoru corretpondsnca 


7?0S2SO236 Paruiardi iOCFRSO 9S(e) rvpti r# ipr«ij piping lUpport* 
OraUSrH E Lincoln it Bsalt 79/03/33 Ip 

790S1'6021& Forward* final evaluation of itatn* dlscuesed in 790320 meno 
ra BbU-dei Igned tiucloar plant* Requett* addl Info be 
faruardad to llconilng board* 

MOSLEY* fd C. Dlviiion of Reactor Operation* Inspection* 79/03/30 
lOpp 


790S1A01&3 Forward* Board Notification 79-10 on reactor inspector 
concerns ra Bt*M plant* Certificate of 8vc end 
aClNTD. JF Hearing* Divlalon 79/03/39 Idpp 


H General corretpondence 


7903090307 Forward* Certificate of Svc of Amend A3 iRevitlon 30 to 
F0An) to application for CP t< QL 
BACON* J L ConfURiers Power Co 79/09/02 3pp 


J Insurance (* indemnltg Information 


7909070497 Confirm* increased llabllltg limit to »134*000.000 for 
policies NF-t,29* 43, 76*83. 100* 111* 140* 146* 191. 161* 164, 170. 

173* 174. 178* 179, 100, 102, 105, 186, 187, 100* 109, 193, 193, 194* 199. 
197, 190, 200, 301, 304, 306, 307,208, 210, 313* 214, 319, & other* 
QUATTROCHHI, J American Nuclear Inturer* 79/09/01 Ip 


— 7903160109 Board notification reactor inspactor concern* re BtW plants 
VAS-SAULO, 0 B. Assistant Director for Light Water Reactor* 
79/03/06 2pp 


— 7903160201 Forward* two Hose leg-to-Thompson memo* for Board 
notification Info 

THOMPSON* D Office of I Si E Eiecutlve Dffltar for Operation* 
Qupport 79/03/29 Ip 


— 790316020? Inform* that preliminary avluatlon of Item 3 contained In 
79033S memo will be reviewed In light of TMI transient Addl 
Info mag cause change In prevtou* assessment 
MQ5ELY, N C Division of Reactor Oporatlon* Inipactian* 

79/03/27 ip. 


7909240493 Notice of appearance on behalf of NRC 

DAHDLY* D C Operation* St Administrative Division 79/03/30 Ip 


K Utllttg Final Safetg Analgfl* Report (F0AR> t. amend* 


7909030300 Forwards Amend 63 to application for CP S* OL which 
constitute* Revision 20 to FSAR Certificate of Svc S, revised 
matl to supplemental ref drawing* end 
HOWELL. 8 H Consumers Power Co 79/04/26 2pp 


—7909030311 RevHlon 20 to FSAR 

* Consumer* Power Co 79/04/26 240pp 


M Antitrust correipondence 


7905330032 Requefti antitrust Info for addl ownership participants to 
ecpedite processing of amend or transfer of license 
TOALBTON* A L Antitrust i Indemnitg Group 79/04/23 Bpp 


Q Inspection reports* IE Bulletins i, correspondence 


7909290430 Response to 790104 order bg all tntervenore accept Dow 
Chemical Co Urges thorough ecamlnatlon of util's conduct, 
Certificate of Svc oncl 

ruYNM. P Cherry* M M /Cherry, Flynn 8< Ranter 79/03/30 20pp 


7909020166 Forwards IE ln»p Repts 90-329/70-20 «, 90-330/70-30 on 
781211-13*18-20,790104-09*09-11,23-29,0223 1. 0309 

REPPLERiJ 0 Region 3, Chicago, Office of the Director 79/03/32 
3pp 


T9O931OO20 Nile reeponse to A8LD 790104 order requesting addl Info from 
parties. Daitgnatei portions of prior record for 
consideration Provide* names of parsons having relevant 
Info Cartlficate of Bve enc 1 

DLHBTCAll.W J , HOEFUINO.R R Branch 4 DAMBLY, D Operation* ti 
Administrative Division 79/03/30 9pp 


7909160112 Board notification nuclear Incident at TMl. Recommende boarde 
an cases Involving D<«W reactors bo provided u/IE Bulletin 
7«7-05 «. PNO-67 t* 67A, B, C. D, E, F. 0 H 

VAESALLCliO B Assistant Director for Light Water Reactors 
79/04/03 2pp 


— 7905030172 IE ln*p Repts 90-329/78-30 t, 90-330/78-20 on 701211-13, 

' 10-30,790104-09,09-11,23-39,0333 t, 0305 No noncomp 1 lance 

noted Major areas Inspected diesel generator bldg 
foundations b unusual settlement of bldg 

FIORELLIiG Region 3, Chicago* Reactor Construction C* 

Engineering Support Branch NORELIUS.C E * HAVES, D M Region 3* 
Chicago* Office of the Director 79/03/19 29pp 


79OS0I0249 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping " 

REPPUER.J 0 Region 3, Chicago. Office of the Director 

Ip 


79/03/23 


7909290163 Revises description of cooling tyt for special prehearing 
confararce order 

OiDBS. H. E. Ilham* Lincoln & Beale, 79/04/03 2pp 


79050B0929 Forward* IE Info Notice 79-07, "Rupture of Radwaite Tanti '■ 
REPPLER, J 0 Region 3, Chicago* Office of the Director 79/03/26 
tp 


7909290940 Forward* Interim rapt re discrepancies discovered In inboard 
terminal bo>e* of electrical penetration asiembltes, 

OIDBS, H E, Isham, Lincoln 1* Deala, 79/04/03 Ip 


7909290103 Notice of prehaerlng conference to begin on 790901 In 

HILLER, H E Atomic Safety and Licensing Board panel 79/04/09 ip, 


7909190240 Opposes 790330 motion by util for summary disposition ra 
Part 2 of ABLB 790104 order re remanded l*»uei Motion I* 
premature since no prehearing conference has yet been held 
Certificate of five end. 

OLMaTEA»*W J Branch 4 79/04/19 9pp 


790.9190233 Memo K ordar ALAD-941 denies 790434 motion by Intervanor* to 
postpone fc relocate 790901 prehearing conference Allows ablh 

to reconsider 790409 order , « , -ro/na/a? 

DUFLO* H E Atomic Safety and Licensing Appial Panel, 79/04/27 

OPP 


7909240888 Denie* Intervener* 790424 motion to reichedule 790901 
prehearing eonfirence or change loeetion of yo/aA/S? 

miller, H.E. Atomic Safety end Licensing Board Panel 79/04/27 

7pp 


7909230203 Forward* IE In*p Hept* 90-339/79-04 it 90-330/79-04 on 
790307 No noncomp 1 lance noted , , 

FIORELLI.O Region 3, Chicago, Reactor Con*tructian << Engineering 

Support Branch 79/03/29 2pp 


—7909290296 IE Imp Rapt* 90-329/79-04 i 50-330/79-04 on 790307 No 
noneompllance noted Major area* inspected project status, 
concerns re recent development* onsite li upcoming Insp 
activity _ ^ ^ ' 

COOR.R. J * HANSEN, W A Region 3* Chicago, Off lea of the 
Director RNOP* R C, Region 3* Chicago, Reactor Construction S< 

Engineering Support Branch 79/03/27 4pp 


7909340724 Forwards IE Imp Repts 90-329/79-06 8i 90-330/7*^6 on 
790320-29 No noneompllance noted 

FIOREULIrO Region 3, Chicago* Reactor Construction 1* Engineering 

Support Branch 79/04/09, 2pp 


-7909240734 lE Imp Rept* 90-329/79-06 fc 90-330/79-06 on 790328-29 No 
noneompllance noted Major area* Inspected fol lowup 
IOCFRSO 93ia) rept re settlement of dleial generator bldg 

OALLaSherI'e*J^,^*HAVES, D W Region 3, Chicago, Office of the 
Director 79/04/04 7pp 


— 79O3240S91 Motion by 
conference ti change 
FLYNN* P. Cherry* M 


Intevanor* to schedule 790901 
location of hearing 
M /Cherry, Flynn V Ranter 


prah^^r ing 
79/04/24 app 


-7909240099 Urge* po**panoment of 790901 prehearing 
Inability of Intervenor's counsel to 
FLVNN.P Cherry, M M. /Cherry, Flynn b Ranter* 


conference* due to 
79/04/24 5pp 


09030022 Forward. IE Bui I. tin 79-06, "Review of Operational 
Sys Misalignment* Identified During TMI Incident 
REPPLER, J 0 Region 3, Chicago, Office of the Director 

If 


Error* I. 
79/04/11 
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79050103B3 foruarda IE Bulletin 79-06A/ "Review of Qpentionil Error* It 
8ij« Kleellgnmente Uentlfied During THI Incident " 

KEPPLEHtJO Region 3i Chieego. Office of the Director 79/04/14 

If 


-79090S0306 Interim rept on eelernic It environ companent iiuellf Icettoji, 
forwerdlng "Quel if leet ion Teet Statue Repti " Ravielon 7<dt4 
79040A, 

BALTAZARtR Z Bechtel Power Corp (eube of Bechtel Corp t 
79/04/80 39pp 


7905040331 Forward* IE Bulletin 79-OABt "Review of Operational Error* It 
Sg* Mleelignmenti Identified During THI Incident " 

REPPUEfli J 0 Region 3t ChicagOi Office of the Dlractor 79/04/14 
if 


79093008S 2 Forward* final rapt re d i*crepanc ie* diecoverad in Inloard 
terninal boiat 

HOUELLiS Coniumere Power Co 79/09/39 9pp 


7909040469 Forward* IE Bulletin 79-07t "Selimlc Streee Analgel* of 
Sefetg'Re lated Piping " Licensee action retiuired 

KEPPLERt J 0 Region 3. Chicagoi Office of the Director 79/04/14 
IP 


— 7909300295 Final deficiency rept on 790933 defect* diieovored in 
penetration aisemblle* in inboard terminal bo xe«> pot* ib Ig 
cauied by type of termination tug uted In*p of terminatloni 
conduc tad 

» Coneumer* Power Co 79/09/23 4pp 


7909040945 Forward* IE Bulletin 79-08. "Evente Relevant to Bolling 
Water Power Reactor* Identified During THI Incident " 
i^PPLER.J 0 Region 3. Chicago* Office of the Director 79/04/14 
ip 


7909010387 Forward* IE Info Notice 79-10. "Nonconforming Pipe Support 
Struti " 

KEPPLER.J 0 Region 3. Chicago* Office of the Director 79/04/15 
ip 


7909030219 Forwards IE Bulletin 79-09, ''Failure* of OE Type AK-2 
Circuit Breater in Saf e tg-Ro la t ed Sgt " Licensee action 
reg.uired 

KEPPLER.J 0 Region 3, Chicago* Office of the Director 79/04/17 

ip 


79090Q0404 Forwards IE Bulletin 79-096* "Nuclear Incident at 
THI-Boppl “ 

KEPPLER.J 0 Region 3. Chicago* Office of the Director 79/04/21 
ip 


R Periodic operating report* 5 related correspondence 


790930047B Forwarde nonconformance rept* for Apr 1979 
HaHELl.*B*H Consumers Power Co 79/0S/S9 iOOOpp 


8 Reportable occurrence*. LER* (• related correspondence 


7909290330 Act receipt of 79030? final rept re air filtering units 
Review will be finished upon completion of corrective 
action 

FIOREULIiO Region 3. Chicago* Reactor Construction (■ Engineering 

Support Branch 79/03/33 Ip. 


790924094? Act receipt of 7?0330 rept re electrical penetration 
assembly Final rept will be reviewed upon receipt 

FIORELLliO Region 3* Chicago* Reactor Construction h Engineering 

Support Branch 79/04/05 Ip 


T Hearing transcript* on nan-antitrust matters 


7909140954 Transcript of 790901 prehearing conftrence in Bethesda.HS 
•Pp 90,001-90, 171. 

HILLER. H E . LUEBKE. LEEDS Atomic Safetg and Licensing Board Fanil 
79/09/01 i71pp 


DOCKET 90-330 NIDLAND PLANT, UNIT 3 


A Applicatlon/eonstructlon stage document* It correspondence 


7909390419 Notification of 790909 meeting w/utll In BethesdaiHO te 
discus* status of safetg ti environmental review schedule 
Date changed from 790403 

HOOD* 0 8 Light Mater Reactors Branch 4 79/03/S3 3pp 


7909040452 Respond* to NRC 790418 Itr Discusses analysis of cooHni 
let* Impact on local traffic due to icing I* fogging 
NRC requires fog/ice monitoring programs Describes relevant 
studies 

CARSON. J E Argonne National Laboratory 79/04/33 3pp 


7909310350 Indicates state will withhold Section 401(al(ll of 
certification of facilities until E18 is approved by HI 
Environ Review Board 

TANNER* If A Hlchlgan, State of 79/09/17 3pp 

7909S909S5 Respond* to NRC 7S10I1 Itr Forward* ''Investigation of 
Thermal Plume in Bhallota R1 ver. Hydrothermal Model Studie*. 
Cooling Pond Blowdown Discharge'' 5 "Midland Power Plant 
Cooling Pond Operation Study '' 

HONELL. 8 K Consumers Power Co 79/09/31 Ip 


— 7909250928 "Investigation of Thermal Plume In Shallou River* 
Hydrothermal Model Studlei* Cool Ing Pond Blowdown Discharge." 
prepared bg Alden Research Lab for facility 
ROBEROE, J C , NYQUIST, R 0 Coniumeri Power Co. 49-79/ma4AF 
79/04/30 79pp 


7909140319 Forwards nonconformance repti for Mar 197?i con* i sting of 
Bechtel nonconformance repte* Bechtel nonconformance log. 

Bechtel quality audit find ingsi Bach te 1 quality action 
requesteiBbM repts O'f nonconformity 4* util repts. 

HOHELL* S, H Coneumers Power Co 79/04/29 440pp 


7903070301 Final deficiency rept reactor bldg spray anchor dlierepancy 
Local pipe stresses mag potentlaltg escaed ASME Code Section 
III allowables at point* Existing procedural method* are 

ed equate 

* Consumer* Power Co 79/04/37, 4pp. 


790S09008* Frovtdei intertoi deficiency rept on action* to resolve 
eettleesent of diesel generator foundations I* bldg 
HOHELL* B H Consumer* Power Co 79/04/30 3pp 


-—7909090085 Interim Deficiency Rept 9; ecttlement of dleiel generator 
foundation* b bldg Caused by Insufficient compaction in area 
fill r* seismic Category I * truetures. List* statu* b 
corrective action*. W/63 ovarsicad drawings. 

* ConsumiT* Power Co 79/04/15 JOpp 


7909030337 Final rapt re reactor bldg ipray piping support*. Analysle 
he* verified adequacy of support design b ASHE Section III 
Code allowable stressee Bechtel mgt corrective action 
rept MCAR 32 end. 

HOMELLi®. H Consumer* Power Co 79/09/01 7pp 


7909080933 Forward* interim rept on etatu* of component qualification 
ta*t documentation re review Forwarde Bechtel ''Qualification 
Test Statu* Kept." Similar B&U rept will be reviewed Another 
rept will be tent by 790705. 

H0MELL.8.H. Coneumer* Power Co 79/09/04, Spp. 


— 7909250930 "Midland Plant Cooling Pond Operation Study* “ prepared tg 
Bechtel. 

LIOUiC P < PAPADAKIS.C. N Consumers Power Co 49-79/KIS4AF 
79/03/3t 50pp, 


C Utility Environmental Report (ERI, amends b correspondence 


790903039B Forwarde Amend 54 to CP b OL. 

HOMELL, a H Contumere Power Co 79/04/30 Ip 


--7905D30353 Amend 54 to CP b OL* cone I* ting of revised paget for 
Revlelon B to environ rapt. 

HtKfELL.B K Consumeri Power Co . 79/04/30, 41pp, 


7909110307 Forwarde affidavit of dtetributlon of environ reptiOL fligi. 
Amend 54rRevlelon 8 

DAOUD.L Consumer* Power Co 79/09/07 4pp. 


0 Adjudicatory eorraepondenc e 


7909250330 Forward! tOCFRSO. 09(*) rept* re ipray piping support* 
01BB8.M E. Ilham* Lincoln b Beale, 79/03/33 ip. 


7909150315 Forwards final evaluation of item* discussed in 7903S0 aiee 
re BbM-ditigned nuclier plant* Request* addl info be 
forwarded to licensing board*, 

MOSLEY* N C. Division of Raactor Operations Inepectlan*. 79/03/SS 
lOpp 
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7909I&D163 roruard* Board Notl^tcatlon 7*?-t0 on roactor Intpactop 
cantarni ra plants Cartlftcati of Svc end 
QCINTO. JF Hearln«» Division 79/03/29 14pp 


-~790S1601S9 Board notification reactor Inspector concerns re B&lf plants 
VASSALLOi D B Assistant Director for Light Mater Reactors 
79/03/06 2pp 


—7905160201 ForiiJardi two Hose Isg-to-Thompson manias for Board 
notification info 

THOHPSOMi D Office of I E Executive Officer for Operations 
Support 79/03/29 Ip 


— 7909160209 Informs that prelimlnarg evluatlon of Item 3 contained in 
790320 memo lulll be reviewed in light of TMI transient Addl 
info may causa change in previous assessment 
HQBELYrN C Division of Reactor Operations Inspections 
79/03/27 ip 


7905240493 Motlce of appearance on behalf of NRC 

DAMBLYt D C Operations & Administrative Division 79/03/30 ip 


7905230433 Response to 790104 order by all Intervenors except Dou 
Chemical Co Urges thorough examination of util'e conduct 
Certificate of Svc enc 1 

FLVNM. P Cherry, M M /Cherry, Flynn l> Kantar 79/03/30 20pp 


7909310028 NRC response to ASLB 790104 order requesting addl Info from 
parties Designates portions of prior record for 
consideration Provides names of persons having relevant 
info Certif.icate of Svc end 

OLKSrEAD.M J , HOEFLINO, R K Drench 4 DAMDLV, D Operations 6 
Administrative Division 79/03/30 9pp 


79179160112 Board notification nuclear incident at TMI Re'commends boards 
on cases involving OW reactors be provided w/IE Bulletin 
79-09, & PNO-67 lU 67A, B , C, D, E, F, 0 ti H 

VAB8ALL0, D B Assistant Director for Light Mater Reactors 
79/04/03 2pp 


7909290163 Revises description of cooling sys for special prehearing 
conference order 

OIBBSrM E Isham, Lincoln t> Beale 79/04/03. 2pp 


7903270940 Forwards interim rept re discrepancies discovered in Inboard 
tarmlnal boxes of electrical penetration assemblies 
QIBBS.H E Isham, Llnceln 6 Beale 79/04/03 Ip 


7905290108 Notice of prehearing conference to begin on 790S01 in 
Bethesda, HD 

MILLER, ME Atomic Safety and Licensing Board Panel 79/04/09 ip 


7909190240 Opposes 790330 motion by util for summary disposition re 
Part 2 of A8LD 790104 ordor re remanded Isiuoi Motion li 
premature since no prehearing conference has yet been held 
Certificate of Svc end 

□LHSTEAD.U J Branch 4 79/04/19 9pp 


7909190233 Memo t, order ALAD-941 denies 790424 motion by Intervenors to 
postpone 6 relocate 790901 prehearing conferance Allows ASLB 
to reconsider 790409 order 

DLIFL0< H E, Atomic Safety and Licensing Appeal Panel 79/04/27 
9pp. 


7909240683 Denies Intervanori 790424 motion to reschedule 790901 
prehearing conference or change location of hearing. 

HILLER, H E Atomic Safety and Licensing Board Panel 79/04/27 
7pp 


—7903240891 Motion by Intevenori to schedule 790901 prehearing 
conference It change location of hearing. 

FLYNN, P Cherry, M M, /Cherry, Flynn & Ranter 79/04/24 3pp. 


— 7909240899 Urges postponement of 790901 prehearing eonfirsnee, due to 
inability of Intervenor's counsel to attend 

FLYNNiP Cherry, M M /Cherry, Flynn t> Ranter. 79/04/24 9pp 


H Oeneral correspondence 


7905090307 Forwards Certificate of Sye of Amend 63 (Revision 20 to 
F8A1l> to application for CP h OL 
BACON, J. L. ’ Consumers Power Co 79/09/02 2pp 


J Insurance tt Indemnity information 


7905070497 Confirms Increased liability limit to 4124,000,000 for 
poUctes NF-1,23, 43, 76 , 83, 100, 111, 140, 146, 191, 161, 164, 170, 

173, 174, 178, 179, ISO, 182, 183, 106, IB7, 188, 109, 192, 193, 194, 199, 
197. 198, 200, 201, 204, 206, 207, 208, 210, 212, 214, 219, It others 
OKTATTROCHHI, J Amsptcan Nuclear Insurers 79/OS/Ol Ip. 


K Utility Final Safety Analysis Report (FSaRI 6i amends 


7909030308 Forwards Amend 63 to application for CP L OL which 
constitutes Revlslo-n 20 to F8AR Certificate of Svc 6 revised 
mat 1 to supp 1 emental ref drawings end 
HOWELL, a H Consumers Power Co. 79/04/26 2pp 


— 7909030311 Rsvlplon 20 to FBAR 

e Consumers Power Co 79/04/26 240pp 


M Antitrust correspondence 


7909230832 Requests antitrust Info for addl ownership participants to 
expedite processing of emend or transfer of License 
TQALSTON.AL Antitrust Indemnity Group 79/04/23 2pp 


Q Inspection reports, IE Bulletins &. correspondence 


7903030166 Forwards IE Insp Repts 50-329/78-20 «i S0-330/VB-20 on 
781211-13,18-20,790104-03,09-11,22-23.0223 6 0303 

REPPLER. J 0 Region 3, Chicago, Offlco of the Director 79/03/22 

2pp 


— 7903020172 IE Insp Repts 90-329/78-20 L 30-330/78-20 on 701211-13, 
18-20, 790104-05, 09-11, 23-23,0223 &i 030S No no ncomp 1 la nee 
noted Major areas inspected diesel generator bldg 
foundations t, unusual settlement of bldg 

FIORELLIrO Region 3, Chicago, Reactor Construction t, 

Engineering Support Branch NORELIUS, C E , HAYES, 0 U Region 3, 
Chicago, Office of the Director 79/03/19 29pp 


7903010249 Forwards IE Info Notice 79-06, "Btress Analyels of 
Safety-Related Piping " 

REPPLERrJ 0 Region 3, Chicago, Office of the Director 79/03/23 

Ip 


7909080529 Forwards IE Info Notice 79-07, ''Rupture of Radwaste Tante “ 
REPPLER, J 0 Regions, Chicago, Office of the Director 79/03/26 
Ip 


7909250203 Forwards lE Insp Rspts 30-329/79-04 6 SO-330/79-04 on 
790207 Mo noncompl iance noted 

FIORELLI, 0 Region 3, Chicago, Reactor Conetructlon L Engineering 

Support Branch 79/03/29 2pp 


— 7905250296 IE Insp Repts 90-329/79-04 S, 50-330/79-04 on 790207 Mo 
noncomp I lance noted Major areas inspected project status, 
concerns re recent developments onsite 6 upcoming insp 
activity 

CODR, R. J , RANSEM, W A Region 3, Chicago. Office of the 

Director KNQPiR C Raglan 3, Chicago, Reactor Construction V 

Englneorlng Support Branch 79/03/27 4pp 


7909240724 Forwards IE Insp Repts 30-329/79-06 «> 50-330/79-06 on 
790328-29 Ho noncomp 1 lance noted 

FIORELLI, 0 Region 3, Chicago, Reactor Construction U Engineering 

Support Branch 79/04/09 2pp. 


— 7903240734 IE Insp Repts 90-329/79-06 «< 80-330/79-06 on 790328-29. No 
none otnp llanct noted. Major areas inspected fol lowup 
lOCFRSO. 35<e) rept re settlement of diesel generator bldg 
6 p lant aree fill 

GALLAGHER, E J , HAYES, D W Region 3, Chicago, Office of the 
Director 79/04/04 7pp 


7909030022 Forwards IE Bullstln 79-06, "Review of aperatloftal Errors 8, 
Sys Hisal Ignments Identified During TMI Incident." 

REPPLER, J 0 Region 3, Chicago', Office of the Director 79/04/11 

Ip 


7909010983 Forwards IE Bulletin 79-06A. "Review of Operational Errors (, 
Sys Mlsallgnmsnts Identified During TMI Incident." 

REPPLER. J 0 Region 3, Chicago, Office .of the Director. 79/04/14 
Ip, 


7905040331 Forwards IE Bulletin 79-068, "Review of Bperatlona! Errors h 
ays Misalignments Identified During TMI Incident “ 

REPPLER, J. 0 Region 3, Chicago, nfflcs of the Director 79/04/14. 

If 


7905040465 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Llcerigs action required, 

REPPLER, J 0 Regions, Chicago, Office of the Director 79/04/14 
IP 


7909040546 Forwards IE Bulletin 79-08, '"Events Relevant to Balling 
Mater Power Reactors Identified During TMI Incident. '' 

REPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/14. 
Ip 
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7903010397 Poruardi IE ln#o Notitf 79-10. “Nen< onforiiiinj PIpf Support 
Strutt * „ , 

REPPUEB. J 0 Rtplon 3. ChitPjo. OfPlco o4 the Dlrettor 79/09/16 

Ip 

7903030219 Forwerdt IE Bulletin 79-09. "Fjlluret of OE Tvpe AK-2 
Circuit Sreeter in Sefet^-fieleted S^t “ Licenite action 
required 

KEPPLER.J C Region 3. Chicago. Of#ite of the Director 79/04/17 
Ip 

7903030404 Foruarde IE Bulletin 79-03B. "Nuclear incident at 
TUl-SuppI “ 

REPPLEH.J 0 Region 3. Chicago. Office of the Director 79/04/21 
ip 

R Periodic operating reportt i related eorrtepondence 


DOCKET 90-331 DUANE ARNOLD ENEROV CENTER 
F Seeurltg. loodlcali omorjoncg <• fire protection pleni 


7903040491 Fofiuardt modified phljelc*! eecorlty plan Plan uithfield 
iref lOCFRa 7901 

LIUiL Io«ua Electric Light t< Power Co 79/04/30 Ip 


7909090340 Informi that flro haiard analutli fopt will be eubmltted Ig 
790410. due CO addl analgale required hg engtnoorlng etaff b 
coniultante _ „ 

LlUiL Iowa Electric Light fc Power Co 79/09/02 Ip 


7905080469 Advleet of delag in eccurltg nod project, due to labor 
dliagreenent b luppller’e dalag In mfg of critical computor 
conponeti 

LtUiLEE Iowa Electric Light b Power Co 79/03/04 Ip 


7905300478 Forward* nuncanfornance repti for Apr 1979 
HOUELL. S H Contumert Power Co 79/05/23 lOOOpp 


9 Reportable occurrence*. LERt b related correepondence 


7905290330 Act receipt of 790309 final rept re air filtering unite 
Review will be flnlehcd upon completion of corrective 
ectlon 

FIORELLt.O Region 3, Chlcego. Reactor Conetruction b Engineering 

Support Branch 79/03/23 ip 


7903240949 Act receipt of 790330 rept re electrical penetration 
atiemblg Final rept ultl be reviewed upon receipt 

FIORELLI.C Region 3. Chlcego. Reactor Conetruction b Engineering 

Support Branch 79/04/04 ip 


7909140219 Forwardi nonconformance rept* for Mar 1979# consi*tlng of 
Bechtel nonconformance rcptt. Bechtel nonconformance log. 

Bechtel qualitg audit flndlngi. Bechtel quaittg action 
r«que*t*iBbU rept* of nonconforml tg b util rept* 

HOWELL. S H Conturatr* Power Co 79/04/29 440pp 


7909070901 Final deflclencg rept reactor bldg eprag anchor dlscrepancg 
Local pipe itre*«ei mag potantlallg ciceed ASHE Code Section 
III allowable* at point* Existing proctdural oiethode are 
adaquate 

* Con*uner* Rower Co 79/04/27 4pp 


7903090002 Provide* interim deflclencg rept on action* to rtiolvv 
settlement of diesel generator foundations b bldg 
HOWELL. S H Consumers Power Co 79/04/30 2pp 


7909310447 Discusses schedule delage re plant securltg proaram Local 
electrical union contract will expire on 770401 b work 
stoppage mag ensue 

LIU.L Iowa Electric Light b Power Co 79/09/18. ip 


O Adjudicatorg correepondence 


7909190307 Forward! requeet to Inetlbut* proceeding to suspend 
technical Amend 9 to Licanee DPR-49. Al»o forward! pertinent 
FR notice 

DENTON.H R Office of Nuclear Reactor Regulation 79/04/ia 2pp 


—7909190312 Request for suspension of technical Amend 9 to Licenec 
DPR-49 

HAOERS. J E Citlicne United for Raeponilble Energy 79/03/20 

2pp 


7909290029 Act receipt of requeet to Inetltgte proceeding to euepend 
Amend 9 to License DPR-49 Request le presentlg under 
consideration Relevant FR notice b petitioner'! request for 
action end 

DENTON.H R Office of Nuclear Reactor Regulation. 79/04/la 2pp 


— 7909290027 Notice of requeet to tutpend Amend 9 to Llcenee t)Pn-49 
DENTON.H R Office of Nuclear Remctor Regulation 79/04/ia Ip 


7909290439 Notification that Cttliene for Retponelbla Entrgg filed 
petition ecehlng proceedlngi to euiaend Amend 9 to License 
PPR-49 

BOVO.R S Office of Nuclear Reactor Regulation 79/04/12 Ip 


■7903090086 Interim Oeficlencg Rept 9 settlement of diesel generator 
foundations b bldg Caused bg insufficient compaction In area 
frli rt seiemlc Categorg I structures Lists status b 
corrective actioni U/42 overilied drawing! 

• Consueiers Power Co 79/04/14 lOpp 


7909030327 Final rept re reactor bldg sprag piping eupporte Analgsie 
has verified adequacy of support design b ASNE Section III 
Code allowable stresses BcchttI mgt corrective action 
rept HCAR 22 end 

HONELL. 8 H Consumers Power Co 79/09/01 7pp 


7905190319 FR notice of requeet to suapeiid technical Amend 9 to I Jcen** 
DPR-49 

BOTD.R 8 Office of Nuclear Rigulatorg Riiearch 79/04/12 Ip 


7909290031 Requeet for action to Institute proceeding to suspend 
Amend 9 to License DPR-49 re bend ling of 8NM 

HEYERS.d e Cl tl tens United for Responsible Energy 79/03/aCl 2|f 


J tnturence b indemnity informetlon 


79030aOM2 Forwards Interim rept on status of component qualification 
re review Forwards Bechtel "Qualification 
rept will be reviewed Another 

rept will be sent by 790704 

HOWELL. S H Contueiers Power Co 79/09/04 2pp 


,.7" •ifluiticg ttmtc cu wi^e.uuu.uuu 

pollciie NF-1, 29. 43,74,83, 100, 111, 140, 144. 191, 141, 164. 170, 
173, 174, 178, 179, 180, 182, IBS, 186, 187, IBO, 109, 192, 173, 194, 198, 

others, 

QuATTRacHHIl J Affl«rlc«n Nucl«Ar Inturert* 79/09/01 Ip 


-7909080936 Intsrlm rept on seismic b environ 
forwarding "Quallf icatlon Test Status Rept 
790406 

BALTA2AR,R 1 Bechtel Power Corp (lubi 
79/04/20 39pp 


component qualification, 
t " Revltl on 7, dtd 

of Bechtel Corp 1 


f 900070392 Confirms Increase In llabtUtu limit to ♦36,000,000 for 
2*. 29, 38, 39, 44,46,47, 47. 90,91,92, 93, 94, 99, 96. 
ma' Ja' 71 < 72. 74, 76 , 77, 78, 79, 60, 86, 07. 

80,90,91,92,93.94,79 b 96. 

ROBERTS, D H Nutual Atomic Energy Llabllltg Underurlter* 79/09/01 


Forwardi finel rept re discrepancies discovered In Inboard 
wmiCiAi ootfv 

HOWELL, a Consumers Power Co 79/09/29 9pp 

--7909^296 Final deficiency rept on 790923 defecte discovered in 
? eMembllsi in Inboard terminal bocet, possibly 
“ndUdd. ” termination lug used. Insp of termlnitlon* 
s Consumer* Power Co 79/09/23 4pp 

T Hear ing transcripts on non-antI trust matter* 

prehearing conference in Bethesda.HD 
79/09%” ^ 171 ®*'**'' *"•' l-Uenslng Board Penal 




/YODI6Q279 Forward* Amend 6 to Indemnity Agreement 0-69 

"Union to 4160 million, 
documentmtlpn end 

baltzman.J. Antitrust b Indemnity Group. 79/08/01 Cpf 

***•'’*• stege documents b correipondence 

*■*'*”•• DPR-t’. sscurlt^i plan eveluallei 

•valullmj *• *• 

IPPOLITO.T A Operating Reactors Branch 3. 79/04/19 Spp 

--7903090199^Am.nd^90^to^Ucens^ ‘ ting s.curlty plenwhl 

IPPOLITO.T A. Operating Reectare Branch 3. 79/04/17 Spp 
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~79030'?tt201 Notlca 
DPR-4'? 

IPPOLtTO, T A 


of iKuance t, avallabilitij of Amend 50 to License 
Operating Reactors Branch 3 77/04/19 3pp 


7903000469 Informs Of delay until 790630 of App I Tech Spec 
orlginolty scheduled for 790430 Consultant engaged on TMI 
projcc t » • 

UlUi L loua Electric Light It Power Co 79/03/02 Ip 


submittal 


7903230322 Forwards bar-chart schedule showing time periods 
Installation of specific plant mods as part of Mark 1 
containment long-term program Installation currently 
schedtflad for Fob 1901 refueling outage 
UIU.L Iowa Electric Light l< Power Co 79/05/17 2pp 


for 


a Inspection reports, lE Bullstlns fc correspondence 


■7903150436 IE Insp Rept 50-331/79-09 on 790100-12.17-19,24 6 29-31 
Noncompllanee noted nonconformance repts Improporlu 
resolved 6 documented 

VilLLIAMS.C C , KEY, If J Region 3i Chicago, Office of the 
Director DANIELSON, D H Region 3. Chicago, Reactor 

Construction l< Engineering Support Branch 79/03/23 21pp 


7905010167 Forwards IE Info Notice 79-08, ''Interconnection of 
Contaminated 8gs w/8vc Air 8gs Used as Source of Breathing 
Air " 

KEPPLERid 0 Region 3, Chicago, Office of the Director 79/03/88 

Ip 


7905010390 Forwards IE info Notice 79-09, "Spill of Rad loac t ivelg 
Contaminated Resin " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/30 

Ip 


7903090163 Forwards IE Insp Rept 50-331/79-07 on 790227-0301 No 
noncompllanee noted 

HEIBHMANj R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/03/22 2pp 


7903090169 IE Insp Rept 30-331/79-07 On 790227-0301 No noncompllanee 
noted Major areas Inspected fire protection/prevention 
program 6 review of Tech Specs surveillance reiiu irements 
for fire protection equipment 

WRIGHT, 0 C Region 3, Chicago, Reactor Operatians Nuclear 

Support Branch LITTLE, W 0 Region 3, Chlcego, Office of the 
Director 79/03/16, 4pp. 


7903010236 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping " 

HEPPLER, J 0 Region 3. Chicago, Office of the Director 79/03/23 

»P 


7903830412 Forwards IE Insp Ropt 30-331/79-06 on 790307-09 6 notice of 
violation 

DAVIS, A n Region 3, Chicago, Fuel Facility V Materials Safety 

Branch 79/03/23 2pp 


7903230266 Forwards replacement pages for IE insp rspt documents 
Revision reflects addition of Insp datss 781212-13, 

701210-21 6 731226-29, wh Ich wsre not previously Includsd 
FlDRELLIiO Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/04/06 Ip 


7903030031 Forwards IE Bulletin 79-06, "Review of Operational Errors 6 
Sys Misalignments Idsntifleit During TMI Incidsnt " 

KEPPLER, J 0 Region 3, Chlcego, Office of the Director 79/04/11 

ip 


7905010388 Forwards IE Bulletin 79-06A, "Review of Operational Errors & 
Sys Misalignments Identified During TMI Incident " 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/04/14 
IP 


7905040389 Forwards IE Bulletin 79-066, "Review of Operational Errors 6 
Sys Misalignments Idsntlflsd During TMI Incident " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/14 
ip 


— 7905230420 Notice of violation from Insp on 790307-09 

* Rsglon 3, Chicago, Fuel Facility 6 Materials Safety Branch 

79/03/21 tp 


7905040433 Forwards IE Bulletin 79-07, "Seismic Strsss Analysis of 
Safety-Related Piping " Licensee action required 

KEPPLER, J 0 Region 3, Chicago, □tfice of the Director 79/04/14 

ip 


— 790-3230426 IE Insp Rept 50-331/79-06 on 790307-09 Noncompllanee noted 
failure to submit QA program description for shipping 
packages as required. 

HILLER, D F , HIATT, J U. Region 3, Chicago, Office of the 

Director FISHER, M L Region 3, Chicago, Fuel Facility I, 

Materials Safety Branch 79/03/81 6pp 


7903040031 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks " 
KEPPLER, J 0 Rsglon 3, Chicago, Office of the Director 79/03/86 
ip 


7903080804 Forwerds IE Insp Ropt 30-331/79-10 on 790206-07 I. 0301-02 
FIQRELLIiO Region 3, Chicago, Reactor Construction I, Eng Inetr ing 

Support llraneh 77/03/27 2pp 


7903040360 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Mater Power Reactors Idsntlflsd During TMI Incident," 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/04/14. 
ip 


7903130030 Responds to IE Bulletin 79-03 re pipe mfg by Youngstown 
Melding 6 Engineering Co Pipe is neither used nor planned 
for use In any safety-related sys at facility 
LIU.L Iowa Electric Light U Power Co 79/04/16 tp 

7903030227 Forwards IE Bulletin 79-09, "Failures of OE Typs AK-a 
Circuit Breaker in Safety-Related Sys " Licensee action 
required, 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/17 
ip 


—7903080211 IE Insp Rspt 30-331/79-10 on 790206-07 6 0301-02 Major areas 
Inspected ultrasonic baseline test results for welds 
involved In recirculation Inlet piping repair tr 
roc Irculatlon inlet noiile N8D lead plug 

KEY, M J , MILLIAM8,C C , DANIELSON, D. H Raglan 3, Chicago, 

Offico of the Director 79/03/23. Spp 


7908130126 Forwards IE Imp Rapt 30-331/79-03 on 790127-31 1 0203-06, 
11-13 l< 87 It notice of violation 

HCIBHMAN, R 8 Region 3, Chicago, Raactor Operations Nuclsar 

Support Branch 79/03/27. 2pp. 


--7905130189 Notice of violation from Insp on 790127-31,0203-06,11-13 It 
27 

a Region 3, Chicago, Offico of the Director 79/03/23 Ip 


7903080496 Forwards IE Bulletin 79-03B, "Nuclear Incident at 
TMI-Suppl " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/21 

ip 

7903300272 Respondi to IE Bulletin 79-07 No methods specified In 
bulletin have been used Responses from N8S9 supplier I, 

A/E end 

LIU.L Iowa Electric Light I, Poiyer Co 79/04/84 Spp 


7903110139 Ack receipt of 790413 Itr Informing NRC of steps taken to 
correct violations noted In IE Inep conducted on 790307-09 
DAVIS, A Region 3, Chicago, Fuel Facility I, Materials Safety 

Branch. 79/04/25, 3pp 


^_ 79 {)jng 0 l 3 q ie Insp Rept 30-331/79-03 on 790127-31 fc 0203-06,11-13 t< 27 
Noncompllanee noted- failure to adhere to welding procedures 
JACKIU, t N , MALKER.R.D Region 3, Chicago, Office <>' «"• 
Director. BPE8SARD, R. L. Region 3, Chicago, Reactor Operations 

Nuclear Support Branch 79/03/83 Spp 


7905150424 Forwards IE Insp Rept 30-331/79-09 on 790108-12,17-19,24 k 
29-31 1< notice of violation 

KEPPLER, J 0, Region 3, Chicago, Office of the Director 
3pp. 


79/03/27 


—7905150429 Notice of violet Ion Irom 
♦ Region 3, Chicago, Ofllca of 


Insp on 790108-12,17-19,24 1< 89-31 
tha Dlractop 79/03/27 Ip 


— 7903110163 Responds to NRC Itr re violation notsd In IE insp conducted 
on 790307-09 Corrective actions OA program will be 
Implemented by 790601, 

L1U,L Iowa Electric Light k Power Co. 79/04/13 4pp 


7903230213 Responds to IE Bulletin 79-00, Items I-IO, re TMI effect on 
BMRs. Response to Item 11 will be sent before 790318, 

WALLACE, J A. Iowa Electric Light k Power Co. 79/04/27 iSpp 


7903240902 Forwards IE Circular 79-07, "Unexpected Speed Increes# of 
Reector Reclrculetlon Motor Oenerator Set Resulted in 
Reactor Power Increase." 

KEPPLER, J. 0 Region 3, Chicago, Office of the Director 79/03/02 
ip. 
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DOCKETED ITEMS 


R Ptrtadle □p«rablr 9 reports b ratatsd corr tip endene* 


7903210220 Foriirards monthlg optratinj ropt ^or Apr 1979 

HAHMOND.e L [owe Electric Light b Rouir Co RC 79/03/14 Ip 


790S160142 Forwards Amend 7 to Indemnitg Agreement B-63, par loCFniar 
changei.ri liability Insurance increase from *140 million 

documentalton end 

bALTzHANi J Antitrust b Indemnity Oroup 79/05/01 3pp 


--7905210224 Monthly operating rept tor Apr 1979 

VAN SICKEL.vl Iowa Electric Light U Power Co NRC 79/0S/14 
7pp 


B Reportable oeeurrencesi LERs b related correspondence 


790S1 10175 Forwards Eniforsement 34 to MAELU Policy MF-77 

DEEOiFH Power Authority State ot New Vork 79/05/07 Ip 

^WSof^equesr"* ^ *'’“*"'"**« Agreement 0-53. in respons, t» 

CLARK, F R Power Authority State ot New Vork 79/03/15 3 pp 


7905020251 Forwards LEft 79-0OS/O3L-O P Oparating license stage documents b corresoondance 

HAMMOND. E L Iowa Electric Light b Power Co 79/04/25 Ip ' 


—7905020263 LER 79-00a/03L-0 on 790325 pin hole leak dticovered In 
reactor water cleanup sys pipe Caused by linear Indication 
in weld attributed to innergranular itresi corrosion 
cracking Elbow b pipe on both snds replaced 

VAN 8ICKEL. P J Iowa Electric Light b Power Co 79/04/23, ip 


7905150353 Forwards LER 79-010/03L-0 
HAMMOND, E L Iowa Electric Light b Power -Co 79/05/09 Ip 


7905000347 Assigns responsibility For 
790313 show cause orders 
STeULO.V Division o# Dperatlng R 


prompt meeting notlFleat 
eactors 79/03/29 3pp 


Ion 


re 


7905210046 Responds to 790316 1 tr Apologltes for difFtcultu 
obtaining Info re space shutdown ClarlFlet role of Rtolon 
r# state notification * 


In 

I 


ORIER.B H Region 1, Ph I ladelph la, 
79/04/12 2pp 


Office of the Director 


—7905150369 LER 79-OIO/03L-0 on 790410 containment purge inlet valve 
CV 4305 b torus purge outlet valve CV 4300 not sealing 
properly d'ue to tee ring seals net being pressurlied Caused 
by actuator valve linkage being out of adjustment 
VAN 8ICKEL, J Iowa Electric Light b Power Co 79/03/00 Ip 


7909160385 Forwards LER 79-009/03L-0 

HAMMOND, B L Iowa Electric Light b Power Co 79/03/08 Ip 


7903040615 Forwards status rspt on 790427 "Plan for Verification el 
Dynamic Analysis Godae " * 

JACOBS, 8 B Stone b Webster Engineering Corp 79/04/27 2pp 


7905040303 Responds to 790319 Itr Info rer^uestsd 
can ha found In OE Nuclear Energy Sys Dlv rept, 
Meaiursments at JA Fitrpatrlck Nuclear Power PI 
EARLV, P J Power Authority State of New York 


re skyshlne radiatim 
"Rad la 1 1 on 
ant " 

79/04/30 ip 


—7908150387 LER 79-009/03L— 0 on 790403 drain sump discharge valve 
CV 3704 stuck Caused by corrosion in valve operator Cylinder 
was lubricated b design review will be initiated to 
determine if oiling device can be installid 

VAN SICKEL, J Iowa Electric Light b Power Co 79/03/00 2pp 


7908290182 Forwards LER 79-01 t/03L-0 
HAMMOND. E L toua Electric Light b Power Co 79/03/18 Ip 


7903000365 Forwards list of piping analysed during 
plant using SHOCK 11 computer code 
EARLY, P J Power Authority State of New York 


original 

79/04/30 


design el 
7pt 


7703090315 Proposes 790504 technical meeting w/NRC to discuss util 
piping stress reanalysis b to show startup is reaionabls 
EARLY,? J Pouar Authority State of New York 79/05/01 Ip 


■7909290191 LER 79-01 1/03L~0 on 790424 main eshaust radiation monitors 
RIH 7605A b 75060 tripped at out-of-spee setpoints Caused 
by Instrument drift Monitors recalibr 

VAN eiCKEL. J Iowa Electric Light b Power Co 79/03/19 Ip 


DOCKET 50-332 BARNWELL REPROCE8SINO PLANT 
Q Inspection reports. IE Oulletlnf b eorrespondenes 


7905230’782 Informs of deferral of corrective actions discussed In 
IE Imp Rept 50-332/77-02 re bellow seal angle valves Future 
facility operation uncertain due to NRC 771223 order 
terminating licensing proceedings 

BAXTER, R C Allied Oeneral Nucltar Services 79/03/14 Ip, 


7903010132 Forwards IE Info Notice 79-08. "Interconnection of 
Contaminated Bys u/Svc Air Sys Used as Source of Breathing 
Air. " 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/03/28 Ip 


7903100173 Forwards application for amend to OL 

EARLY, P J Power Authority State of New York 79/03/02 2pp 


—7903100179 Application for amend to OL changing Tech Specs to add 
limiting condition for operating b surveilianca 
requirements b revising adminis tra t ive controls for 
radiological effluents 

EARLV, P J Power Authority State of New York 79/05/07 Ip 


•7903100183 Proposed Tech Bpec changes re radiological eff iuints 1 
monitoring 

• Power Authority State of New York. 79/04/30 43pp 


7903140239 Forwards proprietary documents requested during 79030I-(H 
special tnsp. 

ERLEHINE, J A Stone b Webster Engineering Corp 79/05/00 Ip 


7903140245 Requests withholding Tschnlcal Ouidellnt EMTO-22-0 b 
Tsehnlcal Rept EMTR-512 <ref 10CFR2. 7901 Affidavit end, 

KENNEDY, W.J. Stone b Webster Engineering Corp 79/09/04 IDu 


P OCKET 30 -333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 
F, Security, medical, emergency b fire protection plans 


7905140307 Forwards addl rtsponiss to draft safety evaluation of fire 
protection program Discusses diesel fire room sprinkler head 
spacing tfetsetor testing, piping penetration seal 
qualification b flame retardant coating 

EARLYiP J. Pflutr Authority Stats of New York, 79/03/07 9pp. 


J. Insurance b indemnity Information 


7903070497 Confirms Increased liability limit to *124,000,000 for 
^3.76, 83. 100, 111, 140, 145, 151, 151, 154, 170, 

}S' 193, 194, 193, 

SuI'rrSnrSS?' 81 Q, 212, 814. 213, b othsr s, 

aUATTROCHHIr J American Nuclear Insurers 79/03/01. Ip, 


7903140382 Confirms 790304 telcon w/MT Russell re computer deck 
associated w/SHOCK 0 program 

KENNEDY, W J Stone b Webstar Englnesrlng Corp 79/09/09 tp 


7905210111 Forwards SHOCK 1 computer program 1 Istlng. Supersedes 
submittal of 790405 Program listing withheld (ref 
I0CFR8 790) 

KENNEDY, W J Stone b Webster Engineering Corp 79/03/14 Ip 


790S190073 Aek receipt of 790315 b 81 Itrs re spent fuel racks RsiuMli 
ytsnsion of response time until 790525 Start of new spent 
fuel rack Installation schedultd for 790708 Rtqussbs 
approval by 790611 

EARLY, P J. Power Authority Stete of New York, 79/03/19 ip 


7908290335 Summer 1 1 es proeedupes b ealculational tochniquee used In 
reanalysis of piping sys designed w/SHOCK II computer 
program.Reanalysis will satisfy 790313 order to show cause 
KENNEDY, H.J. Stone b Webeter Engineering Corp. 79/03/18, 5pp. 


7903070582 Confirms Increase In liability limit to *36,000.000 fop 
It' A?' 53, 34, 53, 35, 

w:9t'93'f vt 

ROBERTS, D.M, Mutual Atomic Energy Liability Underwrite re. 79/09/0 


0 Inspection rsporte, IE Bulletins b correspondence 


7903010187 Forwarde IE Info Notice 79-06, "Btreii Analyslt of 
Safely-Related Piping." 

ORIER, S.H, Region 1, Philadelphia, Office of the Director. 
79/03/83 ip. 


DOCKETED ITEMS 
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TVOSOIOO&a Forwards IE Info Notles 79-OBi "Interconnection of 
Contaml nated Sijs w/8vc Air 8ys Used as Source of Breathing 
Air ■' 

ORIERiB H Region tr Ph i ladelph ia* Office of the Director 
79/03/20 ip 


79090(0984 Responds to IE Dulletln 79-03 Melded pipe was not used at 
facilitv 

LEONARD. J D Power Authorltg State of New York 79/03/29 Ip 


7903010310 Forwards IE Info Notice 79-09. “Spill of Rad loacti velg 
Contaminated Resin “ 

oniERi H H Region 1. Philadelphia. Office of the Director 
79/03/30. 2pp 


790SS90tbS Responds to IE Bulletin 70-14. "Deterioration of Buna-N 
Carrponenti " Replacement of components during outage 
dependent upon plant startup. in view of pipe stress 
problems Replacement within seven gears of packaging date 
LEONARD. J D. Power Authority State of New York 79/04/04 2pp 


7909020072 Forwards IE Dulletln 79-0&. "Review of Operational Errors (. 
0VS Hisal 1 gnmenti Identified During THl Incident " 

ORIER.Q ti Region 1. Ph 1 ladelph la. Office of the Director 
79/04/11 Ip 


7903'00024di Raitueste addl info to complete Inservlee testing program 
Info needed includes pumps. valves. core spray. reactor core 
Isolation cooling sys.reactor water cleanup sys. control room 
area sv< L chilled water 

IFPOLITG.T A Operating Reactors Oranch 3 79/04/18 0pp 


7903020321 Forwards tC Bulletin 79-07. "Seismic Stress Analysis of 
Saf Sty-Related Piping " Licensee action required 
oniEn.G H Region 1. Philadelphia. Office of the Director 
79/04/14 ip 


— 7909110296 Monthly operating rapt for Apr 1979 

ZUFELTiE Power Authority State of New York 79/09/31 Bpp 


7909240697 Forwards weekly status rspt of SbU piping reanalytls. as of 
790919 

EARLY. P J Power Authority State of New York 79/09/18 2pp 


8 Reportable occurrenecsi LERs t. related correspondence 


7909010499 Forwards LER 79-022/04L-0 

LEONARD. J 0 Power Authority State of New York 79/04/24 ip 


— 7909010903 LER 79-022/04L-0 on 790409 monitor 17-RH-50B did not 
activate local (i remote high-high alarms as required by 
surveillance test F-8T-13 Caused by drift in trip setpoint 
Pulse height dtscrlminetor adjusted 

CHILDS. Power Authority State of New York 79/04/24 2pp 


7909010909 Forwards LER 79-021/03L-0 

LEONARD. J D Power Authority State of New York 79/04/24 ip 


— 7909010900 LER 79-O21/O3L-0 on 790327 offsite power lost while in cold 
shutdown Emergency svc watfr sys started automatically 
Caused by loose wire In controller of motor operated valves 
Connection repaired 

CHILDS. W V Power Authority State of New York 79/04/24 2pp 


7909180479 Forwards LER 79-023/99L-0 

LEOHARD. J D Power Authority State of New York 79/09/09 Ip 


— 7903180477 LER 79-023/099-0 on 790411 HPCI turbine dlsaseembled for 
internal insp. requiring dlsessembly of piping for fited fire 
suppression sys. contrary to Tech Specs Mill remain disabled 
until 790618. when reassembly is complete 

CHILDS. W V Power Authority State of New York 79/08/09 8pp 


7903040074 Forwards tC Dulletln 79-06D. "Rovieu of Operational Errors t. 
Sya Misalignments Identified During THI Incident " 

OHIERiD H. Region 1. Philadelphia. Office of the Director 
79/04/14. Ip 

7908040249 Forwards IE Dulletln 79-00. "Events Relevant to Dolling 
Mator Power Reactors Identified During TMI Incident " 

Licensea action required 

ORIEFIrD.II Region 1. Philadelphia. Office of the Director 
79/04/14 ip 

7905240290 Responds to IE Dulletln 79“07i "Seismic Stress Analysis of 
GaPeity-Relaled Piping " A/E currently testing lelsmie stress 
on aaf t ty"r e la te d p ip Ing. Rosul ts will be reported per show 
cause order issued 790313 

LEONARD. J D Power Authority Stete of New York 79/04/16 Ip 

7908030003 Forwards IE But tat in 79-09. "Failures of GE Type AK-2 
Circuit Breaker in 8af ety-Re lated Sys " Licensee action 
T’A Qti It* i d 

ORIER.Dill. Region 1. Philadelphia. Office of the Director 
79/04/17 ip 

7905020296 Forwards IE Bulletin 79-06A. Revis 1 on 1. "Review of 
Operational Errors U 8yi Misalignments Identified During TMI 

DRIER. D.H Region i. Philadelphia. Office of the Director 
79/04/10 ip 


7903300411 Forwards LER 79-024/03L-0 

LEONARD. J D Power Authority State of New York 79/09/24 Ip 

—7908300416 LER 79-024/03L-0 on 790420 emergency svc water pump B 
could not be demonstrated to produce min shutoff head of 
120 pstg Caused by normal wear Tech Spec amend to reduce 
shutoff head requirement under consideration 

CHILDS. W V Power Authority State of New York 79/08/24 2pp 

7909300306 Forwards LER 79-017/03L-1 

LEONARD. J D Power Authority State of New York 79/05/24 ip 

—7908300814 LER 79-017/03L-1 on 790320. while surveillance test F-8T-34D 
was being conducted# stendby get treatment sys A in valve 
01 128-M0V-14A would not open Caused by failure of auilllary 
contraebor in valve motor controller Contractor replaced 
CHILDS. M V Power Authority State of New York 79/03/24 8pp 


7908300828 Forwards LER 79-025/03L-0 

LEONARD. J D Power Authority State of New York 


79/08/24 


—7908300827 LER 79-028/03L-0 on 790420 while conducting eurvelilanco 
test F-8T-76J16. master velve did not appear to be opening 
fully. Damaged gasket may have been causing sluggish 
operation of valve Gasket replaced m.. 

CHILD8. H V Power Authority State of New York 79/09/24 2pp 


7905230194 Responds to IE Bulletin 79-00. Mgt personnel reviewed 
p-rotidurvt In oparatlonf which dealt u/operatlen* « 

wndfT *bnorffl*l cond It iont. Containment ieolatlon « 

Initiation deiign reviewed -rajnA/^^ 'lAne 

UeONWiDiJ.D. Power Authority State New Yort. 79/04/23 36pp. 

7908150482 Informs thet response 

betting program was provided et 790423-26 meeting w/NRC k 
DNL Revised program bated on meeting resolutions will be 

EARLY. P J Power Authority State of New York 79/03/08 ip 

7909230430 Supplements 790425 rtiponte to IE Bulletin 79-08 re TMI 
incident ImplUetlons for DHRs Amend being . 

eorreet Instrumentation tablas In J”'' ^ * 

bulletin. Bummariies vIJv 79/OS/ia 2pp 

EARLY. P.J Power Authority State of New York 79/os/ia -pp 

R. P«Tlodle operating reports (i 

7905090343 Submits weekly etetus rept of BbW piping reanelysls. 
eSR£Y.rS.‘’''%ow*r Authority Sff of New York. 79/05/01 2pp. 


DOCKET 80-334 BEAVER VALLEY POWER STATION. UNIT 1 
0 Adjudicatory correspondence 

7908210038 Requests plant shutdown because of threat of accident as 
severe et rupture to reactor vessel _ 

ROMANO. F. R Affiliation Unknown 79/04/12 9pp 

J Insurance fc indemnity information 

7909070497 Confirms Incrsased Hdblllty J 

NP-i.29> 43. 76.83. 100. 111. 140. 146. 181, 161. 164. 170. 

173. 174. 178. 179. ISO. 102. 108. 196. 187. 188. 199. 192. 193. 194. 193. 

1”: 200, 201, 204. 206, 207. 208. 210. 212. 214. 2‘5.| others, 

QUATTROCHHIi 0 American Nuclear Insureri. 79/03/01 Ip 

7903070882 Confirms increase in ' 96? 

BDlleles KF-22( 26. 29. 30, 39. 44. 46. 47. 49, 90. 31. 92. 93. 94. 35. 86. 

8?." 0:Jo, 61, M, n, Vf, 68, 69. 70, 71, 72. 74. 76. 77. 78, 79. BO, 86. 87. 

RMErV^d’h Atomic Energy Liability Underwriter, 79/08/01 

IP- 


79031 10284 Forward, monthly irNew^Yorr *79/05/08. Ip. 

LEONARD, U D Power Authority State of New York /v/ua^v r 
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50CKETED ITEMS 


il-aw • • 

to *'i60 icUlior, = 


SAL'IMAN. . 

P. Cptrating I icen^ 


790501. Supporting docum.ntation 

.nt.trost Indo«.nity Oroop. 79/05/01, 5pp. 


stage doeuaents & 


79050SC347 Assign* responsibility for prompt meeting notification re 
!!i^Clf'“Dt:i:::r:rCperatins Reactors. 79/03/29. 3pp, 

used in safety '•'*4*=* Branch 1. 79/04/02. Ip- 

SCHMEKCER.A, Operating Realtors Brancn 


j *< calculational techniques used in 

7905290335 Summer res procedures computer 

reanalysis of p P 9 y satisfy 790313 order to show cause. 

c„.. 7 ,/o=„b, 4,,. 

Q. Inspection reports, “2!-!-!"-!--------- 

7905010105 Forwards IE Info Notice 79-06, “Stress Analysis of 
ORIERi'B''a^**‘‘Region^, Philadelphia, Office of the Director. 
79/03/23. IP- 

7905010042 Forwards IE Info Notice 79-08, "Interconnection of 
ContaLnated Sys w/Svc Air Sys Used as Source of Breathing 

GRIER, B.H.. Rsgion 1, Philadelphia, Office of the Director. 




7905290723 Summary 
progress to date 
safety-related sy 
HISGINT3N , D 


of 790329-30 meeting w/util & SJtW in Boston, MA 
t. early analysis of pipe stresses in 

Operating Reactors Branch 1. 79/04/10, 3pp. 


re 


7905010297 Forwards IE 
Contaminated Resin. " 

drier, B.H. Region 
79/03/30. Ip. 


Info Notice 79-09, "Spill of Radioactively 
1, Philadelphia, Office of the Director. 


7905090066 Submits engineering 
diagrams available in Central 
OONN, C.N. Duquesne Light Co. 


info re pipe 
Files onl^. 
79/04/19. 


stress 

2pp. 


reanalysis. Oversiied 


7905040615 Forwards status rept on 790427 
Dynamic Analysis Codes, " 

JACOBS. S. B Stone & Webster Engineering 


“Plan 

Corp. 


for Verification 
79/04/27. 2pp. 


of 


7905080370 Forwards response to Questions 362. 1,362.2 & 
790109 Itr Also forwards soil analysis of turbine bldg 
northern yard area.dtd 790430, in response to 
MOOLEVER, E, J. Duquesne Light Co. 79/05/02. 600pp. 


362, 3 of NRC 
& 

362. 4. 


7905110011 Responds to NRC 780913 Itr, Forwards reanalysis of effects of 
major LOCA. Requests permission to remove present 
administrative limit of 2,31 to restore existing Tech Spec 
limit of 2.32. 

DOWN, C.N. Duquesne Light Co. 79/05/07. 75pp. 


7905110070 Forwards addl info re new steam line break protection sys, in 
response to informal questions during review. 

DUNN, C.N. Duquesne Light Co. 79/05/07. lOpp 


7905290123 Forwards IE Insp 
noncomp 1 iance noted. 
BRUNNER, E.J. Region 1, 

Support Branch. 79/04/03. 


Rept 50-334/79-06 on 790227-0302. No 

Philadelphia, Reactor Operations Nuclear 
2pp, 


7905290126 IE Insp Rept 50-334/79-06 on 790227-0302, No noncompliance 

noted Major areas inspected; previously identified unresolved 
items sequence of events re recent high river water level. 
MARKOWSKI.R. Region I, Ph i lade Iph ia , Office of the Director. 

KISTER.H. B. Region 1, Ph i ladelph ia. Reactor Operations Nuclear 

Support Branch. 79/03/28, 6pp. 


7905290154 Forwards IE Insp Rept 50-334/79-07 on 790315— 16. No 

noneompliance noted. „ ^ , 

BRUNNER, E.J. Region 1, Ph i ladelph ia. Reactor Operations Nuclear 

Support Branch. 79/04/10. 2pp. 


—7905290157 IE Insp Rept 50-334/79-07 on 790315-16. No nondomp 1 iance 
noted. Major areas inspected : compl iance w/790313 order to 
show cause. 

BECKMAN, DA. Region 1, Ph i lade Iph ia. Office of the Director. 

KEIMIO, R.R. Region 1, Ph i ladelph la. Reactor Operations Nuclear 

Support Branch. 79/04/14. 3pp. 


7905140239 Forwards proprietary documents requested 
special insp. 

ERLEWINE, J. A. Stone Sk Webster Engineering Corp, 


during 790501-04 
79/05/0B. Ip. 


7905140245 Requests withholding Technical Guideline EMTG-22-0 8, 

Technical Rept EMTR-612 (ref 10CFR2. 790). Affidavit end. 
KENNEDf.W. J. Stone & Webster Engineering Corp. 79/05/04. 10pp. 


7905140382 Confirms 790504 telcon w/WT Russell re computer deck 
associated w/SHOCK 0 program. 

KENNEDf, W. J. Stone S< Webster Engineering Corp, 79/05/09. Ip. 


7905160335 Notifies of review completion of computer deck. SHOCK 0 
program still unreeovered. Piping sys conservatively designed 
& will perform intended function. 

KEWIEDY, W. J. Stone 8< Webster Engineering Corp. 79/05/11. Ip. 


7905210111 Forwards SHOCK 1 computer program listing. Supersedes 
submittal of 790406. Program listing withheld (ref 
10CFR2. 790). 

KENNEDY, W. J. Stone St Webster Engineering Corp. 79/05/14. Ip. 


790522(X>81 Requests amend to OL, changing ETS to eliminate aquatic 
monitoring except for fish impingement. W/proposed ETS, App B 
to License DPR-66 St special study on aquatic monitoring 
reduction. 

DUftfl, C.N. Duquesne Light Co. 79/05/15. 225pp. 


7905220093 Forwards proposed amend to OL, consisting of revised versions 
of previously submitted Offsite Dose Calculation Manual St 
“Process Control Program. “ 

DUNN, C.N. Duquesne Light Co. 79/05/15. 2pp. 


—7905220099 Offsite Dos# Calculation Manual. 
* Duquesne Light Co. 79/05/01. 131pp. 


7905020039 Forwards IE Bulletin 79-06, “Review of Operational Errors St 
Sys Misalignments Identified During TMI Incident." Licensee 
action required. 

GRIER, B.H. Region 1, Phi lade Iphia, Office of the Director. 
79/04/11. Ip. 

7905140322 Informs that pipe type described in IE Bulletin 79-03 has 
not bean used in safety-related sys. 

DUNN, C.N. Duquesne Light Co. 79/04/11. Ip. 

7905020346 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping. “ Licensee action required. 

GRIER, B.H. Region 1, Phi ladelphla, Office of the Director. 
79/04/14. Ip. 


7905040018 Forwards IE Bulletin 79-06B, "Review of Operational Errors St 
Sys Misalignments Identified During TMI Incident. " 

GRIER. B.H. Region 1, Philadelphia, Office of the Director, 

79/04/14. Ip. 


7905040198 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. " 

GRIER, B.H. Region 1, Philadelphia, Office of the Director, 
79/04/14. Ip. 


7905030060 Forwards IE Bulletin 79-09, “Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys. “ Licensee action 
required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/04/17. Ip. 


7905010643 Forwards IE Bulletin 79-06A, Revision 1, “Review of 
Operational Errors St Sys Misalignments Identified During TMI 
Incidft'it. " Licensee action required. 

DRIER,! H. Region 1, Philadelphia. Office of the Director. 
79/04/18. Ip. 


790522^)104 **Proc*ss Control Proorain ” . > 

* Duauesne Liaht Co 79/05/01 31ao 790S250461 Responds to IE Bulletin 79-07 re analysis of safety-related 

' ” piping. Currently reanaly.ing piping, per NRC 790313 order to 

show cause. 

7905240383 Discusses monitoring capabilities of reactor incor# DUNN, C.N. Duquesne Light Co. 79/04/23. Ip. 

thermocouples. Fifty operable thermocouples may be defective 
or have insecure head connectors. 

CAREY, J.J. Duquesne Light Co. 79/05/16. 2pp. 
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7TOS090373 Forward? proposed "Insorvic® Insp Program" for ao-month 
period starting 790301 . Program prepared par NRC 780110 
renoest. End available in Central Files. 

DUNN. C.N. Duauesns Light Co. 79/05/03. Ip. 


R. Periodic operating reports tf. related correspondence 


7905150130 "Inquiry into Allegation of Employes Misconduct by 
Restricting Investigation to Determine Reliability 
of Power Orid Serving St Lucie." 

MCTIERNAN, T. J. Office of Inspector ?/. Auditor. 78/06/30. SSpp. 


J. Insurance t. indemnity information 


7903010491 Forwards "1978 Annual Environ Rep t, Rad io 1 og ica 1, “ Vol 2. 
DUNN. C.N. Duquesne Light Co. 79/04/24. Ip. 

— 7903010493 "1978 Annual Environ Rep t. Rad i o log i ca 1 . " Vol 2. 

* Duquosne Light Co. 79/04/24. 120pp. 


7905070497 Confirms increased liability limit to *124.000.000 for 
policies NF-1, 25. 43, 76, 83. 100, 111, 140, 146, 151, 161, 164, 170, 

173, 174, 178, 179, 180, 182. 185, 186, 187, 188, 189, 192, 193, 194, 195, 

197. 198, 200, 201, 204, 206, 207, 208, 210, 212, 214, 215, >y. others. 
QUATTROCHHI, V. American Nuclear Insurers. 79/05/01. Ip. 


7903010332 Forwards national pollution discharge elimination sys 
monthly discharge monitoring rept for Mar 1979. 

MOORE, O. W. Duquesne Light Co. 79/04/27. 3pp. 


■7903010337 National pollution discharge elimination ays monthly 
discharge monitoring rept for Mar 1979. 

MOORE, 0. W. Duquesne Light Co. 79/04/27. 12pp. 


7903030342 Forwards Nov 1978 "Reactor Containment Integrated Leak Rate 
Test Rept." 

NUNN, C.N. Duquesne Light Co. 79/04/30. Ip. 


■7903030344 "Reactor Containment Integrated Leak Rate Test Rept. " 
* Duquesne Light Co. 78/11/30. 83pp. 


7905070582 Confirms increase in liability limit to *36,000,000 for 
policies MF-22, 26, 29, 38, 39, 44, 46, 47, 49, 50. 51, 52, 53, 54, 55 , 56, 

57, 58, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 73, 79, 80, 86, 87, 
88,90,91,92,93,94,95 &■. 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Underwriters. 79/05/01 
Ip. 


7905160198 Forwards Amend 5 to Indemnity Agreement B-76, per 10CFR140 
changes, re liability insurance increase from *140 million to 
*160 mi 1 1 i on, ef f ec t i ve 790501. Supporting documentation end. 
SALTZMAN, J. Antitrust Si Indemnity Croup. 79/05/01. 5pp. 


7905100309 Forwards Endorsement 31 to NELIA Policy NF-227. 

FIELDER, J. Marsh Si McLenon, M 8< M Nuclear Consultants, Inc. Div. 
79/05/04. 2pp. 


7903140300 Forwards monthly operating rept for Apr 1979. 
DUNN, C.N. Duquesne Light Co. 79/05/04. Ip. 


7905100311 Forwards Endorsement 32 to NELIA Policy NF-227. 

FIELDER, J. Marsh Si McLenon, M Si M Nuclear Consultants, Inc. Div. 
79/05/04. 2pp. 


--7903140302 Monthly operating rept for Apr 1979. 

TIMKO, D. R. Duquesne Light Co. 79/03/02. 4pp. 


8. Reportable occurrences, LERs Si related correspondence 


7903310384 RO 79-a/OlP on 790329; notif led by vendor of potential for 
single dropped control rod to lead to calculated DNB ratios 
lower than reported to NRC in safety ana lys is. Caused by 
inconsistency between control settings used Si those assumed. 
WERLING, J. A. Duquesne Ligh’t Co. 79/03/30. 2pp, 


7903080460 Forwards LER 79-OlO/OlT-O. 

WERLING, J. A. Duquesne Light Co. 79/04/30. 2pp. 


—7903000468 LER 79-010/011-0 on 790416:GE notified util of potential for 
failure of inside recirculation spray pump motor . Ana lys is 
indicates problem may occur when all bearing part tolerances 
8i bearing housings are at extreme end of sprectrum. 

WERLING, J. A. Duquesne Light Co. 79/04/30. 2pp. 


7903080343 Forwards LER 79-011/04T-0. 

WERLING, J. A. Duquesne Light Co. 79/03/02. 2pp 


— 7903000331 LER 79-011/04T-0 on 790430: tr itium activity in quarterly 
composite of grab samples collected in OH River exceeded ETS 
1 imi ts . Caused by tritium discharge during normal plant 
operation. 

WERLING, T. A. Duquesne Light Co. 79/05/02. Ip. 


7903130331 Forwards LER 79-012/04T-0. 

WERLING, J. A. Duquesne Light Co. 79/05/10. 2pp. 


—7903130336 LER 79-012/04T-0 on 790430: gross beta in month ly composite 
grab samples from OH River exceeded ETS reporting level. 

Caused by naturally occurring radioactivity in sediments. 

WERLING, J. A. Duquesne Light Co. 79/03/10. Ip. 


7903230397 Forwards executed Amend 5 to Indemnity Agreement B-76. 
increasing coverage to *160 million." 

UHRIO, R.E. Florida Power ti Light Co. 79/05/21. 3pp. 


M. Antitrust correspondence 


7905130234 Motion by FL Cities seeking antitrust hear ing . Renews request 
to argue position re review & consolidation of antitrust 
issue. Certificate of Svc end. 

JABLON.R.A. Spiegel McDiarmid. 79/03/28. 2pp. 


7905150729 Forwards motion for consolidated hearings on behalf of FL 
Cities. 

JABLON.R.A. Spiegel McOiarmid. 79/04/02. Ip. 


— 7905130733 Motion for consolidated hearings by FL C i ties. Cert if i cate 
of Svc end. 

JABLON.R.A. Spiegel McDiarmid. 79/04/02. 4pp. 

7903230622 Responds to 790328 790402 motions filed by FL Cities to 

initiate antitrust hearing, in response to NRC 780727 order. 
Certificate of Svc end. 

DEWEY, L., CHANANIA, F. D. , EVANS, D. J. Anti-Trust Division. 79/04/17. 
5pp. 


P. Operating license stage documents & correspondence 


7905070231 Forwards Amend 31 to License DPR-67, safety evaluation & 
notice of issuance fy. availability. 

REID.R.W. Operating Reactors Branch 4. 79/04/05. 2pp. 


— 7905070236 Amend 31 to License DPR-67, mod if y ing Tech Specs to allow 
replacement of selected safety-related hydraulic snubbers 
w/mechanical snubbers S, to revise snubber surveillance 
requirements. 

REID, R. W. Operating Reactors Branch 4. 79/04/05. I5pp. 


7903240368 Submits special rept on diesel driven fire pump removed from 
svc on 790416 when intake bay was drained for maint. 

Motor— driven pomp remained operable. Diesel pump returned to 
svc on 790303. 

WERLING, J. A. Duquesne Light Co. 79/05/14. 2pp. 
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O. Adjudicatory correspondence 


7903150125 Forwards NRC' rept "Inquiry into Allegation of Employee 
Misconduct by Restricting Investigation to Determine 
Reliabililty of Power Grid Serving St Lucie. " 

SOHINKI, S. M. Branchs. 79/04/11. Ip. 


— 7905070277 Safety evaluation supporting Amend 31 to License DPR-67. 
« Office of Nuclear Reactor Regulation. 79/04/05. 3pp. 


— 7905070299 Notice of issuance & availability of Amend 31 to License 
DPR-67. 

REID, R. W. Operating Reactors Branch 4. 79/04/05. 2pp. 


7905150798 Notifies of adequacy of licensee's sys for Insuring 
feedring is maintained full of water at all times. Suggests 
auxiliary feedwater flow be actuated automatically to 
obtain time lapse of less than one minute. 

LAINAS, G. Plant Systems Branch. 79/04/13. 2pp. 
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7903150278 Requests addl info re revieiu of proposed pump & valve test 
program submitted bg 770916 & 78090S Itrs. Enel 1 identifies 
info needed on certain check valves. 

REIO. R. M. Operating Reactors Branch 4. 79/04/20. 5pp. 


790S020127 Forwards IE Bulletin 79-06. “Rsvitw of Operational Erp'’’' 
Sgs Misalignments Identified During TMI Incident. “ Licensee 
action required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/04/11. Ip. 


7905250263 Forwards safety evaluations re 
containment. 

REID. R.M. Operating Reactors Branch 


fuel handling 
4. 79/04/27. 


accident 

2pp. 


inside 


— 7905250275 Safety evaluation re fuel handling accident 
containment. Reveals fuel handling accident u/one or 
assemblies would provide doses within lOCFRlOO 
guideline values. 

* Office of Nuclear Reactor Regulation. 79/04/27. 


inside 

two 


4pp. 


7905040585 Forwards addl info for Cycle 3 reload application re 
anticipated burnup for clad collapse for each fuel batch, 
combining of fuel pin powers & augmentation factors St 
inve s t i ga t i on of control elements assembly sticking. 

UORIO. R.E. Florida Power St Light Co. 79/04/30. 12pp. 


7905040141 Forwards IE Bulletin 79-06B. "Review of Operational 
Sys Misalignments Identified During TMI Incident." Licensee 
action required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/04/14. 2pp. 


7905040308 Forwards IE Bulletin 79-07. "Seismic Stress Analysis of 
■ Saf ety-Relatad Piping." Licensee action required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director, 
79/04/14. Ip. 


7905040404 Forwards IE Bulletin 79-08. "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. " 

0 'REILLY. J. P. Region 2.- Atlanta. Office of the Director. 
79/04/14. Ip. 


7905070410 Provides status of verification program for technique of 
measuring resistance temp detectors time constants. 

UHRIO.R. E. Florida Power & Light Co. 79/05/01. 2pp. 

7905140310 Reviews impact of using NRC fission gas release enhancement 
factors on results of Cycle 3 safety analyses. Application of 
factors does not adversely affect Cycle 3 results of 790222. 

UHRIO. R.E. Florida Power & Light Co. 79/05/03. Ip. 

7905210121 Forwards startup testing info as suppl to Cycle 3 reload 
safety evaluation. 

UHRIO. R.E. Florida Power St Light Co. 79/05/10. 2pp. 


7905030164 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker in Saf ety-Related Syi. " Licensee action 
required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/04/17. 2pp. 


7905020465 Forwards IE Bulletin 79-06A. Revls ion i. "Review of 
Operational Errors St Sys Misalignments Identified During TMI 
Incident. " 

O'REILLY. J. P, Region 2. Atlanta. Office of the Director, 
79/04/18, 2pp. 


7905220027 Forwards response to questions re reload safety evaluation. 
UHRIO. R.E. Florida Power Si Light Co. 79/05/18. 13pp. 


7905240169 Responds to IE Bulletin 79-07 re seismic analysis of 
safety-related piping. No such computer codes used. 

UHRIO. R.E. Florida Power St Light Co. 79/04/26. 3pp. 


7905310214 Forwards responses to questions re reload safety evaluation. 
UHRIO.R. E. Florida Power St Light Co. 79/05/22. 10pp. 


7905300014 Forwards responses to reload safety evaluation questions. 
UHRIO’, R.E. Florida Power 8, Light Co. 79/05/23. 6pp, 


7905310305 Submits info in response to NRC request. Zero power physics 
tests after reload performed according to procedures. Review 
criteria will be established. Evaluation of difference in 
individual assemblies power to be sent in two weeks. 

UHRIO. R.E. Florida Power St Light Co. 79/05/25. 2pp. 


7905310309 Confirms 790524 discussion during which util agreed to limit 
containment purging in operational Modes 1 St 2 to 90-h/year. 

UHRIO, R.E. Florida Power St Light Co. 79/05/25. Ip. 


a. Inspection reports, IE Bulletins St correspondence 


7905010195 Forwards IE Info Notice 79-06, “Stress Analysis of 
Safety-Related Piping. “ 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/03/23. 2pp. 


7905030310 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks. “ 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/03/26. 2pp. 


7905010104 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys w/Svc Air Sys Used as Source of Breathing 
Air. “ 

O'REILLY. J, P. Region 2, Atlanta, Office of the Director. 
79/03/28. 2pp. 


7905010358 Forwards IE Info Notice 79-09, "Spill of Radioactively 
Contaminated Resin. " 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/03/30. 2pp. 


7905240045 Ack receipt of IE Insp Rept 50-335/79-04 on 790207-09, No 
proprietary info. 

UHRIO.R. E. Florida Power St Light Co. 79/04/10. Ip. 


“7905240054 Forwards IE Insp Rept 50-335/79-04 on 790207-09, No 
noncompl iance noted. » 

KENNA. M. B. Region 2. Atlanta. Safeguards Branch. 79/03/12. 

app. 


“7905240069 IE Insp Rept 50-335/79-04 on 790207-09. No noncompliance 
noted. Major areas inspectad; facility organization St 
oparation. measurament S. controls, shipping Si receiving, 
storage ti Internal control, invantory St racords. 

TODD. 0. A. I CLAY. E. L. Region 2. Atlanta. Office of the Director. 
WILLIAMS. 0. H. Region 2. Atlanta. Safeguards Branch. 79/03/08. 

4pp. 


7905290150 Ack receipt of 790403 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-335/79-01. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/05/01. Ip. 


— 7905290159 Responds to NRC 790308 Itr re violations noted in IE 
Rept 50-335/79-01, Corrective actions : cal ibr info sheet 039 
corrected St appropriate personnel instructed on correct 
method of making changes. 

UHRIO, R.E. Florida Power St Light Co. 79/04/03. 3pp. 


— 7905290167 Forwards IE Insp Rept 50-335/79-01 on 790109-12 !t nolle i 
violation. 

LEWIS, R. C. Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. 79/03/08. 2pp. 


— 7905290170 Notice of violation from insp on 790109-12. 

* Region 2. Atlanta. Office of the Director. 79/03/07, Ip 


— 7905290174 IE Insp Rept 50-335/79-01 on 790109-12. Noncomp 1 iance nol 
failure to review calibr procedures. 

WEBSTER, E. H. , M0S8ITT, B. R, , CANTRELL, F. S. Region 2, Atlanta. 
Office of the Director. 79/03/07. 13pp. 


S. Reportable occurrences, LERs St related correspondence 


7905150241 Forwards LER 79-009/03L-0. 

8CHLM1DT, A. D. Florida Power St Light Co. 79/04/04. Ip. 


“7905150249 LER 79-009/03L-0 on 790305: control element assembly 2 taq 
not withdraw fully from misalignment to chec.k control 
element assembly position alarms. Caused by faulty upper 
electric limit reed switch. Switch will be replaced. 

JAMES. D.K, Florida Power S. Light Co. 79/04/04. Ip. 


7905090062 Forwards LER 79-013/03L-0. 

SCHMIDT. A. D. Florida Power St Light Go. 79/04/30. ip. 


— 7TO5090064 LER 79-013/03L-0 on 790331; during surveillance tasting „ 
diesel generator. solenoid-operated fill valve for engine 
mounted fuel oil tank failed to open. causing tan* level to „ ^ 

drop below limit. Caused by burnt contacts in relay. ' 

SCHOPPMAN, M. A. Florida Power St Light Co. 79/04/30. Ip. 


7905220091 Forwards LER 79-014/03L-0. 

SCHMIDT, A. D. Florida Power St Light Co. 79/05/09. Ip. 


— T905220098 LER 79-O14/O3L-0 on 790409: notified by vendor that 
crankshaft coupling for cooling fans used on dle*el« falleil 
In other appl ications. Coup lings replaced w/couplings of 
improved design. under directions from diesel vendor. 
SCHOPPMAN, M. A. Florida Power St Light Co. 79/05/09. Ip. 
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DOCKET SO-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 
F. Security, medical, emergency & fire protection plans 


7’fO92‘?0073 Forwards response to NRC 
protec t ion. Eng inear ing 8< design of 
C0UN8IL. W. G. Northeast Utilities. 


verbal questions re fir® 
most mods in progress. 
79/05/18. 16pp. 


J. Insurance X, indemnity information 


7905160376 Discusses results of six tasks which utilized ADLPIPE 
computer program for reanalysis of piping sys.Mods involved 
minor changes to small portions of existing sys. 

COUNSIL, U. G. , SWITZER, D.C. Northeast Utilities. 79/05/11. Spp. 

7905300645 Informs of forthcoming detailed reply to 790507 Itr re CT 
nuclear power plants. Plants will not start up until all 
post-TMl items & requirements are implemented Si confirmed. 

HENDRIE, J. M. Commission. 79/05/11, Ip. 


7905140422 Forwards Amend 14 to Indemnity Agreement B-39 per 10CFR140 
changes, re increase in liability insurance from »140 million 
to 15160 mi 1 1 ion, effective 790501. Support ing documentation 
end. 

8ALTZMAN, J. Antitrust Si Indemnity Group. 79/05/01. 6pp. 

7905190075 Forwards executed Amend 14 to Indemnity Agreement B-39. 

D 'CONNDRi L. A. Northeast Utilities. 79/05/15. 4PP. 


— 7905300647 Requests assurance that action required by IE info notices 
bulletins have been implemented before CT plants return to 
operation. Also requests info on other anticipated NRC 
actions or anticipated problems. 

GRASSOiE. Connecticut! State of, 79/05/07. 2pp. 


7905220116 Forwards addl info re performance of control element 
assembly guide tubed sleevesiin response to 790512 Itr. 
COUNSILi W. 0. Northeast Utilities. 79/05/17. 6pp. 


P. Operating license stage documents »i correspondence 


7905070332 Forwards Amend SO to License DPR— 65, safety evaluation ?i 
notice of issuance & ava i lab i 1 i ty . 

REID, R. W. Operating Reactors Branch 4. 79/03/23. 2pp. 


— 7905070337 Amend SO to License DPR— 65, incorporating low temp 
overpressure protection sys requirements. 

REID, R.W, Operating Reactors Branch 4, 79/03/23. 20pp. 


— 7903070347 Safety evaluation supporting Amend 50 to License DPR-65. 
* Office of Nuclear Reactor Regulation. 79/03/23. 17pp. 


— 7909070391 Notice of issuance Si availability of Amend 50 to License 
DPR-6S. 

REID, R.W. Operating Reactors Branch 4. 79/03/23. 2pp. 


7909240253 Forwards draft safety evaluation re proposed neutron shield 
design to reduce radiation level outside conta inment. Load 
analysis to bo completed 800101, 

LAINAS, O, Plant Systems Branch. 79/04/17. 7pp, 


7905290007 Forwards Amends 60 8< 51 to Licenses DPR-2i & DPR-65, 
respectively, EIA ti notice of issuance t, negative 
dec laratlon. 

ZIEMANN, D.L. Operating Reactors Branch 2. 79/04/24. 3pp. 


7905300009 Comments on need for repairing or replacing aerated radwast© 
evaporator. Replacement not warranted, based on discharge 
criteria, actual plant releases & ALARA considerations, 

COUNSIL, W.C. Northeast Utilities. 79/05/21. 2pp. 


7905310183 Forwards proprietary Si nonproprietary versions of “Sleeved 
CEA Guide Tube Eddy Current Test Results. “ Proprietary 
version withheld <ref 10CFR2. 790) . W/af f idavit re 
withholding. 

COUNSIL, W.O. Northeast Utilities. 79/05/23. 6pp. 


—7905310189 "Sleeved CEA Guide Tube Eddy Current Test Results. “ 
* Northeast Utilities. CEN-108CN)-NP, 79/05/02. 6pp. 


Q. Inspection reports, IE Bulletins 8t correspondence 


7905240692 Forwards IE Insp Repts 50-245/78-42 & 50-336/78-39 on 
781208- 79010S. No noncomp 1 iance noted. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/03/21. 2pp. 


— 7905240704 IE Insp Repts 50-245/78-42 *■. 50-336/78-39 on 781208-790105. 
No noncompliance noted. Major areas inspected: Unit 1 reactor, 
turbine ii radwaste bldgs. Unit 2 auxiliary Ji turbine bldgs, 
condensate polishing facility 4, radiation protection. 

SHEDLOSKY. J. T. Region 1, Phi ladelphia. Office of the Director. 
MCCABE, E.C. Region 1, Ph i lade Iph ia. Reactor Operations Nuclear 

Support Branch. 79/03/20. I3pp. 


— 7905290012 Amends 60 (b 51 to Licenses DPR-21 fj. DPR-65, respectively, 
revising ET8 to provide more flexibility in sampling 
schedules fy. collection for, aquatic monitoring 4. reflecting 
improved modified program objectives. 

ZIEMANN, D. L. Operating Reactors Branch 2. 79/04/24. 13pp. 


7905010121 Forwards IE Info Notice 79-06, "Stress Analysis of 
Saf ety-Related Piping. " 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/03/23. Ip. 


— 7905290016 EIA supporting Amends 60 !i 51 to Licenses DPR-21 8< DPR-65, 
respectively. 

* Office of Nuclear Reactor Regulation. 79/04/24. llpp. 

— 7905290019 Notice of issuance of Amends 60 & 51 to Licenses DPR-21 Si 
DPR~6S, respectively, Si negative declaration. 

ZIEMANN, D.L. Operating Reactors Branch 2. 79/04/24. 2pp. 


7905040135 Responds to NRC 780419 request for insulation resistance 
tes t s . For war d s electrical penetration testing evaluation. 
Modified conductor configuration is acceptable for Cycle 3 
operation. 

COUNSIL, W.O. Northeast Utilities. 79/04/26. 8pp. 


7905070359 Forwards proposed revision to Tech Specs to allow unlimited 
containment purges. Revisions deal w/containment isolation 
valves, 

COUNSIL, W.G. Northeast Utilities. 79/04/27. 16pp. 


7905080406 Forwards responses to request for addl info re Cycle 3 
safety analysis. Nonproprietary rept end. Proprietary version 
withheld (ref 10CFR2. 790>. 

COUNSIL, W.O. Northeast Utilities. 79/05/03. 17pp. 


7905100320 Discusses addl info re control element assembly guide tube 
insp. Fuel assemblies suitable for continued use during Cycle 
3 operation. 

COUNSIL, W.O. Northeast Utilities. 79/05/07. 2po. 


7905160262 Notifies that stem-mounted limit switches 
81-624,81-634 *i 81-644 will not be replaced) valves 
perform safety-related function. 

COUNSIL, W. O, , SWITZER, D.C. Northeast Utilities. 


on valves 
do not 

79/05/08. 


SI-614, 

2pp. 


7905010053 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys w/Svc Air Sys Used as Source of Breathing 

GRIER, B.H. Region 1, Phi ladelph ia. Office of the Director. 
79/03/28. Ip. 


7905010304 Forwards IE Info Notice 79-09, “Spill of Radioactively 
Contaminated Resin." . 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/03/30. 20 0. 


7905290160 Forwards IE Insp Rept 50-336/79—04 on 790220— 23. No 
noncompliance noted. 

BRUNNER, E.J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/04/10. 2pp. 


-7905290166 IE Insp Rept 50-336/79-04 on 790220-23. No noncompliance 
noted. Major areas inspected; administrative controls of 
facility procedures Si safety related calibr. 

ZIMMERMAN, R. P. , BAUNACK, W. H. Region 1, Philadelphia 
the Director. KISTERiH.B. Region 1, Philadelphia 


Office of 
Reactor 










)05020061 Forwards IE Bulletin 79-06. “Review of Operational Errors *. 
Sys Misalignments Identified During TMl Incident. License# 

GRIER, B.h!*^ Region 1, Philadelphia, Office of the Director. 
79/04/11. Ip. 


05020300 Forwards IE Bulletin 79-07, “Seismic Stress Analysis of 

Bafetu-Related Piping. Licensee action required. 

ORIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/04/14. Ip. 
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7'9C5C40C4'? fon^aris IS Bulletin 79-063. "Reviein of Operational Errors i 
S'js M t sa i ignnen t s lientifiei Curing TMI Inciient. “ Licensee 
action required. 

ORIER.S.ri, Region 1. Philadelphia, Office of the Director. 

79 .'04/ 14 :p 


7905040214 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water rauer Reactors Identified During TMI Incident. " 

GRIER, 3. H, Region 1, Philadelphia, Office of the Director, 
79/04/14 ;p 


790S030077 Forwards IE Bulletin 79—09, "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys. " Licensee action 
rsj^uired . 

ORIER.B H. Region 1, Philadelphia, Office of the Director. 
79,'04/17- Ip 


7905020204 Forwards IE Bulletin 79-06A, Revision 1, "Revieui of 
Operational Errors tt Sys Misalignments Identified During TMI 
Incident. " 

GRIER, B.H, Region 1, Philadelphia, Office of the Director. 
79/04/18. Ip 


7905040053 Discusses guide tube insp program. Pull tests performed on 
354 sleeves. Evaluation of data indicates sleeves are 
functioning as a«p*ct«d. 

COUNSIL-W.G. Northeast Utilities. 79/04/26. 2pp. 


7905300261 Provides info in response to NRC request re impact of mods 
& reanalyses on high energy pipe break. Topic discussed in 
util 790511 response to IE Bulletin 79-07. 

COUNSIL.W.G. Northeast Utilities. 79/05/23. 2pp, 


R. Periodic operating reports & related correspondence 


7905150502 Forwards monthly operating rept for Apr 1979. 
OPEKA, J. F. Northeast Utilities. 79/05/09. Ip. 


—7905150505 M,or, th !y operating rept for Apr 1979. 

HOMLETT, G P Northeast Utilities. 79/05/02. Spp. 


— 7905030209 Agreement via stipulation of contentions, including, 
uiithdraujal of previous contentions. 

KROQT, I. Citizens Energy Forum. OOLDBERG, S. C. Branch 2. 
CHRIST(1AN,U. Virginia Electric «< Power Co. 79/03/23, 7pp. 


7905030258 Answer by util in opposition to UCS 790314 petition to 
intervene. Claims untimeliness, intervention during 
appellate stage St lack of standing. Certificate of Svc end. 
RINACA.J.M. Hunton It Williams. 79/03/29. 22pp. 


7905010115 Forwards request for Board notification re nonsafety — grade 
equipment to mitigate transients. 

SCINTO, J. F, Hearings Division. 79/04/02, 31pp. 


— 7905010156 Board notification: staff assessment re nonsafety-grade 
equipment to mitigate transients. 

VASSALLO, 0. B. Assistant Director for Light Water Reactors, 
79/03/29. 2pp. 


—7905010198 Board no t if icat 1 on ; rec ant issue on nonsafety-grade 
equipment to mitigate transients. More info is required. 

TEDESCO, R, L. Assistant Director for Reactor Safety, 79/03/16 
3pp. 


7905230668 Notifies that recent info may affect licensing of high 
density spent fuel storage racks. Svc water temp component 
cooling water temp will exceed values in FSAR. 

CHRISTMAN, J. N, Hunton i'. Williams. 79/04/04. 2pp. 


7905240135 ALAB-536, deny ing UCS 790314 petition to intervene or 
participate in hearing as amicus curiae, 

DUFLO,M, E. Atomic Safety and Licensing Appeal Panel, 79/04/09 
Spp. 


7905240487 Directs parties to submit responsive prepared testimony 
pumphouse settlement St turbine missile issues before 790331. 
Evidentiary hearing to be held during week of 790618. Lists 
procedures for informal discovery process. 

DUFLO, M. E, Atomic Safety and Licensing Appeal Panel. 79/04/09. 


S, Reportable occurrences, LERs &■. related correspondence 


7905140067 PNO-79-91 : vapor binding of shutdown 
790314, Suction restored; no radioactive raatl 
environ. 

KILINGEH,G. , NOLAN, F. , BRYAN, S. E. Office of 
Enforcement. 79/04/23. Ip, 


cooling sys pump on 
released to 

Inspection & 


790S100I37 Forwards EIA re proposed increase of storage capacitu of 
spent fuel pool. 

GOLDBERG, S. C. Branch 2. 79/04/10. Ip. 


■7905100140 EIA supporting proposed increase in storage capacity of 
spent TU6l pool. 

■* Office of Nuclear Reactor Regulation, 79/04/02. 32pp. 


7905080456 Forwards LER 78-022/03X-1. 

OPEKA, J. F. Northeast Utilities,' 79/04/30. Ip. 

-7905080461 LER 78-022/03X-1 on 780906: loss of efficiency noted in 
methyl iodide removal sys for end bldg A filtration 
degradation through use. 

MCCANN, W.U. Northeast Utilities. 79/04/30. ip. 

7905300452 Forwards LER 79-011/03L-0. 

OPEKA, J.F. Northeast Utilities. 79/03/18. Ip. 

“7905300457 LER 79-01 1/03L-0 on 790S14: one electrical penetration S. 

l«4k«g9- Caused by inadevertent 
omission of pre-repair leak rate measurement for some 
valves. Test procedures to be revised. 

STHATHAN, R. A. Northeast Utilities. 79/05/18. 3pp. 

channels. 

^ open connections between channels A J. D detector 
cables. Connections repaired. o.uecsor 

OPEKA, J.F. Northeast Utilities. 79/05/22. Ip. 


WKET 50-338 NORTH ANNA POWER STATION, UNIT 1 
G. Adjudicatory correspondence 

4 :n‘ie‘drre^::strnimus‘rcrr’' ***‘‘'* 

WEISS,E.R. Sheldon, Harmon S. Roisman. 79/03/14. 9 pp. 

RJ Ooddard on behalf of NRC rcertia?*^^* appearance of 
DOUGHERTY, J.B. Potomac AUiLc! 

Division. CHRISTMAN, J. Virginia ^“S^lations 

10pp. Virginia Electric & Power Co, 79/03/23. 


™rom°Pe^inrrenrdV-?®;“'’/“ <^9 "'iniMus theory 

from Perkins record. Certif icate of Svc end, 

SCINTO, J.F, Hearings Division, 79/04/11, 45pp, 

^AtSc crtriNJ.^p/T®'’ Philadelphia Electric Co. P SEW ^ 

KEPFORO.C.R. Citizens for Safe Environment. 79/04/11, 8pp. 

7905241006 Corrects info submitted on 790334 re deflclencu in 
indLT“T model. Model relLl^; s 

sC^NSO^,'^.r‘^ Tjel r ^/tOCFR50.46. 

SWANSDN, D. T. Branch 1, 79/04/20, Spp. 

^’Amance ProvIderJorheld^ ** 

intervenor^ hearing & designates contentions of 

OEALE.V.B. Atomic Safety and Licensing Board Panel. 79/04/21. 4pp 

eraissions*^issue*Parties"hr^^'*^*t?? int®rvenor groups r» radon 

^LO,M.E. Atomic Safety and Licensing Appeal Panel, 79/04/23, 

CHRISTMAN, J.N. Hunton *. Williams. 79/04/30. 2 pp, 
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79092404SS Ack rectfipt of 79040S Itr roquestinB NRC to revoke QLs Ltr 
is currently under c oris i d era t i on. Forward s FR notice re Allen 
790405 Itr. 

DENTON. H.R. Office of Nuclear Reactor Regulation. TR/OS/OA, Ip, 


.7905S404d>l FR notice re J Alien 790405 roguest for revocation of OLs 
DENTON. H.R, Office of Nuclear Reactor Regulation. 79/05/04. 2pp! 


7905240910 Entond® time for NRG review of ALAB-536 until 790511 
CHIUK.S, J. Office of the Socretiiry of the Commiti-s ion. 79/05/04. 
Ip. 


7909240971 Following 790626 prehearing conf or enc o. h ear i ng shall 
cpipmonco r« application bg util for 01. amend to Increase 
spent fuel pool storage capacity, per 790423 order granting 
intervention, 

DEALE. V.H Atomic Safety and Licensing Board Panel. 79/0S/04. 5pp. 


7909310033 Forwards 0 Allen 790405 Itr requesting NRC revoke facility 
OLi f* FR notiCK of revocation request. W/790330 I tr to ASLAB 
re W«»tlnghouso GCCS deficiency, 

DENTON. H.R, Office of Nocluar Reactor Regulation. 79/09/04, 3pp, 


7909290233 Request to amend petition to intervene by adding contention 
re *vc water cooling uy -i . No 1 1 ce of appearance of OM Oilman 
on behalf of 1 n tervanors . Cer t i f icate of Svc t. supporting 
dociinientat ion «ncl 

DOUGHERTY. 0. U. - OILMAN, 0. Potomac Alliance, 79/05/09, Upp. 


1. Financial information 


7909020439 Dineuasei EJEC 790321 Itr It, registration s ta temen t . Ut i 1 will 
file another ptatomont wh 1 1 : ti NRG will be'able to review. 

DROMERICK.A W, Light Water Rojctors Branch 3, 79/04/09. Ip. 


--790S02046A Forward* !TEC 790316 registration statement filed by util. 
Requests commenta by 790330iutll wiahe'j statement to become 
effective by 790402 

MORIN. H F, Oeciirtties ft. fuchange Cornmiasion. 79/03/21. 60pp, 


J. Insurant® Hi Indemnity information 


7903110107 Amend to Endontement yt to NEl.IA Policy NF-186. Constitutes 
Enil<ir»«m.ent 34 

» Nuclear Energy Liability Insurance Aasociation. 79/04/27. Ip. 


7909070497 Confirms Imraaaed liability limit to *134,000.000 for 

policies NF I, a». 43, 76, t’O, 100, 111, 140, 146, 131, 161, 164, 170, 

173, 174, 170, 179, 100, 102, 105, 106. 187, 100, 189, 192, 193, 194, 195, 

197, i9fl, aoo, »oi, 204, ao6, ao7, aoH. 210 , aia, 214 , ais, u other®. 

aUATTROCHHl . ,i American Nuclear Insurers. 79/03/01. Ip, 


7903070SB2 Confirm* increase in liability limit to *36.000.000 for 
poliCle* MF-aa. 26. 29, 30, 39, 44, 46, 47, 49, SO, 51, 52, 33, S4, 3S, S6, 

97, m 60. 61, 64, 66, 67, 60, 69, 70. 71, 72, 74, 76, 77, 7B. 79, 00, 06, 87, 

08, 90, 91 , 9a, 93, 94, 93 Si 96 

ROBERTS, 0 M Mutual Atomic Energy Liability Underwriters. 79/OS/Ol, 
Ip 


7903110090 Endorsement* 16,30,36 &,47 to NEUIA Policy NF-186. 
BAH0E8, C R. Nuclear Energy Liability Insurance Association, 
79/03/01 Ig 


7903140920 Forward* Amend 3 to Indemnity Agreement B-80 per 10CFR140 
Chang**, r® incr®a«» in liability Inturance from *140 million 
to *160 mi 1 1 ion, ef fee tlve 790301 . Support ing documentation 
and 

8AI.T7MAN. U Antitrust ft Indemnity Sroup, 79/OS/Ol. 6pp. 


7909840342 Forwards eiecutsd Amend S to Indemnity Agreement H-ao. 
STALLINOS, C M Virginia Electric S. Power Co. 79/03/21. 2pp. 


7909300334 Forward* Endorsements 17,20 &• 21 to NGLIA Policy NF-240. 
KELLEY, P J. Johnson it Higgins Insurance. 79/03/23. 4pp. 


0. Advisory Committee on Reactor Safeguards reports *t correspondence 


7909100323 Respond* to rpquest for written ropt after cancellation of 
ACRfi 790331 meeting re possibility of problom w/instrument 
guide tube* Staff rept one I 

CROCKER. L P, Division of Project Management. 79/03/30. 9pp. 


7905070087 Forwards EIA re eipansion of spent fuel storage pool. 

REGAN, W. H. Environmental Projects Branch 2. 79/04/06, Ip. 

7905070090 EIA re proposed increase in storage capacity of spent fuel 
pool. 

* Environmental Projects Branch 2. 79/04/02, 32pp. 

7905090304 Informs of completion of review of 781226 revised plant 
staff organi zation. Revisions aceptable if addl level is 
added IP. if appointment of alternates is clarified. 

PARR.O, D. Light Mater Reactors Branch 4. 79/04/09. 5pp. 


7905020358 Ack receipt of 790409 Itr re r eor gan i za t ion. Mod i f i ed 
requirements for personnel qua 1 if Icat i ons will be 
incorporated into FSAR in upcoming amend. 

STALLINGS, C. M. Virginia Electric IP. Power Co, 79/04/27. Ip. 


7905040126 Responds to AM Dromerick request re elevation marker 
readings located on svc water piping at svc water pumphouse. 
BROWN, S.C, Virginia Electric Power Co. 79/05/01. Ip. 


7905240407 Submits 790903 elevations of three settlement markers at 
svc water pumphouse, 

BROWN, S. C. Virginia Electric P Power Co. 79/05/01. Ip, 


7905100317 Forwards drawings of stainless steel pressure-balanced 
expansion joints for svc water piping at svc water 
pumphouse, in response to AW Dromerick request. Overs i z ed 
drawings enc 1 . 

BROWN, S.C. Virginia Electric P Power Co. 79/05/03. IP. 


7905080428 Notifies of plans to test Unit 2 auxiliary svc waijer pump 
2-sw-p-4 on monthly bases, as outlined in inservice testing 
program submitted on 790131. Will test l-sw-p-4 before OL is 
issued for Unit 2. Piping mod presently unnecessary. 

STALLINOS, C. M. Virginia Electric «,. Power Co. 79/05/04, Ip. 


7905080443 Supplements 790308 rept "Svc Water Reservoir Ht Spray Sys 
Performance Testing 8,. Evaluation. " Spent fuel pool temp will 
exceed 110 F FSAR limit. Lists methods to meet limits. Fuel 
rack license application 6. FSAR will be amended. 

BROWN, S.C. Virginia Electric ft Power Co. 79/05/04. Ip, 


790S080S06 Lists completed Tech Specs testing requirements which should 
be deleted from list of tests requiring deferral for amend 
to OL. 

STALLINGS, C. M, Virginia Electric >t Power Co. 79/05/04. Ip. 


7905190062 Forwards fee for issuance of Amend 10 to License NPF-4. 
STALLINOS, C . M. Virginia Electric 8,. Power Co, 79/05/07. Ip. 


790S150270 Forwards replacement pages to 780501 application to amend 
License NPF-4 to expand spent fuel storage capacity. 

STALLINOS, C. M. Virginia Electric ft Power Co. 79/05/11. 10pp. 


7905210176 Forwards suppl to proposed Tech Spec Change 12 re 
increasing amount of allowable settlement for svc water 
pumphouse. 

STALLINOS, C. M. Virginia Electric & Power Co. 79/05/17. 23pp. 


7905230536 Suppl to proposed Tech Spec Change 12, "Set t lament of Class I 
Structures," increasing amount of allowable settlement for 
svc waterpump house. Forwards revised Tech Spec, marked— up 
original *t discussion of change. 

STALLINOS, C. M. Virginia Electric ft Power Co. 79/05/17, 23pp. 


7905230022 Forwards response to NRC 790503 evaluation 8i request for 
addl info re "Svc Water Reservoir !< Spray Sys Performance 
Testing 8i Evaluation. " 

BROUN, S. C. Virginia Electric ft Power Co, 79/05/18. Spp- 


7905290373 Responds to AW Dromerick 790503 questions re containment 
dep ressur i zation, net positive suction head, analyses & 
effects of increased calculated svc water temps on design 
of charging pump coolers. 

BROWN, S.C. Virginia Electric ft Power Co. 79/05/23. 14pp. 


Q. Inspection reports, IE Bulletins 8*. correspondence 


790501025S Forwards IE Insp Repts 50-338-/79-01 ft 50-339/79-01 on 
790102-0202 «! notice of violation. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/03/16. 2pp. 


P. Operating Ucenn® stage documents S. correspondence 


7905020490 Discuss®* 790313 telcon u/R Soro of Westinghouse re 
Iheorreet weight* for Velan Model C638 6-inch check valves 
Used in aafxiLy injection #y* , 

SCHUF.HCf 'fl, A Operatzng Reactor* Branch 1. 79/04/02. ip. 


■7905010264 Notice of violation from insp on 790102-0202. 

Region 2, Atlanta, Reactor Operations Nuclear Support Branch. 
79/03/14. Ip. 


* I 
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. , 50-338/79-01 & SO-339/79-01 on 790102-0202. 

-7905010275 IE to document approval of chonga 

Noncan* 1 »*nc« noted . foi lOf® 

ta tt«t focadure^ Oepipn 2. Atlanta. Reactor Operations 

KIODS.N S . ^ - ,03/U 19pp. 

Nuclear Support Branch, 79/03/19- 


7905010224 Foraar 
Sa f e t y —Re 1 a t e d 
O'REILXV, J, P 
79/03/23, 2?P. 


it IE Info Notice 79-06, “Stres 
***9^^®" 2' Atlanta, Office of 


$ Analysis of 
the Director. 


7905090129 Forwards IE Insp Repts 
790122-25 S* notice of violation. 
LEWIS, R C Region 2, Atlanta 

8fa«; 79/03/23* 2pp, 


50-333/79-04 
, Reactor Op 


Ic 50-339/79-04 on 
srations Nuclear Support 


790S09013C Notice of violation 

* Region 2, Atlanta, Offic 


from insp 
e of the 


on 790122-25. 
Director. 79/03/13. 


Ip. 


7905230672 Forwards IE Insp Rapt 50-338/79 03 

violation. 


(•nTucDi iiKin. ..1. T. 






on 790205-09 & notice 
Facility %>. Materials 


of 


—7905230674 Notice 
* Region 2/ 


of violation from 
Atlanta, Office of 


insp on 790205-09. 

the Director. 79/03/20. 


Ip. 


-7905230679 IE Insp Rept 50-338/79-03 on 790205-09. Noncomp Hanc e noted: 
health physics technician trainee w/inadeRuate experience 

jInKINS rR'^^^^epior^^Atlanta, Office of the Director. 
elBSON A F Region 2, Atlanta. Fuel Facility 4, Materials Safety 




rta/n'Zt/’i cj 


7905240162 Responds to IE Bulletin 79-07 r 
safety-related piping. No computer codes 
methods described. 

SPENCER. W.C. Virginia Electric & Pouter 


e seismic analys 
identified using 

Co, 79/04/24. 


is of 


10pp. 


o ir.r /79— 04 4. 50—339/79—04 on 790122—25. 

-tfy rech spec-listed 

nv™”*/: '"eglora^^Atlanta, Office of the 

SS R.D.' Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch, 79/03/13. 8pp. 


7905030319 Feruards IE Info 
O'REILLY. J. P. Region 2. 
79/03/26. 2pp. 


Notice 79-07, “Rupture of Radutaste 
Atlanta, Office of the Director. 


Tanks. " 


7905240181 Responds to IE Bulletin 79-06A. "Rovieu, of Operational 
Errors &■. Sys Misalignments Identified During TMI Incident, 

Review committee was established & detailed review of TMI 
incident has been completed. 

STALLINGS. C. M. Virginia Electric I. Power Co. 79/04/26. 9pp. 


7905290119 Ack receipt of 790410 Itr informing NRG of steps taken to 
correct violations noted in IE Insp Repts 50-338/79-11 Si 
50*“339 / 79 *’ 1 6 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility Si Materials 




7905010123 Forwards IE Info Notice 79-08, “Interconnection of 
Contaminated Sys w/Svc Air Sys Used as Source of Breathing 


O'REILLY, J. P 
79/03/28. 2pp. 


Region 2, Atlanta. Office of the Director. 


—7905290125 Responds to NRC 790316 Itr re violations noted in IE Insp 
Repts 50-338/79-11 «i 50-339/79-16. Corn ec t ive actions: 
applicable emergency plan implementing procedures put into 

action, e fiN A a a as f“k 

STALLINGS, C. M, Virginia Electric & Power Co. 79/04/10. 3pp, 


7905010369 Forwards IE Info 
Contaminated Resin. “ 
O'REILLY, J. P. Region 2, 
79/03/30. 2pp. 


Notice 79-09, “Spill of Radioacti 
Atlanta, Office of the Director. 


1« 


7905080534 Forwards IE Bulletin 79-06, 
Sys Misalignments Identified During 
action required. 

O'REILLY, U. P. Region 2, Atlanta, 
79/04/11. Ip. 


“Review of Operational 
TMI Incident. " Licensee 

Office of the Director. 


Errors 


& 


7905040254 Forwards IE Bulletin 79-06E, "Review of Operational Errors 8, 
Sys Misalignments Identified During TMI Incident." 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/04/14. 2pp. 


7905290130 Forwards IE Insp Repts 50-338/79-11 *< 50-339/79-16 on 

790228-0302 5, notice of violation. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility fy Materials 

Safety Branch. 79/03/16. 2pp. 


— 7905290138 Notice of violation from insp on 790228-0302. 

* Region 2, Atlanta, Office of the Director. 79/03/16. Ip, 


— 7905290142 IE Insp Repts 50-338/79-11 Ji 50-339/79-16 on 790228-0302, 
Noncompliance noted : release of radioactivity to unrestricted 
area. 

ZAVADOSKI, R. W. Region 2, Atlanta, Fuel Facility fr. Materials 

Safety Branch. 79/03/16. 5pp. 


7905040271 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Saf ety-Related Piping. “ Licensee action required. 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director. 
79/04/14. Ip, 


7905040448 Forwards IE Bulletin 79-08, “Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. “ 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/04/14. Ip, 


ends to IE Bulletin 79-03, “Long itud inal Weld Defects 
pe 304 Stainless Steel Pipe Spools Mfg by 
ding *i Engineering Co." North Anna 1 uses no 
Surry 1 & 2 records are still under review. 

Virginia Electric & Power Co. 79/04/16. 2pp. 


7905300734 Ack receipt of IE Insp Rept 50-330/79-13 on 790305-15, No 
proprietary info. 

STALLINGS, C, M. Virginia Electric *, Power Co. 79/OS/Ol. Ip. 

7905300023 Forwards IE Insp Repts 50-338/79-12 *< 90-339/79-19 on 
790416-20. No noncompliance noted. 

KENNA,M. B. Region 2, Atlanta, Safeguards Branch. 79/05/02, 2pp 


—7905300026 IE Insp Repts 50-338/79-12 «k 50-339/79-19 on 790416-20. No 
noncompliance noted. Major areas inspec ted: security plan, 
protected area barriers, vital area barriers *i access 
controls. Details withheld (ref 10CFR.790). 

HENNESSEY, R. J. Region 2, Atlanta. Office of the Director. 

TOBIN, W.J. Region 2, Atlanta, Safeguards Branch. 79/05/02. 

Ip. 


rds IE Bulletin 79-09, "Failures of GE Type AK-2 
r in Saf ety-Related Sys. “ Licensee action 

Region 2, Atlanta, Office of the Director. 


7905240481 Confirms 790426 response to IE Bulletin 79-06A re actions 
taken on Unit l.All commitments for Unit I will apply to 
Unit 2. 

STALLINGS, C. M. Virginia Electric ». Power Co. 79/0S/03. Ip. 


rds IE Bulletin 79-06A, Revision 1, “Review of 
rors S< Sys Misalignments Identified During TMI 

Region 2, Atlanta, Office of the Director. 


eceipt of 790411 Itr informing NRC of steps taken to 
ion noted in IE Insp Rept 50-338/79-03. 

Region 2, Atlanta, Fuel Facility & Materials 
79/04/18. Ip. 


ponds to NRC 790320 Itr re violation noted in IE Insp 
79-03. Corrective actions; health physics 
rainee not meeting min qualification was removed 
n schedule. 

«. Virginia Electric J. Power Co. 79/04/11. 2pp. 


7905300706 Forwards response to IE Bulletin 79-04. Ve Ian swing check 
valves of three ti six inches installed in chemical vol & 
control it safety injection sys. 

STALLINGS, C.N. Virginia Electric 8. Power Co, 79/09/03. 4pp. 


7905210275 Responds to IE Bulletin 79-06A, Revls ion 1. Provides requested 
info on design changes re containment sump pump trip valve 
actuation safety injection logic. 

STALLINGS, C.M. Virginia Electric Si Power Co. 79/09/17. 2pp. 


7905290032 Responds to IE Bulletin 79-09. OE Type AK-2 circuit breakers 
not in use or planned for use. 

STALLINGS, C.M. ' Virginia Electric S, Power Co. 79/09/23. Ip. 


7905300018 Responds to IE Bulletin 79-10. Forwards reqoalif ication 
training program statistics. 

STALLINGS, C. M. Virginia Electric Si Power Co. 79/09/24. 9pp, 
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operating reports «, related correspondence 


770S190191 Forward* monthly operating rept for Aor 1979 

STALLINOS.C.M, Virginia Electric & Po^er cl 79/0S/lS. Ip. 

— 7905190193 Monthly operating rept for Apr 1979 

MADISONii W, R. Virginia Electric S? Power Co. 79/05/08 

*'• correspondence 

u,ater storage tant 

BCINTO.J. Hearings Division. 79/03/29. 30pp. 

7905140401 Responds to 790411 notification of defect in computer 
program allowing vital area access by unauthoriied ^ 

personnel. Security personnel deployed to prevent recurrence 
STALLINGS. C. M. Virginia Electric 8< Power Co. 79/04/12. app 

7903230631 Forward® addl info re significant potential safetu hazard 
reported on 790421, Software program failure caused degraded 
mode, allowing unrestricted access to any cardholder Vital 
entrances guarded while sys restored. oieer. vital 

STALLINGS, C. M. Virginia Electric fy. Power Co. 79/04/23. 2pp. 

7905020245 Forwards LER 79-047/01 T-O. 

STALLINGS, C. H. Virginia Electric St Power Co. 79/04/26. Ip. 

-7905020248 LER 79-047/01T-0 on 790412: dur ing reanalysis of regenerative 
heat exchanger , noz i le loading by vendor discovered loads 
exceed vendor umbrella load ing, caused by miscalculation of 
nozzle loading during initial analysis, 

CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/04/26 . 2pp. 


79-056/01T-0 on 790421:12 expansion joints on svc water 
t cooling heat exchangers were deflected 

greater than alignment allowances. Caused by failure to 

CARTER GH?Tr T**" f on expansion joints, 

CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/05/04. 2 pp. 

—7905080449 LER 79-OS7/01T-0 on 790424: transfer bus St feeder cables not 
capable of continually carrying full load current for 
certain conditions. Caused by improper sizing of equipment. 

Final solution being analyzed. 

CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/05/04. 3pp. 

’'’-034/03L-0 St 79-051 /03L-0. 

STALLINGS, C. H. Virginia Electric 8, Power Co. 79/05/07. Ip. 

'"^'^rese?5oIrTdnTfrd°^^"° l-RC-HSS-85 had empty 

reservoir Si declared inoperable. Caused by improperly seated ^ 

Q ring resulting in leak. Snubber replaced 

CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/05/04. Ip. 

~~’"^f!iled®to‘'!lo’’’“°®i''°^':7° ?" RHR isolation valve MOV-1701 

failed to close automatically in reponse to trip signal. 

Caused by misaligned limit switch contact in valve "close" 

CARTWHIOMt‘^S"r^'V®^^'?'’®c,*'' retested sat isf ac tor i ly . 

CARTWRIGHT, W.R. Virginia Electric S, Power Co. 79/05/04, app. 

^’79-05S%3L-o“'^’'‘‘* 79-050/03L-0 St 

STALLINGS, C. M. Virginia Electric St Power Co. 79/05/11. Ip. 

79-048/03L-0 on 790412: foreign substance found on valve 
seat St valve disc during repair on MOV-RS-1008. Caused by 
substance being left on seat by repair crew. 

CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/05/11. 3pp. 


7905020474 Forwards LER 79-043/01 T-O. 

STALLINGS, C, M. Virginia Electric St Power Co. 79/04/26. Ip. 

—7905020484 LER 79-043/01T-0 on 79041 1 ; manufacturer determined generic 
problem exists w/lower radial bearings of r ec irculat ion 
spray sy* motor*. Bearing failure could result. Installed 
bearings tested. 

CARTWR IGHT, W. R. Virginia Electric St Power Co, 79/04/24, 3pp. 

7905020391 Forwards LERs 79-029/03L-0 S. 79-042/03L-0. 

STALLINGS, C. M. Virginia Electric St Power Co. 79/04/27. Ip. 

7903020396 LER 79-029/03L— 0 on 790330: component cooling was lost to 
reactor coolant pump during steady state operation at 97X 
power. Caused by burned out. air solenoid coil. Coil replaced, 
CARTWRIGHT, W. R. Virginia Electric St Power Co, 79/04/24. 2pp. 

-—7905020403 LER 79-042/03L— 0 on 790330; aux i lary feedwater pump l-FW-P-2 
turbine governor/trip valve tripped closed at 407. power. 

Caused by overspeed trip signal from auxiliary feedwater 
pump turb in®, Further testing performed. 

CARTWRIGHT, W, R. Virginia Electric S, Power Co. 79/04/24. 2pp. 

7905040626 Significant deficiency rept on 790425. Computer program would 
not correctly operate sys, allowing unauthorized person 
access to vital area. Computer program currently being 
revised, 

STALLINGS, C. M, Virginia Electric St Power Co. 79/05/01. 2pp, 


7903070530 Forward* LER 79-052/01T-0. 

STALLINGSi C. M. Virginia Electric & Power Co, 


— 7905070533 LER 79-052/01T-0 on 790419: util informed by S&W of potential 
problem w/seismic pipe stress analysis on safety injection 
p ip ing. Caused by error in computer program input for design 
of pipe support®. Program corrected St mods made. 

CARTWRIGHT. W. R. Virginia Electric St Power Co. 79/05/02. 2pp. 

7905070656 Forwards LERs 79-043/03L-0 St 79-046/G3L-0. 

STALLINGS, C. M. Virginia Electric S, Power Co. 79/05/03. Ip. 

— 7905070659 LER 79-04S/03L-0 on 790404: level transmitter found out of 
callbr. Caused by instrument drift. Transmitter recalibr. 

CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/05/02. 3pp. 


7905160444 LER 79-049/03L-0 on 790412: reca 1 i br of steam generator 18 
revealed nonconservative drift. Caused by instrument drift. 

Recalibr for level channel corrected problem. 

CARTWRIGHT, W. R, Virginia Electric St Power Co, 79/05/11. 2pp. 

—7905160454 LER 79-050/03L-0 on 790412: recal ibr on containment pressure 
channel P-LM-IOOA revealed nonconservative Instrument drift. 

power supply in instrument. 

CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/05/11. 2pCp. /. 

7905160458 LER 79-055/03L-0 on 790401 : during Mode 3 op eration, three rod 
position indicators read high uhile rods were actually at 0 
steps. Caused by electrical drift in indicator circuitry. 

Recalibr solved problem. 

CARTWRIGHT, W. R. Virginia Electric Si Power Co. 79/05/11. 2pp. 

7905210258 Forwards LER 79-062/01T-0, 

STALLINGS, C. M. Virginia Electric St Power Co. 79/05/17. Ip. 

—7905210260 LER 79-062/01T— 0 on 790503: temporary iron corner braces 
discovered on exhaust ducting of diesel generator cooling 
fans. Caused by braces left in place after ducting 
fabrication. Braces removed. 

CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/05/17. 2pp. 

7905220287 Forwards LER 79-053/03L-0. 

STALLINGS, C. M. Virginia Electric St Power Co. 79/05/18. Ip. 

—7905220296 LER 79-053/03L-0 on 790419: while performing penetration leak 
testing, 20 valves discovered to have leakage exceeding 
allowable 1 imits. Caused by deterioration of valve seats. 

Valves reworked. 

CARTWRIGHT. W. R. Virginia Electric St Power Co. 79/05/10. 2pp. 

7905230060 Forwards LER 79-06S/01T-0. 

STALLINGS, C. M. Virginia Electric St Power Co. 79/05/21. Sp. 

— 7905230071 LER 79-065/01T-0 on 790507: informed by A/E that solenoid 
valves in sample sys did not meet proper environ 
(lualif ications. Caused by use of valves which were not 
environmentally q.ualified. 

CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/05/21. 2pp. 

79O53OO401 Forwards LERs 79-061 /03L-0, 79-072/03L-0 St 79-058 /03L-0. 
STALLINGS- C. M. Virginia Electric St Power Co. 79/05/25. Ip. 


-7903070662 LER 79-046/031-0 on 790408: during cold shutdown, changing 
pumps lA St IB were tagged out w/o racking in alternate 
feeder breaker for pump 1C. Caused by personnel error. Pump 1C 
alternate feeder breaker racked in. 

CARTWRIGHT, W, R. Virginia Electric St Power Co. 79/05/02. 2pp. 


-7905300404 LER 79-061 /03L-0 on 790430: temp indicator TI-RS-IOOA on 
casing cooling tank read out of specs at greater than SO F. 
Caused by slipping belt on mechnical refrigerator unit. 
CARTWRIGHT, W. R. Virginia Electric St Power Co. 79/05/28. 2pp. 


7905080444 Forwards LERs 79-056/01T-0 St 79-057/OIT-0. 

STALLINGS. C. M. Virginia Electric «< Power Co. 79/05/04, Ip. 
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-7905300408 LER 79-072/03L-0 on 790514: main steam trip valve TV-MS-lllB 
would not fully shut. Caused by deteriorated internal gasket. 

Oasfeet replaced. . . « onet 

CARTWRIGHT. W. R. Virginia Electric St Pomer Co. 79/05/28. 2pp. 


-7905300412 LER 79-058/03L-0 on 790430; safety injection valve M0V-186SB 
failed to open. Caused by dried packing around valve stem, 

Valve manually opened broken free from closed position. 

CARTWRIOHT. W. R. Virginia Electric it Power Co. 79/05/28. 2pp. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 

A. App lication/construction stage documents «■. correspondence 


7905290296 Requests NRC reconsider its 3-month moratorium on issuance 
of new OL because of large addl costs of replacement power. 

RAOONE, S. Virginia Electric Power Co. 79/05/22. 2pp. 

7905070087 Forwards EIA re expansion of spent fuel storage pool. 

REGANf W. H. Environmental Projects Branch 2. 79/04/06. Ip. 


7905070090 EIA re proposed increase in storage capacity of spent fuel 

* Environmental Projects Branch 2. 79/04/02. 32pp. 


7905040126 Responds to AW Dromerick request re elevation marker 
readings located on svc water piping at svc water pumphouse. 

BROWN, S.C. Virginia Electric t/. Power Co. 79/05/01. Ip. 

7905240407 Submits 790903 elevations of three settlement markers at 
SVC uater pumphouse. 

BROWN, S.C. Virginia Electric Power Co. 79/05/01. Ip. 

7905100317 Forwards drawings of stainless steel pressure-balanced 
expansion joints for svc water piping at svc water 
pumphouse, in response to AW Dromerick request. Oversized 
drawings end. 

BROWN, S.C. Virginia Electric U Power Co. 79/05/03. IP. 


7905080428 Notifies of plans to test Unit 2 auxiliary svc water pump 
2-sw-p-4 on monthly bases, as outlined in inservice testing 
program submitted on 790131. Will test l-sw-p-4 before OL is 
issued for Unit 2. Piping mod presently unnecessary. 

STALLINGS, C. M. Virginia Electric *i Power Co. 79/05/04. Ip. 


7905080443 Supplements 790308 rept “Svc Water Reservoir it Spray Sys 
Performance Testing t. Evaluation." Spent fuel pool temp will 
exceed 110 F FSAR limit. Lists methods to meet limits. Fuel 
rack license application FSAR will be amended. 

BROWN, S.C. Virginia Electric Power Co. 79/05/04. Ip, 


7905190062 Forwards fee for Issuance of Amend 10 to License NPF-4. 
STALLINGS, C. H. Virginia Electric Power Co. 79/05/07. Ip. 


7905150270 Forwards replacement pages to 780501 application to amend 
License NPF-4 to expand spent fuel storage capacity. 

STALLINGS, C. M, Virginia Electric it Power Co. 79/05/11. 10pp. 


7905210176 Forwards suppl to proposed Tech Spec Change 12 re 
increasing amount of allowable settlement for svc water 
pumphouse. 

STALLINGS, C. li. Virginia Electric i Power Co. 79/05/17. 23pp. 


7905230536 Suppl to proposed Tech Spec Change 12, "Settlement of Class I 
Structures," increasing amount of allowable settlement for 
svc waterpump house. Forwards revised Tech Spec, marked-up 
original i discussion of change. 

STALLINGS, C.M. Virginia Electric Si Power Co. 79/05/17. 23pp. 


O. Adjudicatory correspondence 


7905030262 Petition for formal intarvsnor status on turbine missile 
issue. If denied, requests permission to present evidence & 
cross-examine as amicus curia®. Certificate of Svc end. 

WEISS, E.R. Sheldon, Harmon St Roisman. 79/03/14. 9pp. 


7905030207 Agreement via stipulation of contentions, including 
withdrawal of previous contentions. Notice of appearance of 
RJ Goddard on behalf of NRC St Certificate of Svc end. 

DOUGHERTY, J. B. Potomac Alliance. GOLDBERG, S. C. Regulations 
Division. CHRISTMAN, J. Virginia Electric St Power Co, 79/03/83, 
10pp. 


— 7905030209 Agreement via stipulation of contentions, including 
withdrawal of previous contentions. 

KROOT, I. Citizens Energy Forum. GOLDBERG, S. C . Branch 2. 
CHRISTMAN, J. Virginia Electric St Power Co. 79/03/23. 7pp. 

7905030258 Answer by util in opposition to UCS 790314 petition to 
int'ervene. C la ims untimel iness, intervention during 
appellate stage St lack of standing. Certificate of Svc end. 

RINACA, J. M. Hunton St Williams. 79/03/29. 22pp. 

7905010115 Forwards request for Board notification re nonsaf ety-grade 
equipment to mitigate transients. 

SCINTO, J. F. Hearings Division. 79/04/02. 31pp. 


— 7905010156 Board no t i f ica 1 1 on ; s taf f assessment re nonsafety-grade 
equipment to mitigate transients, 

VASSALLO, D. B. Assistant Director for Light Water Reactors. 
79/03/29, 2pp. 


—7905010198 Board noti f ication ; recent issue on nonsafety-grade 
equipment to mitigate trans ients. More info is required. 
TEDESCO,R.L. Assistant Director for Reactor Safety. 79/03/16 
3pp. 


7905230668 Notifies that recent info may affect licensing of high 
density spent fuel storage racks. Svc water temp i component 
cooling water temp will exceed values in FSAR, 

CHRISTMAN, J, N. Hunton i Williams. 79/04/04, 2pp. 


7905240135 ALAB-536, deny ing UCS 790314 petition to intervene or 
participate in hearing as amicus curiae. 

DUFLO, M. E. Atomic Safety and Licensing Appeal Panel. 79/04/05. 

8pp, 


7905240487 Directs parties to submit responsive prepared testimony >•» 
pumphouse settlement i turbine missile issues before 790531. 
Evidentiary hearing to be held during week of 790618. Lists 
procedures for informal discovery process. 

DUFLO, M.E. Atomic Safety and Licensing Appeal Panel. 79/04/09, 

4pp. 


7905100137 Forwards EIA re proposed increase of storage capacity of 
spent fuel pool. 

GOLDBERG, S. C. Branch 2. 79/04/10. Ip. 


— 7905100140 EIA supporting proposed increase in storage capacity of 
spent fuel pool. 

* Office of Nuclear Reactor Regulation. 79/04/02. 32pp. 


7905110418 Response to ALAB-509 re radon emissions & de minimus theur. 
from Perkins record. Certificate of Svc end. 

SCINTO, J.F. Hearings Division. 79/04/H. 45pp. 


7905140519 Response to 790404 brief of Philadelphia Electric Co,PSKIiG 
Atlantic City (NJI Electric Co re de minimus theory. 

Certificate of Svc end. 

KEPFORD,C.R. Citizens for Safe Environment. 79/04/il. 8pp. 


7905230022 Forwards response to NRC 790503 evaluation i request for 
addl info re "Svc Water Reservoir i. Spray Sys Performance 
Testing *i Evaluation. " 

BROWN, S.C. Virginia Electric i Power Co. 79/05/18. Spp. 


7905290375 Responds to AW Dromerick 790503 questions re containment 
depressurization, net positive suction head analyses i 
effects of increased calculated svc water temps on design 
of charging pump coolers. 

BROWN, S.C. Virginia Electric i Power Co. 79/05/23. 14pp. 


79050S0441 Forwards corrections to Table A. 5. 1 8» other matl in 790410 
Itr from CM Stallings re startup physics testing program, 
description of input error in original computer code 
calculation steps taken to preclude recurrence. 

STALLINGS, C. M. Virginia Electric i Power Co. 79/05/02. 20pp. 


7905241006 Corrects info submitted on 790334 re deficiency in 
Uestinghouse ECCS evaluation model. Model reanalysis 
indicates North Anna 1 2 still in compliance w/lOCFRSO. 46. 

SWANSON, D.T. Branch 1. 79/04/13. Ip. 


7905240255 Requests extension of time to 790504 in which to prepare 
testimony. Granted by ASLAB on 790420. Certificate of Svc 
end. 

SWANSON, D.T. Branch 1. 79/04/20. Spp. 


7905030330 Affidavit of Svc for applicant's Amend 66 in proceeding 
NEIL, R. M. Virginia, State of. 79/04/25. 2pp. 


7W3140332 Notlfi«i® of conaol id«4ion of fivm intervonor arouos re raion 
•iBlnsion® iLa«oe. Parties h«v® until 790S2S in which to fil« 
far summarm disposition. 

I^LO. M. E. Atofflic Sofoty «nd Licensing Appeal Panel. 79/04/25. 

S3pF 


7903230129 Foruard* IE Insp Kept 50-339/79-12 on 790213-16, No 
noncomp 1 iancc noted. 

IWiPHYiC.E. Region 2. Atlanta, fiaactor Construction t< Enginaorlns 

Support Branch. 79/03/20, 2pp. 


7903C4OQ14 Forward* second copy of util's testimony rs probability of 
@®n®ratingi turbin® missiles St turbin© ovortpood protection 
®y*. W/o one 1. 

ChWlSTMAN. J. N. Honton St Milliam*. 79/04/30. 2pp. 


7903240310 Ettands tlm® for NRC rovlow of ALAB-S36 until 790511. 
CHILK, 8. J. Offic® of tha Se--retary of th® Commission. 79/05/04 
Ip. 


7903240371 Following 790626 prehearing conference, hearing shall 
commence re application by util for OL amend to Increai® 
spent fuel pool storage capacity, per 790423 ordor granting 
intervention. 

DEALS. V.B. Atomic Safety and Licensing Board Panel. 79/03/04. 3pp. 


7903230233 Req,uest to amend petition to intervene by adding contention 
re SVC water coaling sys. Notice of appearance of ©M Oilman 
on behalf of intervonors, Certificate of 8vc *, supporting 
documentation end. 

DOUGHERTY, J. a. , OILHAN, 0. Potomac Alliance. 79/03/09, 11pp. 


I. Financial information 


790S020439 Discusses SEC 790321 Itr Si registration statement. Uti 1 will 
file aiiother statement which NRC will be able to review. 

DROHER rcK, A. W. Light Water Reactor* Branch 3. 79/04/09. Ip. 


-7905230169 IE Insp R®pt 50-339/79-12 on /90213-16. No noncoapl lanCe 
noted. Major areas inspected : 10CFR50. S5(® ) & 10CFR21 iteos. 
MCFARLAND, C. R. Region 2, Atlanta, Office of tha Diractor. 
HERDT, A. R. Region 2, Atlanta, Reactor Construction l« 
Engineering Support Branch. 79/03/19. 4pp. 


7903090051 Forwards IE Insp Rapt 30-339/79-11 on 790129-0202. No 
noncomplianca noted. 

LEWIS, R. C. Ragion 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/03/21. 2pp. 


— 7905090036 IE Insp Rept 30-339/79-11 on 790129-0202. No noncompliance 
noted. Major area inspected : procedures & activities necessary 
to implement operational SA program. 

JENKINS, H. D. , MCDONALD, J. A. Region 2, Atlanta, Office of the 
Director. KELLOGG, P. J. Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch. 79/03/19. 30pp. 


7903010224 Forwards IE Info Notice 79-06, “Stress Analysis of 
Safety-Related Piping." 

0 'REILLY, J. P. Region 2, Atlanta, Office of tha Director. 
79/03/23. 2oo. 


7905020458 Forwards IE Insp Rept 50-339/79-13 on 790212-ls. No 
noncomp liance noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/03/23. 2pp. 


— 7903020466 Forwards SEC 790316 registration statement filed by util. 
Re<iueats comments by 790330iutil wishes statement to. become 
affective by 790402. 

HORIN.H. F. Socuritle® a< Exchange Commission. 79/03/21. 60pp. 


J. Insurance % indemnity information 


790S1 10107 Amend to Endorsement 31 to NELIA Policy NF-186. Constitutes 
Endorsement 34. 

» Nuclear Energy Liability Insuranc* Association. 79/04/27. Ip. 


—7905020471 IE Insp Rept 30-339/79-13 on 790212-13. No noneomp 1 iance 
noted. Major areas inspected: comparison of as-built plant to 
FSAR description. 

8K0LDS, J. L. Region 2, Atlanta, Office of th* Director. 
CANTRELL. F, S. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/03/12. 3pp. 


7905090129 Forwards IE Insp Repts 50-338/79-04 *( 50-339/79-04 on 
790122-23 ti notice of violation. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/03/23. 2p,p. 


7903070497 Confirms increased liability limit to *124,000,000 for 
policies NF-1, 23, 43, 76, 83, 100, 111, 140, 146, 131, 161, iM, 170, 

173, 174, 178, 179. 180, 182, 183, 186, 187, 188, 189, 192, 193, 194, 193, 
197, 198, 200, 201, 204. 206, 207. 208, 210, 212, 214, 213. & others. 
QUATTROCHHI , J. American Nuclear Insurers. 79/03/01. Ip. 


7903070382 Confirms increase in liability limit to *36,000,000 for 
policies MF-22, 26, 29, 38, 39, 44, 46, 47. 49, SO, 51, 32, 33, 34, 53, 36. 

37, 38, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78. 79, 80, 86, 87, 
88,90,91,92,93.94,93 tk 96. 

ROBERTS.D. M. Mutual Atomic Energy Liability Underwriters. 79/03/01 

lO. 


— 7905090132 Notice of violation from insp on 790122-23. 

* Region 2, Atlanta, Office of the Director. 79/03/13. Ip. 


—7903090133 IE Insp Repts 50-338/79-04 8< 50-339/79-04 on 790122-25. 
Noncompliance noted : fai lure to identify Tech Spec-listed 
snubbers prior to removal for tasting. 

DYER, J. A. , JOHNSONiA.H. Region 2, Atlanta, Office of tha 

Director. MARTIN, R.D. Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch. 79/03/13. 8pp. 


7903030319 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks. “ 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/03/26. app. 


7903110090 Endorsement* 16,30,36 »i 47 to NELIA Policy NF-1B6. 
HARDE8. C.R. Nuclear Energy Liability Insurance Association. 
79/03/01. Ip. 


7903140323 Forward* Amend 5 to Indemnity Agreement B-BO per 10CFR140 
Changes, re increase in liability Inturanca from *140 million 
to *160 million, affective 790501. Supporting documentation 
•nc 1. 

SALTZMAN, J. Antitrust 8, Indemnity ©roup. 79/03/01. 6pp. 


7903240342 Forwards executed Amend 3 to Indemnity Agreement B-80. 
8TM.LIN0S. C, M. Virginia Electric & Power Co. 79/05/21. app. 


7903300334 Forwards Endorsements 17,20 St 21 to NELIA Policy NF-240. 
KELLEY, P. J. Johnson St Higgins Insurance. 79/03/23. 4pp. 


7905010123 Forwards IE Info Notice 79-08, "Interconnection of 
Contaminated Sys w/8vc Air Sys Used as Source of Breathing 
Aip . ** 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/03/28. 2pp. 


03010369 Forwards IE Info Notice 79-09, “Spill of Radioaetively 

Contaminated Resin." , ^ 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/03/30. 2pp. 


'903240530 Forwards IE Insp Rept 30-339/79-18 on 790314-0316. No 

LEWIsTr.^C*"'* "Region 2, Atlanta, Reactor Operation* Nuclear Support 
Branch. 79/04/05. 2pp. 


a. Inspection reports, IE Bulletin* & correspondence 


7903010233 Forward* IE Insp Rept* 30-338-/79-01 *« 50-339/79-01 on 

790102-0202 Si notice of violation. * 
LEWIS, R.C. Region 2, Atlanta, Reactor Operation* Nuclear Support 
■ranch. 79/03/16. app. 


-7903010264 Notice of violation from insp on 790102-0202. 

e Region 2, Atlanta, Reactor Operation* Nuclear Support Branch. 

79/03/14. Ip. 


7903240334 IE Insp Rept 30-339/79-18 on 790314 - 16 . No noncompliance 
noted. Major 'area* inspected; startup procedure* reviewed k 

5uS;5^T?!‘?*TTDYl"lA.'*"**R:Iion 2, Atlanta, Office of the 




03020133 Forward* IE ** 

By* Misalignments Identified During JMI Incident. 

O'REILLY, jIr. Region 2, Atlanta, Office of th# Director. 

79/04/11. ip. 


—7903010273 IE Insp Rept* 50-338/79-01 S. TO- 339 / 79 -Ol on 7W102-020a. 
Noncompllance noted: failure to document approval of ehahg# 

KIDDS, N. 8. , •CANTRELL. F. 8. Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch. 79/03/14. t9pp. 


7903040234 Forward* IE Bulletin 79 - 06 B. “Review of Operational Errors S. 
■g* Misalignments Identified During 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 

79/04/14. 2pp. 


lOCKEXED ITEMS 


j -c 79-07. “Saismic Stress Analyusis o-f 

' it o.r.ctcr, 

79/04/14 ip 

7903040*49 For-arP, IE Boll.t;. IncI^^nT" 

Mat.T ?e»tr Reactors ‘office of the Oirector. 

C'^EILLV. J, P Region 2/ Atlanca» urrite 

79 / 04 / 14 -. Ip 

79030:0317 For«rds IE Ir.fo Notice 79-10, “Nonconforming Pipe Support 
O'RE^iv.J P, P.Sitn 2. Atlanta, Office of the Director, 

79/04/16, 2pp, 

79030-^191 For»arOs IE Sulletin 79-09, "Failures of OEJJJP* 

Cirlui t Br«rer in Saf etg-Related Sg*. “ Licensee action 

p Resion 2, Atlanta, Office of the Director. 

79/04/17 2pp 

7905020502 Forwards IE Bulletin 79-06A, Revision 1, "Revieu of 
Durational Errors J. Sgs Misalignments Identified During TMI 

o'-REI^yI J, P. Region 2, Atlanta, Office of the Director, 

79/04/ia. 2pp. 

■ 7903240733 Responds to IE Bulletin 79-07, “Seismic Stress Analysis of 
Safety-Related Piping.* No S&W computer codes were 
identified which used methods described in _ 

SPENCER. W.C. Virginia Electric S< Power Co. 79/04/25. 2pp. 

7905290119 Act receipt of 790410 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-333/79 11 & 

SUTHERLAND. J. T. Region 2, Atlanta, Fuel Facility & Materials 

Safety Branch. 79/05/01. Ip. 

—7905290125 Responds to NRC 790316 Itr re violations noted in IE Insp 
Repts 50-338/79-11 U 50-339/79-16. Corrective actions; 
applicable emergency plan implementing procedures put into 

STALLINOS, C, M. Virginia Electric Power Co. 79/04/10. 3pp. 

— 7905290130 Forwards IE Insp Repts 50-338/79-11 & 50-339/79-16 on 
790228-0302 8< notice of violation. 

SUTHERLAND, J, T. Region 2, Atlanta, Fuel Facility & Materials 

Safety Branch. 79/03/16. 2pp. 


7905100076 Aciultlnf Irif re5nr^o™oi"ed^’'"'’‘ 

BROWNfsl^vIr^^nirErectriCPou-er CO. 79/03/26. 2pp. 

-o r..j,rSBd solinter plat© in reactor coolant 

BROmsT "vlr^nif Electric S. Po-er Co. 79/03/27, 3pp. 

7905110203 Board notification: Seabrook refueling u,ater storage tank 
SclNTS.3"'^'Kearings Division, 79/03/29. 30pp. 

7905230235 Submits addl info to 790329 rapt re failure of reversing 
790523O2JO 3U jj Klockner-Moeller Corp, Discusses 

co^rlctive actions re checkout procedure for discovering 
failures prior to startup. 

» Virginia Electric S< Power Co. 79/04/03. 2pp. 

7905290529 Submits final rept on valve malfunction. All actuating arms 
on valve limit switch replaced S< satisfactori ly. New 

Tvms will provide reliable valve position „ 

BROWN. S.C. Virginia Electric Si Power Co. 79/04/1*?. app. 

7905070404 Rubber espansion joints in svc water piping found to be 
beyond misalignment tolerance acceptable to manufacturer . Svc 

waLr piping realigned & all ® f **'200 
BRQMNiS. C. Virginia Electric it Power Co. 79/05/02. zpp. 

7905080511 Submits final rept re deficiency in analysis of DNBR 
following sinble rod drop . Proposes to assure that all 
dropped rods will result in reactor trip via negative rate 

BRQWNfs. C. Virginia Electric Si Power Co. 79/05/03. Ip. 

7905080434 Follows up 790406 & 11 repts re failure of Inside 
recirculation spray pump motor, Mods Si 

BROWNiS. C. Virgini-a Electric S( Power Co. 79/OS/04. Ip. 

7905080432 Final rept re cracked flow splitter plat® on reactor coolant 
loop piping. Cracks are characteristic of high cycle fatigue, 
which was probably caused by fluid flow-induced resonance in 
iplitter plates. 

BROWN, S.C. Virginia Electric & Power Co. 79/05/04. 2pp. 

7905090297 Notifies of completion of evaluation of cracks in loops C L 
A flow splitter p lates. Cracks are characteristic of high 
cycle fatigue. 












— 7905290138 Notice of violation from insp on 790228-0302. 

* Region 2, Atlanta, Office of the Director. 79/03/16. Ip. 


—7905290142 IE Insp Repts 50-338/79-11 «< 50-339/79-16 on 790228-0302. 
Noneomp 1 iance noted: release of radioactivity to unrestricted 

^r®4i. ... 

ZAVADCBKI. R. W. Region 2. Atlanta. Fuel Facility Jfe Materials 

Safety Branch. 79/03/16. 5pp. 


7905300023 Forwards IE Insp Repts 50-338/79-12 fc 50-339/79-19 on 
790416-20. No noncomp 1 iance noted. 

KENNA, M. B. Region 2, Atlanta, Safeguards Branch. 79/05/02. 2pp. 


7905110214 Submits final 10CFR50. 55( e ) rapt re overweight check valves 
in safety injection sys. New loads for noi i les, where pipes 
affected by overweight valves connect to reactor coolant 
loop piping, are acceptable. 

BROWNiS. C. Virginia Electric *i Power Co. 79/05/00. Ip. 

7905160418 Discusses pipe stress analysis deficiency for pipes passing 
through main steam valve house (MSVH) . Analyses completed 
using appropriate MSVH seismic structural response. Revised 
nozzle loads on nuench spray pumps sent to vendor. 

BROWN, S.C. Virginia Electric & Power Co. 79/OS/lO, 2pp. 


—7905300026 IE Insp Repts 50-338/79-12 8. 50-339/79-19 on 790416-20. No 
noncomp 1 iance noted. Major areas inspected: security plan, 
protected area barriers, vital area barriers 8i access 
controls. Details wlthheldtref lOCFR. 790>. 

HEh&eSSEY, R. J, Region 2, Atlanta, Office of the Director. 
TOBIN.U. J. Region 2, Atlanta, Safeguards Branch. 79/05/02. 

IP 


7905240481 Confirms 790426 response to IE Bulletin 79-06A re actions 
taken on Unit l.All commitments for Unit 1 will apply to 
Unit 2. 

STALLINGS, C. M. Virginia Electric & Power Co. 79/05/03. Ip. 


7905210275 Responds to IE Bulletin 79-06A, Revision 1. Provides requested 
info on design changes containment sump pump trip valve 
actuation 8i safety injection logic. 

STALLINGS, C.M. Virginia Electric fc Power Co. 79/05/17. 2pp. 


7905220344 Provides final rept re potential deficiency In regenerative 
heat ezchanger support, Instal lation of bolt-on mod complete. 

BROWN, S.C. Virginia Electric & Power Co. 79/05/17. Ip. 


7905290404 Forwards revised one— line diagram showing changes to 
alleviate potential overload situation of electrical sys 
which supply offsite power for startup *i emergency loads. 
BROWN, S.C. Virginia Electric 8i Power Co. 79/05/23. 3pp. 


7905300017 Reportable occurrence on 790521 : weight of three 12-lnch 
motor operated valves greater than that used by 08,W in their 
original pipe stress analysis. Reanalysis of pipe stresses *< 
support loads underway, 

BROWNiS. C. Virginia Electric ti Power Co. 79/03/24, 2pp. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


7905290032 Responds to IE Bulletin 79-09. OE Type AK-2 circuit breakers 
not in use or planned for use. 

STALLINGS, C.M. Virginia Electric fc Power Co. 79/05/23. Ip. 


8. Reportable occurrences, LERs & related correspondence 
:i ; 


790S100070 Provides info re overweight check valves used i,n safety 
injection sys. Error could result in pipes being overstressed 
during design basis tsst. Pipes being re-evaluated. 

BR0iR>l#8.C. Virginia Electric & Power Co. 79/03/26. 2pp. 


A. Applleation/construction stage documents »i correspondence 


7908150630 Notifies of cancellation of 790424 meeting w/util in 
Bcthasda,MD to discuss OL review. 

KINTNER.L. L. Light Water Reactors Branch 1. 79/03/08. 2pp. 


7905140251 Notifies of pending two-phase environ impact study at 
cooling water intake structure. Phase 1 will begin when plant 
begins drawing up water from Lake Erie. Phase 11 will 
commence when commercial operation begins. 

TURNEY, W.O. Michigan, State of. 79/05/03. 2pp. 



DOCKETED ITEMS 


7903310083 oilrfl info tci compUtu I'.view of FSAR H®qu®*ta FSAR 

be am®ni<ed bu 790613 td c mnp 1 9 «/ r#<iu 1 i-»m® ri t s 
STQLI.O.F, l.iObt Umtur H®4(, tor. llraiu h 1 79/05/07, App 


790S040336 Forwards IE BuUtttin 79~OS. "Events Relevant to Bailing 
Water Pouior Reactors Identified During TMI Incident, " 

HEPPLER.J. O. Region 3, Chicago, Office of the Director. 79/04/14, 


F. Secufltg. medical, ■mri'genig > 1 . fir# proieition plans 


7903290330 Foruard. renurst. fur •dill info rc sei urltij pU,, a* result of 
revirui of 01 - app 1 » ( 4*- 1 <>n Heiiii«*t iulthlield (ref lOCFR 790) 

STOUZ.Ol". Lighl. Water ()«ai t,nr» Ilrani I. 1 7 V/ 04/13 2 pp. 


7903010415 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Strut«. " 

KEPPUER, J, 0 , Region 3, Chicago, Office of the Director. 79/04/1& 
Ip. 


0 , Adjudicatorg c orr# «p ..nd» m • 


7903300023 App 1 »i ant. 1 ' Uilerriigatiir la» »i)bmltl»«f to CUiiens for 
Eeplogmont IV Tinurgg Cer t, l f 1 1 «i t w of live am J 

VOIOHT.H.H t •llcieof, (amli, lelby (, /9/0;:i/2/ 9p|) 


H, Oonoral forrBipiindwni • 


7903160443 rorward* C o < 1 1 f 1 1 « (, » nf livi l iid 1 1 a t, l mj «vi of Amend 22 to 
amondod 6 tulistlluted ap p 1 1 1 • I 1 on for Ili«r>s»» to 
approprlal® pact l«* 

MATERO. II H IWlrolt Idistm I'n ,* 9 ,,on /<>4 :ipp 


I. Financial 1 n format l no 


7903030224 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker in Safety— Related Sys, " Licensee action 
regu Ired , 

KEPPUER, J. 0. Region 3, Chicago, Office of the Director. 79/04/17 
Ip, 


7905000492 Forward* IE Bulletin 79-03B, “Nuclear Incident at 
TMI-Suppl. “ 

KEPPLER, J 0. Region 3, Chicago, Office of the Director. 79/04/21. 

Ip 


79O324O09S Forwards IE Circular 79-07, "Unexpected Speed Increase of 
Reactor Recirculation Motor Generator Set Resulted in 
Rsactor Power Increase. " 

REPPLER.J C. Rogion 3, Chicago. Office of the Director. 79/03/02. 

Ip 


790304000/ fnrwat’ds 19/fl ATinne 1 Rept* of eai b nf three t i)~i>wners Enel 
available in Central (lie* only 
THQMAPni: II 79, '04 .’.'4 Ip 


8 , [n»pectlim reports, t( Ili,ll*tln» t> i or r eepnndeni • 


0 Reportable occorroncos, LERs Si related correspondence 


7903080024 Act receipt of 790322 intsrlm report, per lOCFRSO. SS(e ) , r« 
handling damage to cor® spray pump motor. 

FIORELLI.O, Region 3. Chicago, Reactor Construction *t Engineering 

Support Branch, 79/04/04. Ip. 


7903010233 Forward* 11 Info Nntii* /9 On. '")tr«»» Analydi* of 
8 «ftity‘-R#lat*d I'lping " 

KEPPLtR, J 1 ; Rnylnn 't. Chdagn. Offi,# „f the l> t r *i: t or 79/03/2:,) 

IP 


7903090331 Forwards final status rept EF2-46, 047 of 790419 deficiency 
r#pt on "Torus Ring Beam Weld Indications." 

FAHRNER.W J, Detroit Edison Co. 79/03/01. 2pp. 


79032:10302 lorward* It lii»p Rapt 141 '79 (W, on /'/O'JOtl- 09 N« 
iioncomp H am, * lulled 

FICIRl.ll I.t? Reyliin , 1 . bbli ayn. M«ai tor i,:nn*li'i,i linn ft, Fngineoring 

Support It rani b I «*p(i 


““7903090333 Deficiency rep t ; defects in toe of ring beam attachment weld. 
Crack* caused hydrogen crac k ing, charac ter i led by 
intergranular fracture of course grained HAZ. Corrected by 
grinding ti new welding procedure*, 

® Detroit Edison Co. 79704/19, 3pp. 


7903330:100 11 limp M#pl TO ',141.' r9 Of, nn ,/9n',»OI') (,)9 'No nomr omp 1 i an 1 ; » 
noted Major area* Inspec I'lAflir p i-n g r am. p r « »er v 1 1 e in»p 
work 4 C, 1 1 V ,1 t; I e * L ni)ndB*trt,n tt-j# * « a« » na 1 . 1 on repl» 

WARP, K a , OANII I U H Hoylnn 'I. Cl'iHagn, Offii'e of th* 
Dlru.'lnr '/9 7(.i,:(.,’2i'> App 


DOCKin 30-344 TROJAN NUCLEAR PLANT, UNIT 1 
0 Adjudicatory correspondence 


79030400,30 Forward* IF infu N, it. lie ,19 U„L ’'HulM-urw nf Radwaste lank* " 
KEPPLEH, .,J C Region ,1. Fhltagn. Mfftie of the Diraitnr /970::)/a6 

Ip 


'7903230260 Submit* contentions for Phase 2 of mod proceedings. 
Certificate of Sve t,, notice of change of address encl, 

BELL.N Affiliation Unknown. 79/02/26. 7pp, 


7903130410 (Mir ward* U in op 
violation 

FlORa,H.O H.glun , 1 . 
Support Branch '7970:ii"2f 


Mapi '30 ,141 ,.' ,'.9 cm .7 VOTOA ' 09 «. notlea'of 

Fhtiagn. Heattnr f:onatru< I ion t. Eng 1 ne«r i ng 
2«»p 


79032S0279 Contentions of E Rosolle Si Coalition for Safe Power re 
seismic capac 1 ty I CO® t/benef 1 1 analysis Si insp procedures, 
Certificate of Sve end. 

ROSOLie, E Coalition for Safe Power. 79/02/26. Spp. 


•79031304111 Notice «f vinlattiMi fr«» ln»p tin ’/'(OTO*,'.. 09 

* Region :,j. 'Ch It «g.ii. llffiia itf «it« Diratlur 79/03/37 2pp 


■7903130419 If, Imp Nep't 3i>' '14 I / 79 '(>3 tin ',(‘W::'K>6" 09 Nont' 0«p I i an« e nbted 
dsnulty S#»t w«* mil p».rf « h'i**iJ S prutsdure* r» nonconforming 
backfill were not followed 

HUOMI’a.J , «AKWt:il,P A Hefliin i. Chltago. t'lfflie of the 
Dlratuir HAVfS. li W Hagtiin :l. t;htiaat>, Rsactor Construction S 

Engineering Support grant h 79,* llpp 


7903030138 R«spon*» to 790130 contentions of N Be 1 1, Conso 1 Idated 
Intervanors, E Rosolte S Coalition for Safe Power, Notice of 
appearance of AV Carr on behalf of Portland Oeneral Electric 
Co S Certificate of 8vc end. 

JOHNSON, R.W, Portland Oeneral Electric Co, AXELRAD, M. , CARR, A. V. 
Low®n»t»in-Newm«n,Rel*. Axelrod S Toll. 79/03/16. 39pp. 


7903230273 Responds to 790303 interrogator ias re adonuacy of plant 
staff review, radioactive isotopes, core meltdown «t QA 
programs. Certlf icate of Sve end., 

ROSOLie.e, Coalition for Safe Power. 79/03/19. Spp. 


7903030039 Forward* If iuMedri T*/. 06, "Review of Operational Errors I, 
Sy* Mi»ali|nment* Identified Dudnf TMI lintdent " 

KEPPLER, J 0 Region '3. Chita'gti, Off ire of the Director 79/04/11 


7903130722 Motion for order to compal E Rosolie 8< Coalition for Safe 
Power to respond fully to util's 790303 interrogatories. 

J0HN90N.R M. Portland General Electric Co. AXELRAD, M. , CARR, A. U. 
Lowonstein, Newman, Reis, Axelrad lU Toll. 79/03/23. 27pp. 


7903010306 Farward* IE iulUtFn 79*06A, "'Rsvtew a* 'Operational Errors 4« 
By* MUBlijjrimenis i i # 1*4 Duftii# IM! incident " 

KEPPlfW.-j s; :i, Chiiago. Offlts 'Of the Oirtetor 79/04/14. 


7903100067 Affirms ASLB 781221 denial of appeal by Coalition for Safe 
Power «« Consolidated Intervenors re interim operation issue. 

DUFLO.H, E. Atomic Safety and Licensing Appeal Panel, 79/03/27. 

7pp. 


7903040387 forwards tt' «tiHatui 79“0f»#. "Rewlaw of Operational Errors »* 
%» Misalignment* Identiftei Owrin® TMI Incident " 

KEPPLER.J 0 Region ,3. .Chltago. Olfte# of the Director 79/04/14, 


7903100208 Position on contentions of Consolidated Intervenors Si E 
Rosolie on behalf of Coalition for Safe Power, dtd 790226. 
Certificate of 8vc end. 

ORAY. J.R. Branch 1. 79/03/27, 46pp. 


7908040460 Forward* W, Bulletin 79«07. “8*l*i«l«: Stre** An«ly«U of 
8afety-R»latad Ptplnf ectlsn r#%ylr«d 

KWpler.j 0 B*S,lon 3 , ChUage. Office of the Director 79 / 04 / 14 . 


7903070147 Informs of 
©RAY» J R. Branch 


corracted address for Columbia Environ Council. 
1. 79/04/02. Ip. 





7905250030 Offers no objection to intervener State of OR motion for 
ejtsnsion of time in uihich to file petition for revisiu of 
790321 ASLAB dec is i on< ALAB-531 . 

©fKAY, J, R. Branch 1. 79/04/05. Ip. 


7905140033 Notifies parties that time for filing petitions for ALAB-531 
reviete is extended until 790417. Time for NRC review is 
extended until 790430. 

CHILK, S. J. Office of the Secretary of the Commission. 79/04/06. 

Ip. 


7905250148 Requests answers to Contentions 1 & 18 of NRC 790309 
interrogatories by 790416 *< identification of any addl 
security concerns. 

GRAY-J. R. Branch 1. 79/04/09, Ip. 


79051S0S11 Forwards info re PWRs. Discusses NUREG-0409, "Iodine Behavior 
in PWR Sys Following Postulated Steam Generator Tube Rupture 
Accident. “ 

GRAY, J. R. Branch 1. 79/04/10. 7pp. 


7905250357 Petitions for review of 790321 ALAB-S31 decision by ASLAB. 
Commission must ack strong possibility that each commercial 
reactor may become a de facto waste storage facility. 

GARRETT, S.M. Coalition for Safe Power. 79/04/10. 7pp. 


7905230550 Supplemental response to 790305 interrogatories from util. 
Certificate of Svc end. 

ROSQLIE, E. Coalition for Safe Power. 79/04/13. 7pp. 


7905230546 Response to 790309 interrogatories from NRC. Cert i f icate of 
Svc end. 

ROSQLIE, E. Coalition for Safe Power. 79/04/17. 6pp. 


7905300104 Licensees' response to 790402 renuest of PA Public Util 
Commission for hearing 8< petition to intervene re 790313 
show cause order. Urges NRC to hold ruling in abeyance. 

CHURCHILL, E. W. Shaw, Pittman, Potts, & Trowbridge. 79/04/17. 4pp, 


7905290042 Forwards revised pp 1 &•. 3 of util's answer opposing review 
of intervener Garrett's 790410 petition. 

HASTINGS, W. Portland General Electric Co. 79/04/23. 3pp. 


7905230661 Orders extension until 790503 to review ALAB-534, dtd 
790324. 

CHILK.S. J. Office of the Secretary of the Commission. 79/04/24. 
ip- 


7905240948 Forwards list of reguests for design charges re rept on 
design mods for control b Idg. Certificate of Svc end. 

JOHNSON, R.M. Portland General Electric Co. 79/04/24. 6pp. 


7905240224 Opposes 790411 motion by SM Garrett Si Coalition for Safa 
Power for NRC review of ASLAB 790321 order re storage pool 
mod. Certificate of Svc end. 

GRAY, J. R. Branch 1. 79/04/26. 12pp. 


imits info re work J. workers involved in control bldg 
lised in 790420 response to interveners in 
I proceeding. Reguests analysis. 

‘ortland General Electric Co. 79/05/02. Ip. 


■ in 


nual Financial Rept 1978" from Portland General 
ter & Electric Board & Pacific Power & 

General Electric Co. 79/05/17. Ip. 


1978. " 

— /OS/Sl. 36pp. 


>r Eugene Water Si Electric 


I SEC. 
55pp. 


1503 extension of Itr of 
S> 


— 7905300429 Discusses financial obligations under agreement u/E.ugene 
Water fc Electric Board re retrospective premiums under 
Pr ice-Anderson Act. 

HITTLE, L. G. Energy, Dept. of. 79/05/21. 2pp. 


J. Insurance & indemnity information 


7905020388 Forwards Endorsement 30 to MAELU Policy MF-86, 
WILSON, F, R. Portland General Electric Co. 79/04/23. 2p. 


7905070497 Confirms increased liability limit to 4124, 000, 000 for 
policies NF-1,2S, 43, 76, 83, 100, 1 1 1, 140, 146, 1 51 , 161 , 164, 170, 

173, 174, 178, 179, 180, 182, 185, 186, 187, 188, 189, 192, 193, 194, 195, 
197, 198, 200, 201, 204, 206, 207, 208, 210, 212, 214, 215, X, others. 
QUATTRQCHHI, J. American Nuclear Insurers. 79/05/01. Ip, 


7905070582 Confirms increase in liability limit to *36,000,000 for 
policies MF-22, 26,29, 38, 39, 44, 46, 47, 49, 50, 51, 52, 53, 54, 55. 56, 

57, 58,60, 61, 64, 66,67, 68, 69, 70,71, 72, 74, 76, 77, 78, 79,80, 86,87, 
88,90,91,92,93,94,95 5. 96. 

ROBERTS, D. H. Mutual Atomic Energy Liability Underwriters, 79/05/0 
ip- 


7905160187 Forwards Amend 4 to Indemnity Agreement B-78, per lOCFRHO 
changes, re liability insurance increase from $140 million to 
$160 mi 1 1 ion, effective 790501. Supporting documentation end. 
SALTZMAN, J. Antitrust 8t Indemnity Group. 79/05/01. 5pp. 


7905220078 Forwards Endorsements 37 & 38 to ANI Policy NF-225, 
increasing limit of liability X. establishing premium for 
increase, respectively. 

WILSON, R.F, Portland General Electric Co. 79/05/16. 3pp. 


P. Operating license stage documents & correspondence 


7905020478 Forwards response to NRC 790126 comments on "Containment 
Structure Tendon Surveillance - One Year Surveillance," 
prepared by Bechtel Corp. Comments have been applied to 
third-year program now underway. 

GOODWIN, C. Portland General Electric Co. 79/04/25. 3Spp, 


7905030361 Responds to DOE 790411 Itr. Unable to provide supplemental 
info by 790430. Response dependent upon preparation Xi 
approval of Offsite Dose Calculation Manual. Response will be 
ready by 790531. 

GOODWIN, C. Portland General Electric Co. 79/04/27. Ip, 


7905080431 Submits info re facility design, in response to J Holman 
790418 reguest. 

WITHERS, D.E. Portland General Electric Co. 79/04/30. 4pp. 


7905040520 Forwards License Change Application 52. Certificate of Svc 
Xi $4,000 Class III end. 

BRDEHL.D. J, Portland General Electric Co. 79/05/01. 2pp. 


— 7905040523 License Change Application 52 to License NPF-l.W/Tech Spec 
changes. 

♦ Portland General Electric Co. 79/05/01. 13pp. 


7905150387 Forwards responses to 790508 Xi 790510 reguests for info re 
pressuriier code safety valves, main feedwater sys Xi 
containment isolation valve functionability. Info needed for 
meeting on 790512., 

BROEHL, D. J. Portland General Electric Co. 79/05/11. 4pp. 


7905230492 Notifies that Offsite Dose Calculation Manual Xi process 
control program reguire further review Xi will be submitted 
by 790630, instead of 790515. 

GOODWIN, C. Portland General Electric Co. 79/05/15. Ip, 


7905230407 Forwards response to NRC 790509 reguest for infq re 
feedwater sys. 

GOODWIN, C. Portland General Electric Co. 79/05/18. 4pp. 


7905300208 Forwards summary of EDS Nuclear, Inc resolution/documentation 
of elbow flexibility error which existed in versions of 
PISOL piping analysis computer program from Jan-Oct 1969. 

Review Xi reanalysis included all work through Dec 1970. 

PORTER, F.L. EDS Nuclear, Inc. 79/05/21. 9pp. 


— 7905300263 Forwards EDS Nuclear, Inc list of BWRs Xi piping sys which 
could have been impacted by deficient computer program. 

GE has no record of reanalysis for Cooper piping sys. 

STEPHENS, P. W. General Electric Co. , Nuclear Energy Products Div. 
79/01/24. t8pp, 


79/05/25. 3pp, 





^ U V.' S4 


0, Inspection r«li 


(;«, ir Dullottno <; or i-««» p oinj on c o 


7905010299 F'oruut 
H.ifc-tij Do ) .)!. '-li 
FNa iKi M !” r 

IP' 


'(In n Info Notli 
f‘i|)iny " 

R ® y I on 4 ( Oh® 1 1 


/‘i -Oh, "tlti'on* Anolijais of 
. 0#f»to of tl)® Oifuctoi-, 79/03/23. 


8 . Rffiportabl* occurrancesi LERs St r«fl.ste(! correspondence 


7TOSl500ib2 Forward# PN0-79~67L. 

ENGELKEN. R. H. Region 3. San Franciscoi Office of the Director. 
79/04/06. Ip, 


7903290071;! R « «, M ii 9 t e • t ® n » i ■> 

79-12.79-126 *' 7(1 I -'ll _ 

OaODWlN't' (nictlaii!) (yotior 


initll /'7(>/!3 for retiponse to It.':' Biillatlna 
I 1«( IrU, C(i 79/0;(/.'M Ip 


790S130168 Forwards PN0-79-67R. 

ENOELKEN. R, H. Region 3, San Francisco. Office of the Director. 
79/04/11. Ip. 


o II Infd Mtit.i.* }'> 01, "Riipturo (it Radniasle Tanks " 
ENOELKEN''' " Rr.Jl.m 1. Man fra,,, l.tn, (Ittl,., of (.!,., nirect,,.' 

79/03/26 I P 

7903040362 For, a, '.Is (f Insp •»?' :)44/ /V D't ,m ,fV0.!:/6 ■0.30.: No 

none opip 1 ! an, r notw,! 

nOOK .HI R « y I o n *! . ' . .s , , I r a n ( i n , < i . foe! ) a ( , 1 ! t ,i ft Materials 

Safety lira,,. I, /'/.■• C I ■'•.' •■' .'(M* 

7903040.:)66 II l,i«P (iBpt' *)<* l.iT) on O.lOi' No rionc ump I u<„,: « 

noted Mj It,,' a,'eaQ inapriled •nv'i,'im (iioii , t.in' i ny . r ad I a t i on 
prot*,' 1 > on. “I’*'"'' p.iol ,'«■!< 1 na t .t 1 I a t. HM, fiiUtnunp (in 

Port i'l I'opt 

DAtHD..' D ■ fiUDIH'K M R.ylnn 1, '.h#,, ll■an(l»(ll. llffli® O'f the 

Director IIIIIIK. H I ll«i<jiiin *). Man I rjini i#io. f'liB I f'aciUtij & 

Materials liafely II, an. I, ,'V ,■ 1 1 I llpp 


7903040123 Forwards PN0-79-67S, 

ENOELKEN, R.H Region 3, San Francisco, Office of the Director. 

79/04/12. Ip. 


7905130142 Forwards PN0--79-67T, 

ENOELKEN, R. H, Region 3, San Francisco, Office of the Director. 
79/04/13. Ip. 


7903030030 Forwards PN0-79-67U. 

ENOELKEN, R H Region S, San Francisco. Office of the Director. 

79/04/14, IP, 


7905020329 Forwards PN0-79-67AA. 

ECNOELKEN, R. H, Reijion 3, San Francisco, Office of the Director. 
79/04/20, Ip 


79050102111 f in-iuard s II In**" Nntl.e -'*7 Oil. " 1 1, 1 • r i I I n n of 

Contaminated Mya A,,- Mya l,ln«d as Mm, ii f I),'e»tliing 

ENOELKEN, R H Reyinn 7, f,a,i I ran, lacn. Off it® nf th® Diirpctor 

79/03/20 Ip 

7905010429 Fn,'wa,'*lta II It,f'n N.ili,® ii*f'09. "Mp 1 1 1 (if Dad I (ta, 1. 1 v® 1 y 

Contaminated R*tiln " ....... 

ENOELKEN, R H fiByinti "I. Man Iran, l«rn. (Iffl.® nf tl,» ni'l'K.tnr 

79/03/30 1|, 

790SOIOO.'7 » (i>',»'«rd« H l),ill»!l,.i '•<’ MAA. "RB'dai,, iif Cli, #,■« I, ( nna 1 1,‘rory 6 
3 y» Mleal lijnmants ld•,lttflrd tiu, »n,J IMI Iinldant “ 
action r®,),, I I'e.l 

FNOE.'l HI N, R II Reylnn M. Man , rant i ■« , n. l,lff li a* nf t.li# U 1 ," at, 'I, (,,■ 

79/04/14 Ip 

790504049/ ft, ,’,®ards U Mnllailn ,'"7 ( 1 /,R. "R©'„law t,i 'f 
Sy» Mlsal lyrimant* t i f ,1 rd r'liriny IMI Inilda,,* 

ENOEl KEN, R H Kayl.in 1. •■,«,■ (I'amlB,,.,. Ufflte 

79/04/14 IP 


790S040Mfi l„rwa,'d« IT ’O (ill, "I'.'ent* ISpU'ianl t„ llnlltnij 

Wat®,' Fnwer H®ai(,iir« I d «„ t i f i »•) Tt,iil„a IMI Iniulenl 
ENOCl.KE.W, N tl T, Man Hffit* nf tl,® i)U'»<tnr 

79/04/14 1(1 

79050/0102 fiM'ward* 11 Utillal.ti, 79 »ilr«»y Analyst* nt 

Safely-'Uelatad t'l,(,l,nj " < l.»t>»*e a, T n,ti ,■ ati., l r e.l 

ENOELKEN. R M M»ylt|ii 5. Man I •■af.i' I tlfflt# uf tha Bir»ctnr 

79/04/14 Ip 


tip «r« t lima I Error* *• 
of t'U r «it iav 


79030aoa9'.| Et'irward* H IlnUallo '79 (,)9. "Tailore* .i# 01 tytri, AK-W 
Circuit llreak«r in Raiatail 'My* " t u.an*®* at tier, 

r8<iuir«d 

EN«.:EKE:n. M H R.aK.n *S. «ia,i I rani t »t. 111 . »#fu* nf t'h® tHr»',.tur 

79/04/1/ to 


79O5O0O.:H.9 forward* II ,79 'Ortfi. "No. t*«r Inr»«,Bnlat 

TMI-Suppl 

ENOCLKt'N.R H Rejli.n 5, tlan UffK* tif tl>*> Oir»<,lt»r 

79/04/21 Ip 


7903040449 Forward* LER 79”002/03L“0. 

WITHERS!, B O, Portland Oenaral Electric Co, 79/04/20. 3pp. 


7905040450 LER 79-002/03L-0 on 790322: automat ic isolation feature of 
control room emergency ventilation sijs on high chlorine it 
high radiation not verified during two IS-month periods. 

Caused by personnel error. 

PERRY, d C, Portland General Electric Co, 79/04/19. Ip. 


7903010422 Forward* PN0--79--67AB. 

ENOELKEN, R H, Region 3, San Francisco, Office of the Director. 

79/04/21, Ip 

7905010445 Forward* PN0-79-67AC t, AD. 

EN0El.Kt:N, H H, Region 5, San Francisco, Office of the Director. 

79/04/33 Ip 


7905010450 FnriuariH PN0"79-67Ae, 

ENOELKEN, R W Region 5, San Francisco, Office of the Director, 

79/04/24 Ip 


7905090039 Forwards PN0-79--67AF, 

eNOEUKCN, R H, Region 5, San Francisco, 
79/04/23 Ip 


Office of the Director. 


7903090054 Forwurd* PNQ-79-67A0. 

ENCE^LKeN, H, H Region 5. San Francisco, 
79/04/26 Ip 


Office of the Director. 


7905090116 Forwards PN0--79-67AH. 

E:N0L.EKeN. R H Region 5. Ban Francisco, 

79/04/37 Ip 


Office of the Director. 


905100267 Forwards LER 79-003/01 T-O. 
WITHERS-U.D, Portland Oaneral Electric Co. 


79/04/27. Ip. 


7903100270 LER 79-003/01T-0 on 790414:09-2256 «. CV-2276 valves failed 
to to nvanUially initiated closing signal during 

periodic »orv»iUancffl testing. Caused by valve packing 
binding stem, Packing adjusted. 

PERRY. J C. e 


(Jenoral Electric Co. 79/04/27, 


7TO5l50ata «a*pt,n.l* «« it »„tl*ll« CV'O.c ttetaU* foApul:*'" program* used 
In «»i*«ti a'nalyti* v'f safely ' t • lated piping 

OOOOHIN.C Pofllaod «**.•,'*{ I'ierlrl,- Co 79/04/j;;l Ip 


79050701028 Forwards PN0-79-67AI, AJ 8, AK per NRC 790401 Itr transmitting 

EWELKEn!r”h” ^^Region 3, San Francisco, Office of the Director. 
79/04/30 Ip 


7903240900 He»p„r»d» If, 
action* taken 
OQQDHtN. C PertUnd 


II ,:f9" 06A re 

fS*'r»#r*l t letir'l* Co 


THl-a event I>»*trib#'» 
79/04/24 tSpP 


7905070010 Forwards PN0-79-67AL per NRC 790401 Ur transmitting IE 

ewerKEN.rH®®' Region 3, San Francisco, Office of the Director. 
79/03/01 ip. 


R. Periodic oparattnf report* fc related d, orretpondent* 


790SU0167 Forward* »#nthly ipperattng rapt for 
Mn«RS, S D PerUanl Oenara'J rUttrU Co 79/03/04 


Ip 


7905310033 Forwards PN0-79-67AM. 
CNOELKEN, R H, Region 5, San 
79/03/07 Ip. 


Francisco, 


Office of the Director. 


•7905110169 Monthly operating eept for 4pr 
BAIR.O 0 .Portland OeneraJ C'lettrl* Co 


1979 

79/03/04 


4pp 



DOCKETED ITEMS 


79S5i73a3'S 

UIT!«RS 


L£R 

S, 2, Portland 


79_004/03L-0. 
Senertl El*ctr 


ic 


Co. 


79/05/10. 


IP- 


■7905:7024? 



PERRY. ^ 


' LES 79-0C4/C3L-0 on 790411: 1-hs 
jener#tor not perPornted 
btj porsonnel srror. Ptrsonnal 
C Portland General Electric Co. 


urveillance test of 
as required by Tech 
reinstructed. 
79/05/10. 3pp. 


7903220299 Forward* LER 
WITHERS. B 3 Portland 


79-005/03L-0. 

General Electric Co. 


79/05/14. 


2pp. 


79C522C293 LEB 79-005/03L-0 on 790414: feedwater isolation valve failed 
#c’ lowing reactor trip, Backup valve closed properly so 
ZliZllr lire -as isolated. Caused by failure of hydraulic 

PERRY^J C Portland General Electric Co. 79/05/14. Ip. 


79C522G3I1 Forwards LER 79-006/03L-0. 

HITMERS. B.O. Portland General Electric Co. 


79/05/15. Ip. 


7905220316 LER 79-006/03L-0 on 790415: leak di 

feedwater puap fuel line fitting. Caused by 
replaced, Fuel line design will be modified. 
PERRY, J C, Portland General Electric Co. 


scovered in auxiliary 
vibration. Fitting 

79/05/15. 2pp. 


7905310350 RCutil cannot assure containment ventilation 
valves will remain leak tight following postulated LOCA 
while ventilating containment. Analysis shows damage to 
result. 

WITHERS* 3D. Portland General Electric Co. 79/05/21 


sgs 
sy s 
Ip. 


supp ly 


7905080416 As result of commitment* contained in 790427 Itr. details 
addl actions to be taken prior to startup. In order to meat 
regu irements < wil 1 initiate mod to provide control room 
verification of auxiliary feedwater flow to steam generator. 

ROE, L. e. Toledo Edison Co. 79/05/04. 2pp. 


7905090353 Forwards response to 0 Vissing 790226 request for addl 
info re spent fuel pool capacity mod, to finaliia environ 
assessment. 

ROE, L. e. Toledo fedison Co. 79/05/04. 3pp. 


7905150402 Forwards Chapters 1,2,8-10,12 Si 13, revised by Suppl 4 of 
initial startup rept. W/instructions for insertion. 

GRANT, J.S. Toledo Edison Co. 79/05/09. 2pp. 


— 7905150405 Initial startup rept, Suppl 4, revising Chapters 1,2,8-10,12 5, 
13. Covers testing completed 790106-0405. 

* Toledo Edison Co. 79/05/09. SOpp. 


7905190031 Forwards interim anticipatory reactor trip sys design 
(Drawing SK-E-409, Revision 1). Oversized drawing available In 
Central Files. 

ROE, L. E. Toledo Edison Co. 79/05/11. Ip. 


7905240506 In response to NRC 790424 Itr, forwards Class III amend fee. 
ROE,L.E. Toledo Edison Co. 79/05/15. Ip. 


7905220095 Forwards Offsite Dose Calculation Manual, to aid review of 
radiological ETS, submitted 790316. 

ROE,L. E. Toledo Edison Co. 79/0S/18, 67pp. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 
0, Adjudicatory correspondence 


7905070239 Requests denial of J Doherty's 790404 motion for 
postponement of 790418 prehearing conference. Combus t ib 1 e gas 
control issue was not dropped from case. 

tCHMAN.v'.R, Lowenstein, Newman, Reis, Atelrad & Toll. 79/04/06. 3pp. 


7905070497 Confirms increased liability limit to 9124,000,000 for 
policies NF-1. 25, 43, 76,83, 100, 111, 140, 146, ISl, 161, 164, 170, 

173. 174, 178, 179, 180, 182, 185. 186, 187, 188, 189, 192, 193, 194, 195, 

197, 198. 200. 201, 204, 206, 207, 208, 210, 212, 214, 215, $< others. 
QUATTROCHHI, J. American Nuclear Insurers, 79/05/01. Ip. 


7905240403 Forwards addl info re auxiliary feedwater turbine dynamic 
brake installation, dual level setpoints for auxiliary 
feedwater controls & actuation signals, pressurlzer level 
indication !■. water source & cross-connect requirements. 

ROE.L.E. Toledo Edison Co. 79/05/19. 7pp. 


7905290419 Forwards "Evaluation of Transient Behavior & Small Reactor 
Coolant Sys Breaks in 177 Fuel Assembly Plant, 790516, *' Vol 
3, Revision 1. 

ROE.L.E. Toledo Edison Co, 79/05/22. Ip. 


— 7905290422 "Evaluation of Transient Behavior Si Small Reactor Coolant 
Sys Breaks in 177 Fuel Assembly Plant, 790516. " Vol 3, 

Revision 1. 

« Toledo Edison Co. 79/05/19. 66pp. 


7905070582 Confirms increase in liability limit to *36,000,000 for 
policies MF-22,26, 29,38,39,44, 46. 47, 49, SO, 51, 52, 53, 54, 55, 56, 

57, 58, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, SO, 86, 87, 
88,90,91,92,93,94,95 Si 96. 

ROBERTS, 0, M. Mutual Atomic Energy Liability Underwriters. 79/05/01. 
Ip. 


7905160231 Forwards Amend 4 to Indemnity Agreement 8-79, per 10CFR140 
changes, re liability insurance increase from *140 million to 
*160 mi 1 1 ion, effect ive 790501. Supporting documentation end. 
SALTZHAN. J. Antitrust 3i Indemnity Group. 79/05/01. 5pp. 


7905140361 Forwards Endorsements 28 & 29 to NELIA Policy NF-236. 
LLOYD.R, D. Marsh Si McLenon, M 8i M Nuclear Consultants, Inc. Div. 
79/05/07. 3pp. 


7905310450 Forwards info re auxiliary feedwater flow indicators, 
surveillance test/maint mode procedures Si valve alignment 
requirements. 

ROE.L.E. Toledo Edison Co, 79/05/22. 3pp. 


7905300483 Forwards info requested at NRC 790308 meeting. Info includes 
overall reliability of auxiliary feedwater sys w/regard to 
operating history Si design Improvements. 

ROE.L.E. Toledo Edison Co. 79/05/23. 16pp. 


7903310373 Submits matrix to cross-reference station procedures 
w/operating procedure mods re NRC 790517 order U RN Reid 
790518 Itr. 

ROE.L.E. Toledo Edison Co. 79/05/23. 4pp. 


790S3<X>418 Forwards executed Amend 4 to Indemnity Agreement B-79. 
ROE.L.E. Toledo Edison Co. 79/05/25. 3pp. 

P. Operating license stage documents !i correspondence 


7905240933 Confirms 790401 discussions. Wi 1 1 notify NRC prior to 
operations. Postpones meeting scheduled for 790404. 

KAPLER, J.G. Regions, Chicago, Office of the Director. 79/04/02 
If- 


receipt of 790116 Itr providing info re coolant sys flow 
pressure drops. Review requires Class III fee. 

OlOGSfR. «. Licttnie Fee Henegement Branch. 79/04/24, ip. 


7905240^ Expresses appreciation for 790305 Itr providing util views 
on f®C activities. Describes development of STS & 
radiological effluent Tech Specs. 

BOYD, R, S. Division of Project Management. 79/05/01. SPP. 


"’^2li^« requirements, which u 

rSe L ? •;* “J*" ““’'*«rproductiv# and oneeessary. 

ROE.L.E. Toledo Edison Co. 79/03/03. 3PP. 


0. Inspection reports, IE Bulletins & correspondence 


7905100357 Notice of deviation from insp on 771116-18 & 30 Si 
1201 - 02 . 

* Region 3, Chicago, Reactor Operations Nuclear Support Branch. 
77/12/16. Ip. 


—7905100362 IE Insp Rept 30-346/77-34 on 771116-18 8* 30 N 1201-02. No 
noncomp 1 iance noted. Major areas inspected : survei 1 lance 
testing Si investigation Si followup associated w/loss of 
offsite power on 771129. 

TAMBLIN(}, T. N. , KNOY,R. C, Region 3, Chicago, Office of the 
Director. 77/12/16. 7pp. 


7905110097 Ack receipt of 771214 Itr informing NRC of step* taken to 
correct violation noted in IE Insp Rept 50-346/77-32. 

FlORELLl, 0. Region 3, Chicago, Reactor Operations Nuclear Support 
Branch. 78/01/13. Ip. 


■7905110099 Responds to NRC 771122 Itr re violation noted in IE Insp 
Rept 50— 346/77— 32. Corrective actions: Administrative 
Procedure AD 1823.00 revised Si supervisors reinstructed re 
importance of filling out log sheets. 

©RANT, U. 8. Toledo Edison Co. 77/12/14. 2pp, 


—7905110100 Foriu.'iiMi'i IF In’iii !)0 .'Ifl.-,/ 7 ■■ J.? on I'/OOrW.,' 30. 1005-07, 

18-21 *! 27 

FIORELLI.O Rjiciion 3. 0 h i r .,>i) ii . Keixtiir U|ms r .» 1 1 iMni Ntic luiir 

Suppofl 7 7 / 1 1 *. p P 

— 79051 lOlOB Not n <• o *' viol.iCloo from .nop on / 70V:.:-Vr :.)0, 1 005--07, 1 0 -21 t, 
27 

• Reijuin I, Chiiaijo. Ilfflrr of t,h« Diroftur 77/11/18, Ip 

—7905110111 It Inop H«pl. 50 ,146 ,' / / ■ :i;> on 77()'7;,;i/, .lO, 1 005 ' 07. 1 B-2 1 r, 27 
Noncod'P 1 1'*'“ nolccl f.ulniti fo prriporl.i jin(ilffl.nBnt prorodoro 
for jumppf ■ 1 » •' ti'il 111 l r «i 

TAMUI-INC' ^ tl . MAMI’SHIi. I I , KNDI’.U C Wmllon ChUdijo. 

Office of 13'® Oi'"«n ///ll/lll I'/pp 


7905250198 Foruiardg revision to 790411 re*pon*® to IE Bulletin 79-rOS7 
r® oufiliary ffflodwater trains, 

GRANT, J. S. Toledo Edison Co. 79/04/16. Spp. 


790S030243 Forwards IE Bulletin 79-09, "Failure® of OE Type AK-2 
Circuit Breaker in Safety-Related Sy*," Licensee action 
required. 

KEPPLER. J. C. Reyion 3. Chicago, Office of the Diroctur. 79/04/17. 
Ip. 


7903080S09 Forwards IE Bulletin 79-OSB, "Nuclear Incident at 
TMI-Suppl," Licensee action required. 

KEPPLER,J. 0, Region 3, Chicago, Office of the Diraetor. 79/04/21. 
Ip, 


7905110009 Aik rinript "f 1 I, i- u.fnimtng NRC uf «t.ep!i f.iiken to 

correct vl o 1 a 1 1 on » initrd In II Inop Nept 50 'MAf,.' 7f1 'Of, 

FIORELLI'O Rrginn ,1. i,3i.<ayi|. Keoi tor (Iperat i on» Nin 1 e.,ir Support 

Branch /(I/ 0 7/1*' 1 P 


■7905110091 Rwap'H.dij to NKt' niDd.'O llr re v i ii 1 a t, i iina noted >n If' in«p. 
Kept 7(,)"0/i iS.rreitive aitioin, tent dafii'Kiniy 

documented on .'tlOU 7 t. prniiei' revisw L .Imnye# to dropped 
rod control teat ohi-ained on 

GRANT, J 'I loUtdo li||»on Co li'i,- I o Ip 


7903150113 Ack receipt of 790403 Itr informing NRC of step® taken to 
correct violations noted in IE Inap Ropt 30-346/79-03, 

HEISHMaIs, R F. Region 3, Chicago, Reactor Operation® Nuclear 

Support Branch. 79/04/25. Ip. 


--7905130121 Responds to NRC 790314 Itr re violation® noted in IE Insp 
Rrapt 30-346/79-05, Corrective oe t i on® : r earaphas 1 1 ad Importance 
of review of surveillance test data Ik personnel instructed 
on proper work method re safety-related equipment. 

GRANT, J. a Toledo Edison Co 79/04/03, 2pp. 


—790511009;,' I orwards 11 loaji K.jit 50 ,146//!) iW, on /'/l.HM. Oil f, 7flO:iOA-Of) 
S( no t f e ® of violation 

FIOREl.L I , G Region I'liU jnjo. Rra, tor I l|i ®ra t 1 on « No. l»ar 

Support: lli'aoi h .'pp 


7905100354 Forward* IE Inap Ropt 50-346/77-34 on 771116-18 t< 30 S. 
I201-0a. No nonromp 1 iance noted. 

FU’IRELLIiO, Region 3, Chicago, Reactor Operations Nuclear Support 

Branch, 77/12/16, 3pp, 


— 790511009:i NoKir .if vlolat.nni from losp on / 7 1 20/, 1)1,1 8<, /llOaO/,- Oil 
* Region "1. Chliay.). IJffiir «. f tli® D i r rt I, .,i I- .'11/04/19 Ip 


R Periodic operating reports & related corrospondonc® 


—7905110094 If, Insp Rept 5(i 14/. / .'H ■ Of, on ,',;u,'0/. Oil f, .'(tO,:,IO/, ' Oil 

Noncomp 1 1 an. « notnl failin'# to |t*rform rod ili-np testtnu 
at 40% power failure to 111# test drfli iti.iij refit 
CRESWei.L, J S Reyl.in '1. Chdayn. Offii.tt of lh« Dim tor 

LITTLE, W !i ReUl.iii ,,), Lhua.jo. Hwaitor Uperallon* Niu.l»ar 

Support llrani.h I2(ip 


7905140233 Forwards monthly operating rept for Apr 1979. 
MURHAV, T D Tolodo Edison Co. 79/03/08. Ip, 


-~7903l40233 Monthly operating rept for Apr 1979. 
CABA,E C Toledo, Edi«on Co 79/03/00, 6pp. 


7903010267 Forward* 11 Info Nottia ■>» 06, "'Itrw** An«ly»l» of 
Safety-Related Ft ploy " 

Ktif'Pl.ER, 4 0 ReijKin ,'t. Chnayn. tlffiie of the Oirertiir "79/03/3:1 

Ip 


7905040035 I or.uaril* 11 Info Nnlii* 79 07. "Hnptnrw o'f Radw«'*t» Tank* " 
KCPPl.E'R, v) 0 Re.jlnn :i. Ftmago. IlffH® of the lilrmtor 7V,i’'a;T/26 

Ip 


7905010176 Forward* U Info Noti.e 79 " I n t,»r < (iiina< t i mv of 

Contaminateil 'iy» .■i.i'Lv. Air Sy® il««d a» fiijort, » of (Iraathtng 
Air, " 

KEPPLER.JB Reyltin T. FtH.ago. llffd* of «.h» Dlrattnr 79/0:i,'2H 

Ip 


7903010413 Forward* IF Info NiitFia 79 'iW. •'llpill «if Had * oar 1 1 v« 1 y 
Cgntaminated Reiln " 

KEPPLER-Jli Region ,1. IRiUayo. Uffli* of the Pli'*. tor 79/o:)/:iO 

Ip, 


790 S 030033 forward® 11 (hiUetln f'f ■i>(„ "Review of Op®r«tU)nal Error* «. 
Sy» Misalignment® 1 dent l f i ed Dur-'ing TMl Inrldent " 

KEPPLER.J, 0 Hegl.in :.l, ChUago. Offlie of the Olreltor 79/04/11 

Ip 


7903010604 Forward® H BoHetui / 9 ' 06 A. “Review of Opa'ratlonal Error® 8 . 
Sys Ml®al Ignment® Identified During TMI Inrldent “ 

KEPPLER.J 0 Reg uin 3, 'Chltagn, tlf'fir# of the Olrectnr 79/04/14 

tp 


7903040427 Fnrward® If Bulletin /9 -OAB, "Review of Operational Err'Or* «. 
By® Mi®a 1 ignment » Identified Ouring TMI Inr Ident " 

KEPPLER, J, 0 Region ,3, Chlrafio, (Tfflie 9# the Oirettiir 79/04/14 

Ip 


7903(540391 Forward® II! Bulletin 79-Ofl, "Event* W«Uu#nt te BdiUng 
Water Power Reactor* Identified During TM,! Incident," 

KEPPLER, J,0 Region 3. ChieafO. Office of the ISlreetor 79/04/14 
Ip. 


7903070174 Forward® IK HuUetln 79-'0y. "SeifislC Stre** Analyei® of 
Safety-Related Piplni “ LKentee action required 

KEPPLER, J 0, Region 3. ChUAfo. Office of the Director 79/04/14 
Ip. 

I 

7903240097 Respond® to JE iuUetln 79»03 r* defect* in pipe® mfg hy 
Youngstown Hetdiiig *< Eng i n»*r in® Co UUra»onic wiae* of 
containment tpray *y» piping revealed tow.* defee t*. wh l«h are 
being evaluated 

GRANT. 0,S TaUdis Rdifon Co 79/04/1* 3|ip 


11, Reportable 


occurrence®, LERs S. related correspondence 


7903100373 PNO-77-171 , «» of 770926 no radloctlve rele««es occurred at 
l,a» result of las* of coolant pressure du® to 
failure of pressuriier power operated relief valve, 

KLINGER. 0,, NOLAN, F, , SNIEZEK, 3, H. Office of Inspection »< 
Fnforcement 77/09/26, Ip, 


7903100378 , Review® available info re reactor coolant «y» 

d«p ressor i lat ion event at DavlB"B«»se 2. No current 
indication of fuel damage or other aeriou® problem® at 
p 1 a n t , 

MCt>t,;RMOTT, R .• IluaHty A»»uranc® Branch, 77/10/06 . 2pp. 


7903100300 LER NP-3a-77-16(8upp 1 Ion 770924 : deprosaur 1 lat Ion of primary 

«y« from normal operating pre»sure occurred, reaul t Ing in 
»twa« formation 

hurray. T D Toledo Edison Co 77/11/14. 60pp. 


7903100341 Forward® LER 77-096/03L-0, 

MURRAY. T D Toledo Edison Co. 77/12/16 2pp. 


-■-7903100343 LER 77-096/03t-0 on 771 129: d les el generator t-1 started, but 
failed to supply power during temporary las* of power. Caused 
by di#«el tripping on overspeed doe to governor setting. 

Switches reset i. diesel generator declared operable, 

BEYER, B Toledo Edison Co, 77/12/16. 3pp. 

7905020266 Notifies of reportable event on 7^90413: certain starters 'fer 
essential motors had overload heaters Installed which were 
smaller than capacity specified on relay data sheets, causing 
possible overload heater burnout. Heater being replaced. 

MURRAY, T D Toledo Edison Co. 79/04/16. Ip. 


7903100206 RO on 790423: unp lanned reactivity Insertion of more than 
0. 3X occurred. Caused by valve MU39 leaking deminerallied 
water. Procedure mod rewritten to prevent valve leakage & 
increase sampling frequency. 

hurray, T.O. Toledo Edison Co. 79/04/23. Ip. 


7903020303 Forwards LER 79-046/03L-0. 

HARRAV, T. D. Tolodo Edison Co. 79/04/23. Ip. 


-7903020330 LCH 79-046/03L-0 on 790330; diesel generator declared 
tnopsrabl* after loud, unusual noises Si placed in action 
statement. Caused by bearing failure in turbocharger. 

Turbocharger replaced. 

uAOTTA^Ki..! p Toli»<fn E:dlfiion Co. 79/04/25. 3pp. 


7903020418 Forwards LER 79-047/03L-0. 

MURRAY, T. 0 Toledo Edison Co. 79/04/23. Ip. 








DOCKETED ITEMS 


—7903020430 LER 79-047/03L-0 on 790329; on 790331 makeup pump 1-1 taken 
out of sve for meint due to increased vibration & decreased 
pump performance. Caused by failure of first stage impeller 
which cut large groove in shaft, 

MARTIOAN* '1, R, Toledo Edison Co, 79/04/25, 3pp, 


7905020488 Fopuiards LER 79-045/03L-0. 

MURBAV. T, 0. Toledo Edison Co. 79/04/25, Ip. 


—7905020500 LER 79-045/03L-0 ON 790330: borated water storage tank low 
level trip setpoint in Safety Features Actuation Sys Channel 
II discovered out of tolerance. Caused by instrument drift !i 
analog amp 1 if ier. Analog amplifier recalibrated. 

NELSON. J, H. Toledo Edison Co. 79/04/25. 3PP. 


7905020427 Forwards LER 79-048/01T-0. 

HURRAY. T. D. Toledo Edison Co. 79/04/26. IP. 


7905230371 Forwards review of 770924 event re depressuriiati on of 
primary sys. Similar ities to 790328 incident at TMI-2 noted. 
RCK.L.E. Toledo Edison Co. 79/05/18. 3pp. 


7905250134 Forwards LER 79-055/03L-0. 

MURRAY, T.0. Toledo Edison Co. 79/05/18. Ip, 


— 7905250142 LER 79-05S/03L-0 on 790423: low reactor coolant pressure 
block bistable 8A103 did not reset automatica 1 1 y on 
increasing suveillance test signal. Caused by sticking of 
relay K-4. Relay replaced. 

NELSON, J.M. Toledo Edison Co. 79/05/18. 2pp, 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 
A. Application/construction stage documents &. correspondence 


7905020443 LER 79-048/01T-0 on 790413: starters for essential motors had 

overload heaters installed which were smaller than capacity 
specif ied. Caused by error in initial installation due to 
procedural inadenuacy. Chec k of overload heaters conducted. 

HURRAY, T.D. Toledo Edison Co. 79/04/26. 3pp. 


7905040X29 Forwards LER 79-049/03L-0. 

MURRAY, T.D. Toledo Edison Co. 79/04/26. Ip. 


— 7905040132 LER 79-049/03L-0 on 790331: during surveillance testing half 
of steam safety valves discovered to be out of design 
setpoint range, Caused by changing ambient conditions. Valves 
adjusted 4i retested. 

BROWN. R. A. Toledo Edison Co. 79/04/27. 3pp. 


7905090269 Forwards LER 79-050/01T-0. 

MURRAY, T.D. Toledo Edison Co. 79/05/04. Ip. 


— 7905090273 LER 79-050/01T-0 on 790423: boron concentration dropped lower 
than anticipated final value, resulting in unplanned 
reactivity insertion. Caused by mechanical, personnel it 
procedural error. Valve being repaired. 

BROWN, D.H. Toledo Edison Co. 79/05/04. 3pp. 


7905150455 Forwards LER 79-051 /03L-0. 

MURRAY, T.D. Toledo Edison Co. 79/05/09. Ip. 


—7905150456 LER 79-051/03L-0 on 790410: fire alarm point F-056 sounded 
when no fire existed. Caused by lack of proper control room 
annunciation Si procedure control. Procedure mods being 
prepared ii installation of annunciator investigated. 

LINOENFELTER, J. Toledo Edison Co. 79/05/09. 3pp. 


7905160404 Forwards LER 79-052/03 Lt-0. 

MURRAY, T.D. Toledo Edison Co. 79/05/11. Ip. 


7905140357 Notifies of potential reportable inconsistency in calculated 
DNB rations, as reported to util by Westinghouse. 

HAIRSTON, W. G. Alabama Power Co. 79/03/30. app. 


F. Security, medical, emergency it fire protection plans 


7905070631 Forwards check to replace check sent 790323 w/saf eguar ds 
security contingency plan. 

CLAYTON, F. L, Alabama Power Co. 79/05/01. 2pp. 


I. Financial information 


7905150391 Forwards "Annual Financial Kept 1978, " unaudited financial 
statements for quarter ending 790331 S, cash flow projections 
for 1979. 

BOWDEN, T. J. Alabama Power Co, 79/05/10. 7pp. 


— 7905150395 “Annual Financial Rept 1979. " 
* Alabama Power Co. 78/12/31, 47pp. 


J. Insurance it indemnity information 


7905070497 Confirms increased liability limit to *124,000,000 for 
policies NF-1,25, 43, 76, 83, 100, 111, 140, 146, 151, 161, 164, 170, 

173, 174, 178, 179, 180, 182, 185, 186, 107, 188, 189, 192, 193, 194, 195, 

197, 198, 200, 201, 204, 206, 207, 208, 210, 212, 214, 215, St others, 
QUATTROCHHI, J. American Nuclear Insurers. 79/OS/Ol. Ip. 


7905070582 Confirms increase in liability limit to *36,000,000 for 
policies MF-22, 26,29, 38,39,,44, 46, 47, 49, 50, 51- 52, 53, 34, 55, 56, 

57, 58, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, 80. 86, 87, 

88, 90, 91, 92, 93, 94, 95 It 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Underwriters, 79/05/01. 
Ip- 


■7905160409 LER 79— 052/03L— 0 on 790416:piece of duct tape found blocking 
inlet to containment pressure sampling line, rendering 
instruments inoperable. Tape removed. 

NELSON, U. M. Toledo Edison Co, 79/05/11. 2pp. 


7905160224 Forwards Amend 4 to Indemnity Agreement B-Bl, per 10CFR140 
changes, re liability insurance increase from *140 million to 
*160 million, effective 790501. Supporting documentation end. 
SALTZMAN, U. Antitrust Indemnity Group. 79/03/01, Spp. 


7905220124 Forwards LER 79-035/03L-1. 

MURRAY, T.D. Toledo Edison Co. 79/05/15. Ip. 


7905220125 LER 79— 035/03L-1 on 790228; reactor coolant pump 1-1-2 
tripped, resulting in reactor runback to 74%. Caused by 
loosening of inservice filter cover during maint. Cover 
retightened & addl nameplates being made, 

ROHRER,E. Toledo Edison Co. 79/03/27. Spp, 


7905220096 Forwards LER 79-053/03L-0. 

HURRAY, T. D. Toledo Edison Co. 79/05/16. Ip. 


—7905220101 LER 79— 053/03L-0 on 790417:while in Mode 5, position 
indication for control rod 3 bacatna erratic. Caused by 
defective connection in penetration butt splice. Butt splice 
reconnected. Tests will be made when in Mode 3. 

NAYLOR, R.W. Toledo Edison Co. 79/05/16. 2pp. 


7905100304 Forwards Endodrsement 23 to NELIA Policy NF-23S, 

DUCK, U. R. Marsh 8t McLenon, M & M Nuclear Consultants, Inc. Div. 
79/05/04. 2pp. 


7905150357 Forwards signed Amend 4 to Indemnity Agreement B-Bl. 
BARTON, A. R. Alabama Power Co. 79/05/11. 2pp, 


7905160396 Forwards Endorsement 24 to ANI Policy NF-23S. 

DUCK, J. R, Marsh & McLenon, M M Nuclear Consultants, Inc. Div. 
79/05/11. 2pp, 


7903300468 Forwards Endorsement 25 to ANI Policy NF-23a, 

DUCK, U. R. Marsh & McLenon, M & M Nuclear Consultants, Inc. Div. 
79/05/25. 2pp. 


M. Antitrust correspondence 


7905220117 Forwards LER 79-034/03L-0. 

MlWRAY, T, D. Toledo Edison Co. 79/05/16. Ip. 


-79^220121 LER 79-054/03L-0 on 790409: control room isolation 
HV5311B stuck open during surveillance test. Caused by 
shaft. Damper removed I 

RUDOLPH, J.J. Toledo Edison Co. 79/05/16. 2pp. 


7905100196 AL Electric Cooperative's Response to applicant's "Memo re 
Impact of Public Regulatory Policies Act of 1978." 

Certificate of Svc «i supporting documentation end. 

BOSKEY,B. , MACOUINEA, D. B, Volpe, Boskey i Lyons. 79/03/28. aSpp. 


DOCKETED ITEMS 


■^^3100217 Roaponno of Municipal Electric Util AB«oci«tion of AL to 
applicant's memo rs impact of Public Util Regulatory 
Policies Act of 197S. Certificate of Svc end. 

SOLDBERO.R, Ooldborg. Fieldman & Letham, P.C. HJELMFIELT. 0. C. 
Affiliation Unknown. 79/03/28. 10pp. 


7903240978 Notice of appearance of DU Evans on behalf of NRC. 
Certificate of Svc end. 

EVANS. D. U. Anti-Trust Division. 79/03/28. 3pp. 


7903100269 Reply memo re Impact of "Public Util Regulatory Policies Act 
of 1978" on proceed ing. Ac t neither changes legal status of 
case nor impacts on decisions of liability. Certificate of 
Svc end. 

AXELRADi J. A. Regulations Division. EVANS. D. U. Anti-Trust 
Division. 79/03/29. 12pp. 


7905240514 Forwards IE Insp Rapt 50-348/79-10 on 790313-0316 i 21-23. 

No noncompliance noted. 

MURPHY.C.E. Region 2. Atlanta. Reactor Construction $t Engineering 
Support Branch. 79/04/04. 2pp. 


— 7905240S1S IE Insp Rept 50-348/79-10 on 790313-0316 & 21-23. No 
noncompliance noted. Major areas inspected: inservic® insp. 
welding & nondestructive eianination. 

CROhfLEV. B. R. Region 2. Atlanta. Office of the Director. 

CQhd-ONi T. E. Region 2. Atlanta. Reactor Construction & 

Engineering SOpport Branch. 79/04/04. 7pp. 


7905240523 Forwards IE Insp Rept 50-348/79-12 on 790306-0309. No 
noncompliance noted. 

LEWIS. R. C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/04/04, 2pp. 


7905240985 Responds to applicant's memo re Impact of Public Util 
Regulatory Policies Act of 1978. Certificate of Svc 8i 
supporting documentation end. 

WHITLER.J. D. Justice. Dept. of. 79/03/29. 22pp. 


P. Operating license stage documents Si correspondence 


7903090079 Forwards Amend 11 to License NPF-2. safety 
•valuation It notice of issuance Si availability. 

8CHUENCER. A. Operating Reactors Branch 1. 79/04/13. 3pp. 


—7905240527 IE Insp Rept 50-348/79-12 on 790306-09. No noncompliance 
noted. Major areas inspected: LERs. Part 21 repts. open items, 
operations review St independent insp. 

HARDIN. A. K. Region 2. Atlanta. Office of the Director. 
CANTRELL. F. S. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/04/03. 6pp. 


7905020124 Forwards IE Bulletin 79-06. "Review of Operational Errors & 
8ys Misalignments Identified During TMI Incident." License® 
action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/04/11. tp. 


__7>^g0900a0 Amend 11 «o License DPR-26. maintaining fc implementing all 
provisions of approved fire protection plan. 

«• Operating Reactors Branch 1. 79/04/13. 2pp. 


— 7903090083 Safety evaluation supporting Amend 11 to License DPR-26. 
* Office of Nuclear Reactor Regulation. 79/02/12. 30pp. 


— 7903090084 Notice of issuance Si availability of Amend 11 to License 
DPR-26. 

SCHUEMCER.A. Operating Reactors Branch 1. 79/04/13. 2pp, 


7905100279 Requests ectension of time until 790512 to respond to IE 
Bulletin 79-03. “Longitudinal Weld Defects in Pipe Spools Mfg 
by Youngstown Welding Si Engineering Co. " 

CLAYTON. F.L. Alabama Power Co. 79/04/11. Ip. 


7903150568 Confirms 790412 telcon to AK Hardin re IE Bulletin 7^7-02. 
Test program was inltiatedi enough failures found in anchor 
bolt installations to justify eepansion of test scope 
Further details will come in 14-day followup. 

HAIRSTON. W. 0. Alabama Power Co. 79/04/12. Ip. 


7903020242 Forwards proposed amends to Tech Specs for Unit 1 
incorporating radiological effluent Tech Specs into App A 8. 
proposed draft radiological effluent Tech Specs for Unit 2. 
Proposed draft App B Tech Specs end. 

CLAYTON. F.L. Alabama Power Co. 79/04/16. I90pp. 


7905040267 Ack receipt of 790104 application Si 790321 supplementary 
filing. Requests payment of Class 111 fee. « 

MILLER. M.O. License Fee Management Branch. 79/04/16. 2pp. 


7905040148 Forwards IE Bulletin 79-06B. "Review of Operational Errors % 
Syt Misalignments Identified During TMI Incident." 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/04/14, app. 


7905040298 Forwards IE Bulletin 79-07, “Seismic Stress Analysis of 
Safety-Related Piping." Licensee action required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/04/14. 2pp. 


7903170266 Forwards proposed Tech Specs revision modifying safety 
injection logic by deleting coincident low pressuriier 
preseure/level logic actuation. 

CLAYTON. F.L. Alabama Power Co. 79/05/11. 10pp. 


7905040322 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Water Power Reactors Identified During TMI 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 
79/04/14. Ip. 


7903230414 Requests Informal facility info re TMI incident b» withheld 
from public disclo«uro unl®«* util conduct* propriotarg 
r ovloui. 

CLAYTON. F.L, Alabama Power Co. 79/05/16. 2pp. 


905030137 Forwards IE Bulletin 79-09, “Failures of «« Type AK-2 
Circuit Breaker in Saf ety-Related Sys. “ Licensee action 

0*REILLY. J. P. Region 2. Atlanta, Office of the Director. 


To/na/tr 


7903310376 Submits addl info re pressuriier pressure safety injection 
logic, in ref to 790323 telcon w/E \T Ounning. 

Pressuriier pressure transmitters 444,443,456 4c 437 have 
control or protection functions. 

CLAYTON, F.L. Alabama Power Co. 79/03/23. ZPP- 

7908010161 Forwards IE Info Notice 79-06. “Stress Analysis of 

O^REILLYra^P*** **^&egion 2. Atlanta, Office of the Director. 
79/103/23. 2pp. 

7903230777 Informs of delay in responding to 

78-12B ro weld matls used for u!!ble to provide 

boundary ferritic weldment. Westinghouse is unable to provtoe 

needed data until 791031. -ro/nn/'j's is 

CLAYTON. F.L. Alabama Power Co. 7v/uJ/.tJ. *k. 

7903030290 Forwards IE Info Jf"oJ;ii“"‘'Sf‘*the"DlrJIct"** 

O'REILLY, J. P. Region 2. Atlanta, urrice ot 

79/03/26, 2pp. 

7903010093 Forwards IE Info Notice J"**’'oJ"B*Mthlng^ 

Contaminated Sys w/8vc Air Sys Used as Source of Breas g 

S 'REILLY. J.P. Region 2. Atlanta, Office of the Director. 
79/03/28. 2pp. 

* ..I 79—09. "Spill of Radioactivoly 

7903010339 Forwards IE Info Notice 79 ov. P 

Cor)taminated Resin." Office of the Director. 

O'REILLY. J.P. Region 2. Atlanta, utrice ot 

79/03/30. 2pp. 


7903020370 Forwards IE Bulletin 79-06A, Revision I, “Review of 
O^rational Errors fc Sys Misalignments Identified During TMI 

o"heILLY;1p. Region 2, Atlanta. Office of the Director. 

79/04/18, 2pp. 

7903240443 Respond, to IE Bulletin 79-07, 

Safety-Related Piping." Methods specified by Item 1 have 
never been used. Therefore, specif Ic concerns are not 

CLAYTOnI’f'l*** Alabama^Power Co. 79/04/24. 3pp. 

7905300710 Forwards response to IE Bulletins ^"^ 100 '"^**''" ^ 

Twining program for personnel w/operational duties is being 
developedi actions required by operating procedures 
transient, li accidents have been 

CLAYTON, F.L. Alabama Power Co. 79/04/24. aipp. 

•reft43003S4 Responds to IE Bulletin 79-03, No 8A-312 or other welded pipe 
bj VounSstown W^liing 4. Engineering has been received on 
site or will be used in future. 

CLAYTON. F.L. Alabama Power Co. 7'9/04/26. ip. 

7903090075 Forward, "Inservic. Testing Program for Class 1,2 4. 3 Pumps 
(.Valves." Enel available -00 

Ct>YTONi F. t. AUbarna Pow»t Co. 79/05/01. 2pp. 
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DOCKETED ITEMS 


7905250036 Respond* to IE Bulletin 79-04 "Incorrect Weishts for Suins 
Check Valves Mfs ba Velan Engineering Corp. “ One discrepancg 
found between weights specified in bulletin Ik actual weight 
of valve. 

CLAYTON. F.L. Alabama Power Co. 79/05/01. 2pp. 


H. Oenaral correspondence 


7905230711 Reiuests const review of facility. Express'* ® 

insufficient supplg of water near plant for cooling »•«*»<- 
BUONANNO. N. A. Affiliation Unknown. 79/04/02. Ip- 


R. Periodic operating reports & related correspondence 


7905230361 Forwards monthly operating rept for Apr 1979. 
CLAYTON. F.L. Alabama Power Co. 79/05/15. 2pp. 


—7905230362 Monthly operating rept for Apr 1979. 

HAIRSTON. W. 0. Alabama Power Co. 79/05/01. 3pp. 


S. Reportable occurrences. LERs & related correspondence 


7905140368 Confirms 790328 telcon re LER 79-01 5/OlT-O. While performing 
inservice insp on 790327. five linear surface indications 
discovered on ECCS line. Currently evaluating nondestructive 
examination on similar components. 

HAIRSTON, W. 0. Alabama Power Co. 79/03/28. Ip. 


7905020247 Forwards LER 79-021/01T-0. 

CLAYTON.F. L. Alabama Power Co. 79/04/26. Ip. 


— 7905020249 LER 79-021/01T-0 on 790412: in response to IE Bulletin 79-02. 
program initiated to randomly test anchor bolts installed 
in Seismic Category 1. safety-related. 2. 5-inch grater piping 
sys. Statistical sample too small. Program expanded. 

HAIRSTON, M. 0. ■ Alabama Power Co. 79/04/26. 3pp. 


7905110242 Forwards LER 79-018/03L-0. 

CLAYTON.F. L. Alabama Power Co. 79/05/07. Ip. 


— 7905110247 LER 79-018/03L-0 on 790409: discovered outer personnel air 
lock door not operating proper ly. Caused by inadequate 
procedural controls. Fue 1 handling procedures revised to 
verify that both air lock doors are closed. 

* Alabama Power Co. 79/05/07. 3pp. 


7905140306 Forwards LER 79-021/01T-1. 

CLAYTON.F. L. Alabama Power Co. 79/05/08. Ip. 


— 7905140311 LER 79-021/01T-1 on 770412; statistical sampling of anchor 
bolt reliability not sufficient to provide high probability 
of greater than 9SX rel iab i 1 i ty. Program expanded to include 
100% testing. 

HAIRSTON. M. 0. Alabama Power Co. 79/05/03. 4pp. 


7905160403 Forwards LERs 79-020/03L-0 79-013/01T-0. 

CLAYTON.F. L. Alabama Power Co. 79/05/10. Ip, 


—7905160414 LER’ 79-020 /03L-0 on 790411:al*rm received on BIJ sequencer. 
Sequencer found in test, rendering IC dc inoperable it 
violating min requirement for one dc set. Caused by faulty 
key switch breaking internal parts. Switch replaced. 

* Alabama Power Co. 79/05/11. Ip. 


— 7905160407 LER 79-015/01T-1 on 790327: linear surface indications found 
on 2-lnch EC'CS line to Loop 1 cold leg. Loop 2 cold leg ti 
Loop 3 hot leg. Probably caused during piping mfg. Affected 
part of Loop 1 replaced. Loop 2 & 3 indications ground out. 

« Alabama Power Co. 79/05/10. 3pp. 


7905300500 Forwards LER 79-01 9/03L-0. 

CLAYTON.F. L. Alabama Power Co. 79/05/22. Ip. 


—7905300504 LER 79-019/03L-0 on 790420; chemical analysis of reactor 
coolant revealed overconcentrations of chloride St 
fluoride. Cause undetermined. Engineering evaluation in 
progress. 

HAIRSTON, W. 0. Alabama Power Co. 79/05/22. ip. 


J. Insurance St indemnity information 


7905070497 Confirms increased liability limit to s-tSf*-, -Pon 

policies NF-1,25,43, 76, 83, 100, 111, 140, 146, 151,161* I 

173, 174, 178. 179, 180, 182, 185, 186, 187, 188, 189, 192, 1*93, l*i»‘9" 

197, 198,200,201,204,206,207,208,210,212,214,215, 8t o fch«r 
aUATTROCHHI, J. American Nuclear Insurers. 79 / 0 S/'Ol. IP- 


7905070582 Confirms increase in liability limit to 

policies MF-22, 26, 29, 38, 39, 44, 46, 47, 49, SO, 51,52, S3. S'4-. 

57, 58, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 7<9 . 30. QdS*. 3'* 
88,90,91,92,93,94,95 St 96. 

ROBERTS, 0. M. Mutual Atomic Energy Liability Undeir ui-r i -to T- « . /v,tO, 
ip. 


Q. Inspection reports, IE Bulletins St correspondence 


7905010134 Forwards IE Info Notice 79-06, "Stress o* 

Saf ety-Related Piping." 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 

79/03/23. Ip. 

7905020077 Forwards IE Bulletin 79-06, "Review of Operational Crropil 
Sys Misalignments Identified During TMI Incident. *' 

ORIER.B.H. Region I, Philadelphia, Office of the Director 

79/04/11. Ip. 


7905020372 Forwards IE Bulletin 79-07, "Seismic Stress* Anaslynl* of 
Safety-Related Piping." Licensee action required. 

ORIER.B.H. Region I, Philadelphia, Office of the Director 
79/04/14. Ip. 


7905040083 Forwards IE Bulletin 79-06B, "Review of Operational CrroPH 
Sys Misalignments Identified During TMI Incident. " 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/04/14. Ip. 


7905040264 Forwards IE Bulletin 79-08, "Events Relevant to BollSnj 
Water Power Reactors Identified During TMI Incident. ” 

ORIER.B.H, Region 1, Philadelphia, Office of the Director 
79/04/14. Ip. 


7905030086 Forwards IE Bulletin 79-09, "Failures of OE Type AK~a 
Circuit Breaker in Safety-Related Sys." Licensee action 
required. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director 
79/04/17. Ip. 


7905020305 Forwards IE Bulletin 79-06A, Revision 1, "Reviesu of 
Operational Errors ti Sys Misalignments Identified During THt 
Incident. " 

ORIER.B.H. Region 1, Philadelphia, Office of the Director 
79/04/18. Ip. 


DOCKET 50-353 LIMERICK OENERATINO STATION, UNIT 2 


A. Application/construction stage documents ti corr e c p a n d en c e 


790S2100S8 Requests plant shutdown because of threat of accident n 
severe as rupture to reactor vessel. 

ROMANO.F.R. Affiliation Unknown. 79/04/12. 5pp. 


7905040316 Summary of 790321 meeting of Mark II ouinen* group in Ban 
Jote.CA re intermediate plant program tasks. 

ANDERSON, C. V>. Containment Systems Branch. 7*9/’Oa./’13. tSOpp 


H. General correspondence 


DOCKET 50-352 LIMERICK OENERATINO STATION, UNIT 1 


A. Application/construction stage documents i correspondence 


7905230711 Requests const review of fac il ity. Exprest a conearr* re 
Insufficient supply of water near plant for cooling raactor 
BUONANNO, N. A. Affiliation Unknown. 79/04/02. Ip. 


7905040316 Summary of 790321 meeting of Mark II owners group in Sen 

Jose.CA re intermediate plant program tasks, J- Insurance li indemnity information 

ANDERSON, C. J. Containment Systems Branch. 79/04/13. 150pp. ~ ” “ " 


0. Adjudicatory correspondence 


7905210058 Requests plent shutdown because of threat of accident es 
tsvere as rupture to reactor vessel. 

ROMANO.F.R. Affiliation Unknown. 79/04/12. 8pp. 


7905070497 Confirms increased liability limit to •laai, 000.000 
policies NF-l,25,43. 76,83, 100, 111.140, 146, 181, l&i. fTO. 

173, 174. 178, 179, 180, 182, 185, 186, 187, 188. 189, 192, 1*?3, txfm 

197, 190,200, 201,204.206,207,208,210,212, 214,215, o*har-» 
aUATTROCHHI, J. American Nuclear Insurers. 79/0S/’Ol. i p 




DOCKETED ITEMS 
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7905070382 Confirms increase in liability limit to «36, 000, 000 for 
policies MF-22, 26, 29, 38, 39, 44, 4A, 47 , 49 , 50 , 51 , 52 , S3, 54 , 55 , 56 
57, 58, 60, 61, 64, 66 , 67, 68 , 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86 , 8 ?! 
88,90,91,92,93,94,95 «, 96. / fo, /t, ou, 00 , a/, 

ROBERTS, D. M. Mutual Atomic Energy Liability Underuiriters. 79/05/01 
Ip. 

0. Inspection reports, IE Bulletins correspondence 


H. General correspondence 

’’90216 resolution opposing storage of high 
^ radioactive wastes in township. Objections should be 
made at ASLB hearing. Expansion of storage pools is unlikelu 
No independent facilities are planned. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/03/29. Spp. 


7905010134 Forwards IE Info Notice 79-06, "Stress Analysis of 
Saf ety-Related Piping." 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/03/23. Ip. 


7905020077 Forwards IE Bulletin 79—06, "Review of Operational Errors St 
Sys Misalignments Identified During TMI Incident. " 

GRIER, B.H. Region 1, Ph i ladelph ia, Office of the Director 
79/04/11. Ip. 


7905020372 Forwards IE Bulletin 79—07, "Seismic Stress Analysis of 
Safety-Related Piping. " Licensee action reauired. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/04/14. Ip. 


7905040083 Forwards IE Bulletin 79-06B, "Review of Operational Errors St 
Sys Misalignments Identified During TMI Incident." 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/04/14. Ip. 


7905040264 Forwards IE Bulletin 79—00, "Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident." 

GRIER, B.H. Region 1, Ph i lad e Iph ia, Office of the Director. 
79/04/14. Ip. 


7905030086 Forwards IE Bulletin 79-09, "Failures of OE Hjpe AK-2 
Circuit Breaker in Saf ety-Related Sys." Licensee action 
req,o Ired. 

GRIER, B. H. Region 1 , Philadelphia, Office of the Director. 
79/04/17. Ip. 


7905140291 Responds to 790312 Itr re resolution adopted on 790216 by 
Township of Lower Alloways Creek, NJ. Resolution opposes 
storage of high level wastes. Forwards NRC response. 

GOSSICK, L. V. Office of the Executive Director for Operations 
79/04/11. Ip. 


I. Financial information 


7905070647 Forwards "Annual Financial Rept,1978“ for Public Svc 
Electric «< Gas Co, Atlantic City Electric Co, Delmarva Power St 
Light Co S. Philadelphia Electric Co. 

FRVLINO, R. Public Service Electric & Gas Co. of New Jersey. 
79/04/30. I62pp. 


J. Insurance St indemnity information 


7905070582 Confirms increase in liability limit to *36, 00»,'000 for 
policies MF-22, 26,29, 38, 39, 44, 46, 47, 49, 50, 51, 52, 53, 54, 55, 56, 

57, 58, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, SO, 86, 87, 

88, 90, 91 , 92, 93, 94, 95 St 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Underwriters. 79/05/01, 

Ip. 


Q. Inspection reports, IE Bulletins St correspondence 


7905010140 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping," 

GRIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/03/23. Ip. 


7905020305 Forwards IE Bulletin 79-06A, Revision 1, "Review of 
Operational Errors St Sys Misalignments Identified During TMI 
Inc i d ent . “ 

GRIER, B.H, Region 1, Ph i lade Ip h ia. Office of the Director, 
79/04/18, Ip 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 
A, Application/construction stage documents St correspondence 


7905070552 Submits revised schedule re response to NRC 's position on 
NUREO-0313, "Technical Rapt on Matl Selection Si Processing 
Guidelines for 8 WR Coolant Pressure Boundary Piping." 

Response will be submitted no later than Sept 1979. 

MITTL, R.L. Public Service Electric Si Gas Co. of New Jersey. 
79/04/23. Ip. 


0. Adjudicatory correspondence 


7905230512 Util response to briefs opposing de minimus approach of 
Perkins proceeding. Licensees in Peach Bottom St Hope Creek 
proceedings conted approach la validino need to consider 
health effect* further. W/Certificat# of Svc, 

CONNER, T. 8 . .Conner, Moor® S* Corber. 79/04/04. 30pp. 


7905020100 Forwards IE Bulletin 79-06, “Review of Operational Errors S< 
, Sys Misalignments Identified During TMI Incident. " 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/04/11. Ip. 


7905020369 Forwards IE Bulletin 79-07, “Seismic Stress Analysis of 
Saf ety-Related Piping, “ Licensee action required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/04/14. Ip. 


7905040093 Forwards IE Bulletin 79-06B, “Review of Operational Errors Si 
Sys Misalignments Identified During TMI Incident. " 

GRIERiB.H. Region 1, Philadelphia, Office of the Director. 

79/04/14. Ip. 


7905040282 Forwards IE Bulletin 79-08, “Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. " 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/04/14. Ip. 


7905030101 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Saf ety-Related Sys. " Licensee action 
retiuired. 

GRIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/04/17. Ip. 


7905110418 Response to ALAB-509 re radon emissions St de minimus theory 
from Perkins record. Certificate of Svc end. 

SCINTD, J. F. Hearings Division. 79/04/11. 45pp. 


7905020322 Forwards IE Bulletin 79-06A, Revis ion 1, “Review of 
Operational Errors St Sys Misalignments Identified During TMI 
Incident. " 

GRIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/04/18. ip. 


7905140519 Response to 790404 brief of Philadelphia Electric CoiPSESiO St 
Atlantic City <NJ) Electric Co re de minimus theory. 

Certificate of Svc end. DOCKET 50-355 HOPE CREEK NUCLEAR STATION, UNIT 2 

KEPFORD, C.R. Citiiens for Safe Environment, 79/04/11. Spp. 

A. Application/construction stage documents St correspondence 


7905140332 Notifies of consolidation of five intervener groups re radon 
amicsions issue. Parties have until 790525 in which to file 
for summary disposition. 

DUFLO, M. E. Atomic Safety and Licensing Appeal Panel. 

13pp. 


79/04/25. 


7905240585 Memo 81 order ALAB-546. Denies applicants' petition for 
roconsideratlon of ALAB-540, which consolidates applicants re 

radon issue. , _ , -ro/nm/no 

DUFLO, M. E. Atomic Safety and Licensing Appeal Panel. 79/05/U8. 

3pp. 


7905070552 Submits revised schedule re response to NRC's position on 
NUREG-0313, "Technical Rept on Matl Selection St Processing 
Guidelines for BWR Coolant Pressure Boundary Piping." 

Response will be submitted no later than Sept 1979. 

MITTL,R. L. Public Service Electric St Gas Co. of New Jersey. 
79/04/23. Ip. 
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0. A4j<idic«t0Ti# corr®*j>on(Ssnc® 

oooosina it minimus approach at 
7909230312 Otil r«8?ons» to brio# ^ gottom 8< Hope Creel 

I. Ai as- 509 r# radon emissions it de minimus thoorg 
790S1 10418 Response to ALAB-509 r# raoon 
from Perkins record. CertiPicate 

SCIMTO.J. F, Hearings Division. 79/04/11. topp 

7909140519 Response to 790404 brief of 

MUntic Citg CNJ) Electric Co re de minimus theorg. 

^^^CH.^'cmirnffor safe Environment, 79/04/11, 8pp. 

7905140332 Notifies 1 79052 rii"«hlcrto fil^* 

emissions issue. Parties have until 790529 m unico 

for sumsiarg disposition. A«n»al Panel 79/04/25. 

DU^LO.M.E. Atomic Safetg and Licensing Appeal Panel. 

13pp. 

radon issue. . PAnel 79/05/08. 

DiFLOf M. £. Atomic Safety and Licensing Appe 

3pp. 

H. Oeneral correspondence 

7905070450 Act receipt of 790216 resolution 

level radioactive wastes in township. Ob jections 

made at ASLB hearing. Expansion of storage pools is unlikelg. 

No Independent facilities are planned. w/ftm/no son 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/03/2 . pp. 


docketed items 


_ -A, rcr B.,iiAein 79-09, “Failures of OE Tgpe AK-S 

1 . 

»•••"« !■ PMl.f',"**’ f'**" “■ 

79/04/17. Ip- 

— - .a.. TIT Ri,iiefin 79 - 06 A, Revision 1, "Revieui of 

"’geratUnat'e-o:*'^ g"mLMInn.ent« Identified During THl 

WIEr"*h" Region 1, Philadelphia, Office of the Director. 
79/04/18. Ip. ‘ 


docket 50-358 WILLIAM H. ZIMMER NUC LEAR STATIO N, UNIT 1 
“Appilcation^onstruction stage doc umen ts St corre spo ndenc e 

7905040316 Summary of 790321 meeting of Mark U owners group in San 
Uose.CA re Intermediate plant program tasks. , liSOnn 

ANDERSON, C. J. Containment Systems Branch. 79/04/13. ISOpp. 

7905100258 Summary of 790410 meeting u/Cincinnati Oas S< Electric Co, 
Lena Island Lighting Co «t Commonwealth Edison Co re 
vibratory loads & eq.ulpment yual if ication. Presentation matl 

PELTIER, I. A. Light Mater Reactors Branch 1. 79/04/19. 13pp. 

7903230558 Notification of 790315-17 meeting w/Clncinnati Oas S. 
Electric Co, Long Island Lighting Co, Commonwealth Edison Co 
<t OE in San Jose,CA to audit NSSS equipment for seismic & 
other dynamic qualif ication. 

PELTIER, I. A. Light Water Reactors Branch 1. 79/04/23. 3pp. 

7905020451 Response to 790223 Itr requesting plans «i schedule for 
re-qualification of equipment for seismic 8< hydrodynamic 
loads. All Category I equipment has been evaluated as 
ouAlif led. 

BOROMANN, E. A. Cincinnati Oas 8i Electric Co. 79/04/26. 3pp. 


7905140291 Resonds to 790312 Itr re resolution adopted on 790216 by 
Township of Lower Alloways Creek, NJ. Resolution opposes 
storage of high level wastes. Forwards NRC response. 

OOSSICK,L. V. Office of the Executive Director for Operations. 
79/04/11. Ip. 


I. Financial information 


7905070647 Forwards “Annual Financial Rapt, 1970“ for Public Svc 
Electric »• Oas Co, Atlantic City Electric Co.Delmarva Power t. 
Light Co S, Philadelphia Electric Co. 

FRYLINO,R. Public Service Electric St Oas Co. of New Jersey. 
79/04/30. 162pp. 


7905080439 Forwards requested info re seismic Category 1 equipment, 
scenario for accomplishing cold shutdown S< Sargent & Lundy 
Balance of Plant equipment for Category 1, 

BOROMANN, E. A. Cincinnati Oas St Electric Co. 79/05/04. 49pp. 


E. NRC Safety Evaluation Report (8ER), suppli 8, correspondence 


79050106S9 Summary of 790328 meeting w/utll re status of 
implementation of 8ER issues. 

PELTIER, I. A. Light Water Reactors Branch 1. 79/04/12. 7pp. 


F. Security, medical, emergency 8< fire protection plans 


J. Insurance ti indemnity information 


7905070582 Confirms increase in liability limit to *36,000,000 for 
policies MF-22, 26, 29, 38, 39, 44, 46, 47, 49, SO, 51, 52, 53, 54, 55, 56, 

57, 38, 60. 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86, 87, 
88,90,91,92,93,94,95 S< 96. 

ROBERTS, D.M. Mutual Atomic Energy Liability Underwriters. 79/05/01. 
Ip. 


8. Inspection reports, IE Bulletins Si correspondence 


7905010140 Forwards IE Info Notice 79-06, “Stress Analysis of 
Safety-Related Piping. “ 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/03/23. Ip. 


orwards IE Bulletin 79-06, “Review of Operational Error* i 
inments Identified During TMI Incident. " 

Region 1. Philadelphia, Office of the Director. 


Ismic Stress Analysis of 
required. 

of the Director. 


7903240372 Summarixes progress in fire protection review. Because 
redundant electrical divisions are in same fire area, they 
are subj to Identical fire e xposure. Fir# ratings most be 
verified prior to QL Issuance. 

8T0LZ, J. F. Light Mater Reactors Branch 1. 79/04/19. 3pp. 


7905140156 Forwards intervonor Miami Valley Power Project's 790223 
answers to util's second set of interrogatories. Questions 
application of lead plant Mark II acceptance criteria. 

KOSIK, L. 8. Kotik. L. 8. 79/02/21. Ip. 


— 7903140157 Motion by intervonor Miami Valley Power Project to 
applicant's motion to dismiss. Certificate of Svc end. 
K081K.L. 8. Kosik. L. 8, 79/02/22. app. 


•7905140369 Answer by intervonor Miami Valley Power Project to 
applicant's second set of interrogatories. Supporting 
documentation ti Certificate of Svc end. 

K08IK.L. 8. Kosik. L. 8. 79/02/22. 8pp. 


7905130131 Discuss#* answers to Cincinnati Oas ti Electric Co's 
interrogatories. Propounds third set of Interrogator le« to 
obtain specific responses to second set of questions. 
METTERHAHM, M. J. Conner. Moore S. Corber. 79/03/03. 3pp. 


■“'onal Errors Si 
;tor. 


— 7903130133 Applicants ' third »#t of interrogatories to Miami Valley 
Power Project. Certificate of Svc oncl. 

METTERHAHN. M. J. Conner, Moore «< Corber. 79/03/03. 6pp. 


7903010223 Request* to know If NRC ha* fund* available for use by 
Intervenor* to obtain expert witnes*** in lleenolng 
hearings. 

KOSIK. 8. L. Kosik, L. 8. 79/03/07. Ip. 
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7905130144 Interrogatories of intervenor D FanicKauser submitted to 
applicant. Certificate of Svc end. 

MOLIVER.J. D. Molivari J. D. 79/03/08, 5pp. 


7905130757 Response in support of admission of addl 
time for diseoverg. Certificate of Svc 
K^GBERG# S. I MCDONALDr T. Miami Valleg Power Projec 


contentions »i 
end. 

t. 79/04/02. 


7903290171 Opposes 0 Fankhauser response to 790306 proposed timetable 
of events. Certificate of Svc end. 

CONNER. T.B.. WETTERHAHN. M. J. Conner. Moore & Corber 79/03/08 
3pp. 


7905020334 NRC etpects to 
BARTH. C. A. Branch 3. 


issue suppl to 8ER prior to and of Mau 
79/04/04. Ip. 


—7903290176 Motion to order answering of fouth set of interrogatories 
directed to Miami Valley Power Pro ject. Certificate of Svc 
end. 

CONNER. T.B. I METTERHAHN. M. J. Conner. Moore & Corber. 79/03/08 

3pp. 


■7903290180 Serves fourth set of interrogatories on Miami Valley Power 
Project. Certificate of Svc end. 

WETTERHAHN. M. J. Conner. Moore Corber. 79/03/08. 4pp. 


7903290464 Submits supplementary answers to applicant's second set of 
interrogator ies. Affidavit end. 

K061Kf L. 8. Kosik. L. S. RIG8ERG, S. Miami Valley Power Project. 
79/03/13. 6pp, 


■7903290468 Memo in opposition to applicant's motion to require response 
to fourth set of interrogatories. 

RI08ER0. 8. Miami Valley Power Project. 79/03/13. 4pp. 


■7903290520 Response to proposed prehearing conference schedule. 
Schedule reflects impatience rather than sound judgment. 
Certificate of Svc end. 

RIOBERO. 8. Miami Valley Power Project. 79/03/13. Spp. 


7905130131 Opposition by applicant to Miami Valley Power. Project 
790307 motion to admit addl contentions & to extend time 
for d iscovery. Project does not satisfy requirements of 
10CFR2. 713, Cer t if i cate of Svc end. 

CONNER. T. B. . WETTERHAHN. M. J. Conner. Moore 8, Corber. 79/03/19. 
9pp. 


7903220075 Forwards summary of “Rept to Commission-Inquiry into an 
Allegation of Employee Misconduct by Restricting 
Investigation to Determine Reliability of Power Grid 
Serving St Lucie." 

BARTH. C. A. Branch 3. 79/04/04. 2pp. 


7903220084 Discusses inquiries into charges of possible NRC employee 
misconduct by restricting investigations of power grid 
d i stur banc es. Ava i lab 1 e evidence does not support such 
allegations. 

MCTIERNAN. T. J. Office of Inspector S. Auditor. 78/06/26. Spp. 


7905080341 NRC has recently discovered document possibly relevant to 
issue of sabotage of spent fuel. Info is classified Si may 
never be published in final form. NRC assessment of info will 
follow as soon as available. 

BARTH. C. A. Branch 3. 79/04/05. 2pp. 


7905100169 Memo by Cincinnati Gas St Electric in support of 771031 
motion for summary judgment re certain admitted contentions. 
Affidavits of KL Rooney. JR Schott Si OC Ficke end. 

WETTERHAHN. M. J. Connor. Moore 8. Corber. 79/04/06. 66pp. 


7905140083 Response to second set of interrogatories submitted by 
intervenor Miami Valley Power Project. Certificate of Svc 
end. 

BORGMANN.E. A. Cincinnati Gas 8. Electric Co. 79/04/06. 24pp. 


7905250117 Objections by util to portions of intervenor Miami Valley 
Power Project's 790319 second set of interrogatories. Also 
seeks protective order. 

WETTERHAHN. M. J. Conner. Moore 8i Corber. 79/04/06. 3pp. 


7905100210 Responds to intervenor Miami Valley Power Project's set of 
interrogatories. Affidavit St Certificate of Svc end. 

BOROMANN. E. A, Cincinnati Gas Si Electric Co. 79/03/21. 45pp. 


7903300062 Forwards applicant's objections to Miami Valley Power 790302 
Project first set of interrogatories Si motion for protective 
order. 

WETTERHAHN. M. J. Conner. Moor® St Corber. 79/03/21. Ip. 


— 7903300067 Applicant's objections to certain of Miami Valley Power 
Project's first set of interrogatories Si motion for 
protective order. Certificate of Svc end, 

WETTERHAHN. M, J. . CONNER. T. B. Conner. Moore Si Corber. 79/03/21. 
6pp. 


7905230123 Request by util that Miami Valley Power Project be dismissed 
as party for violations of discovery rules. or in the 
alternative. that util be granted extension of time to file 
motion of summary judgment re project's contentions. 

WETTERHAHN. M. J. Conner. Moore Si Corber. 79/04/06. 4pp. 


7905300690 Notification of new schedule/ including new dates for 
prehearing conference. 

BECHHOEFER. C, Atomic Safety and Licensing Board Panel. 79/04/06. 
4pp. 

7903250208 Notice of prehearing conference on 790321-23. to be held per 
A8LB 790406 order. 

BECHHOEFER. C. Atomic Safety and Licensing Board Panel. 79/04/09. 

2pp. 


7903010213 NRC it not 
tntervenors. 

SHAPAR, H. K. Office 


legally obligated to financially assist 
of the Executive Legal Director. 79/03/22. 


2pp. 


7905130227 Motion to delay OL hearings Si to extend time for discovery 
re Contention 13. Certificate of Svc end. 

K08IK.L. S. Miami Valley Power Project. 79/04/16. 6pp. 


7903240412 Ack receipt of 790307 Itr. Informs that US Court of Appea 
held that agencies cannot fond participants in proceedings 
w/o special grant of authority from Congress. NRC will not 
fund participants in rulemaking proceedings. 

SHAPAR. H. K. Office of the Executive Legal Director. 79/03/22. 


Is 


1pp. 


7905240506 Forwards request for ASLAB decisions from C Richards 
Si summary of NRC 790327 meeting w/otil to discuss fire 
protection. 

BARTHiC.A. Branch 3. 79/04/16. Spp. 


7903080379 Opposes applicant's 790300 motion to require response by 
intervenor Miami Valley Power Project to Interrogatories 
submitted by appl leant. Certificate of Svc end. 

BARTH. C, A. Branch 3. 79/03/26. 7pp. 


7905100222 Responds to interrogtor ies served by intervenor D Fenkhauser 
upon applicant. Certificate of Svc end. u-j „ 

BOROMANN. E. A. Cincinnati Gas Si Electric Co. 79/03/27. 23pp. 


7903170301 Forwards applicant's objections 
interrogatories *i motion for protective 
METTERHAHN. M, J. Conner. Moore Si Corber. 


to interveonr Fankhauser's 
order. 

79/03/27. Ip. 


._7903840313 Requests copies of ALAB-444 Si ALAB-462 bo sent to aid in 
research re use 8i availability of U fuel. 

RICkiARDS. C. Affiliation Unknown. 79/04/10. Ip. 


7903130218 Motion by intervenor D Fankhouser to reopen discovery Si for 
continuance of hearing. pending NRC review of TMI-2 incident. 
Certificate of Svc end. 

WOLIVER.J. D. Woliver. J. D. 79/04/17. 4PP. 


3130212 Opposes util's motion to dismiss intervenor Miami Valley 
ower Project as party. Does not oppose util's alternative 
equest for extension of time. Certificate of Svc encl. 


—7903170303 Applicant's objections to Intervenor D Fankhauser's 
interrogatories 8. motion for PTOtective order. Three 
interrogatories exceed scope of proceeding. Certificate of 

^TTCTHAHN. M. J. Connor. Moore Si Corber. 79/03/27. 6pp. 


7903300091 NRC opposition to Miami 

admit two addl contentions re adequacy of cable trays St 
control rods. Recommends denial of motion according to 
10CFR2. 714<a)Si(b >. Certificate of Svc end. 

BARTHiC.A. Branch 3. 79/03/27. 3pp. 


7903130221 Third set of interrogatories to applicant. Certificate of Svc 
KOSlk.L. 8. Miami Valley Power Project. 79/04/20. llpp. 


•3240092 Requests joint appearance for A Shapiro Si 
learings in Moscow. OH on 790322 Si Cincinnati, W on 
tequests notification of meeting •‘•hedule. 
rORCHlA.E. J. Affiliation Unknown. 79/04/20. Ip. 


EJ Torch ia at ASLE 
790323. 
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7WS240104 complains th.at rfate of 790423 is unr® 4 listici objections 4i 
pTotectiv® or^Ser iwer® filed after receipt of discovery 
aot i ons . 

W561K. L. S. Kosik, L. S. 79/04/20. Ip. 


790S310O93 Fifth «®t of interrogatories submitted bg util to Miami 
Valleg Power Project. Certificate of Svc end. 
kETTEBHAW, M. J. Conner. Moore *t Corber. 79/04/20. 7pp. 

7903290036 Grants eitension until 790502 for bfflC to respond to util's 
790406 eotion for suamarg disposition. 

GECKHOEFER. C. Atomic Safetg and Licensing Board Panel. 79/05/01. 

2pp. 

790S1S0284 Orders one-dag eitension until 790502 for Citg of Cincinnati 
to respond to util's 790406 motion for summarg disposition. 

8ECHW3EFER. C. Atomic Safetg and Licensing Board Panel. 79/05/02. 

Ip. 

7905300749 Requests opportunitg to present limited statement at 790523 
prehearing conference in Moscow. OH. 
riTT, K L. Affiliation Unknown. 79/05/04. Ip. 


H. General correspondence 


790S3002S4 Requests deletion of PH Forster of Dagton Power it Light Co 
from SVC list & replacement w/SO Smith. 

FLYNN, J. D. Cincinnati Gas & Electric Co. 79/05/25. Ip. 


J. Insurance it indemnitg information 


7905160272 Forwards Amend 2 to Indemnitg Agreement B-85. per 10CFR140 
changes. re increase from fl40 million to $160 million, 
effective 790501. Supporting documentation end. 

SALTZMAN. J. Antitrust Si Indemnitg Group. 79/05/01. 5pp. 


7905290699 Forwards IE Insp Rapt 50-358/79-09 on 
790321-23 .No noncomp 1 iancs noted. 

FIDRELLI.O Region 3. Chicago. Reactor Construction it Englnaarlnj 
Support Branch. 79/04/09. 2PP. 


—7905290720 IE Insp Rept 50-358/79-09 on 790321-23. No noncomp 1 lance 
noted. Major areas inspected: followup of previously 
identified noncompliance it unresolved matters Si review of 
electrical S instrumentation activities in progress. 

VANDEL.T.E.. HUGHES. U. , KNOP.R.C. Region 3. Chicago, Office of 
the Director. 79/04/06. 8pp. 


7905030017 Forwards IE Bulletin 79-06, "Review of Operational Errors it 
Sgs Misalignments Identified During TMI Incident. “ 

KEPPLERiJ. G. Region 3, Chicago, Office of the Director. 79/04/11. 
.‘P- 


7905010574 Forwards IE Bulletin 79-06A, "Review of Operational Errors it 
Sgs Misalignments Identified During TMI Incident. “ 

KEPPLER. J. 0. Region 3, Chicago. Office of the Director. 79/04/14. 
Ip- 


7905040351 Forwards IE Bulletin 79-06B. "Review of Operational Errors Si 
Sgs Misalignments Identified During TMI Incident." 

KEPPLER. J.O. Region 3, Chicago, Office of the Director, 79/04/14. 

Ip. 


7905040452 Forwards IE Bulletin 79-07, "Seismic Stress Analgsis of 
Saf etg-Rdated Piping. “ Licensee action required. 

KEPPLER. J.O. Region 3, Chicago. Office of the Director. 79/04/14, 
Ip- 


7905040534 Forwards IE Bulletin 79-08, “Events Relevant to Bolling 
Mater Power Reactors Identified During TMI Incident." 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director, 79/04/14, 
‘P- 


790S110148 Forwards Indemnitg Agreement B-85 St Amend 1. 

BOROMANN, E. A. Cincinnati Gas ii Electric Co. 79/05/04. 15pp. 


K. Utilitg Final Safetg Analgsis Report (FSAR) & amends 


7905290449 Forwards Amend 92 to application, cons isting of Revision 57 
to FSAR. 

BOROMANN, E. A, Cincinnati Gas 1< Electric Co. 79/04/30. 2pp. 


7905010400 Forwards IE Info Notice 79-10. "Nonconforming Pipe Support 
Struts. “ 

KEPPLERiJ. 0. Region 3, Chicago. Office of the Director. 79/04/16. 
Ip. 


7905030215 Forwards IE Bulletin 79-09, "Failures of OE Tgpe AK-2 
Circuit Breaker in Saf etg-Related Sgs. " Licensee action 
required. 

KEPPLERiJ. 0. Region 3. Chicago. Office of the Director. 79/04/17. 
Ip. 


— 7905290456 Amend 92 to application. FSAR Revision 57. Submitted in 
response to second round questions. 

* Cincinnati Gas St Electric Co. 79/04/30, 400pp. 


7905160434 Forwards Certificate of Svc of Amend 92. in form of Revision 
57 to FSAR. 

BORGMAhW, E. A. Cincinnati Gas & Electric Co. 79/05/10. 2pp. 


Q. Inspection reports. IE Bulletins St correspondence 


7905010242 Forwards IE Info Notice 79-06. "Stress Analgsis of 
Saf etg-Related Piping. “ 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/03/23. 
ip- 


7905030372 Forwards IE Info Notice 79-07, “Rupture of Radwaste Tanks. " 
KEPPLER, J.O. Region 3, Chicago. Office of the Director. 79/03/26. 


7905240719 Forwards IE Insp Rept 50-358/79-08 on 790305-06. No 
noncompliance noted. 

k^ISkdlAN. R. F, Region 3. Chicago. Reactor Operations Nuclear 
Support Branch. 79/03/27. 2pp. 


7905240729 IE Insp Rept 50-358/79-08 on 790305-06. No 

noncompliance noted. Major areas inspected: operational QA 
program ti station staffing. 

' “*«NICK,R.F. Region 3, Chicago. 
Reactor Oporations Nuclear Support Branch. 79/03/15. 2pp. 


7905040368 Responds to 781017 phone call re Sargent St Lundg control of 
stress rept documentation. NRC review discloses weakness in 
control of outdated procedures St will be pursued until open 
item is adequately resolved. H/o end. 

KEPPLER, J.O. Regions, Chicago, Office of the Director, 79/04/19. 
Ip- 


7905080397 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI-Suppl. " 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/04/21. 
Ip- 


7905140107 Acle receipt of 790411 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-358/79-07. 

FIORELLI.G. Region 3, Chicago. Reactor Construction St Enginmerlng 
Support Branch. 79/04/25. Ip. 


•79031401U Responds to NRC 790305 Itr re vloletions noted in IE Insp 
Rept SO— 3S8/79— 07. Corrective actions: approved calibr 
procedure intpleffiented uncontrolled rods it stubs removed. 

BOROMANN, E. A. Cincinnati Oas it Electric Co. 79/04/11. 3pp. 


7905240887 Forwards IE Circular 79-07. "Uneipected Speed Increase of 
Reactor Recirculation Motor Generator Set Resulted in 
Reactor Pouer Increase. “ 

KEPPLER, J.O. Region 3, Chicago# Office of the Director. 79/05/02. 


S. Reportable occurrencee, LERe it related correepondence 


790S150S29 Forwards IE Insp Rept 50-358/79-10 on 790319-20 No 
mincoapliance noted. 

'*79/ra/OT.‘"‘2jJ!'°' *• Engineering 




WT repw 

interference, per 10CFR50. 3S<e). 




“S 790319-20. No nonc.mpU.nce 
rlllrZll snubber. «. 

DwiaIbN,D*a**'” R.gion*3“"ch'ie«o'*»'’' 

Engineering Support BJl^h!*' *• 


DOCKETED ITEMS 
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DOCKET 50-360 BATTELLE MEMORIAL INST. CRITICAL FACILITY 


J. Insurance Ik Indemnil;^ information 


790S160233 Forwards Amend 7 to Indemnity Agreement B-58. per lOCFRlAO 
changes. re liability insurance increase from *140 million to 
*160 mi llion. off active 790501, Supporting documentation end. 
SALTZMAN. J. Antitrust & Indemnity Oroup. 79/05/01. 5pp. 


790S3O05S3 Forwards Amend 7 to Indemnity Agreement B— 58. 
FRANSEN. C, 0. Battelle Memorial Institute. Pacific Northwest 
Laboratory. 79/05/34, 3pp. 


DOCKET 50-361 SAN ONQFRE NUCLEAR STATION, UNIT 2 


A. App 1 teat ion/cons true t ion stage documents & correspondence 


7905010553 Comments on "Cultural Resource Mgt Repts for San Onofre-to 
Miss ion-to-Enc ino 230 kV Transmission Lines & Mapping & Data 
Recovery Program for Site W-1527. " Repts are suitable as 
baseline s tud ies , Identifies (luestions for clar if ication. 

MELLON, K. California, State of, 79/03/30. 2pp. 


7905230SS9 Notification of 790426 meeting w/util in Bethesda, MD to 
discuss fuel design 8< analysis. 

ROOD. H. Light Water Reactors Branch 2. 79/04/19, 3pp. 


7905390411 Notification of 790304 meeting w/util in Bethesda, MD to 
discuss San Onofre geology. 

ROOD. H. Light Water Reactors Branch 2. 79/05/02. 3pp. 


7905210160 Forwards equipment seismic qual if icat ion summary info, in 
response to NRC 790111 request in preparation for 
site vi * i t . Dr awi ng s available in Central Files only. 

BABKIN, K. P. Southern California Edison Co. 79/05/16. 700pp. 


I. Financial information 


7905040619 Forwards IE Bulletin 79-08, “Events Relevant to Soiling 
Water Power Reactors Identified During TMI Incident. " 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/14. Ip, 


7905070104 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping." Licensee action required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/14. Ip. 


7905030296 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys. " Licensee action 
required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/17. ip. 


7905080371 Forwards IE Bulletin 79-05B, “Nuclear Incident at 
TMI-Suppl. “ 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/21. Ip. 


S. Reportable occurrences, LERs & related correspondence 


7905150064 Forwards PN0-79-67L. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/06. Ip. 


7905150170 Forwards PN0-79-67R. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/11. Ip. 


7905040128 Forwards PN0-79-67S. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/12. Ip. 


7905150145 Forwards PN0-79-67T. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/13. Ip. 


7905150400 Forwards "Annual Financial Rept 1978“ for Southern CA 
Edison Co San Diego Gas *< Electric Co. 

DRAKE, U. H. Southern California Edison Co. 79/05/08. Ip. 


7905030024 Forwards PNQ-79-67U. 

ENGELKEN, R, H. Region 5, San Francisco, 
79/04/14. IP. 


Office of the Director. 


—7905150404 "Annual Financial Rept 1978. " 

a Southern California Edison Co. 79/02/15. 31pp. 


7905020532 Forwards PN0-79-67AA. 

ENGELKEN, R. H. Region S, San Francisco, 
79/04/20. Ip. 


Office of the Director. 


•7905150406 "Annual Financial Rept 1978." 

* San Diego Gas Sc Electric Co. 79/02/20. 43pp. 


7905010434 Forwards PN0-79-67AB. 

ENGELKEN, R. H. Region 5, San Francisco, 
79/04/21. Ip. 


Office of the Director. 


J, Insurance indemnity information 


7905070497 Confirms increased liability limit to *124,000,000 for 
policies NF-1-2S, 43, 76, 83, 100, 111, 140, 146, 

173, 174, 178, 179, ISO, 182, 185, 186, 187, 188, 189, 192, 193, 194, 195, 
197, 198, 200, 201 , 204, 206, 207, 208, 210, 212, 214, 213, 6 others. 
QUATTROCHHI, U. American Nuclear Insurers. 79/05/01. ip. 


7905070582 Confirms Increase in liability 

policies MF-22, 26, 29, 38. 39, 44, 46, 47, 49, 50, 51, 52. S3, 54, 55, 56, 

37, 58, 60, 61, 64. 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86, 87. 

88, 90, 91,92, 93. 94.95 «. 96, 79/OS/Ol 

ROBERTS, D. M. Mutual Atomic Energy Liability Underwriters. 7 / 

ip. 


M. Antitrust correspondence 


7903010449 Forwards PN0-79-67AC 8< AD. 

ENGELKEN, R. H. Region 5, San Francisco, 
79/04/23. Ip. 


Office of the Director. 


7905010462 Forwards PN0-79-67AE. 

ENGELKEN, R. H. Region 5, San Francisco, 
79/04/24. Ip. 


Office of the Director. 


7903090041 Forwards PN0-79-67AF. 

ENGELKEN, R. H. Region 5, San Francisco, 
79/04/25. Ip. 


Office of the Director. 


7905090057 Forwards PN0-79-67AG. 

ENGELKEN, R. H. Region 5, San Francisco, 
79/04/26. Ip. 


Office of the Director. 


7905310373 Submit* request for addl info to complete antitrust review 
T 0 AU 8 TaNl'A.*L**^°"Antitrust 6 Indemnity Oroup. 79/05/11. 3pp. 


-05310012 Ack receipt of 790406 interim rept on Taylor Forge pipe 

defects pursuant to lOCFRSO. 3S(e > . i.k« ri'irector 

eSgLkEN-R.H. Region 5, San Francisco. Office of the Director. 


Q, Inspection reports, IE Bulletins & correspendenc. 


7905010292 Forwards IE Info 
8af ety-Related Piping." 
ENGELKEN, R. H, Region 4, 
ip. 


Notice 79-06, "Stress Analysis of 
Dallas, Office of the Director. 


79/03/23. 


7905010025 Forwards 
Sys Misalignments 
action required. 
ENGELKEN, R. H. 
79/04/14. Ip. 


IE Bulletin 79-06A, " 

Identified During TMI 


Review of Operational Errors 
Incident. “ Licensee 


Region 5, San Francisco, Office of the Director. 


fk 


7905040812 Forwards 
ay* Misalignments 
ENGELKEN, R. H. 
79/04/14. Ip. 


ulletin 79-06B, "Review of Operational Errors 
tlfled During TMI Incident. " 
n 3, San Francisco, Office of the Director. 


«i 


7905090119 Forwards 
ENGLEKEN, R. H. 
79/04/27. ip. 


PN0-79-67AH. 

Region 5, San Francisco, 


Office of the Director. 


>05070031 Forwards PN0-79-67AI, AJ fc AK, per 
IE Bulletin 79-05. 

ENGELKEN, R. H. Region 5, San Francisco, 




NRC 790401 Itr transmitting 
Office of the Director. 


7905070012 Forwards 
Bulletin 79-05. 
ENGELKEN. R. H. 
79/05/01. Ip. 


PN0-79-67AL, per NRC 790401 Itr 
Region 5, San Francisco, Office 


transmitting IE 
of the Director. 
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- TOftios final r«pt on rsportabl® 

for 

Jw 4 inins 78 pip® support osse«bli«s mill be issued for 

Celifornia Edison Co. 79/0S/02. Ip. 


M. Antitrust correspondence 


7905310373 Submits request for addl info to complete antitrust review 
of OL application. 

TOALSTON, A. L. Antitrust & Indsmnitij Group. 79/OS/ll. 3pp. 


790S31C»44 Forwards PM3-79-67AM. 
EHGEl.KEN.fi. H. Region 5. San 
79/05/07 Ip. 


Francisco. 


Office of the Director. 


7905300265 Forwards interim rept 
WONQ.S California. State of. 


of Marine Review Committee re 
79/05/15. Ip. 


ECCS. 


a. Inspection reports. IE Bulletins Ji correspondence 


790S010292 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safety-Related Piping. " 

ENGELKEN, R. H. Region 4. Dallas, Office of the Director. 79/03/23. 


-7905300270 “Interi- Rept of Marine 

Comaission.Part I.'General Summary of Findings. Predictions %. 

t ions Concerning Cooling Sys. _ , . , . 

CO»«ELL. J. H. . fCCHALAS. B. J. . MIHURSKY. J. A. California. State of. 
79/05/12. 22pp. 


— 7905300277 “Interim Rept of Marine Review Committee to CA Coastal 
Commission, Part II:App of Technical Evidence in Support of 
Ctneral Soswnary. '* ^ a. * 

CONNELL, J.H., MECHALAS, B. J. , MIHURSKY, J. A. California, State of. 
79/05/12. 197pp. 

7905310423 Forwards final deficiency rept, "Unders i led Safety-Related 
Heating, Ventilating & Air Conditioning Damper Actuators." 
identified in 790419 Itr. 

MOORE, J.B. Southern California Edison Co. 79/05/18. ip. 


— 7905310426 Final deficiency rept: “Undersized Safety-Related Heating, 
Ventilating 8< Air Conditioning Damper Actuators." 

Appropriate drawing changes will be issued for design 
changes by 790715. Fifteen actuators will reguire rework. 

* Southern California Edison Co. 79/05/18. 3pp. 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 
A Application/construction stage documents tr. correspondence 


7905010553 Comments on “Cultural Resource Mgt Repts for San Onofre-to- 
Mission-to-Encino 230 kV Transmission Lines & Mapping ti Data 
Recovery Program for Site W-1527. “ Repts are suitable as 
baseline studies. Identifies guestions for clarification. 
hELLON, K. California, State of. 79/03/20. 2pp. 


7905010020 Forwards IE Bulletin 79-06A, "Review of Operational Errors & 
Sys Misalignments Identified During TMI Incident. " 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/14. Ip. 


7905040512 Forwards IE Bulletin 79-068, "Review of Operational Errors U 
Sys Misalignments Identified During TMI Incident. “ 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/14. Ip. 


7905040619 Forwards IE Bulletin 79-08, “Events Relevant to Boiling 
Water Power Reactors Identified During TMI Incident. “ 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/14. Ip. 


7905070104 Forwards IE Bulletin 79-07, “Seismic Stress Analysis of 
Safety-Related Piping." Licensee action reguirad. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/14. Ip. 


7905030296 Forwards IE Bulletin 79-09, “Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys." Licensee action 
r eguired. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/17. Ip. 


7905080371 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI-Suppl, " 

ENGELKEN, R . H. Region 5, San Francisco, Office of the Director. 
79/04/21. Ip. 


8. Reportable occurrences, LERs & related correspondence 


7905230589 Notification of 790426 meeting w/util in Bethesda,MD to 
discuss fuel design & analysis. 

ROOD. H. Light Water Reactors Branch 2. 79/04/19. 3pp. 


7905150064 Forwards PN0-79-67L. 

ENGELKEN, R. H. Region 3, San Francisco, Office of the Director. 
79/04/06. Ip. 


7905290411 Notification of 790504 rpeeting w/util in Bethesda.MD to 
discuss San Onofre geology. 

ROOD. H. Light Mater Reactors Branch 2. 79/05/02. 3pp. 


7905210160 Forwards eguipment seismic gualif ication summary info, in 
response to NRC 790111 reguest in preparation for 
site visit. Drawings available in Central Files only. 

BASKIN, K.P. Southern California Edison Co. 79/05/16. 700pp. 


7905150170 Forwards PN0-79-67R. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/11. Ip. 


7903040128 Forwards PN0-79-67S. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/12, Ip. 


I. Financial information 


7903150400 Forwards “Annual Financial Rept 1978" for Southern CA 
Edison Co Ic San Diego Gas & Electric Co. 

DRAKE, J.H. Southern California Edison Co. 79/05/08. Ip. 


— 7903150404 "Annual Financial Rept 1978. " 

* Southern California Edison Co. 79/02/15, 31pp. 


7905150406 "Annual Financial Rept 1978. " ■ 

* San Diego Gas St Electric Co. 79/02/20. 43pp, 

J. Insurance it indemnity information 


7905150145 Forwards PN0-79-67T. 

ENGELKEN, R. H. Region 3, San Francisco, Office of the Director. 
79/04/13, Ip. 


7905030024 Forwards PN0-79-67U. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/14, IP. 


7905020532 Forwards PNO- 79-67 AA, 

ENGELKEN, R.H, Region 3, San Francisco, Office of the Director. 
79/04/20, ip. 


7905010434 Forwards PNa-79-67AB. 

ENGELKEN, R. H. Region 3, San Francisco, Office of the Director, 
79/04/21. Ip. 


Hmit to *124,000,000 for 

197 iw' in!' ^’2' ‘'’3- 194, 195, 

Q^TT^^' !°*' 2^*' 215' »• Others. 

QUATTROCMfl.O, American Nuclear Insurers. 79/05/01. Ip. 


ll-filltU limit to *36,000,000 for 

57, 58. 60 Tt M 51' 52' 53, 34, 55, 56, 

60, 61.64, 66, 67, 68, 69, 70, 71, 72, 74, 7A, 77. 78 70 flo ba ay 
88,90,91,92,93,94,95 t. 96. 78, 79, 80, 86, 87, 

^BERTS, D. M. Mutual Atomic Energy Liability Underwriters.' 79/05, 


7905010449 Forwards PNa-79-67AC & AD. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/04/23. Ip. 


7905010462 Forwards PN0-79-67AE. 

Region 3, San Francisco, Office of the Director. 

79/04/24. Ip. 


7905090041 Forwards PN0-79-67AF. 

ENOELKEN, R. H. Region 3, San Francisco, 
79/04/23. Ip, 


Office of the Director. 


DOCKETED ITEMS 


7903090037 Forward* PNO-TV-ftTAO. 

fNOELKEN. R. H. Region 3. San Francisco. Office of the Director 
79/04/36. Ip. 


7903310018 Act receipt of 790406 intorlei ropt on Taulor Forge eino 
defect* pursuant to 10CFR30. 55<o ) . 

ENOELKEN. R. H. Region 3. San Francisco. Office of the Director 
79/04/26. Ip. 


m. 


H. Oensral correspondence 


7903090144 Act receipt of 790206 Itr requesting list of publications re 
nuclear-powered electric generating facilities & related 
issues. List .of repts re cooling towers, transmission lines & 
socioeconomic impacts end. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/04/04. 3pp. 


7903090119 Forward* PN0-79-67AH. 

ENOLEKEN, R. H. Region 3. San Francisco. Office of the Director 
79/04/27 Ip, 


7905070031 Forward* PN0-79-67A I . A J *. AK. per NRC 790401 Itr transmitting 
IE Bulletin 79-03. 

ENOELKEN. R. H. Region 3. San Francisco. Office of the Director 
79/04/30. Ip. 


7903070012 Forward* PN0-79-67AL, per NRC 790401 Itr transmitting IE 
Bulletin 79-03. 

ENOELKEN, R. H. Region 3, San Francisco, Office of the Director. 
79/03/01. Ip. 


7903090277 Provide* followup on 790108 final ropt on reportable 
condition re fillet weld de* ign. Revised drawings for 
remein.ing 78 pipe support assemblies will be issued for 
const use by 790904. 

HOOftE.J.B. Southern California Edison Co. 79/03/02. Ip. 


7903040343 Act receipt of end 790202 Itr to President Carter 
expressing concern over proposed facility. Describes environ 
review process. Const is about SX complete. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/04/13. 4pp. 


J. Insurance & indemnity information 


7903070497 Confirms increased liability limit to *124,000.000 for 
policies NF-1, 23. 43.76,83, 100, 111, 140. 146, ISl. 161. 164, 170. 

173, 174, 178. 179, 180, 182, 185. 186, 187, 188, 189. 192, 193, 194, 193, 
197, 198, 200. 201, 204. 206. 207. 208, 210, 212, 214, 213, <> others. 
QUATTROCHHI, J. American Nuclear Insurers. 79/05/01. Ip. 


7905070382 Confirm* increase in liability limit to *36,000,000 for 
policies MF-22, 26, 29, 38, 39, 44. 46, 47, 49, SO. 31, 32, 53, 34, S3. 36, 

37, 38, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86, 97, 

88, 90, 91, 92, 93, 94, 93 «< 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Underwriters. 79/03/01. 
ip- 


7TO3310O44 Forward* PN0-79-67AM. 

ENOELKEN.R. H. Region 3, San Francisco, Office Of the Director. 
79/03/07. Ip. 


7903300263 Fofwards interim rept of Marine Review Committee re ECCB. 
MONO, 8. California. State of. 79/03/13. Ip. 


—7903300270 "Interim Rept of Marine Review Committee to CA Coastal 
Commission, Part I; General Summary of Findings. Predictions 9 
Recommendations Concerning Cooling Sys.'" 

COhWELL, J. H. , MECHALA8. B. J. , MIHUR8KY, J. A, California. State of. 
79/03/18. a2pp. 


—7903300277 "Interim Rept of Marino Review Committee to CA Coastal 
Commission, Part II:App of Technical Evidence In Support of 
Oeneral Summary. " 

CWdNELL, J. H. , HECHALA8, B, J. , MIHUR8KY, J. A. California, State of. 
79/03/18. I97pp. 


a. Inspection reports, IE Bulletins tic correspondence 


7903010112 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping. " 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/03/83. Ip. 


7903840679 Forward* IE Insp Rept 30-363/79-03 on 790306-07. No 
noncomp 1 lance noted. 

CARLSON, R.T. Region 1, Philadelphia, Reactor Construction 9 

Engineering Support Branch. 79/03/23. 8pp. 


--7903240684 IE Insp Ropt 30-363/79-03 on 790306-07. No noncomplianct 
notad. Major areas inspected; containment concrete placement 
activities 9 associated quality racords. 

CERNE. A. C. Region 1. Philadelphia, Office of the Director. 
MCOAUOHY, R. M. Region 1, Philadelphia, Reactor Construction 9 

Enginaering Support Branch. 79/03/22. Spp. 


7903310423 Forward* final deficiency ropt. "Undersiied 8ef ety-Releted 
Heating. Ventilating 9 Air Conditioning Dampar Actuator*. " 
identified in 790419 Itr. 

IWORE.J.B. Southern California Edison Co. 79/03/18. Ip. 


7903020043 Forwards IE Bulletin 79-06. "Review of Operational Error* 9 
Sys Misalignmont* Identified During TMI Incident. " 

GRIER, B.H. Region 1, Philedelphie, Office of the Director. 
79/04/11. Ip. 


—7903310426 Final deficiency rept: "Under*! xad Saf ety-RoUtod HaatiHg. 
Ventilating 9 Air Conditioning Damper Actuators." 

Appropriate drawing change* will be issued for design 
changes by 790713 Fifteen actuator* will raqulr# rework. 

# Southern California Edison Co. 79/03/18. 3pp. 


DOCKET 80-363 FORKED RIVER NUCLEAR STATION. UNIT I 
A. Application/conatructlon stag# document* 9 correapondene# 


7903070466 Forwards "Design Inf o< Submittal 2, Structural Reorientation," 
«/currant design feators* rsflscting nsw licensing eoncsrn* 
of p«*t-CP period. _ 

FINFROCK, J. R. Jorsay Central Power 9 Light Co. 79/03/03. 2pp. 


“7903070470 -Design Inf o, Submittal 2. Structural Reoriantatlon. " 

FLNFRQCK. J. R. Uarsay Cantral Powar 9 Light Co. 79/02/23. 84pp. 


7903020393 Forwards IE Bullstin 79-07. "Ssismle Stress Analysis of 
Safsty-Ralatsd Piping." Licsnss* action raquirad. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/04/14. Ip. 


7903040020 Forward* IE Bullstin 79-06B, "Review of Operational Errors 9 
Sys Misalignments Identified During TMI Incident. " 

GRIER. B.H. Region 1, Philadelphia, Office of the Director. 

79/04/14. Ip. 


7903040804 Forwards IE Bulletin 79-08. “Event* Relevant to Boiling 
Mater Power Reactors Identified During TMI Incident. “ 

GRIER, B.H. Region 1. Philadelphia, Office of the Dlrsctor. 
79/04/14. ip. 


7903030063 Forwards IE Bullstin 79-09, “Failure* of OE Type AK-2 
Circuit Breaker in 8ef aty-Ralatad Sys." Licenses action 
required. 

ORIER.B. H. Region I, Philadelphia, Office of the Director. 
79/04/17. ip. 


7903130207 Forward* 790307 Itr from 8 Rush, of Boa Alliance of Ocean 
County, HU, for placement in docket file. 

ABRAHAM, K. Region I. Phlladalphla. Office of the Director. 
79/03/20. Ip. 


-7903180293 Raquast* that planned ealt water caollng tower not be bwii* 
because of dlsasterou* effect* on natural beauty ef araa. 

R^,8. Saa Allianca of Ocaan County. 79/03/07. Ip. 


7908010680 Forwards IE Bullstin 79-06A, Ravi* ion 1. "Review of 
Operational Error* 9 Sys Misalignmant* Identified During TMI 
Incident. " 

ORIER.B. H. Region I, Philaddlphla, Office of the Director. 
79/04/18. Ip. 


■7908180298 Respond* to 790307 Itr objaetlng to proposed cooling tower, 


Ltr forwarded to NRC haadquartar*. 
ABRAHAM, K. Region i. Pblladelphla. 
79/03/20. ip. 


Office of the Director. 
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M fAfiLft .NUCLEAR PLANT, <^^1X^2 
'roMtr^c^Iar.'itase documents S', correspondence 


DOCKETED ITEMS 


7905240985 Responds to applicant's (sefso re idipact of Public Util 
Regulatory Policies Act of 1978 . Certificate of Svc & 
supporting documentation end. 

UHITLERiJ.D. Justice. Dept. of. 79/03/29. 22pp. 


i 4il»25. 7 Notifies of potential 
LNS r.ati!!ns.as reported to util 
HAIRSTON. U' G Alabama Power Co 


•eportable inconsistency 
by Westinghouse, 
79/03/30. 2pp. 


in calculabed 


7'90524ijilC9 Notifies 
5364 for Model NP 
MACDONALD, C E 


of 790S31 eipiration of Certificate 
-67-0442. Renewal most be requested. 
Transportation Branch. 79/04/12. 


of Compliance 

IP- 


Q. Inspection reports, IE Bulletins «< correspondence 

7905010161 Forwards IE Info Notice 79-06, "Stress Analysis of 
Saf ety-Related Piping. " 

O'REILL/, J. P. Region 2, Atlanta, Office of the Director. 
79/03/23. 2pp. 


905020242 For.iiiards proposed amends Aod^^A^S, 

Incorporating radiological effluent Tech Specs into APP ^ 
propoLd draft radiological effluent Tech -.pecs for Unit 2. 
Proposed draft App B Tech Specs o 

■’A'lTCN.F.L Alabama Power Co. 79/04/16. 190pp. 


7905230414 Requests informal facility info re 
from public disclosure unless util conducts 

CLAVTON.F L Alabama Power Co. 79/05/16. 


THI incident 
proprietary 

2pp. 


be 


withheld 


f Secority. 


medical, emergency t*. fire protection plans 


7905070631 Forwards check to ! 
security contingency plan. 
CLA/TON, F.L Alabama Power 


■eplace check sent 790323 w/safeguards 
Co. 79/05/01. 2pp. 


I. Financial inf ormation 


7905030290 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks." 
0 'REILLV, J. P. Region 2, Atlanta, Office of the Director. 

79/03/26. 2pp. 


7905100279 Requests extension of time until 790512 to respond to IE 
Bulletin 79-03, "Longitudinal Weld Defects in Pipe Spools Mfg 
by Voungstown Welding U Engineering Co. " 

CLAVTGN. F. L. Alabama Power Co. 79/04/11. Ip. 


7905150568 Confirms 790412 telcon to AK Hardin re IE Bulletin 79-02. 
Test program was initiated; enough failures found in anchor 
bolt instal lations to justify expansion of test scope. 

Further details will come in 14-day followup. 

HAIRSTON, W. G. Alabama Power Co. 79/04/12. Ip. 


7905040148 Forwards IE Bulletin 79-0&B, "Review of Operational Errors k 
Sys Misalignments Identified During TMI Incident. " 

O'REILLV, J. P. Region 2, Atlanta, Office of the Director 
79/04/14. 2pp. 


7905150391 Forwards "Annual Financial Rept 1978," unaudited financial 
statements for quarter ending 790331 2, cash flow projections 
for 1979, 

BOWDEN, T, J, Alabama Power Co, 79/05/10. 7pp. 


7905040298 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping. “ License# action required. » 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/14. 2pp. 


— 7905150395 "Annual Financial Rept 1978." 
Alabama Power Co. 7S/I2/3I. 47pp. 


J. Insurance *t indemnity information 


7905070497 Confirms increased liability limit to *124,000,000 for 
policies NF-1,25, 43,76,83, 100, 111, 140, 146, 151, 161, 164, 170, 

173, 174, 178, 179, 180, 182, 185, 186, 187, 188, 189, 192, 193, 194, 195. 

197, 198,200,201,204,206,207, 208,210, 212,214, 215,8, others. 
QUATTHOCHHI, J. American Nuclear Insurers. 79/05/01. Ip. 


7905070582 Confirms increase in liability limit to *36,000,000 for 
policies MF-22, 26, 29, 38, 39, 44, 46, 47, 49, 50, 51, 52, 53, 54, 55- 56, 

57. 58, 60, 61, 64, 66. 67, 68- 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86- 87, 
88.90,91,92.93,94,95 & 96. 

',0,11. Mutual Atomic Energy Liability Underwriters. 79/05/01. 


orwards Endodrsement 23 to NELIA Policy NF-239. 

Mjr«h 8, M,-( ennn, M ?! M Nuclear Consultants, Inc, Div. 


lent 24 to ANI Policy NF-233. 

'■jclear Consultants, Inc. Div. 


:y NF-23a. 

isultants, Inc. Div. 


7905040322 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Water Power Reactor* Identified During TMI Incident. " 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/04/14. Ip. 


7905010331 Forwards IE Info Notice 79-10. "Nonconforming Pipe Support 
Struts. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/18. 2pp, 


7905030137 Forwards IE Bulletin 79-09, "Failures of OE Typo AK-2 
Circuit Breaker in Saf ety-Related Sys," Licensee action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/17. 2pp. 


7905020365 Forwards IE Bulletin 79-06A, Revision 1, "Review of 
Operational Errors Sys Misalignments Identified During TMI 
Incident. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/19. 2pp. 


7905240443 Responds to IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping." Methods specified by Item 1 have 
never been used. Therefore, specif ic concerns are not 
applicable to facility. 

CLAYTON, F.L. Alabama Power Co. 79/04/24. 3pp, 

7905300710 Forwards response to IE Bulletins 79-06A 8i 79-08. Revision 1. 
Training program for personnel w/operatlonal duties Is being 
developed; actions required by operating procedures re 
transients <i accidents have been reviewed, 

CLAYTON, F.L. Alabama Power Co. 79/04/24. aipp. 


:o applicant's "Memo re 
.978. " 

I end. 

ions. 79/03/28. 23pp. 


7905300554 Responds to IE Bulletin 79-03. No 8A-312 or other welded gift 
mfg by Youngstown Welding 8i Engineering has been received on 
site or will be used in future. 

CLAYTON, F.L. Alabama Power Co. 79/04/26. Ip. 


Association of AL to 
ulatory 

HJELMFIELT, D. C. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 
F. Security, medical, emergency *< fire protection plans 


behalf of NRC. 
3pp. 


7905150089 Responds to 790302 Itr reporting reasons for delay* on 
implementing 10CFR73. 35 requirements h describing 
compensatory measures provided to meet these requirements. 
Measures are acceptable. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/04/18. app. 


Regulatory Policies Act 
gal status of 
rtiflcate of 

'. J, Anti-Trust 


I. Financial information 


7905080497 Forwards "Annual Financial Rept 1978, " 

VASaOEZ.R, 0. Metropolitan Electric Authority of Oeorgia. 79/03/ta, 
Ip- 
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— 790S080908 "Annual Financial Rapt 1978. " 

* Metropolitan Electric Authority oF Oeorgia. 78/12/31. 2App. 


J. Ineurance !< indemnity in-formation 


790S070497 Confirms increased liability limit to *124. 000. 000 for 
policies NF-I.23, 43, 76. 83, 100, 111, 140, 146, 151, 161, 164, 170, 

173. 174, 178, 179, 180, 182, 185, 186, 187, 188, 189, 192, 193, 194, 195, 

197, 198, 200, 201, 204, 206, 207, 208, 210, 212, 214, 215, *< others. 
(KJATTROCHHI, J. American Nuclear Insurers. 79/05/01. Ip. 


7905070582 Confirms increase in liability limit to 436,000,000 for 
policies HF-22,26, 29, 38, 39, 44, 46, 47, 49, 50, 51, 52, 53, 54, 55, 56, 

57, 58, 60, 61, 64, 66, 67, 68. 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86, 87, 
88,90,91,92,93,94,95 S< 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Underuriters. 79/05/01. 
Ip- 


7905080427 Forwards Amend 10 to Indemnity Agreement B-69. 
WHITHER, C.F. Georgia Power Co. 79/05/01. 3pp. 


7905010360 Forwards IE Info Notice 79—09, "Spill of Radloactively 
Contaminated Resin." 

0 'REILLY, si. P. Region 2, Atlanta, Office of the Director. 
79/03/30. 2pp. 


7905250098 Re<ioests page 6 of IE Insp Repts 50-321/79-06 & 50-366/79-07 
be replaced w/encl corrected page. 

MILLER, J. H. Georgia Power Co. 79/04/04. 2pp. 


— 7905250105 Forwards IE Insp Repts 50-321/79-06 St 50-366/79-07 on 
790214-16. No noncomp I iance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/03/21. 2pp. 


—7905250110 IE Insp Repts 50-321/79-06 S< 50-366/79-07 on 790214-16. No 
noncompliance noted. Major areas inspected: plant operations, 
followup of unresolved items, LERs & test witnessing. 

DANCE, H.C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. HINCKLEY, D. 0. Region 2, Atlanta, Office of the 
Director. 79/03/21. 8pp. 


7905140493 Forwards Amend 11 to Indemnity Agreement B-69 per 10CFR140 
changes, re increase in liability insurance from 4140 million 
to 4160 mi llion, effective 790501. Supporting documentation 
end. 

SALTZMAN, J. Antitrust Si Indemnity Group. 79/05/01. 6pp. 


7905080430 Forwards Endorsement 49 to NELIA Policy NF-215. 

FIELDER, 0. Marsh Si McLenon, M Si M Nuclear Consultants, Inc. Div. 
79/05/03. 2pp. 


7905040216 Forwards IE Bulletin 79-068, "Review of Operational Errors Si 
Sys Misalignments Identified During TMI Incident. “ 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/04/14. 2pp. 


7905040304 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping. " Licensee action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/14. Ip. 


P. Operating license stage documents Si correspondence 


7905090183 Forwards Amend 7 to License NPF-5 Si notice of* issuance 8i 
ava i lability. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/04/03. 3pp. 


7905090186 Amend 7 to License NPF-5, chang ing Tech Spec deadline for 
Initial startup rept. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/04/03. 5pp. 


7905040413 Forwards IE Bulletin 79-08, "Events Relevant to Bailing 
Water Power Reactors Identified During TMI Incident. " 

Q 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/14. Ip. 


7905100244 Responds to IE Bulletin 79-03. No evidence of Youngstown 
Welding & Engineering seam welded ASME SA-312 Type 304 
stainless steel piping is being used in safety-related sys. 

ASME 8A-3S8 Type 304 spool is used. 

STAFFA, R. W. Georgia Power Co. 79/04/16. Ip. 


■7905090189 Notice of issuance Si availability of Amend 7 to License 
NPF-5. 

IPPOLITO, T, A. Operating Reactors Branch 3. 79/04/03. 2pp. 


7905030165 Forwards IE Bulletin 79-09, "Failures of GE Type AK-2 
Circuit Breaker in Safety-Related Sys. “ Licensee action 
required . 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/17. 2pp. 


7905070669 Responds to 790319 Itr questioning license amend fee 
requirement for 781221 app lication. Fees paid are justified. 
MILLER, W.O. License Fee Management Branch. 79/04/05. Ip. 


7905170234 Forwards schedule f-or implementation S. resolution of Mark 1 
containment long-term program. Only vent header deflectors 
are necessary as major mod for conformance to long-term 
program acceptance criteria. 

WHlTMERiC.F. Georgia Power Co. 79/05/14. 4pp. 


7905290184 Forwards changes to Unit 2 Tech Specs re reactor protection 
sys instrumentation, isolation actuation instrumentation *< 
bases for applicability spec per 790201 request. 

WHITMER,C. F. Oeorgia Power Co, 79/05/22. 9pp. 


Q. Inspection reports, IE Bulletins t/. correspondence 


7905010200 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping. " 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director. 
79/03/23. 2pp. 


7905020467 Forwards IE Bulletin 79-06A, Revis ion I, "Review of 
Operational Errors 8i Sys Misalignments Identified During TMI 
Incident. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/18 . 2pp, 


7905290029 Responds to IE Bulletin 79-08. Addresses events relevant to 
BWRs identified during TMI incident. Response to Item 11 will 
be forwarded in 30 days. 

WIDNER,W. A. Georgia Power Co. 79/04/25, 15pp. 


7905300309 Responds to IE Bulletin 79-04. Review of design records 
indicates there are no 3,4 or 6-inch diameter Uelan swing 
check valves used at facility. 

STAFFA, R.W. Georgia Power Co. 79/05/02. Ip. 


7905290035 Forwards revised responses to IE Bulletin 79-08, "Events 
Relevant to BWRs Identified During TMI Incident. " Replaces 
previous 790425 submittal (mentioned as 790415 in present 
Itr ). Includes response to Item 11. 

WIDNER, W. A. Georgia Power Co, 79/05/09. 16pp. 


7905020489 Forwards IE Insp Repts 50-321/79-09 «< 50-366/79-11 on 
790210-0302. No noncompliance noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/03/23. 2pp. 


R. Periodic operating reports & related correspondence 


7905150344 Forwards monthly operating rept for Apr 1979. 
MANRY, M. Georgia Power Co. 79/05/09. Ip. 


—7905020497 IE Insp Repts 50-321/79-09 ti 50-366/79-11 on 790210-0302. No 
noncompliance noted. Major areas inspected : Unit 1 plant 
operations. Unit 2 startup testing, Tech Specs compliance, 
reportable occurrences St Unit 2 transient test witnessing. 

ROGERS, R.F. Region 2, Atlanta, Office of the Director. 

DANCE, H. C. Region 2,' Atlanta, Reactor Operations Nuclear 

Support Branch. 79/03/23. 4pp. 


7905030312 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks. “ 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/03/26. 2pp. 


7905010107 Forwards IE Info Notice 79-08, “Interconnection of 
Contaminated Sys w/Sve Air Sys Used as Source of Breathing 
Air. “ 

O'REILLY, U.P. Region 2, Atlanta, Office of the Director. 
79/03/28. 2pp. 


“7905150348 Monthly operating rept for Apr 1979. 
STANCIL.H. Georgia Power Co. 79/05/01. 11pp. 


8. Reportable occurrences, LERs St related correspondence 


7905140316 Notifies that LERs 50-366/1979-27 S< 50-321/1979-16 have been 
voided. They were later determined to be not reportable. 

MANRY, M. Oeorgia Power Co. 79/03/13, Ip. 


7905010469 Forwards LERs 79-025/01 X-l S< 79-025/01T-0. 
MANRY, M, Georgia Power Co. 79/04/19. Ip. 
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•7TO50I0470 LER 79-025/01 ){-l on 790223: torus insp revealed several 
opjier clevis pins of torus vent header support columns 
d isplaesd , Caused btj vibration of vent header causing roll 
pins to be sheared, Design changes issued. 

CREEfC. T. V. Seorgia Power Co. 79/04/17. 2pp. 


7905070639 Forwards LER 79-03 1 /03L-0. 

fWfRV. K. Oaorgia Power Co. 79/05/01. 2pp. 


—7905070646 LER 79-031/03L-0 on 781 129: nuic k start test failed. Sgs 
declared ir.operab le . Ouic k start surveillance procedure 
rewritten & personnel reinstructsd. 

BAXLET-S.Jt, Osorgia Power Co. 79/05/01. 2pp. 


7905150465 Forwards LER 79-030/03L-0. 

MAM?Y. M. Oeorgia Power Co. 79/05/04. Ip. 


— 7905150467 LER 79-030/03L-0 on 790418: during surveillance on water 
level instrument 2B21-N024A/ 1 imit switch failed to actuate, 
tripping recirculation pump A on low level. Caused by fouled 
switch contacts. Contacts cleaned. 

NIX.R.T, Georgia Power Co. 79/05/04. Ip. 


7905300683 Forwards LER 79-033/03L-0. 

MAhKV, M. Oeorgia Power Co. 79/05/17. Ip. 


—7905300688 LER 79-033/03L-0 on 790S08:air operators on 2B21-F018A & C 
were improperly installed. Caused by insufficient 
installation info. Haint proce.dures revised to assure proper 
installation. 

OREENE, T. V. Georgia Power Co, 79/05/17. 2pp. 


DOCKET 50-367 BAILLY OENERATING STATION 


A. App 1 icat ion/cons true tion stage documents & correspondence 


7905020400 Forwards NUREG-0531, "Investigation t: Evaluation of Stress 
Corrosion Cracking in Piping of LMR Plants" «< notice of 
issuance *i availability. M/o end. 

VASSALLO, 0, B. Assistant Director for Light Water Reactors 
79/03/23. 2pp. 


7905040316 Summary of 790321 meeting of Mark II owners group in San 
Jose, CA re intermediate plant program tasks. 

ANOERSON, C. J. Containment Systems Branch. 79/04/13. 150pp. 


G. Adjudicatory correspondence 


7905010429 Forwards IE Info Notice 79-10, “Nonconforming Pipe Support 
Struts. " 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 79/04/16. 
Ip. 


7905030232 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sys. " Licensee action 
reiiuired. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/04/17. 
ip. 


7905080502 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI-Suppl. “ 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/04/21. 
ip. 


7905240907 Forwards IE Circular 79-07, "UneKpected Speed Increase of 
Reactor Recirculation Motor Generator Set Resulted in 
Reactor Power Increase. “ 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/05/02. 
Ip- 


R. Periodic operating reports S< related correspondence 


79 OSOIO 934 Forwards well charts for 790404-790411, well levels, Bailly 
wells w/o recorders, pond levels, pneumatic pressure 
transducers, Si water meter readings for 790411, 

BOHN, R. J, ^Northern Indiana Public Service Co. 79/04/23. 33pp, 

7905140308 Forwards well charts for 790411-18, we 1 1 levels for 790412, 
13, 17 i< 18, Bailly wells w/o recorders for 790418, pond 
levels for 790418, pneumatic pressure transducers for 790418 
81 water meter readings for 790418. 

BOHN,R. J. Northern Indiana Public Service Co. 79/04/27. 17pp. 


7905110306 Forwards 790418-25 well charts, 790419-25 well 1 ovels, 790428 
Bailly wells w/o recorders, 790425 pond levels, 790425 
pneumatic pressure transducers, 790423 water meter readings St 
790201-0316 rainfall at Flint Lake pump station. 

BOHN, R. J. Northern Indiana Public Service Co, 79/05/04. 19pp. 


7905220207 Forwards well charts for 790425-790302, Ba i 1 ly wells w/o 
recorders, pond levels pneumatic pressure transducers, water 
meter reading Si USGS wells, all for 790S02. 

BOHN,R. J. Northern Indiana Public Service Co. 79/03/11. 16pp. 

7905210277 Forwards "Winter 1979 Quarterly Rept" on ecological 
monitoring program. 

SHORB.E. M. Northern Indiana Public Service Co, 79/05/15. Ip, 


Reguests that NRC grant hearing on Northern IN Public Sve 
790207 petition for eietension of • CP. Certificate of Sve end 
ANDREWS, W. , OLSZANSKI, S. M. Affiliation Unknown. 79/03/27. 3 pp. 

Q. Ins pection reports, IE Bulletins S. correspondence 

79050irare Forwards IE Info Notice 79-06, “Stress Analysis of 
Safety-'RoIatod Piping. " ^ 

KEPPLER, J.G. Region 3, Chicago, Office of the Director. 79/03/23. 

KAPLER, J.G. Region 3, Chicago, Office of the Director. 79/04/11. 

7905010593 Forwards IE Bi/lletin 7 Qm./^ 4 .A mo- j - « 

KAPLER, J.G. R„ip„ 3 , Chicago, Office of the Director. 79/04/14. 

790504^0398 Forwards IE 7 o_axo im 

KAPLER, J.G. Region 3, Chicago, Office of the Director. 79/04/14, 

LER, J.G. Region 3 , Chicago, Office of the Director. 79/04/14. 

Kapler. J.G. Region 3, Chicago, Office 5f tJe' Director. 79/04/14. 


"Winter 1979 Quarterly Rept" 
program for Jan-Mar 1979. 

* Northern Indiana Public Service Co. 


on ecological monitoring 
79/04/30. 126pp, 


7905300329 Forwards well charts for 790302-09, Bailly wells 
w/o recorders, pond levels, pneumatic pressure transducers 8 , 
water meter readings for 790509. 

BOHN, R. J. Northern Indiana Public Service Co. 79/05/18, 31pp. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 
H. General correspondence 

to 790412 Itr to JM Hondrie re nuclear power plant 

ForLrdr-T review, 

Transportation of Nuclear Fuel S< Waste" 8. 

Radioactive Waste. " W/o end 

79 / 05 / 07 ”' *• Environmental Analysis, 

"^"^Reoueds nuclear plants at Roistllvi lie, AR. 

Ddicrita^^mlne n ''' ♦-C 1 1 i ty . Forwards 

bEbkv^ I 1 Arkansans for Safa Energy. ’ 

BERKY, J. A. Affiliation Unknown. 79/04/12. 2pp. 

J^ Insurance Sc Indemnity information 

^’Jdidls •‘2A<000,000 for 

QUATTROCHHI.J. American Nud.Ir !p. 

^**^policUs MF-2a'^26 III litit to *36,000,000 for 

5?, 58, la 61 , 6?' It' ll' tl' ■ 32. S3. 54, 55, 36. 

88, 9® 9?: 9^ 93 ! 9 I' 95 f if ' 8°' 8*' 

ROBERTS.D. M. Mutual Atomic Energy Liability Underwriters. 79/03/01, 
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7<?OS1404a9 Fortiiarilii Amend 8 to Indemnity) Agreement B-65 per 10CFR140 
changes) re increase in liability insurance ^rom »140 million 
to mi 1 1 ian< ef Fee t i ve 790501. Supporting documentation 

enc 1 . 

SALTZMAN) J. Antitrust & Indemnity Oroup. 79/05/01. 6pp. 

7905190167 Forwards eicecuted Amend 8 to Indemnity Agreement B-65. 
TRIMBLEi D. C. Arkansas Power *< Light Co. 79/05/10. 3pp. 

P. Operating license stage documents St correspondence 

790S070491 Responds to 771205 reguest. Forwards addl info re fracture 
toughness St potential for lamellar tearing of steam 
generator St reactor coolant pump support matl. Oversi led 
end available in Central Files only. 

WILLIAMS. D. H. Arkansas Power St Light Co. 78/12/19. 8pp. 


—79050X0395 IE Insp Repts 50-313/79-02 St 50-368/79-02 on 7901X5-0211. 
Noncoftp 1 ianc€ noted: fai lure to prepare weekly rept of 
overdue maint. 

MESTERMAN. T. F. Region 4. Dallas. Reactor Operations Nuclear 

Support Branch. BOYTER.N. C. Region 4, Dallas. Office of the 
Director. MADSEN.®. L. Region 4, Dallas. Reactor Construction St 

Engineering Support Branch. 79/03/01. 15pp. 

7905150079 Forwards IE Circular 79-04. "Loos® Locking Nut on Liiaitorgue 
Valve Operators. " 

SEYFRIT.K. V. Region 4. Dallas, Office of the Director. 79/03/16. 

IP 

>905310387 Responds to IE Bulletin 78-12, "Atypical Weld Matl in 
Reactor Pressure Vessels. “ Records search initiated S< final 
rept expected from OE by 790813. 

RUETER. D. A. Arkansas Power St Light Co. 79/03/16. Ip. 


7905230840 Reguests verification to assure adequacy of onsite 
distribution of power from offsite circuits. Also requests 
review of electric power sys to determine if potential 
exists for violation of General Design Criteria 17. 

VASSALLO, D. B. Assistant Director for Light Water Reactors. 

79/05/02. app. 

7905250210 Summary of 790425 meeting w/C-E re natural circulation 
capability for C-E plants. 

THADANI.A. C. Reactor Systems Branch. 79/05/02. 43pp. 

7905250049 Forwards Amends 42 t< 11 to Licenses DPR-51 (k NPF-6. 
r espec tively . safety evaluation V notice of issuance It 
availability. 

STOLZ. J. F. Light Water Reactors Branch 1. REID, R. W. 

Operating Reactors Branch 4. 79/05/03. 2pp. 

— 7905250035 Amends 42 & 11 to Licenses DPR-51 », NPF-6, respectively, 
modifying App A It B Tech Specs re mgt organ! lation. 

REID. R. W. Operating Reactors Branch 4. 79/05/03. 14pp. 

— 7905250058 Safety evaluation supporting Amends 42 *t 11 to Licenses 
DPR-Sl it NPF-6, respectively. 

* Operating Reactors Branch 4. 79/05/03. 2pp. 

“7905250065 Notice of issuance it availability of Amends 42 It 11 to 
Llcanses DPR-Sl it NPF-6, respectively. 

REID. R. W. Operating Reactors Branch 4. 79/05/03, 2pp. 

7905230087 Forwards summary of 790501 meeting w/C-E re natural 
circulation conditions in C-E operating reactors. 

THADANI.A. C. Reactor Systems Branch. 79/05/09. Ip. 

7905170265 Forwards proposed radiological Tech Specs changes i, Class 
III amend fee, 

CAVANAUGH, W. Arkansas Power it Light Co. 79/05/10. 2pp. 

— 7905170267 Proposed radiological Tech Spec changes covering engineered 
safety feature response time, physics tests liquid it gaseous 
radwaste treatment sys. 

* Arkansas Power It Light Co. 79/05/10. 56pp. 

790S300002 Foruwirda amend to 790417 Itr proposing change to Tech Spec 
3. 7, 11. Seeks to include addl fire barriers in request for 
temporary relief. Plant can bo operated w/o fire dampers in 
ventilation ducts. 

CAVANAUGH. W. Arkansas Power it Light Co. 79/05 /ib. •epp. 

7905300208 Forwards summary of EDS Nuclear, Inc resolution/documentation 
of elbow flexibility error which existed in versions of 
PiaOL piping analysis computer program from ' 

Review it reanalysis included all work through Dec 1970. 

PORTER, F.L. EDS Nuclear, Inc. 79/05/21. 9pp. 

—7905300263 Forwards EDS Nuclear, Inc list of BWRs ^ 
could have been impacted by deficient 

OE has no record of reanalysis for Cooper piping •'I _ . 

STEPHENS, P. W. General Electric Co. .Nuclear Energy Products Dl . 
79/01/24. ISpp. 

a. Inspection reports, IE Bulletins it corresp onde nce 

7905010385 Forwards IE Insp Repts 50-313/79-02 it 50-368/79-02 on 

790115-0211 & notice of violation. Nuclear Support 

MADSEN. O.L. Region. 4 , Dallas, Reactor Operations Nuclear bupp 

Branch. 79/03/01. 2pp. 


7905010448 Forwards IE Bulletin 78-128, "Atypical Weld Matl in Reactor 
Pressure Vessel Welds. " 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 79/03/19. 

IP- 

7905020441 Forwards IE Circular 79-05, "Moisture Leakage in Stranded 
Wire Conductors. " 

SEYFRIT, K.V. Region 4, Dallas, Office of the Director. 79/03/20. 

Ip. 

7905020277 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping." 

SEYFRIT, R.V. Region 4, Dallas, Office of the Director. 79/03/23. 

Ip. 

7905020419 Forwards IE Info Notice 79-07, “Rupture of Radwaste Tanks. " 

SEYFRIT, K.V. Region 4, Dallas, Office of the Director. 79/03/26. 

Ip- 

7905020436 Forwards IE Info Notice 79-08, “Interconnection of 
Contaminated Sys w/Svc Air Sys Used as the Source of 

SEYFRIT, K.V. Region 4, Dallas, Office of the Director. 79/03/28. 


7905140152 Forwards IE Bulletin 79-04, “Incorrect Weights for Swing 
Check Valves Mfg by Velan Engineering Corp. " Licensee action 

SEYFRIT, K.V. Region 4, Dallas, Office of the Director. 79/03/30. 

Ip. 

7905150045 Forwards IE Info Notice 79-09, "Spill of Rad ioactively 

Contaminated Resin." • n.-.,*-.., yQ/n-^/'id 

SEYFRIT.K. V. Region 4, Dallas, Office of the Director. 79/03/30. 

Ip. 

7905020325 Responds to 790228 Itr «< forwards procedures re obtaining 

S?oV:““‘%^;Un"r'Drurs; Reactor Operations Nuclear Support 
Branch. 79/04/05. 2pp. 

—7905020343 Clarifies response to 781214 notice of violation. Ouorum 
meetings will be held to review items 

Committee's purview. Voices concern re ability to obtain 
emergency Tech Spec mods in absence of Auorum. 

RUETER, D. A. Arkansas Power t( Light Co. 79/02/28. 2pp. , 

7905140088 Forwards IE Bulletin 79-06, “Review of Operational Errors 1« 
SyrM^salignmerts Identified During TMI Incident." License. 

8EYFRn:K;'v'''*'- Region 4, Dallas, Office of the Director. 79/04/11. 
Ip- 

7905040606 Forwards IE Bulletin 79-08, 

Water Power Reactors Director. 79/04/14. 

SEYFRITfK.V. Region 4/ DelUe* Office or vnm 1 / 41 * 4 - 4 ^ 

Ip. 

7905070043 Forwards IE Bulletin 79 - 07 , “Seismic Stress Analysis of 
ip. 

7905090096 Forwards suppl to IE Bulletin 79-05A, “Nuclear Incident at 
SEYFRIT.K. V. Region 4, Dallas, Office of the Director. 79/04/16. 
ip. 


— 7905010391 Notice of violation J"*® Ip. 

* Region 4, Dallas, Office of the Director. 79/OJ/ui. ip 
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790S030265 Forward* IE Bull* tin 79-09. "Fdllurn 6# OE Ti^p* AK-2 
Circuit Brtckdr in Sclety-Rrlcttd 8i|« ” Lieonit* action 
ra4uir«d 

BEVFRIT.K V Rtgion 4. Dallai. Omei ol th» Diractor 79/04/17. 
tp 


7909080340 Porwardi IE Bulletin 79-09B, 'Nuclear Incident at 
TMI-SuppI ' Applicable ACRB reconmendatlone ti liet of IE 
Bulletlni leeued In laet 12 leonthi end 

SevFRIT, K V Region 4, Oallat, Office of the Director 79/04/21 
Ip 


7905290494 Reeponde to IE Bulletin 79-07 re leleailc itreee analgilf 
Conputer codee tpeeified In Iteti I not uled In analgsie of 
f af etg-re lated piping 

TRIMBLE. 0 C Artaneee Power b Light Co 79/04/24 4pp 


790SI10007 Forward* page I2ai omitted from original reeponse* to 
IE Bulletin 79-06B 

TRIMBLE. D C Artania* Power li Light Co 79/04/29 Ip 


--7909110010 Forward* reipontei to IE Bulletin 79-06B re prelininarg 
ehronologg of Tm-2 To further increaie margin of eafetg. 
detlgn change 1« being evaluated for item* In Categoru III t> 

IV 

TRIMBLE. D C Arkan*a* Power t Light Co 79/04/24 !9pp 


fi Periodic operating report* b related corrcipondence 


7909190096 Forwardi PN0-79“67AF( AO. AH. AI 4. AJ.ro nuclear Incident at 
TMI 

MADSENiOL Region 4. Dallae. Reactor Operation* Nuclear Buppert 

Branch 79/04/30 Ip 


7909140172 Forwards LERi 79-026/03L-0, 79-027/03L-0 b 79~028/'03L-0 
TRIMBLE.O C Artaneae Power L Light Co 79/09/01 Spp 


--7909140176 LEfi 79-026/03L-0 on 790323 during rev law of heetingr 
ventilation b air conditioning Instal lation. 3S firs damper* 
dleeoverod not Inetalled ae required Caueed bu ineta 1 lation 
QA Fire watch eitabUehod Dampers to be installed 
8H1VELV.C N Arkansas Power & Light Co 79/03/01. Ip 


— 7908I401B2 LER 79-027/03L-0 on 790330 high pressure safety injsctlcn 
header relief valve 2PSV-9112 bodg leaked Cause not 
reported Pressure setting verified. cap (. gag screw gaeket* 
replaced 4i ECC8 eubigstem returned to eve 
BHIVELy.C N Arkanias Pauar b Light Co 79/09/01 Ip 


— 79OS14O109 LER 79-02a/03U-0 on 790403 omergeneg feedwater pump 2PTS 
removed from eve Caused bg packing leak Pump shaft repacked 
b returned to tve 

SHIVELY. C,N Arkansas Power h Light Co 79/09/01. Ip 


7909240491 Forwards PN0-79-67AK b AL 

MADSENi-0 L Region. 4. Jlal las. Fuel FaelHtg S< Material* Bafeku 

Branch 79/05/02 Ip ' 


7905070490 Forward* 'Semiannual Environ Monitoring Rept" for Jul-Dac 7909190972 Forward* LER* 79-029/03L-0. 79~030/03L-0 B< 79-0a6/03L-l 

1978 TRIMBLE. D C Arkansa* Power It Light Co 79/09/09. Ip 

TRIMBLE.O C Arkansa* Power b Light Co 79/04/30 Ip 


"7909070494 'Semiannual Environ Monitoring fiept" for Ju 1-Dec 1978 
« Arkansa* Power b Light Co 79/04/30 990pp 


7905170227 Forward* eionthlg operating rapt for Apr 1979. corrected 
copg of month Ig operating rept for Mar 1979 t. 

LEft 79-H/A/99X-0 

TRIMBLE.O C Arkansa* Power b Light Co 79/05/10 2pp 


—7909170232 Monthlg operating rept for Apr 1979 

BHIVELY.C N Arkansa* Power b Light Co 79/09/09 Spp 

-7909170239 LER 79-N/A/99X-0 on 790319 diesel generator 1 failed to 
achieve rated voltage b speed Caused bg blown fuse In 

alr-startlng lolenolds 
LER submitted per Tech Spec 48113 
BHIVELY.C N Arkansa* Power b Light Co 79/09/01 Ip 

8 Repor tab le occurrence*, LEfi* & belated correspondence 


■79OS1S09B0 LER 79— 029/03L-0 on 790413 during Kodc 3 aperatlon. 
eondeniate storage tank A droppad below Tech Spec min of 
80X. Caused bg Inabllltg of makeup plant* to produce 
condensate to meet high demand during blowdown testing 
SHlVELYiC N Arkansas Power b Light Co. 79/03/09 ip 


"7909190987 LER 79-030/03L-0 on 7904ai!whtl# Invo* blgat Ing ground 
problem In batterg bank 2D02, invertor 8-1/22 switched to 
alternate source Caused bg de supplg opening ultlle 

2D02 ground. Supplg raastab 1 ithed 
BHIVELY.C N Arkansas Power b Light Co 79/03/09. Ip 


f rvs/iwwcivi I.C.n / 


8 ting pump 2 P7A feed to steam ganerator 
m tiy 'oliii BtAt* rilag actuating 

It sealing In closed command 

BHIVELY.C N Arkansas Power It Light Co 79/01/13 Ip 




7903220390 Forward* LER* 79-031 /03L-0 It 79-032/03L-0 
TRlMBLEiD C. Arkansa* Power It Light Co. 79/08/17 Ip 


7903040106 Forwards PNO-79-678 
MADSEN. g L Region 4. Delia* 

79/04/12 Ip 


Reactor Operations Nuclear Support 


•«.(u»nce Of e\ 

»d voltage resulting from onsite 
connected. causing tacond to 
itribotion sgs 
tori 79/04/12 6pp 


79/04/13**'?? '’*“**' N«4ltar Support 


7909010929 Forwards PNO-79-67U.V It W 
^DS€N,0 U Region 4. Dallas. Office of the Director. 


79/04/16 


7909014938 Forwards PhlO-79-67X I 
HADSEN. 0 L Reg icon 4. Dalli 
tp 


Office of the Director 


79/04/18. 


7909010994 Forwerd* PM0-79-67Z 
MADSEN.O L Region 4, n„j„. 


Office of the Director 


79/04/19 


Forward* PM0-79-67AA. f 
^DSEN.O L Raglan 4. Dallai 
tp 


AC Sc AD. 
Office nf 


the Director. 


79/04/24 


7909030008 Forwards PNO-79-67/ 
HAD8EN, 0 L Region 4. Dj 
•ranch 79/04/25 Ip 


Reactor Operations Nuelaar Support 


on rTueiu; lean round on charg: 

suction pipe at S-ineh coupling to 8PaV4Q34, Causdd bu 
vibration Leak located in heat affected tone of a-itieh 
weld-o-let Pipe section replaced 

BHIVELY.C. N Arkansas Power b Light Co Ip. 


^^efflepa?n^.^4? 79-032/03L-0 on 7904 19: e Kc et s 1 Vs vibration found In • 
emergeneg diesel engine Caused bg failure of forward half of 

! -!!!? *’ £*5’'^'*®* tvbflcation Mail* bearing 

cap* relocated by redwelllng * 

BHIVELY.C N Arkansas Power It Light Co 79/05/17 ip 


7903300909 Forwards LER 79-033/0 1 T-0, 

TRIMBLE. D.C Arkansei Power (1 Light Co 79/03/85 Ip. 


. — V L *.1. .Tvoi-t- uni soiacao I a leak oil 

llnS'for 2 pt*amaT seal cavltg preitura sensing 

“''‘••t'Tininad. Affected portion of 

SHIVELY e 2 w/lho pipe. 

BHIVELY.C N Arkansas Powar h Light Co 79/03/29 Ip 


nuclear STATION. UNIT i 


PARKER. H 0 Duka Powar Co, 79/04/30. tp. 
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0. Ad j ud < c«tory corraiponoanca 


770»D):OUS ForuarcH rtnuast for Board notification re noneaf ety-orade 
a lu [ pmant to niblgatt trantiante 
6CINTO1J F Hoarlngi Division 7'f/04/'02 3lpp. 


—770501018* Board notification staff assessment re nonsafetg-grade 
«(iutp<t«iit to mitigate transients 

VASaALLOi 0 D Assistant Director for Light Water Reactors 
77/03/3'?, Spp 


— 7V0SO10198 Board notification recent issue on nonsafetg-grade 
ei^ulpmant to mitigate transients More info is required 
TEDE0CO( R L Assistant Director for Reactor Bafetu 79/03/li 

app. 


790989097A Denies motion to reopen safety phases of licensing 
procedures as sought bg Carolina Environ Study Group in 
7701&9 petition tt opposed by NRC ^ DuVe Pouer Co 790323 

ancwnre . 

CAZOi R li Atomic Safety and Licensing Board Panel 79/04/10 14pp 


79091001.80 Orders Issuance of OL to app 1 lean ti contingent upon 
procedural factual conditions Orders stay of present 
inltrlel decision until further order after Issuance of 
•uppl to 8ER re any unresolved generic safety Issues 
LUESKE.E A , HAND. C H > LAZO. R H Atomic Safety and Licensing Board 
Panel. 79/04/18 132pp. 


7908020289 ftci rtcaipt of 790411 Itr informing NRC of sttps taten to 
correct violation noted in IE Imp Rept 80-369/79-11 Dots 
not consider info proprietary 

MURPHVi C E Region 2. Atlanta. Reactor Construction 4. Englnearing 

Support Branch 79/04/11 2pp 


— 7908020301 Responds to NRC 790300 Itr rs violation noted in IE Irtsp 
Rept 50-369/79-11 Corrective actions burnt cable was result 
of molten metal falling on cable after welding 
PARKERiW 0 Duke Power Co 79/04/li Ip 


-7908020326 Forwards IE Insp Rept 80-369/79-11 on 790206-09 «. notice of 
violation 

MUflPHV.C E Region 2. Atlanta. Reactor Construction 6 

Engineering Support Branch 79/03/0S 2pp 


— 7908020339 Notice of violation from insp on 790206-09 

* Region 2. Atlanta. Reactor Construction ti Engineering Support 
Branch 79/03/07 Ip, 


—7908020332 IE Insp Rept 50-369/79-1 i on 790206-09 Noncomp I lance noted 
safety-related cable had l-inch diameter burn hole 
HAROMICK.T J . BRYANT. J C Region 2. Atlanta. Reactor 

Construction ^ Engineering Support Branch 79/03/07 6pp 


7908290700 Act receipt of IE Insp Rept 80-369/79-17 on 790226-28 No 
proprietary info 

PARKER.U 0. Duke Pouer Co 79/04/13 Ip 


sJ Ineurance 4i Indemnity information 


7908078988 Confirms increase in liability limit to *36.000.000 for 
policies f1F-S2. 26. 29. 301 39, 44. 46, 47.47. 30. 81, 92, 33, 84, 83,86. 

97. SBi 60, 61, 64, 66, 67, 60, 69. 70, 71 , 72, 74, 76, 77, 70. 79, 00, 06, 07, 

QQ. 90. 91, 92, 93, 94, 98 «, 96 

nODGRTS, D. M Mutual Atomic Energy Liability Underwriters 79/03/01 

<P 


7909140530 Forwards Amend 2 to Indemnity Agreement B-03 per 10CFR140 
changesrre Increase In liability Insurance from *140 million 
to *160 million, effective 790301 Supporting documentation 
end 

BAUTZHAN, J Antitrust & Indemnity Group 79/OS/Ol, 6pp 


—7908290707 Forwards IE Insp Rept 80-369/79-17 on 790226-28 No 
nenconp 1 ianee noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/81 2pp 


— 7909290717 IE Insp Rept 80-369/79-17 on 790226-23 No no n c omp 1 lance 
noted Ma,|or areas inspected hot functional testing 
activities fc followup on unresolved Items 

CANTRELL, F 8 , COTTLE, W T Region 2, Atlanta, Office of the 
Director 79/03/20 4pp 


7908040176 Forwards IE Bulletin 79-06D, “Review of Operational Errors 4, 
8ys Misalignments Identified During TMI Incident “ 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14. Ip 


0 Inipactioti reports, IE Bulletins 4< correspondence 


7909230770 tnformi that response to IE Bulletins 70-12 4, 78-12A is 
balnp prepared by Mestlnghouso Info being gathered from C-E 
k Rotterdam, reactor vessel manufacturers Util's response 
will b* provided by 791001. 

PARKER, 4? 0 Duke Power Co 79/03/16. ip 


7909040177 Forward* IC Info 
aePaty-Related Piping “ 

□ 'REILLY, J.P Region 2, 

79/03/23. 2pp 


Notice 79-06, "Stress Analysis of 
Atlanta, Offlca of the Director. 


7909030307 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks 
□ 'REILLY, J P. Ragion 2, Atlanta, Offlca of the Director 
79/03/26 2pp 


7903010090 Forwards IE Info Notice 79-08, "Interconnection of 
Comtenlnated Sys w/8ve Air Sys Used as Source of Breathing 

□ 'REILLY, J P. Region 2, Atlanta, Office of the Director 

79/03/20. 2pp 


7903010390 Forwards IE Info Notice 79-09, "Bplll of Radioaet Ively 
Centaialnatid Reiln " 

O'REILLYiO.P, Region 2, Atlanta, Office of the Director 
79/03/30. 2pp 


7903020408 Ac It receipt of IE 
propriotarg Info 
PARKER, W.D. Duko Power Co. 


Insp Rept 80-369/79-13 on 
79/04/09. Ip. 


790208-00. No 


7903040301 Forwards IE Bulletin 79-00, “Events Relevant to Bolling 
Water Power Reactors Identified During TMI Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7908010335 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts. “ 

O'REILLY, J P Region 2, Atlanta, Office of tho Dlrietor 
79/04/16 2pp 

7903030160 Forwards IE Bui lot In 79-09, "Falluros of GE Type AK-2 
Circuit Breaker In Safety-Related Sys " Licensee action 
irf d 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


'903020460 Forwards IE Bulletin 79-06A. Revision t, “Review of 
Operational Errors 4, Sys Misalignments Identified During TMI 


O'REILLY, J.P 
79/04/18 2| 


7908240426 Ac 
Agrees to 1, 
PARKER, W. 0 


7908250173 N< 
790420 Ur, 
80-369/79-S 
LEWIS, R C. 
Branch. 7* 


8 Raportabt, 

—7903020412 Forwards IE In«p Rept 80-369/79-13 on 790803-00 No — 

LCWIsrS.^C*”** '^Region 2, Atlanta, Roactor Operations Nuclear 7903110203 B, 

auppflTt Branch. 79/03/14 8pp bcintS 


-7905020423 IE Insp Rept 30-369/79-13 {J® "J?*®"? “ 

siqtad. Major areas Inspected verification of 
ttsb procedures 4< follow-up of «f*tho 

j^nTTLCakf T t DVERjJ A RtoiOT) AtlAfltAi Olfic* Of lOO 

Olractor' CANTRELlI F. 0, Region 2, Atlanta, Reactor Oparatlons 
Nuclaar Support Branch 79/03/13 7pp 


7903130284 F 
PARKER, W 0 
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-7903190263 0.fUl.n«v r.pt 80-369/370-79-01 an ”0412 duMna ti«t of 
pr.,*url».r peu.r op»rjt.d rtlUf vJlv.i.ont v*lv. .tuck In 
p«rtl«llu op#n poilkian C*u»»d (ly vjIv» plug binding In 
vjlv* bnnntt rtc.ti 4rf6 Configuration will bi rtvl.id 
• Dukt Pou*r Co 79/04/12 2pp 


DOCKET 90-370 HILL I AH B MCOUIfiE NUCLEAR STATION- UNIT 2 
A Appllcatlon/con.tructlon *t«g» doeumont* L corrt.pondanc# 


7905010339 Foruardt IE Info Notlca 79-10i "Noneonforffllng Ptp» Support 
Strut* “ 

O'REILUV-J P Region 2- Atlantai Office of the Director 
79/04/16 app 


7903030160 Foruiardi IE Bulletin 79-09- "Failure* of OE Type AK-2 
Circuit Breaker In Safatu-Selated Syt " Llcantee action 
required 

O'REILLVtJ P Region 2- Atlanta- Office of the Director 
79/04/17 app 


7905070401 Inform* of delay in »ubt»ltting addl info ra etatu* of 
Butctandina ravieu natter* 6 evaluation of conformance of 
plant dcdgn ui/NRC requirement* 

PARKER, H 0 Duke Power Co 79/04/30 ip 


7905020429 Forward* IE Bulletin 79-0iA( Revlelon i> “Review of 
Operational Error* ti 6yi Mi*al ignment* Identified During TMl 
Incident " 

O'REILLV-J P Region 2- Atlanta- Office of the Director 
79/04/18 2pp 


0 Adjudicatory correipondence 


7909010I1S Forward* requett for Board notification re non*afetv-grad* 
equipment to mitigate trentlent* 

SCINTO-JF Hearing* Dlvi.lon 79/04/02 31pp 


— 7905010156 Board notification staff 4<***inent re non*af ety-grade 
equipment to mitigate traniient* 

VASSM.LO- 0 a A*<i*tant Director for Light Water Reactor* 
79/03/29 2pp 


"7905010198 Board notification recent l»*ue on non*ef ety-grade 
equipment to mitigete traniient* Hore info it required 
TEDESCO.R L A**i*tant Director for Reactor Safety 79/03/16 

app 


S Reportable occurrence*- LER* 4- related corretpondanct 


7905110203 Board notification Seabrook refueling water ftormge tank 
design defletancy, 

eCINTO. J Hearing* Division 79/03/29. 30pp. 


7905190254 Forward* Significant Deficiency Rapt 8D-369-3 70/79-0 1 
PARKER, H 0 Duke Power Co 79/04/13 ip, 


“7905150262 Deflclene-; rapt SD-369/370-79-01 on 7904t2‘ dor Inj teit if 
pressurlisr power operated relief valves-one valve etuck Irt 
partially open position Caused by valve plug binding In 
valve bonnet race** area Configuration will be revleed 
* Duke Power Co 79/04/12 2pp 


7905290576 Denies motion to reopen safety phase* of licensing 
procedure* a* sought by Carolina Environ Study Croup In 
79D12S petition 6 opposed by NRC «- Duke Power Co 790323 
answer* 

LAZQ.R K Atonic Safety and Ltceneing Board Panel 79/04/10 14pp 


7903100106 Ordere liiuanet of QL to ■applicant, contingent upon 
procedural it factual condltlonc Ordere stay of present 
Initial decision until further order after issuance of 
suppl to SER re any unretolved generic safety Issues 
LUEBKE,E A , HAND, C H - LAZO, R M Atomic Safety and Licensing Board 
Panel 79/04/18 122pp 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT i 


A Application/construction stage documents 4 corrispondenca 


7905040316 Summary of 790321 maating of Mark It owners group in Sin 
Jose-CA re intermediate plant program tasks 

ANDERSON- C J Containment Systems Branch 79/04/13 t90pp 


7905040260 Requests eddl info re eol l-strueture interaction effect 
based on ilastlc half-space model It finite element model 
PARR-O D Light Water Reactor* Branch 3. 79/04/16 4pp 


J Insurance t< Indemnity information 


7905070582 Confirm* increase in liability limit to 436,000,000 far 
policies HF-2a. 26, 29, 38, 39, 44,46,47,49,50,91,52,93,94. 99,96, 

97, 58, 60, 61. 64, 66, 67. 68, 69, 70, 71, 72, 74. 76, 77, 78, 79, SO, 86, 87, 
88,90,91,92,93,94.99 4, 96 

ROBERTS, 0 M. Mutual Atomic Energy Llebiiity Underwriters 79/09/01 


7905140930 Forward* Amend 2 to Indemnity Agreement fl-93 per 10CFH140 
changes, re increase In liability insurance from 4140 million 
to 4160 million, effective 790901 Supporting doeumentat ion 
vne I 

SALTIKAN.U Antitrust 4, Indemnity Oroup 79/09/Oi 6pp. 


Q I nspection reports, lE Bulletins 4, correspondence 


■sponee to IE Bulletin* 78-12 4, 78-12A is 
ighouse Info being gethered from C-E 
,el manufacturers Util's response 
lOOl, 

r Co 79/03/16 Ip 


«o Notice 79-06, "Stresi Analysis of 
’, Atlanta, Office of the Director, 


"Ruptu*'* flf Radwaite Tank* 
, Atlanta, Qffles of th* Director 


Operational Error* 4 
lad During TMI Incident “ 

, Atlanta, Office of the Director 


/y-vat 


wtitvjnt to 


tified During TMI Incident 
t Atlonto# OlHct of tho Director 




7909100298 Summary of 790410 meeting w/Clnelnnati Oa* 4, Electric Co. 
Long Island Lighting Co 4, Commonwealth Edison Co re 
vibratory loads t< aqulpment qualification Presentation matl 
end 

PELTIER, I A Light Mater Reactor* Branch i 79/04/19 tSpg 


7909230998 Notification of 790519-17 mooting w/Clnclnnati Oas t 
Electric Co, Long Island Lighting Go, Commonweal th Edison Co 
« OE in San Jos*,CA to audit NB88 equipment for silsmle 4 
other dynamic qualification 

PELTIER, I A Light Watar Raaetor* Branch I. 79/04/23. 3pp 


7909070393 Bummar It as reevaluation of equipment qual if Icatlon for 
**))<> TO dynamic loads, in response to R8 Boyd to B Leo 
790223 Itr Supporting info end 

DELOEOROE, L, 0 Commonwealth Edison Co, 79/04/29. 64pp 


^vooueoeBZ Notifiss of intention to dovelop safety analyilo using 
existing computer codes. Requesti addl info. 

BOLBRIO.C.W Commonutalth Edison Co. 79/04/26 tp 


7909080396 Clarlfla* status of acquisition of transmission 
of-way Necessary property has been rnequirod for first of 
pys.F nal offaps have been made to acquire remaining 

p^rc # It. 

DELOEOROE, L, a, Commonwealth Edison Co 79/03/02 tp 


line rights* 

two 


7909290021 Notification of 790311 meeting w/util In Bethfeda.MD t# 
difcus* open iteme on containment ly* 

BOURNIA, A, Light Meter Reectori Branch 3, 79/03/03, 2pp 


i l .,1 n so oe removto ri 

•#^*etlVB ea of Amend 46 
DELOEOROE, L. 0 Commonwealth Edison Co. 79/08/0) 


dlttrtbutl«n lilt 

»pp. 


*'*• ^•’240 to exempt cartAin 

piping from hydroetatlc testing 

DELOEOROE, L 0 , Commonwealth Edison Co, 79/09/21 3 pp 
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7«QSSt0061i lnfor«t NRC q« vravlon on po.rtion* of ukoup (c klowdown 
Motor ptpollno corridor Cion oubnltkod by Soli Conoorvation 
Ovc Mill b« Inplootonktil. 

HEEOiC. CoflUDonwaalkh Edloon Co. 79/09/23 8pp. 


F. StcuPlbyi Mtdlcol. tnarponev l< flro protoebion pUni 


790S010923 Forward* Rowlalon 4 to phd«lc«l •oeurittf plon Flan wltbbold 
Irof 1MFF8. 790) 

REEDiC CoMMonuoalth Edl«an Co 79/04/17 Ip 


ij. Jnturoneo <• Indotunttv Information 


T909O30370 forward* IE Info Notie* 79~07< *Ruptur* of Radwatt* Tank*. ■ 
KEFPURxl e. Notion 3i Chlcafo. Of fie* of tb* Plroetor 79/03/34 
If 


7909030013 Forward* IE Bullattn “Rtvlati of Oparatlonal Error* b 

Sv< Misallgn««nt< Idontifiod Durini TMt Incldint * 

KEPPU^iJ 0 Rillon 3< ChlcaiOi Offie* of th* Diraetor 79/04/11 
Ip. 


7909840711 Forward* IE tn*p Rapt 90-373/79-14 on 790408-03 No 
nonconpllaneo notad 

FIOREU.I1O Ration 3i Chie*|Ot Raactor Conatructien b En|ln**rint 
Support Branch. 79/04/11 8pp 


790310O1&3 Endoraamant 99 to MAELU Pollcg MF-aa 

OETIABj T. Nuclaar Enargg Llafallltg tnouranca A*<oclation. 79/03/27 
tF- 


7909070497 GonflrM* Incraaaad liabllitv limit to •124< 000.000 for 
pel Ida* Nf-l.29.43.76.e3i 100. 111. 140. 146. 191. 161. 164. 170. 

173. 174. t7a. 179. 180. 182. 1Q9, 186, 187. 188. 189, 192. 193, 194. 199. 
197, 199,200.201.204.206,207,208,210.212.214,219.6 othara, 
OilATTRQ^lBlt. J Amar lean Nuclaar Inturara 79/09/01. Ip 


— 790824O716 IE In«p Rapt 80-373/79-14 on 790402-03 No nanceapllane* 
notad. Ha j or araa* ln*p*et*d praiarvlea imp work aettvitlas 
b nondaitructiva aiaminatlon data rapt*. 

UARD.K. 0. , DANIELSON. 0 H. Ration 3. Chieato. Off lea of tb* 
Diractor 79/04/IO. 6pp. 


7909010969 Forward* IE Bullatln 79-06A. "Ravi aw of Oparational Error* b 
Sv* Hiaalignmant* Idantiflad During THI Incldont * 

KEFPLER.J. 0. Ration 3. Chicago. Off lea of tho Diractor 79/04/14 
tp- 


7909070532 Conflrma tncraata In llabilltg limit to >36.000. ooo for 
poUclot KF-22. 26, 29,30. 39, 44. 46. 47. 49. 90, 81, 92. 93. 94. 99. 96. 

S7( 98, 60. 61 . 64. 66. 67. 68. 69. 70, 71. 72. 74. 76. 77. 78. 79. 80, 86. 87. 
•8,90.91.92,93.94.99 b 96 

ROBERTB, O.M. Hutual Atomic Energy Utablllty Undorwrltora. 79/09/01. 
tf- 


7909140946 Fopwardt Amand 1 to Indamnlty Agraamant 8-84 par 10CFR140 
changat.ro Incraaaa In liability Inturanco from 4140 million 
to 4160 million. off active 790901 Supporting doeomontatlon 
oncU 

GP^TZMANaO Antltroat b Indemnity Oroup 79/09/01 6pp 


K. Utility Final Safaty Analyala Raport (FSAR) b amand* 


7909040334 Forward* IE Bullatin 79-06B. "Ravtaw of Operational Error* b 
8y* Hitallgnmont* Idontlfitd During TMI Incldont ■ 

KEPPLER, 3 0. Region 3, Cbleago. Office of the Director 79/04/14 
Ip. 


7909040929 Forward* IE BulUttn 79-08, "Event* Ra levant to Bolling 
Hater Power Reactor* Identified During TNI Incident " 

KEPPLER. J. 0. Region 3, Cbleago. Office of tho Diractor 79/04/14 


/909010380 Forward* IE Info Notleo 79-tO. "Nonconforming Pip* Support 

KEPPLERi J 0 Rig Ion 3. Chicago, Office of tho Director 79/04/16 

Ip 


7909020312 Forward* Amend 49 to F8AR which roipond* to 34 *00004 round 
Ouottion*. 

HECOaO. Commonwealth Ed I* on Co 79/04/20. Ip. 

—7909020320 Amend 49 to PBAR Ovarsltod chart* available In Central 
Fi 1»*. 

o Commonwealth Edltott Co. 79/04/30, 260pp. 

7909110199 Forward* affidavit for diotrlbutlon of Amend 49 to FSAR. 
DELOEOROEi L 0. Commonwaalth EdI*on Co 79/09/04. 2pp. 

0 ln«P*ctlon roport*. le Bulletin* b corroapondonco 

7909030094 Forward* IE In«P Rapt* 80-373/79-11 b 90-374/79-03 on 
790221-23 b notlc* of violation. 

riPReUtt.O. Region 3. Chicago. Reactor Conitroctlon b Englntarlri 
■upport Branch 79/03/19. s’"". 


—7909030061 Notlea of violation from 

* Raglan 3. Chicago. Off lea of th# Director. 79/03/14 


2pp. 


—7908030074 IE Inap Rppt* 30-373/79-11 b 90-374/79-08 on 790221 23, 
Nancompllanca noted; failure to mointaln min bond 
cabloe b fatlura to take moaauro* to aaauro that max catio 
pull tanalona wore not oxeotdod, „ . „ naetca 

SARRETT. P. A. > NGIBLER. J. H. . KNOP.R.C. Region 3. Chicago, Offie# 

of tb* Diractor. 79/03/14. 8pp. 

7909070020 Forward* IE Inap Ropt 90-373/79-06 on 790130-31. 0201 b 

07-00 b notice of violation. Muelaar 

HEIBHHAN.R F. Rogion 3, Chicago. Reactor Operation* Noeloar 

Support Branch. 79/03/19. 2pp 

—7909070023 Notie* of violation from ,2^a/19*’^"3oo 

a Roplen 3. Chicago, Office of the Director. 79/03/19. 3pp. 

—7909070027 IE In*p Rapt 80-373/79-0* on Aaf^B, 

No ncompl lance noted; failure to comply w/10CFR90 App B, 

HAURArrAr.^DeTTCNMEIER, R. H ®J.hi5«S*“RoMtor*Oporot*oni 

Olractor. STREETER, J.F Region 3, Chicago, Roaetor Opora*ion 

Nuclear Support Branch. 79/03/19. 9pp 

7909020421 FDrwardo roaponao to IE Bullotlno 78-12 b 78-18Ai Atypical 

Hold Hat I In Roaetor ioa« 

REED, C. Coaimonwtalth Edioon Co. 79/03/22, 10pp. 

7909010236 Forward* IE Info Notice 79-06, "Stro** Analy*!* «♦ 

Safaty-Ralatad Piping. * naaieo of the Director. 79/03/23. 

KEPPUER. J, 0. Rogion 3. Chicago, Office or an# 

IP. 


7909030206 Forward* lE Bulletin 79-09. "Fallurai of CE Typo AK-2 
. Circuit Broator in Safoty-Ralatod Byi " Llconaot action 

KEPP^R^J 0 Rogion 3. Chicago. Office of tho Director 79/04/17 
IP 

790S040I42 Forward* IE Bullatln 79-088. "Nuclaar Incident at 

K^PLCR^J. 0. Region 3, Chleaoo. Offlci of tho Director. 79/04/21 
Ip. 

—7908040188 IE BuUotin 79-08H. "Nuclear Incident at THI-Suppl 
Supportino documentation end. 

a Rogion 3. Chicago, Office of tho Director 79/04/21. 12pp 

7O09040170 ACR8 roeommandatlon* ro 790328 incident at THI. Bug gait* high 

priority be placid on davalapmant of »*f#ty roaoareh on 
behavior of LHR* during anomalou* tran«itnb« 
a ACR6 - Advlaory Cowmltta# on Roaetor Sofoguard* 79/04/17. 

2pf. 

—7909040201 Forward* ACR8 r*c*a**ndatton* r* THI incident. pr***nt*d on 

FftA Lg yj P F- ACRB - AdvUory Cemmlttoo on Roaetor Safeguard*. 
79/04/18. Ip. 

—7908040221 In pa.pon.a to NRC 7904lB ltr, .tat#, all 790417 ACRB 
raeommandatlon* apply to oil PHRe.but ^ar* "o* ijf.i 

ra^ulr* Immadlat* ehanga*. Plan* ""^* !'**“*^ 1 i ^ ** 

•tudu of offoeti on overall aafoty.TMl oteludod. 

CARBON, H X. ACRB - AdvKory Commltto* on Roaetor Safeguard*. 
79/04/20. 2pg. 

7908240633 Forward. r.*pon«*i to IE Bulletin 79-07 rt|ot. tin. Info ro 

indicate* mpthed of intramodal combination ha* littu offoet 
on pipe otro**** b o^ulpmant •»»Pf“I* . . 

REED. C. Commonwoolth Ed 1 ton Co, 79/04/24. 4pp. 

79O81404BB Forward* IE Oireolar 79-07. 

Roaetor Roelrculatlon Hotor Oonorator Bet Ro.ultod in 

K^P^E«.j“r '"SiJlSn 3. Chicago. Dfflco of th. Diractor 79/09/02. 
ip. 

S. R.portablo oeeurronco*. LER# b relat ed e erro.pondonc. 

7908300438 Notlfio* that all *upar a trot Typ* '*'***'’ *'"• 

aaivanlxad prior to Molding ar* *obj ta aam* dofoct 
ropertad ln%904l9 Itr.Complat* Inap will b* p*rform*d on 

Spp. 


Typ* 1202 hangar* 
DeLOEOROE,L.Q ” 


CoHMonwaalth Edl.on Co. 79/08/21. 
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DOCKETED ITEMS 


DOCKET 90-374 LA9ALLE COONTY STATlOMi UNIT S 

A. App t{c«tl on/con< tructton tt«g« ilocuiiiant's b corrtipondanc* 


7903040316 Sommarg of 790321 neaVti)} of Mark II owntro group In San 
JooofCA ra inttrmod lata plant program task* 

ANDEflSOMi C J Contalnmant Sgttoms Branch TY/OA/IS 190pp. 


7909040360 Rs<iuaiti addl info ra ao I l-«tructur« intaraction affaet 
baaad on alastlc half-apaca modol It finite alanant modal 
PARRfO D Light Hater Reactor* Branch 3 79/04/16 4pp 


79091008SS Suounarg of 790410 meeting w/Cincinnatl Oas U Electric Coi 
Long Iiland Lighting Co & Commonidaalth Ediaon Co r* 
vlbratorg load* la equipment qual if icat ion Pratentatlon matl 
anc 1 

PELTIER. I A Light Mater Reactor* Branch 1 79/04/19 ISpp 


790S230998 Notification of 790913-17 maetlng w/Clnclnnatl Oa* It 
Electric CoiLong taland Lighting Co. Commonutalth Edlion Co 
It OE In San Joaa.CA to audit N8SB aqUlpment for aaiamlc 6 
other dynamic qualification 

PELTIER, I A Light Mater Reactor* Branch 1 79/04/23 Spp. 


7909070393 Sunmarito* raavaluatlon of aquipment qualification for 
*el*ffllc it hydrodynamic load*. In raiponoa to R8 Boyd to B Lao 
790323 Itr Supporting info end 

DELOEOROE. L 0 Commonwealth Ed 1 ton Co 79/04/29 64pp 


7909040488 Kotifia* of Intention to davelop lafaty analysis using 
existing computer codas Requests addl info 
SOLBRIO.C U Commonusalth Edison Co 79/04/36 Ip 


K Utility Pinal Safety Anal glia Report IPSARI It amend* 


7909020318 Forward* Amend 49 to FQAR which responds to 34 sicond rsunf 
qusstions 

REED. C Cosifflonvlealth Edison Co 79/04/20 Ip 


—7903080380 Amend 49 to P8AR Overs i zoo charts available m Central 
Fils* 

a Commonwealth Edison Co 79/04/30 360pp 


7909110199 Forwards affidavit for dlstrlhution of Amend 49 to F8AR 
DELOEOROE, L 0 Commonwealth Edison Co 79/09/04 2pp 


0 Inspection reports, IE Bulletins b correspondence 


/ruouuuuo* rorwaros 


on 


FIORELLIfO Region 3, Chicago, Reactor Construction It Enolnesrlho 

Support Branch 79/03/13 2pp “ * 


‘7903030061 Notice of violation from Insp on 790221-23. 

a Region 3, Chicago, Office of the Director 79/03/14 Sgp 


— 7903030074 IE Insp Rept* 30-373/79-11 It 30-374/79-08 on 790221-33 
Noncompl iance noted . fai lur a to maintain min band radlua for 
cahlat It failure to take measures to essure that mai cable 
pull tthflont ufffr* not Bccesdad 

BARRETT, P A , MEISLER. J H . KNOP.R C Region 3, Chicago, Offlr. 
of the Director 79/03/14 Bpp «»*«* 


7903080396 Clarifies status of acquisition of transmission llna rights- 
of-way. Necessary property has been acquired for first of tpio 
sys Final offers have been mads to acquire remaining 
pare els 

DELOEOROE, L. 0 Commonwealth Edison Co 79/09/02 Ip. 


790S2900SI Notification of 790911 maetlng w/utll In Bethe*da,l10 to 
discuss open items on containnsnt sys 

BOURNIAtA Light Hater Reactor* Branch 3 79/09/03 2pp 


7909140312 Forward* IL ERA request to bt removed from distribution list 
for FSAr b amends, effective as of Amend 46 
DELOEOROE, L 0 Commonwealth Edison Co 79/09/07 2pp. 


7909300080 Application to use ASHE Cade Cess K-a40 to seempt certain 
piping from hydrostatic testing 

DELOEOROE, L □ Comnonuealth Edison Co 79/03/21 3pp 


7909310361 Informs NRC of erosion an portions of makeup I, blowdown 
siatar pipeline corridor, F Ian submitted by Soil Conservation 
8vc will be Implemented 

RECD,C Commonweelth Edison Co 79/09/23. 2pp 


P. Security, medical, emergancy b fire protection plans 


7909010523 Forward* Revision 4 to physlcel security p Ian. Plen withheld 
(ref lOCFRa 790). 

REEO/C, Commonwealth Edison Co 79/'04/17 tp 


0, insursnea It Indamnlty information 


7909020421 Forwards response to IE Bulletins 78-12 b 70-12A, 
Held Matl (n Reactor Pressure Vessel Helds " 

REED, C Commonwealth Edison Co 79/03/22 10»p 


"Atypicil 


7909010236 Forwards IE Info Notice 79-06. "Stress Analusls of 
Safety-Related Piping " 

KEPPLER, il 0 Region Q, Chicago, Office of the Director 79/03/83 


7905030370 Forwards IE Info Notice 79—07, "Rupture of Radwaite Tanks ■ 
KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/03/81 


7909030013 Forwards IE BuUstln 79-06, "Ravleu of Operational Errors k 
Sys Misalignment* Identified During TMI Incident. " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/11 


7909010969 Forwards IE Bulletin 79-06A, "Review of Operational Erroii t 
Sys Misalignments Identified During TMI Incident “ 

KEPPLER, J Q Region 3, Chicago, Office of the Director. 79/04/M 


7909040334 Forwards IE Bulletin 79-06B, "Review of Operational ErpotH, 
Sys Misalignments Identtflsd During TMI Incident " 

KEPPLER, J 0 . Region 3, Chicago, Office of the Olrictor 79/04/M 


7909040329 Forward* IE Bullstln 79~0B, "Event* Rslevsnt to Dolling 
Hater Power Reactor* Identified During TMI Incident “ 

KEPPLER, J 0 Region 3, Chicago, Office of the Director. 79/‘0l/M 

ip 


7909100163 Endorsement 99 to MAELU Policy HF-22 

OERAB.T Nuclear Energy Liability Insurance Associetton Tt/OUfZy 

ip 


7905070497 Confirms Incraaiid liability limit to *184,000,000 for 
policies NF-t.a3f43, 76,83, 100, 111, 140. 146, 151,161,164, 170, 

173, 174, 170, 179, ISO, 182, IBS, 186, 107, IBB, 189, 192, 193, 194, 199, 
197, 19S, 200, 201 , 204, 206, 207. 209, 210, 2l2, 214. 213, b others 
aUATTROCHHI, J. American Nuclear Insurere. 79/09/Ot Ip, 


7903070S88 Confirms increase In liability limit ta *36,000,000 for 
policies MF-a2.26,29,38, 39,44, 46. 47,49,30,51, 32,93, 94,35,96, 

57, SB, 60, 61,64, 66, 67, 66, 69, 70, 71, 78, 74, 76. 77, 70, 79, 00, 56, 87, 
88,90,91,92,93,94,99 b 96, 

RQBERTSiD M Kutuel Atomic Energy LlAbtllty Underwriters. 79/03/01 
Ip. 


7903140946 Forwerde Amend 1 to Indemnity Agreement B-84 per I0CFR140 
changes, re increase In liability insurance from *140 million 
to *160 mil lion, effect! ve 790901 Supporting documentat len 
and 

BALTZMANiJ. Antitrust b Indemnity Oroup 79/09/01, 6pp, 


7909010380 Forward* IE Info Notice 79-10, "Nonconforming Pipe Support 
Strutt " 

KEPPLER, J,0. Region 3, Chicago, Office of tho Director 79/04/14 


7909030206 Forwards IE Bulletin 79-09, "Pal lures of OE Type AK-2 
Circuit Breskor in Saf o ty-Reiatod Sys " Llcantas action 
required 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/04/17 
Ip. 


7909040148 Forwerde IE Bulletin 79-OSB, "Nuclear Incident at 
TMI -Sup pi " 

KEPPLER, J O Region 3, Chicago, Office of tho Director 79/04/81 
If 


•—7909040130 IE Bulletin 79-039, "Nuclear Incident at TMI-Suppl • 
Supporting documantatlon and 

» Region 3, Chicago, Office of the Diractur 79/04/21 18pp 


DOCKETED ITEMS 


•7903'040l70 ACRQ rscontAttnd^trlQrtt 79033B ^ 

pvurn, b. puc.d pn «“«»”*« •‘‘s'* 

behavior LWRt during anomaioui tran*lent». 


^jpp 


ACna - Advisory CommlttAs on Rssetor 8af«g 


uardt 79/04/17 


'7905040ZOI Forwards ACR8 recomRiandattoni 
790417. 

79704/10 1 ” Advisory Commit tea 


re TMI inc ldent< presented on 
on Reactor Safeguards 


-7903040821 Jn response to NRC 790410 Ur, states ail 790417 ACR9 
recommendations apply to all PWRs, but were not intended to 
require immediate changes Plant mod. should ?e mad. *#t.r 
study of effseti on overall safety, TMI excluded 
79/04/20 Spp*^”^ " Committee on Reactor Safeguards 


0 Adjudicatory corrttponosnee 


7909240939 Forwards status rapt, as of 790430, on 
Rico concerning facility application 
AXELRAD, M Lows ns tain, Neuman, Reis, Aselrad & 


developments in Puert 
Toll 79/04/30 ip 




facility application, as of 790430 Electric Power Sus will 
Issue rapt by late Hay Certificate of Sve end, 

AXELRA0,H Lowens te In, Newman. Re 1 s. A«e Irad <> Toll 79/04/30 


3pp 


DOCKET 50-308 WATERFORD OENERATINO STATION, UNIT 3 
A Appllcatlon/constructlon stage documents t< correspondence 


7909240433 Forwards response, to IE Bulletin 79-07 requesting Info re 
seismic analysis of safety-related piping Reanalysls 
intflCAtsi m«thod of InirAfflodol cambin«tion llitle 
cn plp« oirtitBi U oquipmont *upport loads 
H££OfC Cammdhu/«al th Edison Co 79/04/24 4 pp, 


7909020406 Forwards NURE0-0S31, ■‘Investigation S, Evaluation of Stress 
Corrosion Cracking In Piping of LMR Plants'* t notice of 
issuance 6 availability U/o end 

VABSAULO, D B Assistant Director for Light Hater Reactors 
79/03/83, Spp 


7909140400 Forwards IE Circular 79-07, "Unespect.d Speed Increase of 
Reactor Recirculation Motor Oenerator Set Resulted in 
Reactor Power increase " 

REPPLERfJ 0 Region 3, Chicago, Office of the Director 79/03/02 
Ip. 


B tteporiable nccurrencei, LERs t* related correspondence 


7903140516 Forwards summary of major milestones re OL application 
safety review Review of schedule concludes 010923 is 
realistic date for issuance of QL 

BOYDtR 8 Division of Project Management 79/04/19 3 pp 


7903100112 Requests addl info to complete review of F8AR Complete 
responses should be provided by 790780 in order to maintain 
review schedule 

BAERiR L Light Water Reactors Branch 4 79/04/26 70pp 


7905300433 Notifies that all super strut Type 1202 hangers which were 
galvanlied prior to welding are subj to same defect 
reported in 790419 Ur Complete Insp will be performed, on 
Type 1802 hangers 

DELOEOROE, L. 0 Commonwealth Edison Co 79/03/81, Spp 


DOCKET 80-373 NUCLEAR EXAMINATION REACTOR 
U. Insurance t< Indemnity information 


C Utility Environmental Report <ER), amends & correspondence 


7903830BS5 Forwards request for addl info to complete environ review 
Answers should consist of ssquenttally numbersd revisions 
to environ rapt 

BALLARD, R L Environmental Projects Branch 1 79/03/03 2Bpp 


0 Adjudicatory correspond anci 


7909160320 Forwards Amend 19 to Indemnity Agreement B-13, per tOCFRUO 
changes, re increase from 4140 million to *160 million, 
effective 790901 Supporting documentation and 
BALTZflAN, J, Antitrust (» Indemnity Oroup 79/05/01 Spp 


R Periodic operating reports ti related correspondence 


7909080910 Forwards "L-B9 Reac, tor, Annual Operations for 1970*' li 
'•Energy Sgt Oroup Environ Monitoring It Facility Effluent 
Annual Rapt, 1978 ■’ 

BRIMDLEY, J II Rockwell International Corp 79/03/04 ip, 


— 7903OBOD13 "L-D9 Reactor, Annual Operations for 1970 " 

SWANSON, V. A. Rockwall International Corp 79/02/08. 3pp. 


—7909000817 "Energy 8ys Oroup Environ Monitoring 1, Facility Effluent 
Annual Ript, 1978 " 

HODRE.J 0, Rockwell International Corp. EBQ-79-7 79/04/30 

07pp 


DOCKET 30-376 NORTH COAST NUC PLANT 


A. Appllcation/constructlon stage documents 6 correspondence 


7909110013 Forwards "Site Safety Evaluation Rapt" for early site 
rsvleiu of Islote site in Puarto Rico Site is suitable for 
plantt provided 0,49 g seismic design level is used & 
outstanding items in rapt are resolved. 

HOORE.V A, Assistant Director for Environmental Projects. 

79/04/27. ip. 


—7909110016 "Site Safety Evaluation Rapt" re determination of 
sultatlllty of islote site for eventual const of plant by 
Puerto filcan Water Resources Authority 

• Qffics of Nuclear Reactor Regulation, NUREO-0941 79/04/30. 

A2pp, 


7905290300 Contentions of LA Coniumers Liague Amends original petition 
Affidavit of L Samuel 1, Certificate of Sve end 
IRVINO, 6 H Louisiana Consumer's League, Inc 79/04/04 Spp 


7905290191 Contentions of Save Our Wetlands, Inc 6 Qystsrshall Alliance, 
Inc Amends original petition Affidavits of N Haskell 1, B 
King it Certificate of Sve end 

FDNTANTA, L Fontana, L JONES, L L Oillesple 6 Jones 79/04/11 
14pp 


79092S0340 Notices of appearance on behalf of LA Power ti Light Co 
Certificate of Sve end 

TROWBRIDSE, 0 F , YUSPEH, A. R Shaw, Pittman, Potts, U Trowbridge 
79/04/13 4pp 


7909220037 Notice of appearance on behalf of LA Powir It Light Co 
Certificate of 8vc end. 

STEVENSON I W M. Monroe It Lamann 79/04/17 Spp 


7905290049 Suppl to petition to Intervene. Discuses NRC positions re 
contentions of Sava Our Wetlands, Inc It Dystershell Alliance, 

Inc Certificate of 6vc end 

KCOURREN, H J. , Branch 1. 79/04/25 26pp. 


7909250541 Discusses 790486 prehearing conference Intervenors' 
Contentions 2,3,4 I, 6 were admitted NRC will file submliilon 
re Contentions 5 It 7 by 790801. 

WOLFEfS J Atomic Safety end Licensing Board Panel 79/09/09 Spp 


I, Financial Information 


7905070166 Forwards registration statement filed by LA Power li Light Co 
on 790321 W/o end. 

BOROCHOFF, I 0. Securities It Exchange Commission 79/03/23, ip 


7909110260 Forwards "Annual Financial Rapt 1978 " 

A8WELL, D L Louisiana Power ti Light Co 79/04/30. Ip, 


7909190188 Forwards sit* safety evaluation rapt review by ACRB. 

BALLMAoIr.L Environmental Projects Branch 1 79/04/27 2pp. 

— /903150132 Notice of availability of site safety evaluation rapt for 
VALLARD^'r.L Environmental Projeeti Branch 1 79/04/27 2pp. 


—7909110262 “Annual Financial Rapt 1970 " 

• Louisiana Powar D Light Co 79/03/19 19pp 

K Utility Final Safety Analysis Report (FSARl 1 amends 


7905170228 Forwards Amend 3 to F8AR 

A8WELL, 0. L Louisiana Power 6 Light Co. 79/03/10 2pp 
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DOCKETED ITEMS 


--7909170231 A«i»n<f 3 to F8AR 

A3WELL. D L Louitiono Poucr t> Light C« 79/09/10 900pp 


7909240S90 Csrtificatt of Svc for Afflend 3 to FSAR 
» LouloUno Power & Light C« 79/09/17. Ip 


0 Intpoetlon roporit> IE Bullotlno & corrotpondcnco 


790901027ih Forward* IE Info Notlco 79-06( "Stroi* Aflolvol* of 
6af otg-Retatod Piping “ 

SEVER IT. K V Region 4. Dalloc. Off let of the Oi roe tor 79/03/23 
Ip 


7909190941 Forward* IE Imp R«pt 90-332/79-03 on 790226-O3D9 & notlco 
of violation 

SEIDLErU C Rogion 4. Dalla*i Reactor Construction & Englnoartng 
Support Branch 79/03/38 Spp 


—7909190944 Notice of violation from Imp on 790236-0309 

* Ragion 4. Dallas. Office of the Director 79/03/27 2pp 


—7909190990 IE Imp Rept SO-382/79-03 OH 790336-030? Nonconpltance 
noted improper mounting of Clat* IE 4160 volt twitchgoar (i 
failure to follow epproved draulnge 

STEUART.R C . OILBERT. L D . MATIN. L E Region 4. Dalle*. Office 
Of the Director 79/03/27 9pp 


7909010461 Forward* IE Bulletin 79-09A. "Nuclear Incident at 
TMI - Sup pi “ 

BEVFRir. K V, Region 4, Dalle*. Office of th* Dlrtctor, 79/04/09 

Ip 


7909040496 Forwerd* IE Bulletin 79-06B. "Review of Optratlonel Error* & 
8g* Kii alignments Identified During TMI Incident " 

SEVFRir. K V Region 4. Della*. Office of the Dlrtctor 79/04/14 
tP 


7909040618 Forwards IE Bulletin 79-08. "Event* Relevant to Bolling 
Hater Power Reactors Identified During TMI Incident " 
seVFRIT. K V. Region 4. Delta*. Office of the Dlrfctor 79/04/14 
IP 


7905070066 Forward* IE Bulletin 79-07. "Settinlc Stress Analysis of 
Safttg-Ralated Piping " Llcamee action roq,utred. 

8EVFRIT.K V Region 4. Oalla*. Office of the Director 79/04/14 

Ip 


7909010439 Forward* IE Info Notice 79-10. "Nonconforming Pipe Support 
Strut* “ 

6EVFRIT.K V Rogion 4. Della*. Office of the Director 79/04/16 
IP 


7909090101 Forward* suppl to IE Sul loti n 79-OSA. "Nuclear Incident at 
TMI , " 

8EYFRIT.K V. Region 4. Dallai. Office of the Director 79/04/16 
Ip. 


7909030274 Forward* IE Bulletin 79-09. "FailUTis of OE Tgpe AR-2 
Circuit Breaker In 8afet«j-R slated 8g* " Llcamee action 
roquired. 

6EYFRIT. K V. Ragion 4. Della*. Office of the Director. 79/04/17 
‘P 


a Reportable occurrence*. LER* St related correipondence 


7909030134 Forwerd* PN0-79-67H. £. J * K. 

8EVFRIT. K V Ragion 4. Delia*. Offlc* of the Director 79/04/06 
IP. 


7909030113 Forward* PN0-79-67L. M. N 6 P. 

SEIDUE. H, c Ragion 4. Dalles. Roactor Conttructlon Si Englnoerlng 
Support Branch 7oyn4/09 Ip 


. Beactor Construction U. Engintarln^ 


lector Conttructlon St Englnoerlng 


lector Conitructlon l< Engineering 


lector Construction 6. Engineering 


7909030066 Forward* PN0-79-67U 6 V 

REIOLC. U C. Region 4. Oelles. Reactor Construction ti Englnitrln* 
Support Branch 79/04/16 IP 


7903030390 Forward* PN0-79-67W 

BEIDLEiH C Region 4. Dallas. Roactor Construction t. Englnitrlhg 

Support Branch 79/04/17 ip 


7905020924 Forward* PMa-79-67AA 

SEIDLE. U C. Region 4. Dalle*. Reactor Construction 6 Engineering 
Support Branch 79/04/20 Ip 


7908020911 Forward* PN0-79-67AB. AC S. AD 

8EIDLE.H C Raglan 4. Oelle*. Reactor Conttructlon St Englnierlng 

Support Branch 79/04/23 Ip 


7909040979 Forward* PN0-79-67AE. 

SEIDLE.H C Region 4. Dalle*. Reactor Conitructlon b Englnttrlng 

Support Branch 79/04/26 ip 


79O907O18B Forward* PN0-79-67AF It AO 

SEIOLE.H C Region 4. Dallas. Reactor Conttructlon St Engimirlni 

support Branch 79/04/27 Ip 


7909310232 Forward* PN0-79-67AH. AI ti AJ 't 

BEISLEiH C Region 4. Dalle*. Reactor Construction & Englnisring 

Support Branch 79/04/30 Ip 


7909240374 Forward* PN0-79-67AR «i AL 

SEIDLE.H C, Region 4. Dalle*. Reactor Construction b Englntirlng 
Support Branch 79/09/04 ip 


7909190264 Forwards Significant Daflclancy Rapt 11 ro auitchgear 
hreakir position switch operator defect 
ASHELL.D L Louisiana Power b Light Go 79/09/10 Ip 


— 7909190273 Significant Deficlsncg Rept 11 switchgear breaker poslllaA 
switch operator defect Switch may hccomo bent due to 
Interference w/ctrcult breaker New switch operator dailgnod 
to be more rigid b protected by guide 

SARATHV.P. K . SAND 1 FOR TH.D . COSTELLO, d Louie lane Power b Light 
Co 79/03/10 Spp 


7909190408 Forwards Interim Rept 12 re significant const deficiency 
ASHELL.D L Louisiana Power b Light Co 79/09/10 Ip 


—7909190419 Interim Rept 12 of significant const deficiency on 790406 
MeJunkin Gorp notified Ehesco Svee. Inc that pipe fittings 
bearing lot Identification H6719 wepo subj to metl failures. 

All installed fittings Identified b tagged 

CRNICK.J, . MILHIBER.R J . COSTELLO. Loultlane Power b Light Cg 
79/09/10 3pp 


— 7903190417 Summer ites 790409 discussion w/RC Stoiuart Elbow erecting 
identified In lot H6719 Recall program Initiated Si* •Ihoui 
from defective lot found at facility. After tooting, doftettvo 
fitting* wilt be replaced 

OEOROE.H H Chemetron Corp . Tube Turns Dtv. 79/04/12 Spp 


T Hearing transcript* on nen-antitrust matters 


7909140969 Transcript of 790436 hearing In New Or 1 earn. LA Pp 1-111 
HOLF.S . JORQAN.U. , FOREMAN.H Atamlc Safety and Licensing Beard 
Panel. 79/04/26 112pp. 


DOCKET 30-367 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 1 
A. Appl ication/constructlon ttage decumente b correspondence 


7909040316 Summery of 790321 meeting of Mark II owpar* group In San 
JosotCA rs intsrmsdiete plant program tasks. 

ANDERSON. C U Contalnmont Systams Branch. 79/04/13 ISOpp 


7909100234 Notification of 790919-16 meeting u/uttl at ausquehenna 
site In PA to discus* const tchodule. Agenda and 
miner. 8 Light Hater Raecters Branch 3. 79/04/19 4pp. 


79O9240B06 Informs of poitlbli tlx month delay in dL review schedule 
from util 

MINERiS. Light Hater Reactori Branch 3. 79/09/03 2pp. 


7909090346 Notifies «f plant to replace reactor pressure vessel 
recirculation noixlt safe-end b thermal sleeve*. Mod aimed at 
Increasing rellablUtu b protection against tntergenular 
atrest corrosion cracking 

CLmriS.N.H Pennsylvania Power b Light Co. 79/09/04 2pp 


DOCKETED ITEMS 
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7TO50V0345 For ward* affidavit of «ve for Amand 9 to OU application 
CiTRTISfH M Panniij I vanla Power «< Llpht Co. 79/09/OT Spp 


7909110300 Dlieu«««i 701103 dtficianctj rapt re SBE «g* atandbg diitel 
ginarator Safetg impact to be avaluated It reaulta 
trananlttad bg 79092S. U/7at too rapt 

CUHTlBrM H. Pennaglvanla Powar It Light Co 79/Oi/H Spp 

Llfta EPA-approvad harbicidaa uaad along tranamiition linaa 
to raplaca auspandad harblclda Si 4i S-T 

CUHTlQiN U Panniglvania Powar Light Co, 79/03/31 Ip. 


f, Sacuritgi oiadlcali amargencg It flra protaetten plans 


7903190794 Forwards raiiuest for add! info ra phgsicat saeurltg plan to 
conplsta ravlau of DL application Enel withheld ' 
trat lOCFnS. 7907 

PARRiO 0. Light Watar Reactors Branch 3 79/04/13 Spp 


9 Adjwdlcatarg corraspondanca 


7909390186 Investigation complatad ra allegations made at 790130 
prehearing conferancs bg MK Craasg. Investigation did not 
lubetantlate allegations. 

CUflTISifr M Pannsglvanla Power & Light Co 79/03/89 Ip 


7903340081 DaiW transcript of hearings will be loaned to intervanors 
whenever possibtaias aid in preparation of case 
CUTCMINiJ. M Branchs 79/04/10 Spp, 


7909020083 Forwards* IE Bulletin 79-06. ‘Review of Oparetional Errors it 
flgi Misalignments Identified During TMI Incident ” 

OfllERi B H Region li Phi ladalph iai Office of the Director 
79/04/ it ip 


7903020402 Forwards IE Bulletin 79-07, “Seismic Stress Analgsts of 
Baf atg-Relatsd Piping “ Licanist action reguirtd 
ORIERi D H Rsgion 1, Phi tadalphta. Office of the Diraetor 
79/04/14 ip 


7903040091 Forwards IE Bulletin 79-068, "Review of Qporatlonal Errors b 
Sgs Misalignments Identified During TMI Incident “ 

ORIERi B H Region t, Philadelphia, Office of the Director 
79/04/14 ip 


7903040269 Forwards IE Bulletin 79-08, "Events Relsvent to Boiling 
Hetsr Power Reactors Idontiflod During TMI Incident " 

ORIERrB H Region 1, Philadelphia, Office of the Director 
79/04/14 ip 


7903030093 Forwards IE Bulletin 79-09, “Failures of Oe Tgps AK-S 
Circuit Breaker in aefetg-Releted Sgs " Licensee action 
regulrod 

ORIERrB H Region 1, Phi ladciph la. Office of the Director 
79/04/17. Ip 


7903020314 Forwards IE Bulletin 79-06A, Revision I, "Review of 
Oporational Errors li Sys Misalignments Identified During TMI 
Incident " 

ORIERrB, H Region 1, Philadelphia, Office of the Director 
79/04/10 Ip 


7905a4'06a9 »e<iii#sts info re procedure to makg limited appearance at 
hoarlng 

NEMCTHTfE Affiliation Untnown 79/04/15 ip 

R Utility Final Safety Anelgsis Report <F8AR> It amends 

7909030368 Forwards Amend 9 to application for OL, submitted as Revision 
7 to FOAR 

CURTISrN H Pennsylvania Power & Light Co 79/04/30 124pp 

7909190224 Forwards Amend 10 to OL application containing Revision S to 
FCAR Amend withheld (ref lOCFRS. 790) 

CURTIBiH. U Pennsylvania Power 1< Light Co 79/03/11 app 

Q Inspection reports, IE Bulletins It correspondence 

7909100480 Forwards IE Insp Rtpt 30-387/79-07 on 790222 No 

noneamp 1 lanes notid _ , „ # 

CARLQONiR T Region ti Philadelphia, Reactor Construction It 

Cnglneerittp Support Branch ' 79/03/19 Spp, 

— 7V03100433 IE Insp Ropt 30-387/79-07 on 790822 No noncomp I lanes notsd 
Major areas inspected power generator control eompleit It 
arwas containing electr leal/ instrumentation enulpment 

KOUTAy!p,*'b'*”* Region i, Philadelphia, Office of th# Director 
EONETERiQ D Region 1, Ph lladelph la, Reactor Construction S* 

Englnserlng Support Branch 79/03/16, 3pp. 

7909010136 Forwards IE Info Notlcs 79-06, "Stress Analysis of 

0«SeB%!’M** ''"''Region" I, Philadelphia, Office of the Director 
79/03/83. Ip 

7908040140 Act receipt of 790319 Ur 

correct violations noted in IE Imp Rept - 

CAALBOHiR. T Region 1, Philadelphia, Reactor Construction It 

Engineering Support Branch 79/04/06. Ip 

—7909040146 Responds to NRC 790220 Ur re '•'loUtlons noted in IE Insp 
Rapt 80-307/79-03, Corrsctlvs actions, revised 
field touch-ups It rtlnspoctod structural steel members f r 

SABDLiA R. PsnnsgWenla Pousr It Light Co, 79/03/19, 3pp 

—7908040149 Forwerds IE Insp Ropt 90-3S7/79-03 on 790130-0202 k notlcs 

eARLaSN"R.‘r R.Bton I, PhlUdslphla, R.actor Construction K 
Engineering Support Branch, 79/02/20 2pp, 

ip 

neted- failure to control **?*Vjn,5;iphla. Office of 

Conetructlon It Engineering Support Branch. 79/oa.f*o. rr 


R Periodic operating reports It related correspondence 

7903040304 Forwards annual environ rept, "Sound Level Measurements Nsar 
Plant Sits Const 1973“ prepared bg Bolt Bcranek It Neuman 
Inc 

CURTISfN M Pennsylvania Power It Light Co 79/03/01 Ip 

— 7903040306 "Sound Level Measurements Near Plant Site Const 1978," 
annual environ rept, const nolts progress rept prepared by 
Bolt Beranek V Neuman Inc 

BARNES, J D , WOOD, E F Pennsylvania Power k Light Co 79/03/31 

aapp 

8 Reportable occurrences, LERs 1* related correspondence 

7905030129 Ack receipt of 790383 interim deficiency rept re J-69B 
solenoid valves. 

CARLSON, R T Riglon I, Phlladtlphia, Reactor Construction It 

Englnssrlng Support Branch, 79/04/10 ip 

— 7903030149 Confirms Info re potentially reportable deficiency in 
circle seal Model J-69B solenoid valves w/dsfsetive diodes 
Valvts have been removed from Installed locations It are In 
jobsite warehouse awaiting return to vendor 
CURTIS, N W Pennsylvania Power k Light Co 79/03/23 2pp 

7903160424 Forwerds correctsd pegs 1 of PLA-3S2 which includes missing 
BARTO, M C Pennsylvania Power 1, Light Co 79/05/11 2pp 

7903230421 Updates deficiency rept re Circle Seal Model J-69B solenoid 
valves Defective valves presently controlled per Bechtel 
ot*acadur». Final rapt to b« aubmlttad by 790701* 

CURTIS, N k. Pennsylvania Power k Light Co, 79/03/28 Spp 


DOCKET 50-300 SUSQUEHANNA STEAM ELECTRIC STATION, 
A'"AppUeatIon/construetIon stage documents » c orre s pond ence 

7903040316 Summary of 790381 meeting of Mark II owners group in San 
Jo*,CA r# intermsdiats plant program U*** imfion 

ANDERSON, C J. Containment ays terns Branch. 79/04/13 ISOpp 

7903100884 Notification of 790313-16 meeting w/otjl at Susyuehanna 
site in PA to discuss const sehsdule. Agenda , 

MINER’S, Light Water Reactors Branch 3, 79/04/19 4pp 

7903840806 Informs of posslbls si. month delay in OL review schedule 
MINEr!* 8*^ Light Water Reactors Branch 3 79/03/03 Spp 

7903090346 Notifies of plans to rsplaee reactor 

rseireutatlon noxile safs-snd k thermal sleeves Mod aimed at 
increasing rsliablllty li protsctlon against Interganular 

stress eorroslon cracking. />« 79/03/04 See. 

CURTIS, N.W, Pennsylvania Powtr k Light Co, 79/03/04. mpp. 
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DOCKETED ITEMS 


7^090-90369 Porwardi affidavit of «vc for Amand 7 to OL applUatian 
cunns, N H Panndglvanla Powar t, Light Co 79/0^/07. Spp 


7905110300 Discuiiai 791103 daflclancg rapt ra SSE sgt itandhg dltial 
ganarator Safatg Inpaet to ba avaluatad t> Taaulta 
tranamttad bg 790529 H/7B1103 rapt 

CURTlStH M Panniglvanla Pouar t< Light Co 79/05/11 3pp 


7903Z40574 Liati EPA~approvad harblcldaa uiad along tranamlaalon llnaa 
to raplaca sutpandad harblclda 2i4r5-T 

CURTIB, N U Pannaglvanla Pouar 1> Light Co 79/05/21 Ip 


F 9acuritg> intdlcal> anargancg b fira protaatlon plana 


7905190794 Foruardi raiiuaat for addl Info ra phgalcal aacuritg plan to 
complata ravlaw of OL application Enel ulthhald 
[raf 10CFR2 790) 

PARRiO D Light Hatar Raactori Branch 3 79/04/13 2pp 


R. Parlodle oparatlng raports b ralafcad corratpondanca 


7905040904 Foruandj annual environ repti "Sound Laval haaaurdtnant* Niar 
Plant Slta Const 1979" praparad by Birlt Baranalt *t Nawnian 
Inc 

CURTlSiN U Pannsglvanla Pouar ti Light Co 79/09/01 tp 


— 7909040906 "9ound Laval Maaiuremenfcs Koar Plant Bits Conat I97Q< * 
annual anvlron rapti const nolaa prograia rapt praparad bg 
Bolt Saranek U Nauman Inc 

BARNESi J D I HOOD) E F Pannaylvanla Pouar t Light Co, 79/03/31 

20pp 


8 Raportabla occurrancai> LERs U ralatad corraapondance 


7905160424 Foruardi corroctad page I of PLA-3ga uhleh Ircludaa mltalna 
data of 790507 * 

BARTO(M C Penniglvania Pouar Light Co 79/OS/ll. ap,p. 


0 Adjudlcatorg corratpondanca 


7909250196 Invai t igat Ion complated ra allagationi nada at 790130 
prahaaring confaranca bg MK Craaig Invaitlgatlon did not 
lubltantiata atlagatloni 

Cl/RTI5iN H Ptnnigivanla Pouar ti Light Co 79/03/2? Ip 


7905240091 Daily tranicript of haaringt uill ba loaned to Intarvanon 
wlianavar poitiblarat aid In preparation of cata 
CUTCHIN.J M Branch 3 79/04/10 2 pp 


7905240625 Req,uatta Info re procedure to make limited appaaranea at 
hearing 

NEMETHYiE Affiliation Uni noun 79/04/19 Ip 


7909250421 Updatei dafleloncg rapt ra Circle Seat Modal J>'67Q aoltnold 
valvai. Dafactiva valvai praientlg controlled par Dachtal 
procedure Final rapt to bo lubmlttad by 790701 
CURTI9, N M Penniglvania Pouar li Light Co 79/09/Sa 2 pp, 


DOCKET 50-399 ST LUCIE PLANT) UNIT S 


O Adjudicatory corraipondenca 


7905240207 Raiponio bg util to 790301 ASLA0 mama &< order ra radon 
raleaie raton cone antra t loni U haaltho affacti Cartlflcata 
of Sve and 

HAUSER) M A Louanitalni Neuman) Roll) Aiolrad Toll 79/04/03 9 (p 


K Utility Final Safety Analyili Report IFSARl 6 amandt 


7905020262 Foruardi Amend 9 to application for OL, lubmltted at Rovtllon 
7 to F3AA 

CURTIS)N H Pannlylvanta Pouar tt Light Co 79/04/30 t24pp 

7905150224 Foruardi Amend 10 bo OL application containing Revlilon 9 to 
F8AH Amend ulthheld tref tOCFR2 7901 

CURTIS, N M Panniylvanta Pouer l< Light Co 79/05/11 2pp 
Q Inepectlon reportl, IE Bulletins S. correspondence 


790S100402 Notlfiai new Info re fuel blockage model for ECCS la 
preiantig being evaluated Reviau ulll ba foruarded upon 
complation 

PATON)M 0, Branch 4 79/04/11 Ip 


7905110419 Raiponio to ALAB-509 ra radon amltaloni S. 
from Parkins record Cartifieata of Sve and, 
aCINTOiJF Kearlngi Diviilon 79/04/U. 45 pp 


da mlnlmut 


bhearg 


79-05140519 Reiponia to 790404 
Atlantic City (NJ) Electric 
Certificate of Eve anci 
KEPFORD.C R Cltliana for 


brley of Philadelphia Electric Co, PSE-IQ 
Co ra da ffllnimui thaory, 

Safa Environment 79/04/11. Bpp, 


b 


7905010136 Foruardi IE 
8af aty-Ralatad Piping 
CRIER, B H Ragion 
79/03/23 Ip 


Info Notice 79-06. "Gtreii Analgeis of 
1, Philadelphia, Office of the Director 


7905150129 Forward! NRC rapt "Inquiry Into Allagatlan of Emp Iqyaa 
Misconduct by Raafcrlctlng Investigation to Detarmlna 
Pouar Grid fiarvlng fit Lucie " 
aOHINKI.S.M Branch a 79/04/11. tp, 


“R«vi.u Of Dparatlonal Errors I, 
Syi nlialigniaenti Identified During tmi Incident " 

?5Jo3/?i” IP ‘’'’“•-•‘Phla, Office ol th. Director 


Allegation of Employaa Mlaconduet bg 
Raitrlcting Investigation to Datarmlne fial lab IJ 1 ty 
of Pouar Orid Serving Bt Lucia, " 

MCTIERNAN, T J Office of Inspector b Auditor, 70/06/30, OSpp 


7909020402 Forward! IE Bulletin 79-07, "Stlimle Strasi Analgiti of 
" ‘-ieantea action required ^ 

79/04m ip “ OPMce of the Director 


2? J! S^”***" "Review of Opera t tonal Error* t. 

““’’‘Ag TMI Incident " 

79 / 04 / 14 ” I ”** *"’ Philadelphia, Office of the Director 


7909040269 Forwards IE Bulletin 79-09 
Identified Dur 
79 / 04 / 14 ”’ Ip PhtladalphL 


Events Relevant to Bolling 
TMI Incident " 

Office of the Director 


790903009a Fopu«r4f IE BuUfttln 79-0 
Circuit BrtAkar In 8«f 
required 

wJo3m” ip ‘Ph 


"Failura* of oe Type AK-2 
" Llcentaa action 

Office of the Director, 


7909020314 Forwards IE 
Operational Errors & 
Incident " 

ORlCRiB H. Raglan 
79/04/lB Ip 


Bulletin 79-06A,RBVlilDn I, "Review of 
Sys Kiaallgnmante Identified During TMI 

1, PhUadalphia, Office of the Olracior 


^'^?rALAB- 937 ‘wi!I ?! PT*l>*r-tlon «f info 

ra ALAB 937 vital uttnasa Is currantly aealgnad to THI-2, 

S: wIlS'Jrut:r‘’'”'-”"‘ •**‘"'*‘* S'-hmlUal d.t; 

TOURTELLOTTE, J Branch 4, 79/04/12 2pp 


■ chidulino of for raconeldaratlon of 790409 ALA8-937 or 

oJ Am eonfaranta, Esplalni b aspoaat 

mittar * dec talon ra manner of proceeding In captioned 

REI8,H F towBnafrtln,Newfflan,R#le,AKtlrad b Toll 79/04/ia 


3pp 


Mesirr f a Wb,wii» •MWI «%iQn OT OT iChl 

aecompanglng mamo containing 
justlf Icatlona Cartifieata of Sve and 
REIS.H F. LowanstelniNawmaniRaUj Aitlrad I, Toll. 79/04/13 


a»» 


-^Tuuiwuiv support* 790413 motlc 


---r - -- . ror raconiidaration of ALAB-537 or 

prahaaring conf aranea, Cartlf Icafca of Sve and 
KfciB.H F t-owanataln.Nawman, Rala(Axalrad t, Toll. 79/04/13 


ftp 


7909240194 Forward* draft Rag Ouida 1 , XXX, 
Nuclaar Powar Plant* " M/o and, 

PATON.H D. Branch 4, 79/04/17, ip, 


“Lightning Protaetton (or 


DOCKETED ITEMS 
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7t032?02e9 Motion by lnt«rv*nor» for tnittatlon of (ll»cov«ru 
li tubntbtal of tntorrogotor 1«* to utl! re utH'i alictrlcal 
grid itabtllty amergoney potitar lyi Cortiflcat# of 8ve 
• nc 1 

HOODER.HH Hoddot^MH 79/04/17 9pp 


procod ur* 


7909010238 Forward* IE Imp Rapt 50-389/79-03 on 790213-10 Ho 
noncompHanca noted 

MOftPHYi C E Region 2i Atlantai Reactor Conatructlon h Englnaarlne 

Support Branch 79/03/16 2pp 


7909230039 Nottfle* that talcon to ABLAB from MH Hodder, counaal for 
Intarvanoi'ii had little relatlonihlp to recently released 
M.AD-937 

DUFLOi M E Atomic Safety and Licensing Appeal Panel 79/04/lQ 
SfP 


7903S4Oa3Q Renoait* denial of Intervanors' 790417 motion to permit 
discovery Certificate of Svc end 
CQLLi N A Steel. Hector fc Davit 79/04/19, gpp 


790SL4O33S Notifies of consolidation of five Intervenor groups re radon 
ealsetone Issue Parties have until 790923 In which to file 
for svokmary disposition 

DUFLOi H E Atomic Safety and Licensing Appeal Panel 79/04/28 
13pp. 


7909890209 Extends until 790817 time for Commission review of portion 
of ALAB-937 re steam generator tubes 

CltlLKiS 0 Office of the Secretary of the Commission 79/OS/Oa 
If 


J Insurance Indemnity information 


•7908010243 !E insp Rept 80-399/79-03 on 790213-18 No noneoapl iancs 
noted. Major areas Inspected reactor vessel Internal* 
procedure*, work observation «. yuatlty record*, equipment 
storege. b QA records storage 

ANOi M P ( BRYANT. J C Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch 79/03/18 3pp 


7908230137 Forward* IE Insp Rept 80-309/79-04 on 790227-0302 No 
none amp I lance noted 

MURPHViC E Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch 79/03/21 2pp 


—7908230183 IE Insp Rept 50-309/79-04 on 790227-0302 No none ompl lance 
noted Major areas Inspected concrete lab. intake structure, 
concrete placement. weld repair to containment vessel b site 
QA audit 

HRIOHT.R Hi OOUOE.H J Region 2. Atlanta. Office of the 

Director HERDT.AR Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch 79/03/20 Bpp 


7908010193 Forward* IE Info Notice 79-06. “Stress Analysis of 
Saf ety-Relatid Piping " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/23 2pp 


f908O7O4<?7 Confirm* Increased liability limit to *124.000.000 for 
poUcle* Nr-li2S.43< 76.03. 100. 111. 140. 146. 181. 161.164, 170. 

173. 174. 170, 179. 100. 102, 108. 106. 107, 100. 109, 192. 193, 194, 193, 
197. 190.200.201.204, 206. 207. SOS, 210, 212, 214. 218, b others 
atlATTRaCHHI, J American Nuclear Inturers 79/03/01 Ip 


7903070902 Confirms Increase In liability limit to *36.000,000 for 
pol I C t •« MF-22> 26, 29, 30, 39, 44, 46, 47, 49, SO, 81 , 82, S3, 84, 88, 86, 

97. 80, 60. 61. 64, 66, 67, 60, 69, 70, 71, 72, 74, 76, 77, 70. 79, 80, 06, 87, 

00. 90, 91. 92. 93. 94,99 b 96. 

HODERTStO M Mutual Atomic Energy Liability Underwriters 79/08/01 

4 


7905030310 Forward* IE Info Notice 79-07, "Rupture of Raduaste Tanks " 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/26 2pp 


7903040212 Forward* IE Bulletin 79-06B. "Review of Operational Error* b 
Sys Misalignments Identified During THI Incident “ 

O’REILLY.J P Region 2, Atlanta, Office of the Director 
79/04/14 2pp 


7908040308 Forward* IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action reaulred 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7909100309 Forwards Endorsement 31 to NEHA Policy NF-227 
FIELDER. J Harih b Mclenon, M b M Nuclear Consultants, Inc, Dlv 
79/03/04, 2pp 


7909100311 Forwards Endorsement 32 to NELIA Policy NF-227 
FIELDER. 0. Marsh b McLoiion. M b M Nuclear Consultants, Inc Dlv 
79/03/04 2pg 


H Antitrust correspondence 


7909040404 Forward* IE Bulletin 79-00, "Event* Relevant to Boiling 
Water Power Reactor* Identified During TMI Incident " 

O'REILLY, d P Region 2, Atlanta, Office of the Director 
79/04/14, Ip 


7909010337 Forward* IE Info Notice 79-10. “Nonconforming Pipe Support 
Struts " 

O'RBILLVrd.P Region 2, Atlanta, Office of the Director 
79/04/18 2pp. 


7909190232 Forwarde addl info re testimony preparation W/o end 
eVANa. D d Anti-Trust Division 79/03/27 ip 


7909240109 Eupplementi discovery ruling* a* result of parties' memo* 
respanding to 790809 mamo b order Parties may negotiate mod 
of prthearlng schedule Flret interim rept re progress of 
discovery will be due 790901 

BMITHI. I W Atomic Safety and Licensing Board Panel 79/03/28 
13pp 


7909230622 Respond l to 790328 b 790402 motion* filed by FL Cities to 
Inlkimt* antitrust hearing, In response to NRC 700727 order 
Cirklfie«te of Svc end. 

DEHEV.L. Anti-Trust Division. 79/04/17 9pp. 


7909240993 Joint motion of util b FL Cities for suspension of 
dlBCOVory procidura* to permit settlement dlscusslone 
to b* pursued Certificate of eve end. . , 

JAB LON. It. A. . OUTTMANrO, Splagel b McDlarmld BQUKNIOHT.dA 
Lowen* te in, Newman. Re is, Axelrad b Toll 79/04/20, 4pp. 


7909190796 Oranti 790420 joint motion by applicant b FL Cities seeking 
delmg in dl*eovery until 790001, 

BMITH. l.w. Atomic Safety and Licensing Board Panel 79/04/23 ip 


0, tn*p«ctli)n rsport*. IE Bulletins b correspondence 


7909070392 Forward! IE Insp Rept 90-309/79-02 on 790131-0802, No 
noncamp llance noted, _ 

MimPHVro E. Region 8, Atlanta, Reactor Construction b Engineering 
Suppark Branch, 79/03/13 8pp. 


7908030164 Forward* IE Bulletin 79-09, "Failure* of OE Type AK-2 
Circuit Breaker In 8af ety-Related Sys " Licensee action 
reoulred 

Q'REILLY.d P Region 8, Atlanta, Office of the Director 
79/04/17 2pp 

7908080463 Forward* IE Bui lot in 79-06A. Revision 1. "Review of 
Operational Error* b 8y* Misalignment* Identified During TMI 
Incident " ’ ...... . 

O'REILLY. J.P Region 2. Atlanta, Office of the Director 
79/04/10 2pp 

0 Reportable occurrence*, LER* b related correspondence 


908110203 Board notification' Seabrook refueling water 
design deficiency 


on TAjrn. . I 






storage tank 


DOCKET 80-390 WATTS BAR NUCLEAR PLANT, UNIT 1 
Ar'AppUcatlon/eonstructlon itage documents^ b^ co rres pon dence 


7908100280 Notification of 790801-02 meeting w/uti 
to review statu* of plant const in order to make 
independent eetimate of fuel loading dato 
BTAHLE.C R. Light Water Reactor* Branch 4, 


I in Spring 
79/04/85 


Clty.TN 

8pp 


7908040340 Rayuost* completion date* specified In CP* be estendad to 
Jul 1980 for Unit I b Mar 1981 for Unit 8 Factor* 
contributing to dolay Includo let condonsor ambadmants b 

installation of largo cable tray ,o/nayo 7 Sbii 

OILLELAND.J E Tannassea Uallay Authority 79/04/87. 2pp 


-790907 0390 IE Inip Rapt 80-309/79-08 on 790131-0202 No noneompi lance 
nakatf. Najor area* Inspaetadi eonerata proeaduras, a pae* b 
r«car4( b concrete plaeamant b backfill operation*. 

HARRIS. J.R . BRYANT, J.C, Region 8, A* 

C«n*krucklan b Englntarlng Support Branch 79/03/13. 4pp. 


790S11022S Approval of Taftol 800 at snubber matl rayutrlng 
survatllanea interval no more stringent than that rayulrad 
for athylana propylana eyulppad snubber*. a,.. 

OILLELAND.J. E. Tannessa* Valley Authority. 79/03/04. 21pp. 


190 


DOCKCTED ITEMS 


7909390370 Rtjponi* to NRC quiltlont r# plant «ontainm*nt lump. Forwardi 
"NPSH Caltulatlons for RHR t Contalnmont Sprig Pump* 

Spiriting In Rielrtolitlon Mod*" <« “Hodil atodg of Plant RHR 

OILLEUANDiJ E T*nn****i Villig Authority. 79/08/23 ip 


--7905290393 *NPSH Cilculation* for RHR t< Contilnmint Sprig Pump* 
Spiriting In fiicirt ulition Modii " Apr 1979 
• TinniJiie ViUig Authorltg 79/04/30 lOpp 


—7908010867 ' Survt i 1 lince Inttructloni 81-4, 4. 10 liPriitrviea Imp It 
tniirvie# Imp Program ” 

SELEWrO L t ENWISrE R Tinneiil* Vallig Authority 73/10/28 
30pp 


7908300383 SubioUt tupplimantil ri«pon«l to IE Bullstiti 77-07, Ortginpl 
rtipomi lubnlttid 7S0120 Provldi* addl Info rieitvid from 
minuficturor 6 diicrlbi* plam In aria of ilactrlcal 
pinitratlom 

OIUELANDiJ E Ttnm««ei Valley Authority 79/04/27 Spp 


■7908290399 "Modil Study of RHR Sump " 

FAINjT 0 Tinnimi Vallig Authorltg UM2a-l-e9-10l 
29pp 


79/03/31 


J Inturanct l< Indimnltg information 


a. Riportabli occurrincKt LER* &■ ralatid corn* pondantt 


7908140490 Foruards firtt Interim daficlinog ript n dafactivi PhllUpi 
illf-drill concritl anchor* 

OILLEUANOt J E Tann*»*ai Valley Authorltg 79/04/te Ip 


7908070497 Confirm* lntria»id llabllitg limit to *134,000,000 fo.r 
polleltt NF-1,38, 43, 76, B3, 100, ill. 140, 146, ISl, 161, 164, 170, 

173, 174, 178, 179, ISO, 162, 185, 106, 187, 183, 189, 192, 193, 194, 198, 

197, 198,200,301,204, 206, 207,208,210,212, 314,313,6 other* 
flUATTROCHHl, J Amrlean Nuclear Iniurir* 79/03/01 ip 


— 7908140491 Firtt Intarlm diflelancy rapt, daf ictlvi Phllllpt iiM-ftlll 
concritl anchor! Dificlencg reportid bg manufacturer ITT 
Phllltpi Drill Oiv. Search Initiated to locata alt anehari 
tupplled In difectlvi lot 

* Tennaiiie Vallig Authority 79/04/10 tp 


7908070882 Confirm* increaii In liability limit to *36,000,000 for 
polleltt MF-22,26, 29, 38,39, 44,46,47, 49, SO, 81,52, 53, 54,88, 86, 

87. 58, 60, 61, 64, 66. 67, 68, 69, 70, 71, 72, 74. 76, 77, 78, 79, 80, 86, 87, 
88.90,91,92,93,94,98 6 96 

ROBERTS.OM Mutual Atomic Enargg Liability Undirwritir* 79/08/01 
IP 


7908180802 Foruard* IE In*p Ript 50-390/79-08 6 80-391/79-03 on 
790129-0223. No noneompUanea notad 

MURPHY, C E Ragi on 3, Atlanta, Riaeter Cemtruetten 6 Englnairlng 

Support Branch 79/03/22 3pp 


—7905180808 IE intp Ript 80-890/79-08 6 50-891/79-08 on 790129-0223 No 
noncompl lanci noted. Major ariai Inipicted. wilding of 
prtiiurliir tprag pipe, RHR p ip ing, containment tpray piping 
6 work on reactor intirnal* 

COCHRAN, 8 J Region 3, Chicago, Office of the Director 
HEROT.A R Region 3, Chicago, Reactor Conetructlon 6 

Englnairlng Support Branch 79/03/31 7pp 


7905140803 Forward* firtt Interim rapt re Incorrect enalyti* of piping 
ig* over total tamp range 

OILLELAND, J. E Tinneiiee Valley Authority 79/04/19 Ip 


— 7903140804 Firtt Interim rapt, Incorrect anelgil* of piping «y* oyer 
operating tamp range. Util 1* rtanalyilng etreeflng of all 
«g«i lubj to temp below ambient. 

* Tenneteee Valley Authority 79/04/19 Ip 


7903010481 Fourth interim rapt of itatue of review of potaifale 
uneomirvatlvi priseurlier relief (t lafetg line blowdoun 
analgii* Next rept to be •ubmltitidl by 790831 Awaiting 
Heftinghou«e review of noiile load* 

OILLELAND, J E Tenne««ee Valley Authority. 79/04/23 tp. 


7908010818 Forward* final rept on deficiency r« omitted heating I, 
vantlletlng ductwork hangere. 

OILLELAND, J E Tenni«»ee Valley Authority 79/04/23. Ip 


790SS10211 Forward* lE Info Notice 79-06, "Stre** Analysif of 
Safety-Related Piping " 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/03/23 2pp 


7908010113 Forward* IE Info Notice 79-08, "Interconnee tton of 
Contaminated Syi w/Svc Air 8yi Used a* Source of Breathing 
Air " 

O'RElLLYiJ P Region 2, Atlanta, Office of the Director 
79/03/28 2pp 


7908010363 Forward* IE Info Notice 79-09, "Spill of Rad loact Ively 
Contamlnatad Ri«in “ 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
79/03/30 2pp 


—7908010819 Final rept re omitted heating 6 ventilating ductwork 
hangere falling to provide tilenlc Category I Integrity 
Deiign drawing* being revl««d Required addl hanger* will be 
added 

# Tinnuiee Vallig Authority 79/04/23 Ip. 


7905040862 Forward* final deflclincy ript n dlisil ginirator rilayi 
tachomiter falluri* reported 790130 All overheated diodie 
replaced 6 tachometeri cloeily monitored. 

OILLELAND, J E. Tenniiiee Valley Authority. 79/04/30 3pp 


7903110228 Forward* flrit Interim deficiency rept r* QA program 
implementation braakdown 

OILLELAND, J E Tenneiiea Valley Authority, 79/08/04. tp. 


7903030368 Forward* IE Bulletin 79-07, "Selimle Stre** Analytl* of 
Safity-Rilated Piping " Lleen*** action raqulred 
O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/04/14 3pp 


7903040233 Forward* IE Bullatln 79-068, "Review of Operational Error* 6 
8y* Mliallgnment* Idantlfled During TMI Incident " 

T'RBILLY.J P Region 2, Atlanta, Office of the Director, 

'4/14 3pp. 

» Forward* IE Bulletin 79-00, "Event* Relevant to Bolling 
uer Reactor* Identified During TMI Incident " 
ij P Region 8, Atlanta, Office of the Director 
tp. 


79-10, "Nonconforming Pip* Support 


—7908110236 Flrit Interim deficiency rept on 790804 <JA program breakliw* 
rt itructural integrity of high denilty ipent fuel itoragt 
rack* Qbgtctlve documentary evldanca will be obtainad from 
eupplltr, 

* Tanneiiet Valley Authority, 79/08/04. 2pp 


7908160317 Forward* flr*t deficiency rept re failure of power operalil 
relief valve* to meet frequency requirement* 

OILLELAND, J E T*nn*««*i Valley Authority. 79/08/08. tp. 


—7908160331 Firtt Interim deficiency rept'power operated rilltf valve* 
(SIABBROl do not meet frequency requirement* U**tlngfi«u«* l< 
developing math model to conilder valve frequency r wli Uh will 
be Incorporated in piping analyile, 

* Tenn***** Valley Authority 79/08/08 Ip 


Office of the Director 


lure* of OE Type AK-2 
'can*** ectlon 

.ha Director 


7903020479 Forward* IE Bulletin 79-06A, Revli ion I. 
Operational Error* 6 Bye Hieallgnmente Identified 
incident 


"Review of 
During TMI 


3 pp ‘‘ ^***'’‘*' Diractor 


5'La*}"'’* “ ^ ® ** PT.e.rvlc. Bae.llne 6 Ineervlca 
OILLELAND, J, E, Tenn***** Valley Authority, 79/04/24, Ip, 


7903190217 Forward* final deficiency rept re failure of control loop 
blttable*. 

OILLELAND, J E, Tanneiiee Valley Authority. 79/03/10. ip 


7903190220 Final deficiency repfcontrel loop btltahle* 
fall In undeiirablt poiition on to** of control power Cautid 
by error in wiring of t ietabl e. Blitab le wiring corrected «o 
thit oiftAblcf will f4ll o^tn on loti o^ powftr* 

* Tennetiae Valley Authority, 79/OB/lO. Ip 


7908230361 Provldee eaeond interim rapt re deficiency in tentile anchee 
capacltie* lower than deiign el lowab lee. Teitlng of itud 
fTOgrt**, Next rept to be eubmttted by 

790806 

OILLELAND, J. e Tanneteee Volley Authority. 79/08/17 tp 


DOCKETED ITEMS 


191 


DOCKET 30-371 MATT9 BAR NUCUBAR PLANT, UNIT S 


A Apptlcatlon/eonstruction docu/nant* g< carrifpondtnci 


TVaSlOOaSO Notification of 790301-02 iMotlnj w/util in Spring CiturTN 
to ravlaw «tatu« of plant contt in ordor to maka 
tndapandant attlmata of fuel loading data, 

aTAHLEjC, R Light Water Reaetopt Branch 4 79/04/23 2pp. 


790S04034B Raquatta complatton datai ipeclfled In CPi be attended to 
Jul 19Q0 for Unit 1 & Mar 1981 for Unit 2. Faetora 
contributing to delay include ice eondeneer embedniente (< 

Inital latlon of large cable tray eupporte. 

OILLELAND, J. E, Tennateee Valley Authority 79/04/27 2pp. 


7703110223 Approval of Tefiel 200 at inobber matl requiring 
•urveillanco Interval n^more itrlngent than that required 
for ethylene propylene equipped tnubbere 

Oil LELANO, J. E. Tenneefee Valley Authority 79/03/04 21pp 


7705290390 Reepondt to NRC quettlont re plant containment tump Forwardi 
"NPSH Oalculatione for RHR b Containment Spray Pumpe 
aperetli}9 In Recirculation Mode" t- "Model Study of Plant RHR 
Bunp. ** 

OILLELAND. J E Tenneeeee Valley Authority 79/03/23. Ip 


7903030368 Forwards IE Bulletin 79-07, 'Seienlc Streei Analyilt of 
Saf ety-Releted Piping " Licensee ectlon required 
0'REtU.Y, J.P, Region 2, Atlante, Office of the Director 
79/04/14 3pp 


7903040233 Forwards IE Bulletin 79-06B, "Review of Operational Erreri i 
Sye Misalignments Identified During TMI Incident * 

O'REILLV, J P Region 2, Atlanta, Office of the Director 
79/04/14 app 


7903110363 Forwards IE Bulletin 79-09, "Events Relevant to Bolling 
Hater Power Reactors Identified During TMI Incident " 

O'REILLY, J P Region 2, Atlante, Office of tho Otrector 
79/04/14 Ip 


7903010341 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/18 Ip 


7903030172 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker In Safety-Related Bye " Licensee action 
required 

O'REILLY, 0 P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


--79OS290393 "NPSH Calculations for RHR h Containment Spray Pumps 
Operating in Recirculation Mode," Apr 1979 
e Tennessee Valley Authority 79/04/30 lOpp 


— 790S290399 "Model Study of RHR Sump " 

FAINiT.O Tennessee Velloy Authority HM2a-l-83-101 79/03/31 

29pp. 


J Insurance 4< Indemnity Information 


790S070497 Confirms Increastd liability limit to *124,000,000 for 
polXclas NP-1>23<43,76, 83, 100, 111, 140, 146, 131, 161, 164, 170, 
i73, 174, 170, 179, ISO, 102, 183, 186, tS7, 18B, 109, 192, 193, 194, 193, 
197, 190, 200,201,204,206,207,208,210,212,214,213,6 others. 
QUATTROCHMI, J. American Nuclear Insurers. 79/03/01. Ip 


79OS0703B2 Confirms increase In liability limit to *36,000,000 far 
pal Idas MF-22, 26,29,30, 39, 44, 46, 47, 49, 30, 31, 32, 33, 34, S3, 36, 

37, SB, 60, 61, 64, 66, 67, 6S, 69, 70, 71, 72, 74, 76, 77, 78, 79, SO, 06. B7, 
00,90,91,92,93,94,93 6 96, 

RDBERTB, D. M. Mutual Atomic Energy Liability Underwriters 79/03/01 

Ip 


7903020479 Forwards IE Bulletin 79-06A, Revision 1, "Rtvlew of 
Operational Errors 1 Bys Misalignments Identified During TMI 
Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/18 2pp 


790S010S64 Forwards Rsvislons 2 6 3 to Prttsrvlct Baseline 6 Inservlcc 
Inep Program 81-4 4 LO 1 

OILLELAND. J, E Tennessee Valley Authority 79/04/24 Ip 


"7903010367 ''Survetllanee Instruction, SI-4, 4. 10. l< Preservlee Insp 6 
Inservice Insp Program " 

BELEWiO L , ENNIB.E R Tennesses Vallsy Authority 7B/10/2S 
30pp 


7903300233 Submits supplsmsntal rstponse to IE Bulletin 77-07 Original 
response submitted 780120 Provides addl Info received from 
manufacturer 6 describes plens In arsa of slsctrlcal 
penetrations 

OILLELAND, J E Tsnnesses Vallsy Authority, 79/04/27 Spp 


8 Reportable occurrences, LERs 6 rslated eorret pondencs 


0 Inspection rtporls, IE Bulletins 6 eorretpondsnes 


790S180Q02 Forwards IE Insp Rept 30-390/79-08 6 30-391/79-03 on 
790129-0323, No noncompliance noted. 

MURPHY, C.E Region 2, Atlanta, Reactor Construction 6 Engineering 

Support Branch 79/03/22. 2pp, 


— 7903150803 IE Insp Rept 30-890/79-0B 6 30-891/79-03 on 790129-0223 No 
nonconpliance noted. Major areas inspected' weld Ing of 
pressurlasr spray plpsiRHR piping, containment spray piping 
it work on rsaetor internals, 

COCHRAN.D J Rsglon 3, Chicago, Office of the Director. 

HERDT, A.R. Region 3, Chicago, Reactor Conitructlon 6 
Engineering Support Branch, 79/03/21 7pp, 


7903010311 Forwards IE Info Notlea 79-06, "Stress Analysts of 
Baf sty-Relatsd Piping " 

O'RErULV. 0. P Region 2, Atlanta, Office of the Director, 
79/03/23. 2pp. 


7905020074 Ack receipt of 790402 Itr Informing NRC of steps teken to 
correct vloketlons notsd In IE Insp Rept 80-391/79-04. 

HURPHY, C. E. Region 2, Atlanta, Reactor Construction 6 Engineering 
Euppart Branch. 79/04/12 2pp. 


7903140490 Forwards first Intsrlm deficiency rept re defective Phillips 
sslf-drlll concreti anchors 

OILLELAND, J. E Tennsssss Valley Authority 79/04/iB, Ip 


— 7903140491 First interim deficiency rept defective Phillips self-drill 
concrete anchors Deficiency reported by manufacturer ITT 
Phillips Drill Div.Beerch Inttlatsd to locats all anchors 
supplied In dsfsetlvi lot 

* Tsnnssset Vallsy Authority 79/04/18 Ip 

790SI40S03 Forwards first Interim rspt re Incorrect analysis of piping 
sys over total temp renge 

OILLELAND, J E Tennessee VeUey Authority. 79/04/19 Ip 

— 7903140804 First Interim rept Incorrect analysis of piping sys ovtr 
operating temp range Util Is reenelyilng stressing of all 
sys/subj to tamp below ambient 
s Tennessee Valley Authority 79/04/19 tp. 


79030104B1 Fourth Interim rept 
unconsarvetlve pressuriier re 
analysts Nest rept to be subn 
Hestinghouse review of nozil 
OILLELAND, J. E Tennessee Va 


— 7903020097 Forwards IE Insp Rspt 30-391/79-04 on 790130-0202 6 notice 

of violation .. . 

HURPHYiC.E Raglon 2, Atlanta, Raactor Construction fc 

Englnaarlng Support Branch. 79/03/09 2pp 


— 7903020102 Notice of violation from Inep on 790130-0202 

* Raglon 2, Atlanta, Offlet of tha Diractor. 79/03/08. Ip. 


7903010818 Forwards final ropl 
vantllating ductwork hangari 
OILLELAND, 0 E. Ttnnsssee Vl 


—7908010319 Final rspt ro omi 
hangers falling to provid, 
Dastgn drawings btlng revi 
added 

a Tennessee Valley Authoi 


"•7905020117 IE Imp Rept 80-391/79-04 on 790130-0202 Neneomp lienee 

notadifallure to follow reactor veoeel Intarnals i p 

ANO, M.P. Raglon 2, Atlanta, Offlet of tha Diractor BRYANT, J.C 
Raglon 2, Atlanta, Raactor Conetruetlon 6 Engineering Support 
Branch. 79/03/08. 4pp. 


7905040362 Forwards final dafi 
tachometer fellurss reports! 
replaced 6 tachometers ctosi 
OILLELAND, J. E. Tennissse V, 



DOCKETED ITEMS 


7909110220 Forw*pdi #lrit Inttrlm d*flel»neg 
laptf«>nt«tlDn trtatdsun 
OILLELAND.J E Tcnntlitt Vallaij Awthori»v 


rapt ra OA progran 
79/09/04 Ip 


— 7909110234 FIr«t tnlarlm dallcltncy rapt on 790904 OA projpam braakdoun 
pa ptructupal intagpit^ of high danaltg ipant ftial atopaga 
pacta Objactlva docuaantapg avldtnca will ba obtained from 
fUpplliP 

* Tannaaiaa Vallag Authorltg 79/09/04 2pp 


0 Adjudieatorv corratpondenee 


7909290983 Oiamiaiaa intervanor B Burtay'a Contantloni A4 8i ATigrtAl* 
hlfiC 701003 motion for tummarg deapoaltlon 

LINENBEROER« 0 Ai HOOPER. F F t SMITH. I. M Atomic Qafatg «ntf Lictn.ti.r) 
Board Panel 79/04/09 I4pp 


J Iniuranca b Indamnltg Information 


7909140317 Foruarda ftrat daflclaneg rapt ra failure of power operated 
relief valvaa to meat frtquancg raqulraaanta 
OILLELAND. JE Tennaaaaa Val lag Author I tg 79/09/08 Ip 


— 7909160331 Firit interim dafleieneg rapt power operated relief valyai 
(31A88R0) do not meet fpaquancg regulramanta Meatlnghouae la 
developing math model to eonaldar valve frequencg. wh Ich wilt 
ba Incorporated in piping anatgala 
• Tennaaaaa Valleg Authorltg 79/09/00 Ip 


7909190217 Forwapdi final dafleieneg rapt ra failure of control loop 
blstablei 

OILLEUAHD, J E Tanneiaae Valleg Authorltg 79/05/10 Ip 


--7909190220 Final dafleieneg rapt control loop blitablea 

fall In undealrabla poaltlon on loaa of control power, Caua ed 
bg error in wiring of biatabla Biatable wiring corrapted ao 
that blatables will fall open on loia of power 
a Tanneiaae Valleg Authorltg 79/09/10 Ip 


7909160193 Forward! Amend 1 to Indemnltg Agreamont B-06. pen 10CFR140 
changasi ra llabilitg inauranca increait from 4140 million 
to 4160 ml 1 1 Ion. off ectl va 790501 Supporting documentation 
and 

BALTZMAN, J Antitruat i< Indemnltg Group. 79/09/01. 9pp 


M Antitruat eorreapondenca 


7909030214 Motion bg 8C Electric (i Oea to atrlka Cantrel Clactrle 6 Oai 
790322 brief or. In alternetl ve. f or leave to file replg, 

Certificate of Sve end, 

CONNER. T 8,. RADER. R M Conner, Moore it Corber, 79/03 / 23 Bp> 


7909030268 Oppoaltlon to 790323 SC Electric it Oat motion to ttrltP 
Radueata right to anauer at due proceit of law or ai tnattar 
of right from 8C movt for aummarg d la poaltlon In two 790327 
pleadlnga Cartlflcate of 8vc enei 

BRAND. U E , HAUL. E E Cantral Elactrlc Power Cooperetiv*. Inc 
79/03/27 Bpp 


7949230381 Provide! aecond Inttrlm rapt re dafleieneg In tenelle enehor 
capadtlea lower then daaign alloweblea Teatlng of stud 
anchor! etlll In progreaa Neit rapt to be aubmltted bg 
790806 

OILLELAND. JE Tenoeaaae Valleg Authorltg 79/09/17 Ip. 


7909140137 Raaponaa of BC Electric bt Oat Co in oppoaltlon ta Cinteil 
Electric Power Cooparetlve. tne roplg brief. (Jrgea denial 
of tattar'a raquaet for further antitruat review 
Certificate of Sve t. eupportlng documentation end 
CONNER. T. B . RADER. R H Conner. Moore it Corber 79/04/19 39pp 


DOCKET 90-394 CALIFORNIA STATE POLYTECH COLLEGE RES REACTOR 
J Iniurence t. Indamnltg information 


7909190216 Reaponde to replg brief of Central Elactrlc Power 
Cooparetive NRC ahould dang petit Ion. Certif icate of 8vc 
end 

CHANANIA.F 0 Antl-Truat Division, 79/04/24 7pp 


7949160222 Forward! Amend 7 to Indamnltg Agraamint E-59rper 10CFR140 
changaa.ra llabilitg inaurance incraaaa from 4140 million to 
4160 ml 1 lion, affective 790901 Supporting documentation end 
SALTZMAN. V Antitruat t. Indamnltg Group 79/05/01. Spp 


7903230743 Forward! eorracted pagt to NRC 790319 retponea to aninded 
petition of Central Electric Power Cooperative 
CHANANIA.F, D Antl-Truat Division 79/04/24. 2pp 


7909190498 Forward! Amend 7 to Indamnltg Agreement E-5S. 

PATTER90N.K P Cellfornle Polgtech State Univ 79/05/00 2pp 

DOCKET 90-395 VIROIL C SUMMER NUCLEAR STATION. UNIT 1 


0 Inapaction rtporta. IE Dullatlne t. eorreapondenca 


7909010466 Forward! IE I nap Rapt 90-399/79-07 on 790227-0301 Me 
noncomplienee noted. 

LEWIS. R C Region 2. Atlantar Reactor Operations Nuclear Suetarl 
Branch 79/03/16, 2pp 


A App 1 Icetien/eenatruc t ion stage documents i eorreapondenca 


7949020414 Feruerda NURE(}-093i, “Inveatigetlon (. Evaluation of Strata 
Corrosion Cracking in Piping of Lldl Plants'' it notice of 
laauance t. evailebllitg W/o end 

VA98ALL0. D 8 Aaaiitant Director fop Light Hater Raacton. 
79/03/23 Spp 


7943240340 Bummarg of 790327 meeting w/utll. Ollbert Attocletaf. Inc (t 
Heatlnghouae in Betheade.MD re ateond round regueate for 
info on Section 7 0 of F0AR 

TIBBITTBiD L Light Hater Reectora Branch 2 79/04/27. 7pp. 


7905300692 Forwards Technical Rapt 79-8, "Oct-Dee 1978 Seismic ttg Near 
Plant." h Ttehlcal Rapt 79-1. "aeiamic Aetivltg Near Plant 
for Uen-Kar 1979 " 

CREH8. E, H South Caroline Electric & Oea Co. 79/09/29 Ip. 


■7909300696 Technical rapt 79-0. "Oct-Dee 1970 Belanleltg Near Plant," 
• South Carolina Electric be Oea Co 79/09/01 66pp 


—7903010467 IE Inap Rapt 90-399/79-07 on 790227-0301 No nonconp Ilf nep 
noted Major artaa Inspected! mgt Interview, preoperatlonal 
teat procedure review 6 plant tour, 

DONAT. T, J . MARTIN. R 0, Region St Atlanta. Reactor Oparatloni 
Nuclear Support Branch 79/03/16, 2pp 


7909010205 Forward! IE Info Notict 79-06. "Streii Analuelt of 
Bafatg-Ralated Piping " 

R49ton 2, Atlanta, Office of the Direetor 

79/03/23 2pp 


/Tuoujoji/ Forward! lE info Notice 79-07. 
O'REtLLY.J P 
79/03/26 Ip 


„ •• — nupaure or naowafc* rente. 

Region 2. Atlanta. Office of the Director 


rTuo^eueoe Forwards IE I nap Rapt 90-399/79-00 on 790312-15 No 
noncomplienee noted 

I. ^*'*'’**' Reactor Conetruetlon & en|lR4irlnf 

Support Branch. 79/04/02. 2pp. 


—7909300700 Technical rept 79-1. "Selamlc Aetivltg Near Plant, Jen-Mar 
1979. “ , 

TALHANt.P. South Caroline. Unlv. of 79/09/01 26pp. 

F Sicuritg, medteat, tmtrgencg h fire protection plane 


I r j /V-WB on 790312-19 NO nOUCOApJil 

feaa Inepected' llcenee# action on pravlouf Intp 
findings, IE buUetlna bi circular*, const actlvitlei bt 
Implementation of loCFREi 

- Region 8. Atlantal Office of the Dlractop. 
WRDT. A, R, Region 2, Atlanta. Raactor Conetruetlon ^ 
Engineering Support Branch, 79/03/30 9pp 


7949230686 Notification of 790430.0901-03 meeting w/util. 
Ollbert/Cemmenwoatth Compentea bi Oage-Bebcock In Fairfield 
Cauntg.SC to vtelt meteroieg leal monitoring tnatel latlena t< 
review fire protection program 

TIBBITTSi 0 L Light Hater Reactore Branch 2, 79/04/11, 3 pp. 


0^ IE Intp Rept 90-399/79-06 on 790218-14 Ht 

proprtetg info 

J0HN80N,M.C. South Carolina Electric ti Oae Co. 79/04/11 Ip. 

I 5^ IW-398/79-06 on 790218-14, Ko 

noncompllanet noted, 

« R*9leh 8. Atlanta. Reactor Conetruetlon t. 

Engineering Support Branch 79/03/22 2pp. 


DOCKETED ITEMS 


1S3 


— 790S090424 IE Imp Rtpt S0-39S/79-0i ott 790212-14 No nontompl loneo 
not*d Major araat ln«pectod Clat* A it B itoragai contalnmant 
pT«ttr**»ln9 QA/flC controlsi nual I recordi fc eomt ftatuf 
tEMAHANiO J. R«i)lon 2, Atlanta, Office of the Director 

anYANTrJ C Region S, Atlanta, Reactor Conetroction t« 

Engineering Support Branch. 79/03/sa App 


7909230^09 Reepondt to IE Bulletin 79-04 "Incorrect Welghti for Swing 
Check Valve* Mfg bg Velan Engineering Corp " No 3,4 or 
A-lnch valve* are ln*talled or scheduled to be Installed 
CREUS, E H South Carolina Electric l< Oas Co 79/04/11 Ip 


7«!O30a0l9B Forwards IE Bulletin 79-07, "Belsmte Stress Analgsl* of 
Saf etg-Related Piping " Licensee action reijulrad 
0’''RElLUYiJ P Region 2, Atlanta, Office of the Director 
79/04/14 IP 


DOCKET 90-397 UPP89 NUCLEAR PROJECT. UNIT 2 


A Appl Icatton/constructlon stage document* t, correipondenc* 


7909070319 "Air Product* t Chemical*, Ine Po*t UOun Reeomblner T**t 
Summarg " 

* Ma*htngton Public Power Supplg 8g*t(m APCI-78-a 78/07/31 
17gpp 


7905040316 Summarg of 790321 meeting of Mark II owner* group In San 
Jo*e,CA re intermediate plant program talk* 

AN0ER80N, C J Containment Sgitam* Branch 79/04/13 ISOpp 


7909190607 Notification of 790419 meeting u/utll In Bethetde>MO to 
dlicu** Chapter 7 of FSAR 

LVNCH,H 0 Light Mater fleactore Branch 4 79/04/13 2pp 


7909040229 Forward* IE Bulletin 79-06B, "Review of Operational Error* 6 
8gt Mteal Ignment* Identified During TMI Incident " 

Q'nCILLYtJ P Region 2, Atlanta, Office of the Director 
79/04/14 2pp, 


7903040424 Forward* IE Bulletin 79-08, "Event* Relevant to Boiling 
Hater Power Reactor* Identified During TMI Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 ip 


7909010374 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Strutt " 

O'nEtLLYiJ P Region 2, Atlanta, Office of the Director 
79/04/16 ip 


7903030169 Forwards IE Bui la tin 79-09, "Failures of GE Tgpe AK-2 
Circuit Breaker in Safatg-Related 8gs " Licensee action 
reaiulred 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 

7905020470 Forwards IE Bulletin 79-06A, Ravi s Ion 1, "Review of 
aparatlonal Errors li 8gs Misalignments Identified During TMI 
Incident " ^ ^ 

□ 'REIUtV, J. P. Region 2, Atlanta, Office of the Director 
79/04/lB, 2pp 


7903020479 Forwards IE Bulletin 79-06A, Ravis Ion 1, "Review of 
Operational Error* I, 8g* Ml »al ignment* Identified During TMI 
Incident. " ^ 

O'REILLY, 0 P. Region 2, Atlanta, Office of the Director, 
79/04/ 1 a. 2pp 


7903290109 Ack receipt of IE tn*p Rapt 90-399/79-09 on 790320-23 No 
proprietarg info, 

ijaMNSONiM C South Carol Ina, Elec tr le 6 Oa* Co 79/04/23 Ip 


7909010486 Rept* on geological *tudte*' *tatu* Generic rapt eipected In 
Fall 1979 Regueet* meeting to dl*eu** plan* for yubmlttlng 
rapt* of *tudie«,a* wall e* mecheni*m for identlf Icatien l< 
review of «tudie* In Hanford area 

RENBEROERp D L Washington Public Pcwar Supplg Sg*t#m 79/04/27 

2pp 


7909240411 Forward* NRC position* on WPPSS-QA-004, "Dperational OA 
Program Description " Response to positions should be 
submitted bg 790601 e* amend to original rept 
HAASSiW P Qualitg Assurance Branch 79/09/01 2pp 


7905110232 Forward* util response* to round one, set four gueitions from 
Accident Analgsl* Branch lEmergencg Planning) re OL 
application 

RENBER0ER,D L Washington Public Power Supplg 8g»t*m 79/05/07 

2pp 


— 7905110237 Responst* bg util to round ona, »#t four r^uestton* from 
Accident Analgsl* Branch lEmergencg Planning) re OL 
appl icatton 

# Washington Public Power Supplg 8g*tem 79/09/04 53pp 


7909190117 Proposes course of action to facllltato round two review 
autllne* most efficient utlliiatlon of manpower 
Si resources at NRC, util t, contractors Reguests NRC to 
provide generic concern* for * Imi larlg-deslgntd plent* 

RENBER0ER,D L Washington Public Power Supplg Sgstem 79/05/tl 
4pp 


7909290937 Forwards util response* to round one, set three guestton* 
from Auslliarg Sg* Branch Response* will he incorporated 
into FSAR. _ ^ 

RENBEROERi 0 L Washington Public Power Supplg Sgstem 79/05/16 
83pp 


— 79O9290II2 Forward* IE tnsp Rept 90-399/79-09 on 790320-23 No 
isoncomp 1 lance noted. . l 

MWRPMVrC E. Region 2, Atlanta, Office of the Director 
79/04/05. 2pp 


— 7909290117 IE Insp Rept 90-399/79-09 on 790320-23 No noncompliance 
noted, Major area* Inipeefcod' instrumentation of OA 
prottdoTei,work activltlee, gualltg records, electrical 
cable* It termination! work. 

OIBBONSiT D. > BRYANT, J C. Region 2, Atlanta, Office of the 
Director 79/04/04 9pp 


S, Reportable occurrences, LER* S, related correspondence 


7909100107 Inform* that Injection pump* have been removed from engines, 
retupned to fictorg, Inspected per newlg establiineo 
crltarla returned to site It reinstalled engines. All 
Injection pumps in good condition 
MQRIARTYiJ M, Colt Industries, Ine 


79/03/23. Ip 


7909010483 Interim rtpt updating statu* 
MantlfLed item* re full penetration 
In electrical support member*. 
JOHNSON, M C South Carolina Electric 


of previouslg 
butt weld splices 

It Oa* Co, 79/04/23 


3pp 


docket 90-396 UNIV. OF VIROINIA CAVALIER 

Ipiepeetlon reports, IE Bulletin* b c°rr»spondence 

7908070148 Forward* IE Bulletins 79-09, 79-09A »i 79-06 re nuelaar 

□"reILLVi Rsglon 2, Atlanta. Offlc# of the Dlrsetor, 

79/04/13. ip 


F Seeuritg, medical, emergeoeg b fire protection plans 

7909230799 Forward* reguest for add! Info re phgsieal sseuritg plan to 
eomplet* review of application for OL End withheld (ref 
tOCPAS 790) 

VARGA.S A Light Water Reactor* Branch 4 79/04/05 2pp 

7909080969 Forward* prellmlitarg fir* protection guestlon* prior to fit* 
BARNES, R D Oage-Babcoek Associate*, Inc 79/09/02 20pp 

7909040601 Forward* lafeguard* contingency plan Plan withheld 

ReSSeS U^’washlngton Public Power Supplg Sg.t.m 79/09/03 
2pp. 


H General eerrespondene* 




0 Inspection reports, 

7909010294 Forward* IE Info Notice 79-06. "Btrei. Analgii* of 

*• 

Ip. 


9070493 Forward* "Preservlee In«p Program PI«n‘Vol* 1 V 
ENBEROER.D.L, Washington Public Powtr Supplg Sgstem 


2. “ 

79/03/ae 


>5070436 "Pr***rvle* In*p P^**^*"! 


1 li 2 " 

79/0 1 /oa. 


1200pp. 


194 


DOCKETED ITEMS 


T^OSOIOOIS ForwaT(f9 tE Sullttin 79-06Ai "Revltw 0 / Op«r4tion*l Errori tt 
Bu* During TMI Itt< Idtnt " 

ENOELKEN. R H Region S( San Franti*cor OfAtce of th* Director 
79/04/’U ip 


7705040516 Foruardt IE Bulletin 7‘7-0&B. "Review of Operational Erron u 
&({< Mlial 1 gnmsfit • Identified During TMl Incident " 

ENOELKENjR H Region 5» San Frencltcoi Office of the Director 
79/04/14 Ip 


79050406S5 Foruarde IE Bulletin 79-OB. "Eveni* Relevant to Bolling 
Water Fouer Reactori Identified During THI Incident " 

EMOELRENi R. H Region Si Sen Franclecoi Office of the Director 
79/04/14 ip 


79050701 to Foruarde IE Bolletln 79-07, “selefflic Btreee Analgeli of 
Safetv-Relatad Piping ” Licensee action retuired 
ENOELKENi R H Region St Ban Fraud eco* Office of the Director 
79/04/14 Ip 


79DS030305 Foruarde IE Bulletin 79-09i "FalJuree of OE Tgpe AK-2 
Circuit Breaker In Sefatg-Related Bye " Llceneee action 
requ tred 

ENOELKEMtR H Region 5# Ban Franclicoi Office of the Director 
79/04/17 tp 


7905080378 Foruarde IE Bulletin 79-09Bi "Muclear Incident at 
TMI-Buppl " 

EKOELKENtR H Region 5i Ban Franclecoi Office of the Director 
79/04/Zl. Ip 


7905190076 Reaponde to NRC 790417 Itr re vlolatloni noted In IE Inep an 
790827-20.0501-08 ii 14-16 Corrective act I one- procoee 
instrunant pipe & other part* of reactor veesel notile uere 
taped 

RENBEfiOERi D L Hashing ton Public Pouer Supply Byitam 79/05/10, 

6pp 

S Reportable occurrencei. LERt It related correepondenc e 


79051S0069 Foruarde PNa-79-67L 

EMOELKENiR H Region 5. Ben Franclico, Office of the Director 
79/04/06 ip 


7905150173 Foruerde PNQ-79-67R 

ENOELKEN.R H Region 5. San Franclicoi Office of the Director. 
79/04/11 Ip 


790504 01 34 Foruerde PNO-79-678 

ENOELKEN. R H Region 5i San Francisco, Office of the Director. 
79/04/12 Ip 


orwarde PM0-79-67T. 

H Region 5, San Franclecof Office of the Director, 

ip 


1-79-67U. 

on 5, San Franclecoi Office of the Director. 


* of the Director. 


It Director 


rector. 


' deficiency 
T 


704/23, 


rector 


rector 


790S09012I Forward* PNO-79-67AH 

ENOLEKENiR H Region S< Ben Francisco, Office of the Directer 
79/04/27. Ip 


7908070034 Forwerd* PNO-79-67A1, AJ «* AK per NRC 790401 Itr transaUtlnj 
IE Bulletin 79-OS 

ENDELKENiR H Region 3, Ban Francisco, Office of the Directer 
79/04/30 Ip 


79OS090069 Foruarde rapt on deficient basic Inflow valves uiid In 
standby gas treatment sys, 

RENBEROERiD L Washington Public Power Supply Gystom 79/04/00 
Ip 


— 790S090073 Deficiency rep t ' pos * Ib I e failure of basic Inflow butlirfll 
valves u/llfflltoriiue motor 6 manual operators Valve may 
become inoperable due to vibration All 19 valves are being 
repaired per manufacturer's recommendation 
* Washington Public Power Supply System 79/04/30 Ip 


790S07001B Forwards PNO-79-67AL per NRC 790401 Itr trenimltting IE 
Bulletin 79-OS 

ENOELKEN, R H Region 8, Sen Francisco, Office of the Director 
79/05/01 Ip 


7905310037 Forwards PN0-79-67AM 

ENOELKEN.R H Region 5, Ban Francisco, Office af the Directer 
79/05/07. ip. 


DOCKET 30-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT i 


A Appl tcatlon/cdnstructlon stage documents & correspond enct 


790S2404S9 Notlficatlori of 790500 meeting u/utll In Bethttda>HD to 
discuss preparation of environ rept. 

BAUWAi B 5. Environmental Projects Branch 2 79/04/27, Ip 


790SDB04S3 Forwards overslied maps photo attachments to utll 7a]|>9 
rept on main dam core trench features M/o drawings 
FLOYD, S 0 Carolina Power 4i Light Co 79/05/08 Spp 


7905090348 Informs of design change notices re moisture contsnt »f 
backfill against Category I structures 4, of central core 
matl for main 4i auxiliary dam (, esparatlng dike Reiolutlon 
of problem will be documented In F8AR 

HCDUFFIE, H A Carolina Powar 6 Light Co 79/03/09 8pf 


7905290380 Rasponds to Region 11 790S04 request for criteria uicd te 
approve previously placed backfill. 

MCDUFFIE, t1 A Carolina Powar &> Light Co 79/03/18 7pp. 


0 Adjudicatory correspondence 


7905250368 Response to Interyenors Conservation Council of NC I, Ueta 
Environ, Inc 790226 motion to remand to ASLB for further 
hearings ti/or petition to reopen record Certificate of 8vc 
end 

BARTH, C. A. Branch 3 79/03/16. 6pp. 


7905300690 Responds to 790313 request of Kudtu Alliance 6 W Eddleaie ri 
790213 ALAB-326 affirming 790110 order denying series of 
petitions filed by Interveners Bupportlng documentation L 
Certificate of Svc encl, 

TR0W8R IDOE, 0 F, Bhau, Pittman, Potts, 4. Trowbridge. 79/03/21. 
lipp 


7905230829 NRC motion to accept exhibits Into evidence re mgt 
capability of applicant to const 4i operate proposed 
facility Certificate of Svc encl. 

BARTH. C. A Branch 3 79/03/30. 4pp 


7905010115 Forward* request for Board notification re nonsifety'tffd* 
equipment to mitigate transient* 

8CINT0.JF Hearing* Division. 79/04/02 31pp 


—7905010156 Board not If tcatien* staff assessment re noneaf ety-grafi 
equipment to mltlgatm transients. 

VASSALLQ, D. B. Assistant Director for Light Hater Reactori 
79/03/29, 2pp. 


—7905010198 Board notification' ricent lesue on nonsaf aty-gradi 
equipment to mitigate transtente, Here info li required. 

TCDE8C0, R L. A«f latent Director for Reactor Safsty, 79/03/16 
3pp, 


790S08D232 Applicant ha* no objection to NRC 790330 motion to iccipt 
into evidence Exhibits 12, 13, 14, 15, 19 4, 20 from recant 
preceedlng Si Certificate of 0ve end, 

TR0HBRID0E,0. F, Bhaw, Pittman, Potts, I, Troubrldge. 79/04/04. 3fp 


rector, 


DOCKETED ITEMS 
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ywsasoo^S Forward* 790H9 Pr^st Ralddts 79-19 re i<«uanc« of NBC 
policy stalancnt on Roactor Bafoty Sludyi it* ravlau by Laoil* 
panal (< HAGH-i400 usa «urvay 
BARTH* C A. Branch 3 79/04/04 Ip. 

7909070216 InForni* ASLB of ravtau of natl sacurlty info ra «abotaga ol 
(pant nuclaar fuel rarwards transmittal fflama NRC assasiraant 
of tiynlflcanca of Info to bo forwarded when available 
iARTH. C A Branch 3 79/04/09 2pp 


7909S20443 Forward* draft niaino discussing aspect* of accumulator 
dallvtry Idantifiad in NRC studies of ECC8 par f ormance 
charactar 1 sties NRC does not consider issue relevant to 
procaedlny 

BARTH, C A Branch 3 79/04/09 9pp 


7909240703 Forwards memo re behavior of iodine during postulated steam 
oenarator tub* rupture accidants 
BARTH, C A Branch 3 79/04/09 Ip 


7909040163 Forward* IE Bulletin 79-06Bi “Rtvltw of Operational Errors la 
8yt Misalignments Identified During THl Incident * 

D'REILLV<J P Region 3, Atlanta, Office of the Director 
79/04/14 2pp 


7909040281 Forwards IE Bulletin 79-07, “Batsalc Stress Analgusl* of 
8af ety-Related Piping “ License* action required 
0'REILLY,J P Region 2, Atlanta, Office of the Director 
79/04/14 ip 


7909040329 Forward* IE Bulletin 79~08, "Events Relevant to Boiling 
Hater Power Reactors Identified During THt Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip 


7909010324 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts " 

O'REILLY, J P. Region 2, Atlanta. Office of the Director 
79/04/lB 2pp 


7909030192 Fnrwards NRC 781211 survey re use of UASH-1400 In licensing 
process 

BARTH. C A Branch 3. 79/04/10 90pp 

7909110418 Baspons* to ALAB~909 ra radon amissions la d* niinlnus thaory 
from Parklna racord Carttflcata of Sve and 
BCINTQ, J. F Haarlng* Division 79/04/11 49pp. 


7909140919 (lospons# to 790404 brief of Philadelphia Electric Co.PSEIaO la 
Atlantic City (NJ) Electric Co re de mlnianu* theory 
Certificate of Bve end. 

KEPFOROaC.R Clttien* for Safa Environment 79/04/11 9pp. 


7909190962 Forward* 790330 motion All renuested ashihlt* mentioned 
in motion war* submitted during Raleigh, NC hear Ing, uh Lch 
respondent attended U/o end 
REt8. E J Branch 3 79/04/13 Ip 


7909140221 Forward* applicant's transcript corrections & applicant's 
proposed finding* of fact la conclusion* of law In the form 
of supplemental initial decision Certificate of 8vc end 
maMnniDOEa 0 F Shaua Plttmam Pottsi 6 Trowbridge 79/04/17 3pp 


"7909140209 Lists correction* to be mad* In transcripts of evidentiary 
hearing conducted on 790227-0302 k 790306-08 In RaleighiNC 
O'NEILL* O H Shawi Plttmena Pottsa l< Trowbridge 79/04/17, 3pp 


7909010324 Forwards IE Info Notice 79-lOa "Nonconforming Pip* Support 
Strut* '* 

O'REILLY, J P Region 2, Attants, Qffico of the Dlnctor 
79/04/16 app 

7909030141 Forward* IE Bulletin 79-09, "Failures of CE Type AK-2 
Circuit Breaker In Safety-Related Sys " Licensee action 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


7909080329 Ack receipt of 790406 Itr Informing NRC of step* taken to 
correc-t— vLalatlons noted ln_IE Insp Re pts 90-400/79-02. 

90-401/79-02. 30-402/79-01 k 90-403/79-01“ 

MORPHV, C E Region 2, Atlanta, Reactor Construction k Engineering 

Support Branch 79/04/17 Ip 


— 7909080330 Respond* to NRC 790227 Itr rs violation* noted in IE Insp 
Ripts 90-400/79-02,90-401/79-02.90-402/79-01 6 90-403/79-01 
Corrective actions appropriate personnel Instructed In 
docuiaant close-out procedure* 

HOWE. P W Cerollna Power k Light Co 79/04/06 3pp 


7909020373 Forwerd* IE Bulletin 79-06A. Revision 1. “Review of 
Operational Error* k Sys Misalignment* Identified During TMI 
Incident " 

O'HEILLV.J P. Region 2. Atlanta. Office of the Director 
79/04/18 2pp 


— 7909140261 Proposed findings of fact k conclusion of law In form of 
*wppl*mon,tal Initial decision (CP). List of exhibit* end 
THOWBRIDOE.O. F. , O'NEILL.JH Shew, Pittman, Potts, 6 Troubrldg* 
79/04/17. 94pp 


79O929009B Cite* evident error in propoeed findings of fact of Caroll 
Power I* Light Co counsel; no statement allowed by Kudiu 
Alliance or other parties Request* more participation be 
I lowtd 

CDOLEMAM, H. Kudiu Alliance 79/04/21. Ip 


79092900tS Ack receipt of IE Insp Rspt* 90-400/79-06,90-401/79-06, 
90-402/79-05 6 90-403/79-05 on 790402-05 No proprlstary 

HOME, P. W Carolina Power & Light Co 79/04/26 2pp 


--7909230017 Forward* IE Insp Repts 90-400/79-06, 50-401 /79-06, 
30-402/79-05 li 50-403/79-05 on 790402-03 No noncomp 1 lance 
notsd 

MORPHY-C E Region 2, Atlanta, Reactor Construction k 

Englnesring Support Branch 79/04/19, 2pp 


7903140332 Notifies of consol Idatlon of five lotervanor group* re radon 
emission* issue. Pert!** have until 790929 In which to file 
for eummaTy disposition , „ , 

DUFLOi H E Atomic Safety and Licensing Appeal Panel 

tapp. 


79/04/29. 


7903240821 Comment* on ASLB finding* re util operating record Suggests 
Bomrd condition facility OL* in light of util operating 
srobltm*. a*m,., « 

EODLCHANtM. Affiliation Unknown* 79/04/37. 2pp. 


7908230163 Summary of 790302 Affirmation Bass Ion 79-10 in Mash Ington, DC 
rm 8ECY-A-79-20 motion to rsopen hearings in Shearon Harris 
trocaeding l< SECY-79-16A, Kranlsh FOIA Appaal 7S-A-20. 

:HILK< B. U. Office of the Becretary of the Commission. 79/03/04 


P« 

CHILK, I 
Ip. 


— 7903230020 IE Insp Repts 30-400/79-06,30-401/79-06,30-402/79-03 6 
30-403/79-03 on 790402-05 No noncomp 1 lance noted M. 

Areas inspected project status, conet contract rev' 
license* action on previous insp finding* 

BRADLEY, R D Rsglon 2, Atlanta, Office . 

HERDT, A R. Region 2, Atlanta, Reactor ( 

Engineering Support Branch 79/04/19 3p| 


R Periodic operating report* k related correspon* 


3070473 Forward* “Seismic Monitoring Program, FI 
70930-790331. 


— 7903070400 "Stlsmic Monitoring Program, First Da< 
e Carolina Power k Light Co. 79/04/30. 8pp. 


7903230362 Inform, parties of 

tmst for viscosity. Objections to ASLB '*“**. 

flled within ten day*. Supporting documantatton k Certlflc 

Atomic Safety and Licensing Board Panel 79/03/10. 3pp. 

7903010166 Forward. IE Info Notice 79-06, ■'Stress Analysl* 

O^REILLYrirP*"* **^5*9 ion 2, Atlanta, Off lea of the Director 
79/03/23 2PP. 


0 'REILLY, J. P. Region 2> Atlanta, Office or 
79/03/26. Bpp. 


B. Reportable occurrences, LER* It reletsd corraspi 


903140419 Inform* that during 781027 sit* audit ■ 
inspector* notified of potential raportabl* itei 
containment water proofing membrane leakage Rep 
not ye* determined. Finel decision by 7S120i. 
ruTAUnr. M J. Carolina Power k Light Co. 7B/tl 


7903110203 Board notification Beabrook rofuollng ' 

dasign doflclancy 

SC INTO, ti. Hearing* Division 79/03/29 30pp 
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DOCKETED ITEMS 


DOCKET 90-40t 5HEARON HAflBIS KUCUEAR POWER PLANT. UNIT S 
A Appl lc«t 1 on/coni true t ion itagP doeunrntt U correspondence 


7903240499 Notification of 790309 meetinj ui/otil in flethesda.NO to 
discuss preparation of environ rept 

BAJWAiS a Environmental Projects Sranch S 79/04/87 ip 


7909060453 Foruards overs i ted naps tt photo attachments to util 761129 
rept on main dam core trench features. W/o drawings 
FLOVO.e 0 Carolina Pooler t< Light Co 79/03/08 5pp 


7903090348 Informs of design change notices re moisture content of 
bactfill against Categorg 1 structures U of central core 
matl for main (> auilliarg dam separating dile Resolution 
of protlen tulll be documented in P6AR 

HCDUfpIE.H A Carolina Pouier h Light Cd 79/05/0? 2pp 


7905290390 Responds to Region II 790S04 reRuest for criteria Used ta 
approve prevlousig placed bactfill 

MCDUPFIE, H A Carolina Pouer «< Light Co 79/05/lB 7pp 


0 Adjudlcaterg correspondence 


7905830368 Response to intervenors Conservation Council of NC & Wake 
Environ. Inc 790226 motion to remand to aSLO for further 
hearings h/or petition to reopen record Certificate of five 
enc I 

BARTH, C A Branch 3 79/03/16 6pp 


7903140519 Reeponse to 790404 brief of Philadelphia Electric Co.pSEio t 
Atlantic Citg (NU> Electric Co re de minimus theorg 
Certificate of Sve end 

KEPFOROiC R Cltiians for Safe Environment 79/04/11 8pp, 


7909150562 Forvards 790330 motion All reguosted eshibtts mentioned 
in motion uer® submitted during Ratelgh.NC hearing, uih Ich 
respondent attended U/a end 
REIS,e J Branch 3 79/04/13 Ip 


7909140221 Forwards applicant's transcript corrections t< applicant's 
proposed findings of fact «< eonelusiohs of lew in the form 
sf supplemental Initial decision Certificate of Sve end 
fROHflRIDCe, 0 F ehau, Pittman, Potts, & Trowbridge 79/04/17 3^p 


”7905140295 Lists corrections to be made In transcripts of evldinttard 
hsarlng conducted on 790227-0302 «, 790306-08 In Ral6lgfi,NC 
O'NEILL, J H 8habi, Pittman, Potts, «< Trowbridge 79/04/17 3pp 


•7903140261 Proposed findings of fact t, conclusion of law tn fora of 
supplemental initial decision iCP) List of eshlblts end 
TROMBRIDOE, 0 F , O'NEILL, J H fihaw, Pittman, Potts. 4 Trowtrldsi 
79/04/17 94pp ' 


790S14'0332 Notifies of consolidation of five Intervener groups rt ridgr, 
•missions issue Parties have until 790923 In which to file 
for lommar g disposition 

DUPLO.HE Atomic Safetg and Licensing Appeal Panel 79/04/29 

lapp 


7909300698 Responds to 793313 request of Rudiu Allianc# 4 W Eddlema^ re 
790213 ALAB-526 affirming 790110 order denying series of 
petitions filed by Intervenors Supporting documentabi on I, 

Certificate of Sve end 

TRCIWBRIDCErO F Shew. Pittman, Potts, 4 Trowirldge 79/03/21. 
llpp 


7908230829 NRC motion to accept ethlblts into evidence re mgt 
capability of applicant to const 4 operate proposed 
facility Certificate of five end 
BARTH, C A Branch 3 79/03/30 4pp 

7909010119 Forwards request for Board notification re nonsafetu-grads 
equipment to mitigate transients 
8CINT0, J F Hsarfngs Division 79/04/02 3lpp, 


7905240021 Comments on ASLB findings ra util operating record Sugssile 
Board condition facility oLi in light of util operating 
problems 

EDDLEHAN, H Aff 1 1 iatlon Unknown 79/04/27 2pp 


7905250163 Summary of 790S02 Affirmation Session 79-iO in Hashlngion.DC 
p» 8ECY-A-79-80 motion to reopen hearings in Shearon Harris 
proceeding 4 6ECV-79-14A, Kranlsh FOIA Appeal 70-A-2O 
CHILK,8 J, Office of the Secretary of the Commission 79/03/04 
IP 


790S28036S informs parties of possibility of taking official notice r# 
test for viscosity Objections to ASLB procedure must be 
filed within ten days Supporting documentation fc Certificate 
or Sw and 

eMlTH, 1 H Atomic Safety and Licensing Board Panel 79/05/10 Spp 


--7903010196 Board notification staff assessment re nonsaf ety-apado 
equipment to mitigate transients 

VA8SALL0, D B Assistant Director for Light Water Reactors, 
79/03/29 2pp 


•7909010198 Board notification recent issue on nonsafstif-grade 
equipment to mitigate transients Hors info Is required 
TEDEBCO, R L Aselstant Director for Reactor Safety 79/03/16 


7909000232 Applicant has 
Into evidence Ethlbi ts 
proceedings. Certificate 
TR0HBRlD06,O F, Shaw, 


no objection to NRC 790330 motion to accept 
I8r 13. 14, IS. 19 4 20 from recent 
of 8vc end 

Pittman, Potts. 4, Trowbridge 79/04/04. 3pp 


7909290093 Forwards 790119 Prtis Release 79-19 pe issuance of NRC 
policy statement on Reactor Safety Study, its review by Lewis 
panel 4 WASH- 1 400 use survey. 

BARTH, C A Branch 3. 79/04/04, if 


7909070216 Info^rmi ASLB of review of natl security info re sabotage of 
spent nuclear fuel Forwards transmittal memo. NRC assessment 
of Jignlrlcance of info to be forwarded when available 
BARTH. C. A Branch 3, 79/04/05 2pp 


7908220443 Forwards draft mamo discussing aspects of accumulator 
delivery Identified in NRC etudtes of ECCB performene# 
characteristics NRC does not consider Issue rtlevant to 
proceeding, 

BARTH, C. A. Branch 3, 79/04/03 . 5pp. 


7905240703 Forwards memo re behavior of iodine during pastulattd steam 
generator tuba rupture accidents 
BARTH, C. A. Branch a. 79/04/05, Ip, 


7903030188 Forwards hIRC 781811 survey re uee of WA8H-1400 in llcanslng 

proc#9f ■ 

BARTH. C A Branch 3. 79/04/10 90pp 


W8li04t8 Response to ALAB-S09 re radon eetifslons $< de minimus thao 
from Perkins record Cortificata of Sve end. 
aCIHTOiJ, f. Hearings Division 79/04/11 49pp, 


a Inspection reports. IE Bulletins 4 Correspondence 


790S01016B Forwards IE Info Notice 79-06, "Stress Analysis of 
Safety-Related Piping " 

O'REILLV, J p Region 2, Atlanta. Office of the Director 
79/03/83, 8PP 


7909030294 Forwards IE Info Notice 79-07, “Rupture of Radwaste Tanks • 
0 REILLY, 0 P Region 8, Atlanta, Office of the Director 
79/03/26 Spf 


7909040163 Forwards IE Bulletin 79-06B 
Sys Misalignments Identified During 
O'^REILLY.J P Region S, Atlanta, 
79/04/14, 2pp 


. "Review of Operational Errors 4 
THI Incident " 

Office of the Director, 


7903040881 Forw^ds IE Bulletin 79-07, "Stlsmic Stress Analyusli ef 
Safety-Related Piping " Licensee action required 

^ Region 8, Atlanta, Office of the Director, 


,, I — a .T-vo, "tvenss naievanc eo soiling 

During TMI incident “ 

79/04/14''^' £p ’***^°'' Atlenta, Office of tha Director 

^^Strut?*" f'* Info Notice 79-10, "Noneonforminj Pipe Suppsrt 

- Region 2, Atlanta, Office of the Director. 
79/04/16 2pp 

7903030141 For wardi IE Bulletin 79-09, "Fet lures of OE Type AK-a 
Circuit Breaker In 8af ety-Releted Bys, " Licensee action 
required 

Region 8, Atlanta, Office of the Director 

79/04/17, ip, 


7903080385 Aek receipt of 790406 Itr informing NRC of steps taken to 
SS’TJI!?,^******®'’* Ihsp Repts 50-400/79-02, 

50-401/79-08, 50-402/79-01 4 90-403/79-01. 

murphy, C.E, Region 2, Atlente, Reactor Conitructlen 4 Engtneerini 
Bupport Branch, 79/04/17. Ip, 



DOCKETED ITEMS 


7»oaoatW73 Forward* IE BuUotln 79-06A. Revision 1, "Review of 
Operstlonel Errors t< 8g* Mlseligrxsent* Identified During TMI 
Incident ■' " 

« Region Zi Atlanta) Office of the Dlroetor 
79/04/lB Spp 


'•* = noted in IE Insp 

R*pt« SO-400/79"OSi 50-401 /79-02f 50-402/79-01 & 50-403/79-01 
Correckiv# 4ctiQnf approprlatfl parionnal ln»trvct#cJ In 
Qocunint clotB-out procadurts 

HOHEi P If Carolina Power & Light Co 79/04/06 Spp 


790S2S0018 Act receipt of IE Insp Rept* 80-400/79-06)30-401/79-06) 
30-402/79-08 fr S0-403/79-0S on 790408-08. No proprletaru 
Info 

HOME) P H Cerollna Power & Light Co 79/04/26 2pp 


7908010118 Foruaro* request for Board notification re 
equtp)n#nt to mitigate transient* 

SCINTO.dF Hearings Division 79/04/02 SIpp 


nonca'*tv-gr4d# 


■7908880017 Forward* IE Insp Repts 30-400/79-06,30-401/79-06, 
30-402/79-05 i, 30-403/79-03 on 790402-03 No nonconipl lane* 
noted 

MURPHY, C E Region 8, Atlanta, Reactor Construction (t 

Etiglnoerlns Support Drench 79/04/19 8pp 


■7903830020 IE Insp Rapt* 30-400/79-06,30-401/79-06,30-402/79-03 6 
30-403/79-03 on 790402-03 Na noncamp 1 lence noted Major 
■fee* Inepeeted project stetue, conet contract review 6 
license* action on previous insp finding* 

BRADLEY, R D Region 8. Atlanta, Office of the Director 
HERDTjA R Region 8, Atlanta, Reactor Construction 6 

Enplnderlng Support Drench 79/04/19 Spp 


It Periodic operating report* 6 related correspondence 


7903070473 Forwards "Seismic Monitoring Program, First Data Rept," 
770930-790331 

MCDUFFIE, M A Carolina Power 6 Light Co. 79/04/30 ip 


7903010186 Board notification staff assessment re nonsafetu-grade 
equipment to mitigate transients 

® Assistant Director for Light Hater Reactors 
79/03/89 2pp 


"7903010198 Board notification recant issue on nonsaf etg-grade 
equipment to mitigate transient* More Info is required 
TEDE8C0, R. L Assistant Director for Reactor Safatu 79/03/16 
app 


7905080232 Applicant has no objection to NftC 790330 motion to accept 
Into evidence Eihlblt* 12, 13, 14, IS, 19 6 80 from recent 
proceedings Certificate of 8vc end 

TROHBRIDOE,® F Shew, Pittman, Potts, 6 Trowbridge 79/04/04 3pp 


7903830093 Foruerils 790119 Press Release 79-19 re Issuance of NRC 
policy statement on Reactor Safety Study, its review by Lewis 
panel 6 WASH- 1400 uee eurvey 
BARTH, C A. Branch 3 79/04/04 Ip 


— 79O3D704a0 “Belemic Monitoring Program, F Irst Data Rept," 770930-790331 
* Carolina Power 6 Light Co, 79/04/30 Bpp 


790S070216 Informs A8LB of review of natl security info re sabotage of 
cpant nuclear fuel Forwards transmittal memo NRC asseesment 
of significance of Info to be forwarded when available 
BARTH, C. A, Branch 3 79/04/03 2pp 


S Rtporbabla. aceurrencae, LERs 6 related correspondence' 


7903140419 Inform* that during 781027 sit# audit of const activities, 
(■nepactore notified of potential riportabla Item re 
containment water proofing membrane leakage Reportability 
not deter nlneil Final decision by 781801 
CHTANOI.H J. Carolina Power Light Co 78/11/22. Ip 


7903110203 Board notification Saabrook refueling water storage tank 
design deficiency 

SO INTO, U Hearings Division. 79/03/29. SOpp 


DOCKET 80-408 8HEAR0N HARRIS NUCLEAR POWER PLANT, UNIT 3 


A Appltcatlon/eonstruetlon stage documents 6 correspondence 


7903840439 Notification of 790S0B meeting w/utll in B*th*eda,MD to 
dlscuf* preparation of environ rept 

DA JVIA, B S. Environmental Project! Branch 2 79/04/27. ip 


7903000433 Forward* oversiied maps 6 photo attachments to util 781129 
rept on main dam cor* trench features W/o drawings 
FtOYD, 8 D, ■Oarollna Power V Light Co. 79/03/Oa Spp 


790S09034B Informs of design change notice* re moisture content of 
backfill against Category I structure* (« of central cor* 
matl for main 4, auklliary dam 6 separatl^ng dit* Reeolutlon 
of problem will be documented in F8AR 

MCDUFFIE, H. A. Carolina Power fc Light Co 79/05/09 2pp 


7903890380 Respondt to Region 11 790804 requeet for crlteri* ueed to 
approve prevlauely placed backfill 

MCDUFFIE, M A. Carolina Power It Light Co. 79/OS/iB, 7pp. 


■D. Ad judleator y correspondence 


7903220443 Forwards draft memo diseutsing aspects of accumulator 
delivery Identified in NRC studies of ECCS performance 
characteristic* NRC does not consider Issue relevant to 
proceeding 

BARTH, C A Branch 3 79/04/03 Spp 


7903840703 Forward* memo re behavior of Iodine during postulated steam 
generator tub* rupture accidents 
BARTH, C A Branch 3 79/04/03 Ip. 


7903030132 Forwards NRC 781811 survey re use of WA8H-1400 In licensing 
process 

BARTH, C, A Branch 3 79/04/10 90pp 


7903110418 Retpone* to ALAB-S09 re radon emissions U de minimus theory 
from Perkins record Cartiflceta of Svc end 
aciNTO, JF Hearing* Division 79/04/11 4Spp 


7908140319 Response to 790404 brief of Philadelphia Electric Co,PSE60 6 
Atlantic City (NJ) Electric Co re d* minimus theory 
Certificate of Svc end 

KEPFORD.C.R Cltliens for Sef# Environment, 79/04/11 Spp 


7903130362 Forwards 790330 motion All requested eshlbtte mentioned 
In motion were submitted during Raleigh, NC hearing, which 
raepondent attended W/o end, 

REIB.E U Branch 3 79/04/13 Ip 


7903140281 Forwards applicant's transcript corrections 6 applicant's 
proposed finding* of fact 6 conduslons of law in the form 
of supplemintat Initial dacitlon Certificate of Bvc end. 

TROHBRIDOF, 0. F. Shaw, Pittman, Pott*, 6 Trowbridge 79/04/17. 3pp 


--790S 140235 
hearing 
O'NEILL, 


79OS390368 Response to Intervener* Conservation Council of NC 6 Wak* 
Environ, Inc 790886 motion to remand to A8LB for further 
hearings J</or petition to reopen record, Certificate of 8vc 
end. 

BARTH, C A Branch 3, 79/03/16 App. 


7905300698 Reepend* to 790313 request of Kudiu Alliance 6 H Bddltman re 
790213 ALAa-S86 affireilng 790110 order denying series of 
petlklons filed by intervenore. Supporting documentation 6 
Carttficate of five and. 

TROWBRIDOE, 0. F, Bhaw, Pittman, Potts, A Trowbridge. 79/03/21. 

ttpp. 


7903230089 NRC motion to accept exhibits into evidence re mgt 
capability of applicant to const b operate proposed 
facility. Certificate of 8yc end. 

BARTH, C. A. Branch 3, 79/03/30 App. 


■7903140861 

supplemi 

TROWBRII 

79/04/17 


7903140332 h 
■mis* tons 
for summer 
DUFUO, M, E, 
13pp. 


7903840821 C 
Board com 
problams, 
EDDLEHAN, k 
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7903250163 Sunmari/ of 790B02 Affirmation S«»11on 79-10 in Hathlngjont DC 
re SECV-A-79-ZO motion to reopen hearinje In Bheiron Harrl* 
proceeding ti 6ECT“79~16A, Kran 1 ih FQIA Appeal 7B-A-20 
CHILKiB J Office of the Secretary of the Coeniiiion 79/03704 
Ip 


— 79030704SO "Belemie Monitoring Projraffl< First Data Repte " 770930*790331 
e Carolina Power U Light Co 79/0A/30 8pp 

8 Reportable occurrcneeii LERt tt related correepondenca 


7903230362 Informs parties of possibility of taking official notice re 
test for viscosity Objections to ASLB procedure most be 
filed within ten days Supporting documentation & Certificate 

SMITH/ I W Atomic Safety and Licensing Board Panel, 79/03/10 3pp 


7903140419 Informs that during 781027 site audit of const activities/ 
inspectors notified of potential reportable item re 
containment water proofing membrane leakage Reportab 1 1 1 ty 
not yet determined Final decision by 7B1201 
CHlANSIiN J Carolina Power << Light Co 78/11/22 Ip 


O Inspection reports. IE Bulletins *i correspondence 

7905010169 Forwards IE Info Notice 79-06. ''Stress Analysis of 
Safety-Related Piping " 

O'REILLYiJ P Region 2/ Atlanta. Office of the Director 
79/03/23 2PP 

7905030294 Forwards IE Info Mortice 79-07. "Rupture of Radwaste Tanks." 
O'BEILLY.J.P Region 2. Atlanta. Office of the Director 
79/03/26 2pp 


7905040163 Forwards IE Bulletin 79-068. "Review of Operational Errors Ic 
Sys Misalignments Identified During TMI Incident ” 

O'REILLY.J P Region 2. Atlantfi Office of the Director 
79/04/14 2pp 


790S0402B1 Forwards IE Bulletin 79-07. "Seismic Stress Anaiyusls of 
Safety-Related Piping " Licensee action reilUiTed 
O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/04/14 Ip 


7905040329 Forwards IE Dulletln 79-00. "Events Relevant to Bolling 
Uater Power Reactors Identified During TMI Incident " 

O'REILLY.J P Region 2. Atlanta. Office of the Directoi 
79/04/14 Ip 


7903110203 Board notification Seabrook refueling uater storage tank 
design deficiency 

BCIHTOi J Hearings Division 79/03/29 30pp 


DOCKET 30-403 8HCAR0N HARRIS NUCLEAR POHER PLANT. UNIT 4 


A App 1 icati on/construct ton stage documents correspondence 


790324049? Notification of 79050B meeting u/uttl In Bethesda.MO td 
discuss preparation of onvtron rept 

BAJWAr 8 8 Environmental Projects Branch 2 79/04/27 Ip 


7905080433 Forwards overs lied maps tt photo attachments to util 701129 
rept on main dam core trench features. N/o drawings 
FUOVDi S D Carolina Power Light Co 79/03/08 Spp 


790S090348 Informs of design change notices re moisture content of 
backfill against Category 1 structures tn of central core 
matl for main 6 auilllary dam ^ separating dlka Resolution 
of problem will be documented In FSAR. 

MCDUFFIE, M A Carolina Power t, Light Co 79/03/09 2pp 

79052903BO Responds to Region 11 790S04 re^iuest for criteria used to 
approve previously placed backfill 

MCDUFFIE, M A Carolina Power «< Light Co 79/03/10 7pp 


7905010324 Forwards IE Info Notice 79-10. "Nonconforming Pipe Support 
Struts “ 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/04/16 2pp 


7903030141 Forwards JE DulletHi 79-09. "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related By* " Licensee action 
required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/04/17 Ip 


79050B0329 Ac k receipt of 790406 Itr informing NRC of stepe taken to 
correct violations noted In IE Imp Rspts 90-400/79-02. 
50-401/79-02.50-402/77-01 t< 30-403/79-01 

HURPHYtC E Region 2. Atlanta. Reactor Construction U Engineering 

Support Branch 79/04/17 Ip. 


— 7903080330 Responds to NRC 790227 Itr re violations noted in IE Insp 
Repts 50-400/79-02,50-401/79-02,30-402/79-01 U 50-403/79-01 
Correctlva actions appropriate personnel instructed in 
document cloie-out procedures 

KDUE.P H Carolina Power h Light Co. 79/04/06 3pp 


7905020373 Forwards IE Dulletln 79-06Ar Revis ion 1. "Review of 
Operatlonel Errors & Sys Mlsal 1 gnman t s Identified During TMI 
Incident " 

O'REILLY.J P Raglan 2. Atlanta, Office of the Director 
79/04/10 Zpp 


7905250019 Ack receipt of IE Insp Repts 30-400/79-06, 9 0-401/ 79 -06, 
50-402/79-05 U 30-403/79-03 on 790402-03 No proprlstary 
Info. 

HOWE.P N. Carolina Power t< Light Oo. 79/04/26 2pp. 


—7903230017 Forwards IE Inep Repti 90-400/79-06,30-401/79-06, 
30-402/79-09 I, 30-403/79-03 on 790402-03 No noncoispl lance 
noted 

MURPHY, C. E Raglon 2. Atlanta, Reactor Construction (t 
Engineering Support Branch 79/04/19 2pp. 


a Adjudicatory correspondence 


794S29036S Response to Intervenori Conservation Council of NC t< Htki 
Environ. Inc 790226 motion to remand to A8LD for further 
hearings 6/or petition to reopen record Certificate of Svc 
encl 

BARTH.C A Branch 3 79/03/16 6pp 


7905300698 Responds to 790313 request of Kudtu Alliance Y H Eddliaen re 
790213 ALA8-S26 decision affirming 790110 order denying 
series of petitions filed by Interveners Supporting 
documentation 6 Certificate of Svc encl 

TRDMBRIDOE, 0 F Shaw, Pittman. Potts, 6 Troubrldga. 79/03/21 
Upp 


7705230629 NRC motion to accept eihlblt* Into evidence re ng t 
capability of applicant to const 6 operate propoied 
facility Certificate of Svc encl 
BARTH, C A Branch 3. 79/03/30 4pp 


7905010113 Forwards raquest for Board notification re nonsafety-grade 
equipment to mitigate transients 
SCINTO, JF Hearings Division. 79/04/02 31pp. 


— 7905010156 Board notification staff assessment re nonsafety-gradl 
equipment to mitigate tranilente 

VA&9ALL0, 0. B Assistant Director for Light Mater Reactor*. 
79/03/29, 2pp. 


—7905010199 Board not if Icatl on: recent Issue on nonsefety-grade 
equipment to mitigate trans lente. More info i« raqulrad. 

TEOESCO.R L Assistant Director for Reactor Safety 79/03/16 
3pp. 

7905080232 Applicant has no objection to NRC 790330 motion to accept 
into tvldenca Eshtblts 12,13,14,13.19 4< 20 from recent 
proceedings Certificate of Sve encl, , . « 

TRQHBRIDOE, 0 F Shaw, Plttmen. Potts. 6 Trowbridge. 79/04/04. aff 


— 7903850020 IE Imp Repts 90-400/79-06.50-401/79-06,30-402/79-03 V 
90-403/79-03 on 79O4Q2-0S. No noncoispl lence noted Major 
areas intpseted. project status, const contract review b 
license* action on prevlou* Insp finding*. 

BRADLEY, R.D. Region 2, Atlanta, Office of the Director. 
HERDT,A.R, Region 2, Atlanta, Reactor Construction 6, 
Englnaaring Support Branch 79/04/19 9pp. 


R, Periodic opsretlng reports 6. related eorreepondenct 


7903070473 Forwards "Ssismlc Monitoring Program. Fin t Data Rept." 
770900-790331. 

HdDUFFIEiM A. Carolina Power J. Light Co 79/04/30. Ip 


7903250093 Forward* 790119 Pres* Release 79-19 re issuance of NRC 
policy stebement on Reactor Safety Study. it* review by Lewie 
panel bt UASH-1400 us* survey, 

BARTH, C. A Branch 3. 79/04/04, Ip, 


7905070216 Informs ASLB o# revlsu of netl security Info re sabotage cf 
tpent nocl»*r Toruard* mtfmo NRG 

of significance of Info to he forwarded whan avallebli 
BARTH, G. A Branch 3. 79/04/03 Spp 
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7905330443 Foriu«rdt drift mitno dlfcufftng of iccunulator 

dtlivary ld*ntlfi»d in NRC ttudlei of ECCS p«rforffl«nce 
eharaetorlftlc* NRC de«« not contldor i««us relovint to 
proeaodlng 

BARTH. C A Branch 3 79/04/03 Spp 


7903340703 Foruiardf nemo rc bohavior of iodine during poftulatad ftean 
generator tuba rupture aeeldentt 
BARTH. C A Branch 3 79/04/03 Ip 


790S030138 Foruarde 781311 NRC lurveg re u<e of WA3H-1400 in lieenilng 
procaee. 

BARTH.C.A Branch 3 79/04/10. 90pp 


7903110418 Reiponea to ALAB-509 re radon emietlone & da ntlnlmuf thaorg 
from Partlne record Certificate of 8vc and 
aCtNTa..J F Hearingi Division 79/04/11 4Spp 


7905140S19 Response to 790404 brief of Philadelphia Electric Co< P8E1.0 fc 
Atlantic Citg <NJ> Electric Co re de minimus theorg 
Certificate of Svc end 

KEPFORD. C R Cl tl lens for Safe Environment 79/04/11 Spp 


79091S056S Foruarde 790330 motion All requested eihibiti mentioned in 
motion were eubmttted during RaleighiNC hearing, uh Ich 
respondent attended U/o end 
REIS, E J Branch 3 79/04/13 Ip 


7905140221 Forwards applicant's transcript corrections It applicant's 
proposed findings of fact it conclusions of law in the form 
of supplemental initial decision Certificate of Svc end 
TRDMBftlOOE.O F Shaw, Pittman, Potts, t, Troubrldgt 79/04/17, ip 


— 790S1402S8 Lists correetloni to be made in tranecrlpts of evidentiary 
hearing conducted on 790327-0302 it 79030A-08 in Raleigh, NC 
O'KEILL, J H Shaw, Pittman, Potti, & Trowbridge 79/04/17 Spp 


“7905140361 Proposed findings of feet ti conclusion of law in form of 
supplemental initial decision <CP) List of exhibits end 
TKOMBRIDOE.O F, Shaw, Pittman, Potts, t< Trowbridge 79/04/17 
54pp 


790S290O9B Cites evident error in proposed findings of fact af Carolina 
Power it Light Co counsel no statement allowed by Kudiu 
Alliance or other parties Requests more partlc ipation be 
allowed 

EODLEHAN, U Kudzu Alliance 79/04/21 Ip 


7903140332 Notifies of consolidation of five intervener groups re radon 
emlselons issue Parties have untir790S23 in which to file 
for summary disposition 

DUFLQ. M. E Atomic Safety and Licensing Appeal Panel. 79/04/33 

lapp 


7903240931 Comments on ASLB findings rt util operating record Suggests 
Board condition facility QUs in light of util operating 
preb l«me 

EDIH.Et<tAN, U Affiliation Unknown 79/04/37. Spp. 


7903250163 Summary of 790803 Affirmation Session 79-10 in Washington, DC 
re SEC V’'A-7?-30 motion to reopen hearings in Shearon Harris 
proceeding 1< 8ECV-79-16A. Kranlsh FOIA Appeal 7a-A-20 
CHILK, 8 J, Office of the Secretary of the Commission. 79/03/04 
>P 


7908350362 Informs parties of possibility of taking official notice re 
test for viseostty Objections to ASLB procedure must be 
filed within 10 days. Supporting documentation It Certificate 
Svc end 

SMITH, t W, Atomic Safety and Licensing Board Panel 79/05/10 Opp 


0 Inspection reports, IE Bulletins It correspondence 


7903010168 Forwards IE Info Notice 79-06, "Stress Analysis of 
8af ety-Relatad Piping " 

0'REIi.LY, J, P. Region 2, Atlanta, Office of the Director. 
79/03/33. SPP 


7903000294 Forwards IE Info Notice 79-07, "Rupture ef Radweste Tanks, " 
O'REICLV.J.P Region 2, Atlanta, Office of the Director. 

79/03/26 Spp. 


7903040163 Forwards IE Bulletin 79-06B, "Review of Operational Errors t< 
Sys Misalignments Identified During THl Incident." 

0'R£IU.y, J, P. Region 2, Atlanta, Office of the Director. 

79/04/14, 2pp 


7'903O4O2ai Forwards IE Bulletin 79-07, "Betsmte Streee Analyusls of 
Safety-Related Piping." Licensee action required 
0'ReiU.V, J,P. Region 2, Atlanta, Office of the Director. 
79/04/14 Ip. 


7903040329 Forwards lE Bulletin 79-00, "Events Relevant to Boiling 
Water Power Reactors Identified During THl Incident " 

Q'REILCY, J P Region 2, Atlanta. Office of the Director. 
79/04/14 ip. 


7905010324 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts. " 

O'REILLY, JP Region 2, Atlanta, Office O'f the Director. 
79/04/1© 2pp 


7905030141 Forwards IE Bulletin 79-09, "Feiluret of OE Type AK-2 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

O'REILLY, JP. Regions, Atlanta, Office of the Director. 
79/04/17 ip 


7903080325 Act receipt of 790406 Ltr informing NRC of steps taken to 
correct viol at ions noted in lE Insp Rep ts 80-400/79-02, 
80-401/79-02,30-402/79-01 it 80-403/79-01 

MURPHY, C.E Region 2, Atlanta, Reactor Construction Ic Engineering 

Support Branch 79/04/17 Ip 


— 7908080330 Responds to NRC 790227 ltr re violations noted In IE Intp 
ReptS 30-400/79-02,30-401/79-02,80-402/79-01 fc 80-403/79-01. 
Corrective act ions' appropriate personnel Instructed In 
document close-out procedurei 

HOWE.P W Carolina Power 6 Light Co. 79/04/06 3pp 


7903030373 Forwards IE Bulletin 79-06Ar Revlf Ion 1, "Review of 
Operational Errors & Sys Misalignments Identified During THl 
Incident " 

O'REILLY, JP Regions, Atlanta, Office of the Director. 
79/04/18, Spp 


7903330015 Ac k receipt of IE Insp Repti 50-400/79-06.30-401/79-06, 
30-402/79-03 it 80-403/79-03 on 790402-05. No proprietary 
info 

HOWE.P. W Carolina Power U Light Co 79/04/26 2pp 


--79038S0017 Forwerds IE Insp Repts 80-400/79-06.50-401/79-06, 
80-402/79-03 U 30-403/79-03 on 790402-05 No noncompl lance 
noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction 8t 

Engineering Support Branch. 79/04/19 2pp 


— 7905280020 IE Insp Repts 30-400/79-06,50-401/79-06.50-402/79-08 6 
50-403/79-03 on 790402-03 No noncomp I lane e noted. Major 
areas inspected project status, const contract review W 
licensee action on previous Insp findings. 

BRADUEYiR D Region 2, Atlanta, Office of the OlrectoT. 
79/04/19 3pp 


R. Periodic operating reports 6 related correspondence 


7905070475 Forwards ‘•'Seismic Monitoring Prograoi, Firs t Data Rept." 
770930-790331 

MCDUFFIE, M. A. Carolina Power & Light Co 79/04/30. Ip 


— 7908070480 "Seiimle Monitoring Program, Firs t Data Repti" 770930-790331. 
e Carolina Power It Light Co. 79/04/30, Opp 


a. Reportable occurrences, LERi W rslated correspondence 


7905140419 Informs that during 701027 site audit of const aetlvltiait 
inspectors notified of potential reportable Item re 
containment water proofing membrane leakage. Reportabl 1 1 ty 
not yet determined Final decision by 701201, 

CHIANOI.N J Carolina Powar W Light Co 78/11/22. ip 


7908il0203 Board not! f teat ion: Baabroofc refueling water storage tank 
design deficiency 

SCINTOiJ. Hearings Division 79/03/29. 30pp. 


DOCKET 80-404 NORTH ANNA POWER BTATION, UNIT 3 


A. ApplleatlO’n/constructlon stage documents It correepondence 


7903090303 Forwards info re calculating flux at various Locations In 
reactor vessel. Flux values provided at core edge at ineldei 
radius of raactor vessel 6 at outside radius of reaetor 
vesse I 

BOYER, R.L. Babcock «i Wilcox Co 79/05/03. 2pp. 

7905110297 Advises that util position ts net In accordance u/Reg Oulde 
1.1, "Net Positive Suction Hiad for ECCS It Containment Heat 
Removal Sys Pumps " 

BROWN, 8. C. Virginia Electric It Power Co. 79/05/08 Ip. 



DOCKETED ITEMS 


7909220(11 Dtfintt util'* noneonf armltiu po*ltlon on Rag Oulda 1 SS, 
•Concrat# Placament In Cattgorg I Btruetup** “ 

BROWNjS C Vlpglnl# Electric & Powar Co 79/09/(7 2pp 


1 Pinanclel infornatlon 


7908020459 Slfcuite* BEC 790321 Itr t T»gl»tPatlon itatement Util ullll 
fila anafctier itatamant uhtcli NRC will b* able to ravlew 
DROMERlCKiA W Light Hatop Riactor* Hpaneh 3 79/04/09 Ip 


“7909020466 Foruapd* BEC 790316 raglstvatton itatement filed bg otil 
Requeit* eommanti by 790330jutll ulihas itatement to become 
effective by 790402 

MORIN. H P BacuPltlei fc Ecchange Cenniiiion 79/03/21 60pp 


J Iniurance & Indemnity Information 


7909110107 Amend to Endorsement 31 to NELIA Policy NF-186 Conititiftei 
Endonement 54 

a Nuclear Energy Liability Iniurance Aliociatlon 79/04/27 Ip 

7905070497 Conflrmi incraaied liability Mtnit to *124.000.000 for 
poHclii NF-1.25. 43. 76. 83. 100. til. I40i 146, 131, 161. 164, £70, 

173, 174, 179. 179, 180, 182, IBS, 1B6, 107, 189. 199. 192. 193. 194, 199. 

197. 199,200,201. 204.206, 207. 208, 210.212. 214, 219. 4< other* 
QUATTROCHHl, J American Nuclear Iniurer* 79/09/01 Ip 


7909070992 Confirms Increase In liability limit to *36.000,000 for 
policies MF-22.26. 29,38, 39. 44,46, 47, 49,80, 91,52. 93,54, 99, 96, 

57, 98, 60, 61,64,66, 67,68, 69.70,71, 72, 74,76, 77,78, 79,80, 86,87, 
98,90,91,92,93,94,99 «< 96 

ROBERTS, 0 M Mutual Atomic Energy Liability Underwriter* 79/09/01 

Ip 


7705110090 Endorsement* 16,30,36 V 47 to NELIA Policy WF-186 
BARDE6,C R Nuclear Energy Liability Insurance Association 
79/09/01 Ip 


7905300334 Forwards Endorsement* 17,20 it 21 to NELIA Policy NF-240 
KELLEV, P J Johnson ti Higgins [nsurance 77/05/23 4pp 


0 Inspection reports, 18 Bulletins & correspondence 


7705010224 Forward* IE Info Notice 79-06, ''Btress Analysis of 
Safety-Related Piping " 

O'REILLYiJ P Region 2, Atlanta. Office of the Director 
79/03/23 2pp 


7705030317 Forwards IE Info Notice 79-07, "Rupture of Radwaite Tanks " 
O'REILLY, 0 P Region 2, Atlanta, Office of th* Director 
79/03/26 8pp 


7905020133 Forwards IE Bulletin 79-06, "Ravlew of Operational Errors I, 
Byi Hisal ignmanti Identified During THI Incident " 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 
79/04/U Ip 


7705040294 Forwards IE Bulletin 79-069, "Revtaw of Operational Error* ti 
Sys Misalignments Identified During THI Incident " 

O'REILLY.J P Region 2, Atlanta. Office of the Director 
79/04/14 3pp 


7709040271 Forwards IE Bulletin 79-07. "Seismic Stress Analgusls of 
Baf ety-Rflated Piping " Llcansae action raqulrad 
O'REILLY.J P. Raglon 2, Atlanta, Office of the Director. 
77/04/14 Ip, 


7909440448 Forwards IE Bulletin 79-09, "Events Relevant to Bolling 
Water Power Reactor* tdentiflad During THI Incident," 

O'REILLY.J P Region 2, Atlanta, Office of the Director, 
79/D4/14 Ip 


7905010317 Forwards IE Into Notice 79-10, "Nonconforming Pipe Support 
atruts, " 

O'REILLY.J P, Raglan 2, Atlanta, Office of the Director 
79/04/16 2pp 


7909030171 Forwards IE Bulletin 77-07, "Fallurai of OE Type AK-S 
Circuit Breaker In Safety-Related Sys '■ Licensee action 
rayulrid. 

O'REILLY.J p, Raglon S, Atlanta, Office of the Director, 
79/04/17, 8pp 


7909020902 Forward* IE Bulletin 79-06A>Revltlon 1, "Rsvleu* of 
Operational Errors 1, Sys Hlsallgnmeni* Idantifled During THI 
Incident, " 

O'REILLY.J P, Raglon 2. Atlanta, Office of the Director 
77/04/19, 2pp 


DOCKET 90-409 NORTH ANNA POWER STATION, UNIT 4 


A Appllcation/construction stage documents 6 earraipondanci 


7705070383 Forwards info ra calculating flue at various locetloni in 
reactor vassal Flu* values provided at core edge at Inside 
radius of reactor vassal t< at outside radius of reactor 

vassal 

BOYER. R L Babcock U Wllcos Co 77/05/03 2pp 


7709110277 Advises that util position is not in accordance w/Rs] guide 
1 1, "Net Positive Suction Head for ECCS & Containment Heat 
Removal 8y* Pumps " 

BROWN. 8 C Virginia Electric Power Co 77/09/08 Ip, 

7709220111 Defines util's nonconforming position on Rsg Quids l S3, 
"Concrete Placement in Category I Structures •' 

BRQHN.S C Virginia Electric i Poutr Co 79/09/17 2pp 


I Financial Information 


7709020497 Discusses SEC 770321 Itr 4, registration itatement Util will 
file another statement which NRC will be able to review 
DROMERlCK, A H Light Hater Reactors Branch 3. 79/04/07 tg 


— 7905020466 Forward* 790316 SEC registration statement, Requeit* «OBa*«it* 
by 790330, a* utU wishis statement to bscome effective by 
770402 

MORIN, H F. Securities i> Eichange Commission 79/03/21 40pp 


J Insurance & Indemnity information 


7705110107 Amend to Endorsement 51 to NELIA Policy NF-186 ConsUtutas 
Endorsement 94 . , 

a Nuclear Energy Liability Insurance Association 79/04/27 if 

7703070497 Confirm* Increased liability limit to *124,000.000 for 
policies NF-li29, 43, 76, 83, lOO, 111, 140, 146, 191, 161, 164, 170. 

173, 174, 178, 177, 180, 182, 109, 106, 187, 108. 189, 192, 193, 194. 199, 

197, 190, 200, 201. 204,206, 207,208, 210, 212,214, 219, J< others. 
QUATTROCHHl, J American Nuclear Insurers 79/05/01 Ip 


7909070502 Confirm* increase in liability limit to *36,000.000 far 
Dallci*! MF-22,26, 29, 38,37,44, 46, 47, 47, 50,91. 52. 93.54, 59. 96, 

97, SB, 60, 61 , 64, 66, 67, 60, 67, 70, 7 1 , 72, 74, 76, 77, 78, 79. SO. 06. 87, 
08,70,71,92-73,74,99 it 96 

ROBERTS, D M Mutual Atomic Energy Liability Underuirl tar* 79/09/01 

Ip 


7709300334 Forwards Enforsements 17,20621 to NELIA Policy NF-240 
KELLEY, P J Johnson 6 Higgins Insurance 77/09/23 4pp 


7709110070 Endorsement* 16,30,36 6 47 to NELIA Policy NF-t86 
BARDE8,C. R Nuclear Energy Liability Insurance Association 
79/09/01. Ip. 


Q Inspection reports, IE Bulletins 6 corraspondenca 


7709010224 Forward* IE Info Notice 79-06, "Stress Analysis of 
Safety-Re latad Piping " 

O'REILLY, J P Raglon 2, Atlanta, Office of the Dlractor. 
77/03/23 2pp 


7709030317 Forward* IE Info Notice 79-07, "Rupture of Raduasta TiiU* * 
O'REILLY.J P Raglon 2, Atlanta, Offlca of the Dlractor. 

79/03/26, 2pp 


7909020133 Forward* IE Bulletin 79-06, "Review of Operational Errer* 6 
Sys Hi salignmante Identified During TMI Incident." 

O'REILLYiJ P Region 2, Atlanta, Office of the Olrectpr. 

79/04/11. Ip 


7909040294 Forwards IE Bulletin 79-06B, "Review of Operational Error* 4, 
Sys Hliai Ignnants Idantifled During THI Incident " 

O'REILLYiJ P Raglon 2, Atlanta, Offlca of the Dlractor 
79/04/14 2pp 


7709040271 Forward* IE Bulletin 79-07, "Balsmle Strass Analyusl* «f 
Safety-Related Piping " Licensee action required 
O'REILLY, J.P, Region 2, Atlanta, Office of the Director 
77/04/14. Ip. 


7909040448 Forward* IE Bulletin 79-08, "Evants Ralavant to Boltini 
Water Pouier Reactors Idantlflad During THI Incident " 

O'REILLYiJ P, Raglon 2, Atlanta, Offlca of the Director 
79/04/14, Ip 


DOCKETED ITEMS 
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7'?05OlO317 Foruard* IE Info Notice 79-10i "Nonconforming Pipe Support 
Strute ” 

O'dEiLLV.J P Region 3, Atlanta, Office of the Director 
79/04/16 2pp 


790JO3O191 Forieards IE Bulletin 79-09, "Failures of GE Tgpe AK-fi 
Circuit Brealeer In Safotg-Rolated Sgs " Licensee action 
rO'q.vlr »d 

O'REILLViJ P Region 2, Atlanta, Office of the Director 
79/04/17 2PP 


7905030502 Forwards IE Bulletin 79-06A, Revla ion I, "Review of 
Qporatlonal Errors ti Sgs Misalignments Identified During TMI 
Incident " 

O'flEtCLYr J P Region 2, Atlanta, Office of the Director 
79/04/ia Zpp 


DOCKET 50-406 TUSKEOEE INST RESEARCH REACTOR 


•f Insurance & indemnltg infortnatlon 


7905160254 Forwards Amend 5 to Indemnltg Agreement E-57,per IOCFR140 
changesite increase from 4140 million to 4160 million, 
effective 790501 Supporting documentation end 
SALTZliAN, J Antitrust 4< Indemnltg Oroup 79/05/01, 5pp 


7905240(575 Amend S to Indemnltg Agreement E-57 increasing amount 
ef coverage to 4160,000,000 

SALT^MANiJ Antitrust *< Indemnltg Group « TusVege# Inst 
79/05/1 S Ip 


O Insjiectian reports, IE Bulletins i, correspondence 


79050701 52 Forwards IE Bulletins 79-05, 79-05A fc 79-06, re nuclear 
Inc tdent at TMI 

Q'REILLViO P Region 2, Atlanta, Office of the Director 
79/04/13 Ip 


DOCKET 50-407 UNIV OF UTAH RESEARCH REACTOR 


J Ineurance t( indemnltg Information 


7905300034 Forwards Aniend 10 to Indemnltg Agreement E-31, ref lactlng 
Chang* in 10CFR140, Increasing prlmarg lager of llabllitg 
from 9140 million to 4160 ml 1 1 Ion, affect ive 790501 
Supporting documentation end 

SALTZHANi J Antitrust 4, Indemnltg Oroup 79/05/01 6pp. 


7903140381 Amend 10 to Indemnltg Agreement E-31 

8ALTZMAN,J Antltruet ti Indemnltg Group 79/05/07 Ip 


DOCKET 50-409 LA CROSSE BOILING HATER REACTOR 
J Ineurance & indemnltg Infortnatlon 


790S1601S7 Forwards Amend 5 to Indemnltg Agreement B-68,per 10CFR140 
cfiangesire llabllitg insurance increase from 4140 million to 
•l&O mtUion, effective 790501 Supporting doeutsentatlon end 
SAUTZHAN. J Antitrust «< Indsmnltg Oroup. 79/05/01 5pp. 


7905110303 Forwards Amend 5 to Indemnltg Agreement B-63. 
LlNDEKif. Duke Poeier Co 79/05/07 2pp 


7905310397 Forwards Endorssments 31 4, 32 to ANI Pol leg NF-217 
DEVINE, H F Dairgland Power Cooperative 79/05/22 3pp 


P. tjperatlng license .sage documents 4' correspondence 

790S000332 Forwards draft rept "Review of Llpuefac t ion Potent ialiLACBWR 
neaT Oonoe, Vernon Countg,WI " 

SIGH, H, . NATARAJA, M Dames 4t Moore 79/03/12 Ip 

7909100174 Notification of 790424 meeting w/utll in Betheeda,MD to 
discuss LACBHR Cgde S fuel performance 4; reload Cgcle 6 
ZIEHANNiD L. Operating Reactors Branch 2 79/04/18, Ip 


7905100324 Notification of 790426 meeting w/utll in Silver Spring, MD to 
discuss Cgcle 5 fuel performance t< reload Cgda 6, Meeting 
not** new date. 

HETMORE.J, S Operating Reactors Branch 2 79/04/18 Ip 


7905230999 Renuosts info on HPC8 discharge line for sgstematlc 
•valuation program review, Reguests response within IS dags 
ZtEliANNiDL Operating Reactors Branch 2 79/04/18 3pp 


7905100132 Forcuards draft evaluation of sgstematic evaluation program 
Topic IV-1 A Reguests review 4i response (uitMn 30 dags 
ZIEMANNi D L Operating Reactors Branch 2 79/04/19 7pp 


7905290074 Forwards list of topics deleted from sgatcnatie evaluation 
program review for facilitg 

Z1EMANN,D I Operating Reactors Branch 3 79/04/19 6p p 


7905040373 Foriuards "Structural Analgsls Design Rept for LACBHR 
Replacement Peripheral Shroud ” 

LINDER, F Dairgland Power Cooperative 79/04/30 2pp 


"7909040375 "Structural Analgsls Design Rept for LACBWR Rap lacB(Tient 
Per ip her a i Shroud " 

OBLIOADO.A , MILOS, R , YALE, A H Nuclear Energg Service. Inc 
78/11/17 60pp 


7905090043 Responds to NRC 7901 OB Itr re ATH9 re(iulr8ment5 5 
recirculation pump trip designs ATMS procedures added bo 
operating manual, operator training accomp 1 i shed 4, 
recirculation pump trip design effort is in progress 
LINDER, r Da irg land Power Cooperative 79/04/30 2pp 


7705160425 Forwards "Cgcle 3 Fuel Performance 4, Flnaliied Refueling 
Plan for Cgcle 6, " Apr 1979 Includes responses to NRC 
790424 request for addl info re rod withdrawal en or t other 
transient ana tgses 

LINDER, F Oalrglan«t Power Cooperative 79/05/09 21pp 


—7905160437 "Cgcle 5 Fuel Performance 4< Flnaliied Refueling Plan for 
Cgc lo 6, " Apr 1979 

RAFFETYiS V Dairgland Po(aBr Cooperative DUCK.,P Nuclear Energy 
Service, Inc 79/04/30 23pp 


7905220401 Requests amend to License DPR-45r chang ing Tech Specs re 
inservlce Insp program, wh ic h is in conflict w/t974 odltl(tin 
of A8ME Section Xt Supporting documentation enc 1 
LINDER, F Da irg land Power Cooperative 79/05/ 11 6pp 


7905290086 Ac k receipt of NRC 790430 Itr re Cgcle 5 fuel perforamance 
Applies for amend to provisional OL Submits proposed Tech 
Spec change ' 

LINDER, F Dairgland Power Cooperative 79/05/33 6pp 


7905300013 Submits appllcatien to amend provisional License DPR-45 bg 
proposing changes bo Tech Specs re off gas activitg H/replg 
to NRC 790522 querg re verification of core configuration 
for Cgcle 6 operation 

LINDER, F Dairgland Power Cooperative 79/05/23 6pp 


7905300314 Requests amend to provisional OL Proposes changes re 
Isolation of forced circulation loops 4 Increase of 
operational condition for reactor vessel we tor level safety 
1 limits 

LINOERrF Dairgland Power Cooperative 79/05/25 4pp. 


7905090173 Forwards IE Insp Rept 50-409/79-03 on 790221-23 No 
noncompliance noted 

HSISHMANi R F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch 79/03/23 2pp 


— 7905090175 IE Insp Rept 30-409/79-03 on 790231-83 No noncomp 1 ianca 
noted Major areas Inspected core thermal power evaluation, 
control rod scram time tas t, compar i son of calculated power 
shape u/ineore monitor 4 determination of shutdown margin 
CHOU, E. T , STREETER, J F Region 3, Chicago, Reactor Qparations 

Nuclear Support Branch CRESHELL. J S Region 3. Chicago, Office 
of the Director 79/03/16 4pp 


7905010231 Forwards IE Info Notice 79-06, "Stress Analysis of 
Bafetg-Related Piping " 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/03/33, 

Ip 


7905090155 Requests immediate action re imp lecnen ta t Ion of 10CFR73 55 as 
result of 790312-16 Insp & 790321 meet ing. An t ic i pa ted 
actions withheld <ref 10CFR2 7901 

KEPPLER, J 0 Regions, Chicago, Office of the Director 79/03/23 
IP 


7905040027 Foriwards IE Info Notice 79-07, "Rupture of Radwaste Tanks " 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/36 
IP 


7905010165 Forwards IE Info NO'tlee 79-08. "In tercontiec t ton of 
Contaminated Sgs w/Svc Air Sgs Used as Source of Breathing 
Air " 

KEPPLER, vl 0 Region 3, Chicago, Office of the Director 79/03/38. 
1-P 
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79090t03<?4 Porwtrilt IE Info Hotlc* 79-07< '‘Bfill of ft«dl ooctlvolv 
Confamlnatof Rao In ” 

KEPPLER.,1. 0 Rag Ion 3> Chlcagoi Of fief of the Dirac tor 79/03/30 
Ip 


—7903010910 UR 79-O09/O1T-0 On 790409. during rafualing. Intp of 
irradlatad fual aaatAblg 2-13 rava«lad abnormal dagradatlon 
In ffealnlaaa itaal fuil cladding of futl rod.Causod bg 
gallat/clad tntaraetton Atfamblg will not bo raiiaod 
PAPWORTHil. 0 Da Ir gland Potior Cooparatlva. 79/04/19 Ip 


7905290339 Roipondt to IE Bull at In 79-04 No chaek valvof aanufacturad 
bg Valan Englnaarlng Corp ara In uaa at facllltg 
' LINDER, F Dalrgland Powar Cooparattva 79/04/10 Ip 


7909030029 Forward i IE Bulla tin 79-09« "Raul aw of Op ara t tonal Error* L 
Sgi Nltallsnffltntt Idantlflad During TNI Incldont " 

KEPPLER.J.O Rag ion 3. Chicago. Of fie a of tha Dir actor 79/04/11. 
IP 


7909010869 Forward* IE Bulla tin 79-06A, "Ravlaw of Oparatlonal Error a t, 
Bgt Hltal Ignmanta tdantlfiod during TNI Incldant “ 

KEPPLER.J.O Raglen 3. Chicago. Off lea of the Diractor 79/04/14 
‘P 


"7909010920 LER 79-0 09/017-0 on 790410 during refufling. Insp of 
Irradlatad fual astanblg 2-13 ravaalad abnormal dagradatton 
In atainlaat ataal futl cladding of fual rod Cauaad bg 
pallat/elad Intaractlon Aaiamblg will not bo rautad. 
PAPUORTH. L 0 Dalrgland Powar Ceoparattva 79/04/19. Ip. 


7909020243 RO 79-07 on 790429. abnormal dagradatton dlacovarad In 
prinarg raactor contalnmant during tgpa B 9 C lurvaltlanca 
laakaga rata taatlng Elactrlcat panatratlon rapalra ftartad. 
LINDER. F Dalrgland Powar Cooparatlva 79/04/29 2pp 


7909190917 Forwarda LER 79-007/01 T-0. 

LINDER. F Dalrgland Powar Cooparatlva. 79/09/09 4pp. 


7909040334 Forward* IE Bullatln 79-09B, "Ravlaw of Oparatlonal Errora 9 
Sga NUal Ignmanta Idantlflad During TMI Incldant " 

KEPPLEAiJ 0 Raglon 3. Chicago. Off lea of tha Diractor 79/04/14 
IP 


7908040440 Forward! 16 Bullatln 79-07. "flaltmlc Rtraai Analgila of 
Saf atg-Ralatad Piping " (.icanaaa action ragulrad 

KEPPLER.J 0 Region 3. Chicago, Office of tha Director 79/04/14 
Ip. 


—7909190930 LER 79-0-07/017-0 on 790429 a lac tr teal panatratlon vnlii a L 
4 did not meat Tgpa B teat crltorta during periodic laakaga 
rata taatlng Cauaad bg cracked individual panatratlon 
glandf Panatratlon* replaced 9 taatlng compound applied 
PAPWORTH. L 0 Dalrgland Powar Cooparatlva 79/05/09 tep 


7909250404 Forward! LER 79-009/01 T-l 
LINDERjF Dalrgland Power Cooperative 79/05/09. Ip. 


7909040993 Forward* IE Bulletin 79-08, “Event* Raltvant to Bolling 
Water Powar Raactora identified During TNI Incident “ 

KEPPLER.J 0 Raglan 3, Chicago, Office of tha Director 77/04/14 
Ip 


7909030222 Forward* IE Bulletin 79-09, "Fetlore* of OE Tgpa AK-2 
Circuit Breaker in Bafatg-Ralated Sg* “ Llctniea action 
req^ulred 

KBPPLER, J 0 Region 3. Chicago. Office of tha Director 79/04/17. 
Ip 


— 790929D407 LER 79-009/OlT-l on 790409 during ref uel Ing, Imp of 
Irradletad fuel eaaamblg 2-33 reveeled ebnormel dagredatlon 
in fuel cladding of fuel rod Cau«ed bg pallet/clad 
Interaction w/oiggtn-ai lifting itres* eorrodon. 

&H1H3HAK.R E Dalrgland Powar Cooparatlva, 79/04/19 Ip 


DOCKET 90-410 NINE NILE POINT NOCLEAR BTATION, UNIT 2 
A. Appiieatton/conatructlon ttaga documanti 9 eorraipondenca 


7909080490 Forward* IE Bulletin 79''09B, "Nuetaar Incldant at 
TNI -Sup pi " 

KEPPLER.J. O. Region 3. Chicago. Office of the Director. 79/04/21 
Ip- 


7909240916 Raiiuatt* a > tan* ion until 790902 to r a* pond to IE Bulletin 
79-Oa ra TMI affect* on BWft*. 

LINDER, F Dalrgland Powar Cooparatlva. 79/04/27 ip 


7909240698 Raapond* to IE Bulletin 79-08. "Evanta Ralavant to Bolling 
Water Powar Reactor* Idantiflad During TNI Incldant “ 

Parfonnal have participated In rgvlau of TNI incldant 
LINDER. F. Dalrgland Powar Cooparatlva. 79/09/02, 19pp 


7909240896 Forwarda IE Circular 79-07. "Una tp acted Speed Incraaaa of 
Reactor Racirculation Kotor Oanarator Bat Raaultad In 
Raactor Power Incraaic ” 

KEPPLER.J O. Region 3, Chicago. Office of the Director 79/09/02. 

Ip. 


7909290417 Raipond* to IE Bullatln 79-07. Forward* info re •alimle 
«tr««« analgtif of tafatg-related piping. 

LINDER. F. Dalrgland Powar Cooparatlva 79/09/23 I6pp. 


R. Periodic operating rapert* W related eorraipondenca 


7909090398 Forward* "Radioaettva Effluent Rapt fc Environ Kent taring 
Rapt" for 1978 

LINDER. F Dalrgland Powar Cooporatlva. 79/04/30 Ip. 


—7909090396 ''Radleactlva Effluent Rapt tt Environ Monitoring Rapt” for 
1978. 

e Dalrgland Power Coop ora tlve. 78/12/31 37pp 


7909140331 Fortiarda nonthlv optratlng rapt for Apr 1979. 
LINDER. F. Dalrgland Power Cooperative. 79/09/00, ip, 


—7909140234 Monthlg, opiretlng rept for Apr 1979. 

PAPWORTH. L 0. Dairy lend Power Cooperative. 79/09/07. iOpp. 


7909040316 Summarg of 790321 meeting of Mark II owner* group In San 
Jota.CA ra Intermediate plant program ta*kf. 

ANDERSON. C.J Containment Sgstama Branch 79/04/13 190pp 


J Inauranc! & Indamnltg Information 


7909070497 Confirm* Increaiad liabllttg limit to 9124.000.000 for 
pollelaa NF-1.29i43. 76, S3. 100, 111. 140, 146. 191, 161, 164, 170. 

173. 174. 178, 179. 180, 182. 189, 186. 187, 188, 189. 192, 193. 194, 199, 
197, 193. 200, 201,204. 206, 207.208. 210. 212, 214. 219. 6 othir* 
OUATTROCKHI. U American Nuclear Inaurara. 79/09/01 Ip 


7909070982 Confirm* Incraa** in tlabllltg limit to *36. OOO. 000 for 
pollcla* HF-22,26.29, 38,39, 44. 46, 47. 49, 90. 51. 92, 93, 94. 99, 96. 

97. 98, 60, 61, 64, 66. 67, 68, 69, 70, 71. 72, 74, 76, 77. 78, 79. 80, 86. 07, 
88.90,91,92.93.94.99 1, 96. 

ROBERTS. D M. Mutual Atomic Energy Liability Undarwritari 79/09/01 

Ip 


<1 Inapactlon raporta. lE Bulletin* fc corratpondanca 


7909010129 Forwarda IE Info Notice 79-06, “8tra»a Analgil* of 
Safety-Related Piping. " 

ORIER. B H Raglon 1. Philadelphia, Office of tha Diractor. 
79/03/23 If 


7909020071 Forward* IE Bulletin 79-06, "Ravlaw of Operational Errori 6 
8g* Mlaallgnmonta Identified During TNI Incident " 

DRIER. 8. H. Region 1, Phlladalphle, Office of the Director 
79/04/11. Ip 


.7909020329 Forward* IE Bullatln 79-07. "Sal ami e 8tr*«« Analgal* af 
Saf atg-Ralatad Piping. ” Lican*ea action raRulroil. 

DRIER. B.H. Raglen 1, Philadelphia, Office of tha Diractor 
79/04/14. ip. 


790904006B Forward! IE Bullatln 79-068. "Ravlaw of Oparatlonal Crrcrt t 
Sg* Hiaallgnmantt Idantlflad During TNI Incident. " 

DRIER. B.H. Raglon 1. Philadelphia, Offica of tha Diractor. 
79/04/14. tp 


B. Rpportabla oceurrencaa, LERo It ralatod corratpondanca 


7909020230 Notifle* of 790410 RO 79-06; fuel a««*mblg 2-13 eontaln* fual 
rod w/dagradod cladding. 

LINDER. F. Dalrgland Powar Cooparatlvo 79/04/10. Ip 


790S040239 Forward! IE 
Hatar Fowtr Raactor* 
DRIER, B.H Ration 
. 79/04/14. Ip. 


Bullatln 79-oa. "Event* Relevant to Boiling 
Identified During TMI Incident." 

1. Philadelphia. Office of the Director. 


7909010904 Farmer d» LERi 79-009/01 T-0 6 79-OO6/OIT-0. 
LINDER. F. Dalrgland Powar Cooperative. 79/04/19. 7pp 


DOCKETED ITEMS 




79030300^1 Forward* IE BuUotln 79-09. «FaUuroi of OE Tvp* AK-S 
Circuit BraaliiF In 8«f*tv-R«lat*d By*. “ Lleantoa action 
rtqvlrad 

ORIER. G H Raglan 1> PhlladtlphU. Oddica ot tha Dirictor 
79/04/17 ip 


790SOao«9a Forward* IE BuUttin 79-06Ai Ravi* Ion 1. "Ravitw at 
Dfiratlonil Error* It B^i Hi*al Ignnant* Idontiftod During THI 
Incldont " 

CRIER. B H Raglon 1. PMladalphla, Offico of th* Oirtctor. 
79/04/10 Ip 


DOCKET 90-41B BEAVER VALUEV POWER STATION. UNIT 2 
A App 1 { cat lon/coni true tlon *tago documint* 1< corraapondanc# 


790S21009B Ranuiit* plant *hutdown b*cau»* of thraat of accld«nt a* 
*tv«ro a* ruptura to raactor vaiitl 
HOHANO.F R Affiliation Untnown 79/04/13 5pp. 


O Adjudicatory corraopondonca 


7909190367 Forward* CP amtnd r#iiu#*t for aitanilon of txplratlon data 
to B4t33t 

TKINMi C N Duquisn* Light Co 79/09/09 Spp 


—7905150369 Application for amand of CPPR-105 to oxtand contt complatlon 
data to 041231 

DUNN, C. N Duqua*n* Light Co 79/09/09 4pp 


J Iniuranci It indtmnlty Information 


7909070497 Confirm* lncraa««d liability limit to *124,000,000 for 
poltcli* NF-1,29, 43,76, B3, 100, 111, 140, 146, 191, 161, 164, 170, 

173. 174, 178, 179, 180, 182, 189, 1B6, 107, IBS, 189, 193, 193, 194, 199, 
197. 198, 200, 201, 204, 206,207, SOS, 210, 313, 214, 319, It othari 
OUATTROCKHI, J American Nucloar In«ur*r« 79/09/01 Ip. 


7909070582 Confirm* lner**«a In liability limit to *36,000,000 for 
pal Ida* HF-22,26,29<3B,39, 44, 46, 47,49, 90. 51, 92, 53,94,99,96. 

87. 50, 60, 61,64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86,87, 

88, 90, 91 . 92, 93, 94, 95 It 96. 

ROBERTS, 0 M Mutual Atomic Entrgy Liability Undtrwr Ittr*. 79/09/01 
Ip. 


Q. intptetion report*, IE Bullitini 1< eorraapondonco 


7909010106 Forward* IE Info Notice 79-06, “Strei* Analytli of 
Saf oty-Related Piping “ 

ORIEJt, B.H Region i, Philadelphia, Office of the Director, 
79/03/23 tp. 

7909020043 Forward* IE Bullvtln 79-06, "Ravitw of Operational Error* It 
By* Hlcalignment* Identified During TMI Incident." 

CRIER, S H Region 1, Ph 1 ladelph la, Office of the Director 
7^/04/11. ip 


7909020398 Forward* IE Bulletin 79-07, "Seiamle Btrea* Analy* l» of 
Baf aty-R*lat*d Piping " Llciniee action requirad. 

CRTERrB.H. Raglon i, Phlladalphie, Office of tha Dlrtctor. 
79/04/14 Ip. 


7903040014 Forward* IE Bulletin 79-068, "Review of Dparetlonel Error* 1, 
By* Mlialignmants Identified During TMI Incident " 

OflIERiB.H. Region 1, Philadelphia, Office of the Director. 

79/04/14 Ip. 


7909O4QSO0 Forward* IE Bulletin 79-08, "Event* R* I* vent to Bailing 
Water Power Raactor* Identified During TMI Incident." 

ORIERrS.H Region 1, Philadelphia, Office of the Director 
79/04/14 Ip, 


7909030063 Forward* IE Bulletin 79-09, "Failure* of OE Type AK-a 
Circuit Brtaker in Befety-Related 8y«. " Llcenoe* action 
raqulrt d. 

ORIER.B H Region 1, Philadelphia, Office of the Director 
79/04/17. ip 


7908010649 Forward* IE Butlattn 79-06A, Revlalon I, "Review of 
Operational Error* ti 8y« Mleallgnmant* Identified During TMI 
Incident " 

ORIER.B. H. Region 1, Philadelphia, Office of the Director. 
79/04/18. ip. 


8, Reportable occurrence*, LER* 6 related eorreepondence 


7908100103 Inform* that Injection pump* have been removed from engine*, 
Inepectid per newly e«tabll*hed criteria it reln«talled on 
engine*. All injection pump* in good condition. 

MORlARTViU M. Colt Indu«trt*«. Inc. 79/03/23 Ip. 


7909010941 Forwerdt 790329 Initial Interim rept an Significant 
OefIcUncy 79-01 ra Blrgham-Wtllamette Co *tap wort 
directive Poitiblllty of «lgnlflcant deficiency reported on 
790330 Final rept to be Itiuid by 790604. 

WDOLEVER.E J Duquevni Light Co 79/04/25 tp 


— 7909010891 Intirlm rept on Significant Deficiency 79-01 re 

Birghen-Wi 1 lam* t te Co «tap wort directive far quench eprey, 
racirculation, eprey *< auxiliery feedwater pumps Dftcribe* 
OA problem 1. correctlv* action. 

* Duquetn* Light Co 79/04/29 Spp 


DOCKET 90-413 CATAWBA NUCLEAR STATION, UNIT 1 


A Ap pllcat lon/conitruc t ton stage document* 6 eorreepondence 


7909100439 Act receipt of 790331 Itr forwarding OL application 
Acceptance review to dettrmtne completeneei hae begun 
VAROAiB A. Light Hater Reactor* Branch 4. 79/04/29 3pp. 


7905190100 Forward* info in retponee to reqwait for approval of 
flexible hoses Iti const of Class It & III piping 
DAILiL C Duti Power Go 79/09/18 9pp. 


—7909190101 ''Documentation of Comp Hence of Metal Bsllou* Corp Pert 
76863 to Requirements of ASHE Sictlon III N 03649 for U«a 
in Clae* II It Clate 111 Piping. " 

* Duke Power Co. 79/02/36 Gpp 


— 7909190103 "Documentation of Compliance of Metal Btliowf* Corp Part 
76864 to Requirements of ASME Section III N D3649 for Use In 
Class II It Clan HI Piping " 

• Out* Power Co. 79/03/26 Bpp 


—7909190104 "Documentat Ion of Comp i lane* of Matal Billows Corp Part 
76B65 to R«qulr*mant* of ASME Bactian IM N C3649 for Use 
in Claes 11 It Clai* III Piping " 
e Duke Power Co 79/02/26 Spp. 


— 7909190106 "Deilgn Rept for House Assamb Ig, Flax 1 b le Metal," preparid by 
‘ Metal Bellows Corp, par ASME Boiler It Pressure Vessel Code 
Stetlon 1 It I Bubsect ton NC/ND, CLas see II It III 
-* Duke Power Co 79/03/23, 80pp, 


%J, Insurance I, Indemnity Information 


7909D70497 Confirms Increased liability limit to *134,000,000 for 
pollclas NF-krS9, 43.76,83, 100, Uli 140, 146. 191, 161. 164. 170, 

173, 174, 178, 179, IGO, 182, IBS, 186. 187, 188, 189, 192, 193, 194, 199. 

197, 190,300, 301,204, 306, 207, SOB, 3 to, 312,314.219,1, others 
QUATTROCHHI, J American Nuclear Ineurare. 79/09/01. Ip. 


7905070983 Confirms Increase In liability limit to *36,000,000 for 
policies MF-S2,36,39, 38,39, 44, 46, 47, 49, 80, 91. 92, 93,94. 99,96, 

57, 38, 60, 61, 64, 66, 67, 68, 69, 70, 71, 73, 74, 76, 77. 78, 79. BO, 86, 87, 

88, 90, 91 , 93, 93, 94, 99 6 96. 

ROBERTB, DM Mutual Atomic Energy Liability Underwriter*. 79/09/01. 

Ip 


Q Inspection reports, IE Bulletin* It c orr espondanc * 


7909010183 PoTuard* IE info Notice 79-06. "Stress Analysis of 
Baf ity-R«latid Piping." 

O'REILLY. J P. Region 3,' Atlanta, Office of th# Dtractor. 
79/03/23 Sff 


7909030301 Forward* IE Info Notice 79-07, "Rupture of Radwa 
O'REIU-YiJ.P. Regions, Atlanta, Dfflca of tha Oiracto 
79/03/26. 3pp. 


7909040189 Forwards IE Bulletin 79-068, "Review of Operatloni 
Bys Kisellgnments identified During THI Incident " 

G'REtLLY, J P Region 2, Atlanta, Office of the Director. 
79/04/14 2pp, 


7909040366 Forwards IE Bulletin 79-07. "Seismic Sir*** Analy 
Bafaty-Relattd Piping," Llceniee action raqulrad. 

0 'REILLY, J. P. Region 3, Atlanta, Office of the Director 
79/04/14. Spp. 


7909040346 Forward* IE Sul la tin 79-08. "Evante Relevant to B 
Hater Power Rsactore Identified During TNI Incident. “ 
O'REILLY, J.P Regions, Atlanta, Office of the Director 
79/04/14. Ip. 


7909010396 Forward* IE Info Motlca 79-10, "Nonconforming Pip* 
Strut*. “ 

O'REILLY, J.P Raglon 3r Atlanta, Off lea of th* Director 
79/04/16. Ip, 
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DOCKETED ITEMS 


790S030183 ForuJbrd* IE Bullattn 79-09. ‘Fallura* at OE Tgp# AK-S 
Circuit Breaker in 8a7tt;y-Rt latent 8yt " Ll(»n«*i action 
rti^uirad 

O'UEItLY.J P Rasion 2. Atlanta. OfMta th» Diraetor, 
79/0^/17. 2pP 


7903030493 Forwardla IE Bulletin 79-OfiA. Ravi t ion 1. •Raviaw of 
Operational Erron l< S^t Mlia 1 ignnatita Identified During TftI 
Incident " 

O'REILLY. .1 P Region 2. Atlanta. Office of the Director 
79/04/iS 2pp 


7909140162 Act receipt of 790419 Itr inforielng NRC of etepi taken to 
correct vlolatlont noted In IE Ifiap Repte 30-419/79-04 1< 

30-414/79-04 

HURPHV.C E Region 2. Atlante. Reactor Conitructlon t Engineering 

Support Branch. 79/04/30 Ip 

— 7909140167 Reipond* to NRC 790322 Itr re vlolatloni noted In IE Imp 
Reptf 90-413/79-[>4 «i 30-414/79-04. Corrective actloni weld 
Identif Icatlone on both matl* tt tagi were corrected Piping 
itorcd correctly 

DAIL. L C Duke Power Co 79/04/19 3pp 


DOCKET 30-414 CATAWBA NUCLEAR STATION. UNIT 2 


A Appllcatlon/conetruc 1 1 on itaga docuaenti b correipondence 


7903190100 Forwards info in reiponia to request for epproval of 
flexible hoees in const of Clets II h III piping 
DAIL.L C Duke Power Co 79/09/15 9pp 


7903040266 Forwards IE Bulletin 79-07. ''Selsiiitc Street Analyelt »f 
Bafety-Releted Piping." Licensee action raqulred 
O'REILLV.J P Raglon 2. Atlanta. Office of the Director 
79/04/14 2pp 


7903040346 Forwards IE Bulletin 79-08. "Events Relevant to Betltni 
Water Power Reactors tdentiflad During TMI Incident " 
O'REILLY.-J P Region 2. Atlanta. Office of the Director 
79/04/14. tp 


7903010336 Forwards IE Info Notice 79-10. "Nonconforming Pipe Support 
Struts " 

O'REILLVtJ P Region 2. Atlanta. Office df the Director 
79/04/16 Ip 


7903030193 Forwards IE Bulletin 79-09. "Fa 1 lures of OE Type AK-a 
Circuit Breaker in Safety-Related Sye " Licensee action 
required 

O'REILLYrti P Region 2. Atlanta. Office of the Director 
79/04/17 2pp 


7903020433 Forwards IE Bulletin 79-06A. Revision 1. "Review of 
Operetlanal Errors b 3ys Hlsel Ignnents Identified During THt 
Incident " 

O'REILLY. J P Region 2. Atlanta. Office of the Otreetor 
79/04/ia 2pp 


7903140162 Act receipt of 790419 Itr Informing NRC of steps tikin te 
correct violations noted In IE Insp Repts 50-413/79-04 b 
30-414/79-04 

KURPHViC E Region 2. Atlanta. Reactor Construction b Englnesrini 

Support Branch, 79/04/30 Ip 


— 7903190101 "Documentation of Compliance of Ketal Bellows Corp Part 
76963 to Requiremants of AGME Section tit N D3649 for Use 
in Class II b Class 111 Piping " 
e Duke Power Co 79/02/26 Bpp 


—7903190103 "Documentation of Compliance of Metal Bellows Carp Part 
76B64 to Requirements of ASME Section III N D3649 for Ult In 
Class II b Class III Piping " 
e Duka Power Co 79/02/26 8pp 


— 7903190104 "Documentetlon of Compliance of Metal Bellows Corp Part 
76S6S to Requirrmanti of ASHE Section 111 N C3649 for Use 
In Class II fa Class [It Piping " 
e Duke Power Co. 79/02/26, Bpp, 


— 7909140167 Responds to NRC 790322 Itr re vloietlone noted In IE Insp 
Repts 90-413/79-04 b 30-414/79-04 Corrective ectlons-weld 
Identifications on both matls b tags were corrected Piping 
stared correctly 

DAIL.L, C Duke Power Co 79/04/19 3pp. 


DOCKET 30-416 ORAND 8ULF NUCLEAR STATION. UNIT 1 


A, . App 1 Icat lon/cons true tion stage documents b correspondence 


7909100431 Forwards first round rsquist for addl info re sys enilgtls 
for FBAR review, 

STOLZiJ F Light Hater Reactors Branch 1. 79/04/29, 4pp 


— 7909190106 '’Design Rapt for House Ass enbly. FI exlble Metal." prepared by 
Metal Bellows Corp. per ASME Boiler b Preesura Uesstl Coda 
Baetion II I. Subsection NC/ND. C lasses tl b III 
* Duke Power Co 79/02/23 SDpp. 


7903100433 Act receipt of 790321 Itr forwarding OL application. 
Acceptance review to determine completeness has begun, 

VAROA.S A, Light Water Reactors Branch 4 79/04/23 3pp 


J. Insurance b Indemnity information 


7903070497 Confirms increased Uebilltg limit to ♦124.000.000 for 
policies NF-1.29. 43.76.83, 100, 111, 140. 146, ISl. 161. 164. 170, 

173. 174, 178. 179, ISO, 182, 188. tS6, 1B7. 186. 189, 192, 193. 194, 193, 

197, 198.200,201. 204.206, 207.208, 210,218.214, 213, fa others, 
QUATTROCHHl. J. American Nuclear insurers 79/03/01. tp. 


79090703S2 Confirms increase in tleblltty limit to ♦36.000.000 for 
policies HF-22.26r29i 38.39. 44. 46. 47i 49.30, 91, 92, 33, 34, 53, 36, 

57, SB, 60, 61, 64.66. 67. 68. 69, 70. 71 , 7S. 74. 76. 77, 78, 79, 80, 86, 87. 
08,90,91,92.93,94,93 b 96. 

ROBERTS, D M Mutual Atomic Energy Liability Underwriters 79/05/01 
Ip- 


0 Inspection reports, IE Bulletins b correspondence 


79050101S3 Forwards IE Info Notice 79-06, "Stress Anekysls of 
Safety-Related Piping." 

O'REILLY. U.P Region 2, Atlente, Office of the Director. 
79/03/23 2pp, 


7903030301 Forwards IE Info Notice 79-07, "Rupture of Radwasts Tanks 
O'REILLYiJ P. Region 2, Atlanta, Office of the Director. 
79/03/26. 3pp 


7905040i83 Forwards IE Bulletin 79-06B, “Review of Operational Errors fa 
Syi Hisallgnmants Identified During THI Incident. " 

O'REILLY, J. P, Region 2, Atlante, Office of the Director, 

79/04/14, 2pp 


H Otner al e arras pondenca 


7903000430 Forwards affidavit of sve re distribution of Amend 29, per 
end to NRC 780627 Itr 

DALE, L F. Mississippi Power b Light Co 79/04/30 2pp 


K Utility Final Safety Analysis Report (FBARl b amends 


7903300439 Forwards Amend 30 to P8AR b schedule for completing 
outstanding first round questions 

8TAMPLEY, N L Mliilssippl Power b Light Co 79/09/23. 4pp 


— 7905300441 Amend 30 to FBAR Copies of plant area drainage drawing, 
equipment test plans b response spectra curves available In 
Central Files 

e Klsslistppl Power b Light Co 79/03/23, 2000pp 


S. Inipectlon reports, IE Bulletins b correspondence 


7903010204 Forwards IE Info Notice 79-06, "Stress Analysis of 
Bafety-Relatsd Piping " 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director 
79/03/23 2pp, 


7905030314 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tenll. ' 
O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/03/26. ip. 


7905040223 Forwards IE Bullatin 79-068, "Ravlaw of Operationel Erreti b 
Sys Mlea 1 Ignments Identified During TMI Incident." 

O'REILLY, J.P Region 2, Atlanta, Office of the Director. 

79/04/14. Ip, 


7909040312 Forwards IE Bulletin 79-07, "Beismle Stress Analysis sf 
Bafety-Relatsd Piping " Licenses action required, 

O'REtLLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/14. Ip, 


DOCKETED ITEMS 


208 


7«30404rZO ForuJiril* IE Bullttln T^-OQ, «Ev»nti Relevant to Bolling 
Ulter I’ouer Reactors Identified During TMI Incident " 

0'REILi.Yj J P Rsslon St Atlantai Office of the Director 
79/04/14, tp 


7909010371 Forwards IE Info Notice 79“10( "Nonconforming Pipe Support 
Strut*. " 

0'nEtl.l.Yi J P Raglan St Atlantai Office of the Director 
79/04/ 1 A Ip 


7909000167 Forward* IE Bulletin 79-09i "Failure* of OE Tgp* AK-8 
Circuit Breaker in Qaf etg-Related Bgi " Licensee action 
required 

D'SEILLVi J P Raglan Sr Atlantai Office of the Director 
79/04/17 Spp 


79090 20 478 Forward* IE Bulletin 79-06Ai Revision li "Review of 
Operational Error* ti Sge Hleallgnisents Identified During TNI 
Incldant. " 

O'REILCYt J. P Rag ton 3i Atlantai Office of the Director, 
79/04/10 Spp 


*— 790930044* Aaend 30 to F8AR Ccpies of plint erta drelnage (trewtng< 
■quipaent test plans & rtiponte spectra curves available In 
Central Fites 

» Hlstlsslppi Fewer l< Light Co 79/09/89 SOOOpp 


0 Inspection reportsi IE Bulletins t< correspondence 


7909010304 Forwerdi IE Info Notice 79-06i "Straps Analgtli of 
Baf etg-Rslated Piping * 

O'RElLLViJ P Raglan 8i Atlantai Off lea of tha Dtractor 
79/03/83 Spp 


7909030314 Forward* IE Info Hotic* 79-07i "Roptura of Radwasta Tanks * 
O'REILLYiiJ P Rtglon 8i Atlantai Offlca of tha Olraeter 
79/03/36 Ip 


7909040833 Forwards IE Bullttln ?9-06Bi "Ravlaw of Oparatlenal Errors t> 
Sys Hisalignmtntf Idantiflad During THl Incldant " 

O'REILLY, J P Rtglon 2i Atlanta, Offlca of tha Dtractor 
79/04/14 ip 


7909290061 Act receipt of IE Insp Repts 30-416/79-01 ti 90-417/79-01 
en 790183-86 Ho proprietary Info 

HCOAUQHV. 0 P. Mississippi Power t> Light Co 79/04/18. ip 


7909040636 Respond* to NRC 790322 Itr re violations noted In IE Insp 
Rapt* SO-416/79-oa ** 90-417/79-03 Corrective actions Bechtel 
quality «ctian raquast Issued on welding electrodes found in 
drywell area A supsrvlsors Instructed In rod control duties 
HCOAUOHV. J. P I11*«lsitppl Power t< Light Co. 79/04/23 3pp 


7909040312 Forwards IE Bullttln 79-07. "Seisolc Stress Analysis of 
Saf atg-Ralatad Piping " Llctnsta action requirad 
O'REILLY, J P Raglon 3, Atlanta, Offlca of tha Director 
79/04/14 ip 


790S040430 Forwards IE Bulletin 79-0B< "Events Relevant to Belling 
Katar Power Raactor* Identified During TMI Incident " 

O'REILLY, J P Raglon 3, Atlanta, Offlca of the Director 
79/04/14 tp 


9 Haporfcable occurrsnees, LERs I, related correspondence 


7909140339 Forward! final deficiency rept for weld loparatlon on strut 
type hanger matl 

HCOAUOHVr*; P Miiilsstppl Power 1, Light Co. 79/03/33 Ip. 


-*7909140340 Final rept on potentially Reportable Deficiency 7B/03 
Invest Igatlon by Uechtal revealed factory weld separation on 
Unletrut Part PIOOI matl.All spot welds, except one lot, meet 
required lefetg factors Unacceptable lot Isolated 
• Hle*t«slppl Power li Light Co 79/03/32. Ip. 


7909030439 Interim rapt on potentlelly reportable deficiency 
re circuit separation discrepancies In power generation 
control eompleico* Final rept will be submitted by 790620 
HCOAUOHY. J P Mississippi Power U Light Co 79/03/23 tp 


7909140394 Informs of potential Reportable Deficiency 79/09 Improper 
drawings supplied by OE. Reportablllty Is being determined) 
final rept will be Issued by 790931 

HCOAUOHY* j P Mississippi Power U Light Co 79/03/27 Ip. 


7909890373 Informs of possible defective metl shipment purchased from 
Tub# Turns t, shipped to Bechtel Power. Menufeeturer 's recell 
notice aisel. 

REILLYiH K Liberty Equipment »< Supply Co 79/04/04 Spp 


7909040910 Inform* that d*flclaney reported on 790323 re failure of 
solid state trip devices wes caused by Inadequate or 
incomplete older joints on printed circuit board# Board* 
returned to vendor for enelyeii , 

nCOAUOHY, J P, Mississippi Power 1< Light Co 79/04/23. Ip 


7908940631 Interim Rept 1 for potentially reportable Deficiency 79-07 
re circuit separation deserepaneles. Final rept will be 

submitted by 790680. . . a i.*. u vo/na/aa 

MCOAIHSMV* J P Mlselislppl Power A Light Co N 79/04/23 


Ip 


DOCKET 90-417 GRAND OULF NUCLEAR STATION, UNIT 2 
AApplIeatlon/eonstructlon etege documente b co rrespondence 


7909100431 Forward e flrit round request for add I 
far F8AR review. ^ ^ , 

STOLZisi. F. Light Hater Reaetori Branch I 


Info re sys analysis 
79/04/29, 4pp. 


7909010371 Forward* IE Info Notice 79-10, "Nonconforatng Pipe Support 
Strut* " 

O'RElLLYiJ P Region 3, Atlanta, Office of the Director 
79/04/16 Ip 


7909030167 Forward* IE Bulletin 79-09, "Failure* of OE Type AK-2 
Circuit Breaker In Saf ety-Related Sys " Licensee action 
required 

O'REILLYiJ P Region 2, Atlante, Office of the Director 
79/04/17 2pp 


7909020472 Forwerd* IE Bulletin 79-06A, Revli Ion 1, "Review of 
Operetlonel Error* U Sys Mlsellgnment* Identified During TMI 
Incident " . 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/18 3pp 


7909290061 Act receipt of IE Insp Rept* 90-416/79-01 I, 90-417/79-01 
on 790183-26 No proprietary Info 






7909040636 Respond* to NRC 790322 Itr re violation* noted In IE Insp 
Repts 90-416/79-02 *< 90-417/79-02 Corrective action* Bechtel 
quality action request Issutd on welding eleetrodei found in 
drywell area t, supervisor* Instructed in rod 
MCOAUOHV, J P Mlssteslppi Power b Light Co 79/04/23 2pp 


8, Reportable oecurrenees, LERs fc related correspondence 


7909140339 Forward* final deficiency rept for weld separatlen on strut 
MCOAUOHY?d P Mississippi Power I, Light Co 79/03/22 tp 


-7909140340 Final rept on ^ 

investigation by Bechtel revealed factory weld J" 

Unlftrut Part PlOOl matl.All 

required safety to 


f909020435 Interim rept on 

re circuit separation discrepancies In powtr 

Sontrol eomplikes.Flnel rept b» •»b'«ltted by ^M20 

MCOAUW/iJ. P Pou#r t Light Co 79/03/23 9 

7909140394 Informs of potential Raportable 

drawings supplied by OE Reportibll ty Is being ditere,lned< 


h4/«AAIinUV* *1 P 


M Oenvral correapondenee 


7M8080480 Forward* affidavit of ive r* distribution of Amend 29, per 
Sale, Power b Light CO. 79/04/30 2pp. 


K Util I tv Final eafaty Anelytls Report IFSARl b^amends 


T9083CK)4d'9 Forward* Amend 30 to F8AR b schedule for completing 
oubebanding fire* round question*. 7 oyoa/a 9 4pp 

BTAMPLEY, N. L MJteliilppl Power b Light Co. 79/08/88, app 


»nsaso373 Inform* of poesibl* defective aetl shipment purchased frem 
m2"u?ni I iMpp.d'to Bechtel Power, Manuf.ctur.r '» r.c.U 

Bcri^^v, Liberty Equipment b Supply Co 79/04/04. 9pp 


1040810 Inform* that deficiency ** 

ilid etate trip device* we* caused by in«;4uat« 

Komplete older joint* on printed circuit board*. Board* 

sturned bo vendor f®*" *’’*^^***' . , c* 79/04/23 Ip 

:0AU0HY, J P. Miislselppl Power b Light Co 79/oa/w3 
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DUCKITED ITEMS, 


7909040431 tnt«rt<i R*pt ! for pattntloHv riporkoblo Dtflcitnew 79-07 
ro circuit loporotlon doicroponc !•«. Plnil ript Mill ^o 
lUbMitUd bu 790430 

MCCAyOHY, P Hl4«l«flppt Pouor Si Li pit t Co N 79/04/33. Ip. 


DOCKET 90-423 HILLSTOfffi HUCiCAR POMEft STATION. WIT 3 
A AppllcAtlon/canftruction cfeago dacuMorfrit & eomipendpne* 


7909190439 Forward* draft application for »(t*nilon of CPPH-il3 to 
Nov 1969 

FOSTER. E.R North pa «t Utilltiai 79/09/0? Spp 


J. Iniuranc* ti Indannity Information 


7909140432 Forward* Amand 14 to Indamnity Agratntnt B-39 par 10CPR140 
changa*. r* iner*a*a in llatillitv iniuranc* fro* 9140 allllon 
to 9140 all 1 ion. affac t Iv* 790901. Support Ing dacuaantat i on 
and 

SALTZMAN. J Anti truth & Indaonlttf Orcup 79/09/01 &pp 


7909190079 Forward* ciecvtad Anand 14 to Indamnlty Apraanant 9-39 
O'CONNORiL.A Northaait Utllltlai 79/09/19 4PP. 


0. Inipactlon rtpsrtt. IE aullattni li corratpendanc* 


7909010181 Forward* IE Info Notice 79-04. “Str*** Analgil* of 
Baf atg-Ralatad Piping." 

ORIERrB H Region I. Phtiadalph la. Offica of th« Dlractor 
79/03/33 Ip 


7909010093 Forward* IE Info Notlco 79-00. "Intareonnic tion of 
Centanlnatad By* w/6ve Air Sga Uiad ai Source of Braathlng. 
Air ' 

ORICRi B H Rtglon 1. Ph 1 lade Iphla. Office of the Director 
79/03/3B Ip 


7909010304 Forward* IE Info Notice 79-09. "Spill of Radloactivelv 
Contaminated Rctin " 

SRIEBiB.H Raglon 1. Ph 1 lade I plita. Office of the Director. 
79/03/30 3pp. 


7909020044 Forward* IE Bullet in 79-04. “ft* view of Operational Error* S. 
By* Hi tally nnent* Identified During TNI Incident " 

ORIEftiB.H Raglon 1. Philadelphia. Offlca of the Director. 

79/04/11 Ip 


7909030300 Forward* IE Bullatln 79-07. “Beltnlc Stree* Analgtlt of 
Bafaty-Related Piping " Llcenaee action ra^uired 
DRIER. B.H Region 1. Philadelphia. Office of the Director. 
79/04/14 Ip. 


7909040099 Forward* IE Bullatln 79-048. "ftavlaw of Operational Error* St 
Sy« flltal Ignmenti Identified During THl Incident." 

DRIER. B.H Region 1. Philadelphia. Office of the Director 
79/04/14, Ip 


790.9040814 Forward* IE Bulletin 79-00. "Evanti Relevant to Bolling 
Water Power Reactor* Identified During TNI Incident." 

ORIERiB H. Rtglon 1. Philadelphia. Office of the Director. 
79/04/14. Ip 


7909030077 Forward* IE Bulletin 79-09. "Failure* of OE Type AK-2 
Circuit 8r*a1(*r In Safety-Related By*." Llcentee action 
required 

OftlER. B.H. Region 1. Philadelphia. Office of the Director. 
79/04/17. Ip, 


7909030894 Forward* IE Bulletin 79-0&A.fteyi*lon U "Review of 
Operational Error* E Bye Hleal Ignmant* Idantlfled During TNI 
Incident, " 

DRIER. B.H. Region 1. Philadelphia. Office of tho Director. 
79/04/18 Ip. 


8. Reportable eceurrences. CER* 1. related eam«pond*ne* 


7909100099 inform* of ceetpietlon of analyel* of injaetien pump 
failure*. Fal lure* wire r*«ult of aurface Irrogularltla* on 
barrel t/or plunger. Incorrect mat!. St/or new pumpe Pump* 
ramovad from facility, 

RQRIARTT.dK Colt Indu*trtee> 


DOCKET 90-484 ALVIN H VOOTLE NUCLEAR PLANT. ONITT 

fi. App 1 Icat lon/canetructlen (tage docunonte t> corraepondence 


7909020841 Inform* that «part multiport dleehargo dlffutar will ntl be 
intballed Evatuablon at abhor optrablng plant* Indicates no 
need for addl diffuier, 

EHftENSPERDER.M Oeergla Power Co, 79/04/89 Spp 


7909830398 Submit* clarification of u** of 91-d4y compratalvo ilr*n|.tb 
concreta ipecifiid in con*t ipec vorout 8S-day eoaprestlve 
«trongth concrete referenced in PBAR Section 3 B Requetti 
prompt concurrence. 

EHRENSPEROER.N Georgia Power Co 79/09/11 Bpp 


O Adyudteabory cerrc«pondence 


7909190080 Dtnlei 781031 requeit by Georgian* Agalnet Nuclear Power la 
euipand CP, 

BOVD.R 8 Office of Nuclear Reactor Regulation 79/04/13, Spp 

7909240201 Forward* denial of «u«panilon of facility CP, Sup^porllRg 
documentation end. 

DENTON. N R. Office of Nuclear Reactor Regulation. 79/04/13 Ipp 


—7909340211 Director'* denial of lOCFRS. 304 requaib 

bOYD. R 8. Office of Nuclear Reactor Regulation. 79/04/13. Bpp 


— 7909S40S19 Analy*l» of need for facility 

a Dlvlilon of Site Safety 4 Environmental Analyils. 79/04/13 
8pp. 


—7909340387 Respond* to RN Froellch 781807 request Forward* eiil sn 
Oeorglans Agalnit Nuclsar Energy requeit to suspend facility 
CP 

WHITMER.C F Georgia Power Co. 78/12/19. i3pp 


—7909840832 TX PIRO's motion for admission of 781101 addl ContiAtleo I 
SCOTT. J H, TsKas Public tntera*t Rtstareh Group. 79/03/S3 3j| 


7903300398 Danit* 761031 rsqueit of Oeorglans Against Nuclsar Powir 
to sU’spend CP issued to GA Power Co It to hold hearings rs 
alleged new evidence 

80V0.R.8. Division of Propset Hanagemsnt 79/04/13. Spp 


7909190079 Forwards 790413 Itr denying Georgian* Against Kuettar Cnprgi 
raquist to suspind CP, Alto forward* FR notice of dsnlai, 

DENTON. H ft. Office of Nuclear Reactor Regulation. 79/04/19 8|g. 


7909340918 Ordart attention of time for NRC to revliw Ofe of Nwcissr 
Reactor Regulation 790409 denial of requeit for enforcentnt 
action 

CHILE. 8, J, Offlet of tho Socrotary of the Genmlsston 79/04/30 
Ip. 


I. financial information 


79090B0497 Forward* "Annual Financial Rept 1978. " 

VABQllEZiR.Q HetropoUtan Electric Authority of Georgia. 79/09/08 
tP 


—7909080908 "Annual Financial Rept 1978," 

a HetropoUtan Electric Authority of Georgia. 78/18/31. 81pf 


J. Ineurance 4 Indemnity information 


7909070497 Confirm* Increaied liability limit to *184(000.000 for 
pal ic its NF-l.a9. 43. 74.83. 100. 111. 140. 144i 191. 141. 144.170. 

173. 174. 178. 179. 180, 188, 169. 184. 187. 188. 189. 193. 193, 194. 199. 
197. 198. 800. SOI, 804, 804. 807, 808, 810, 818. 814, 819. 4 O'ther*. 
OUATTROCHHI. J. Amarlean Nuclear Insurer*. 79/09/01, Ip 


7909070988 Confirm* Increate In liability limit to *34,000.000 (»r 
pol tc lee HF-sa, 84, 89, 38, 39, 44, 44, 47, 49, 90. 91, 98, 93, 94, 99. 84. 

97. 98, 40. 41. 44. 44, 47, 48. 69, 70, 71, 78, 74, 74, 77, 78, 79, 80r84i«7, 
88,90,91.92.93.94,99 4 96. 

ROBERTS. D.N Hutual Atomic Enorgy Liability (Pndarwplters, 79/09/0] 

Ip. 


Inc, 


79/03/88 Ip. 


DOCKETED ITEIWS 


>Z07 


<! ln«ptct(on r*p{»rt*f tE Bullptlni li eerrsipondcnc* 


TWSOlOaoo Fqpn«i><l» IE In #8 Notice 79-06. “BtPO»i AnolviU at 
SaPotv-Rflotod Piping * 

□ 'REIl-LYtJ P. Region 8 . Attante. Office of the Director 
79/03/33 Spp 


7903030312 Porii/aril* IE Info Notice 79-07, "Rupture of Raduaito Tank* *' i 
O'REILLY, J P Region 2. Atlanta, Office of the Director ' 

79/03/26. Spp 


— 7908240319 Anatgite of need for faeilltv 

* 01 vie Ion of Blta Safetg 6 Environmental Analgtlo 79/04/13 

9pp. 


■7909240227 Raoponde to RN Froelich 781207 roquoet, Porwar do natl on 
Oeorglane Agalnet Nuclear Encrgg rotiuoet to ouepend facility 
CP 

MHITNER.C F. Oaorgla Pouar Co. 70/12/19 t3pp. 


— 7909240232 TX PIRO't notion for ad ml* lion of 7B1101 addl Contantlon 1 
GCOTT> ,/ N Tecae Public tntiroot Roeaareh Group 79/03/22 3pp. 


7905040216 Forworde IE Bulletin 79-06B, "Revlou of Operational Errore I, 
89 * Hlfallgnmentf Identified During TNI Incident " 

D'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14. 2pp 


7903040304 Foreiarde IE Bulletin 79-07, '‘Sc limit Street Analgete of 
Safmtg-ftelated Piping " Llconeoo action rogutrod 
O'REILLY, J.P Rtglon 2, Atlanta, Office of the Director 
79/04/14 tp 


7903040413 Foruarde IE Bulletin 79-00, "Event* Relevant to Bolling 
Matar Pauar Reactor* Identified During TMl Incident " 

O'REILLY, J P Region 2 , Atlanta, Office of the Director 
79/04/14 Ip. 


7903010366 Foruarde IE Info Nottca 79-10, "Nonconforming Plpo support 
Btrwte. " 

O'REILUV.J P Region 2, Atlanta, Office of the Director 
79/04/16 ip. 


7903030163 Forward* IE Bullotln 79-09. "Fallurae of <JE Type AK-2 
Circuit Breaker In Safety-Related Bye “ Lleeneae action 
required 

O'REILUV, J P Region 2, Atlanta, Of flea of the Dtra'ctor. 
79/04/17 2pp 


7903020467 Forward* IE Bulletin 79-06A, Revl»lon t, "Review 0 # 
aporatlonal Error* 6 By* Hl*allgnm*nt« Identified During TNI 
Inc idont. " 

O'REILLY, J P Region 2, Atlanta, Off lea of the Director. 
79/04/18 2pp 


7909240409 Ack receipt of IE Intp Rapt* 30-424/79-03 & 90-429/79-03 on 
790326-29. No proprlitery Info. 

8 TAFFA. R U Oeorgta Power Co 79/03/03 Ip. 


—7909240900 Forward* IE Imp Rapt* 30-424/79-09 6 90-429/79-09 on 
790326-29 No noncomp Uanee noted. 

HDRFHVrC E Region 2, Atlanta, Reactor Construction S> 
Engineering Support Branch 79/04/10 2 pp 


—7909240909 IE Intp Rept* 80-424/79-03 6 90-429/79-09 on 790326-29. No 
none amp 1 tonco noted Major area* Inepocted; eon«t atatu*, 
concreto procedure* 6 tpeee, concrete pleceeient It record* 6 
action on provlouely Identified Item* 

HARRIS, J R Region 2, Atlanta, Off lea of the Director. 

BRYANT, 0 C. Region 2> Atlanta, Reactor Conotructlon 6 
Englnearlng Support Branch. 79/04/10. 4pp. 


DOCKET 80-429 ALVIN W. VOOTLE NWCLEAR PLANT, UNIT 8 
A Applteatlon/conetruetlon etago documant* 6 corraepondonco 


79O34>30S41 Inform* that fpart multiport dltchargo dlffuatr will not tt 
Installed. Evaluation at other operating plant* indicate* no 
need for addl dlffutor. 

EHREN&PEROER, U. Georgia Powar Co. 79/04/29. 2pp 


7909S30396 Submits clarification of 0*0 of 91-day coapratdva ttrongth 
cancroto spoelflad in conet spec vtrsus 2 B-day comprettlvt 
• trangth concrato roftrancad In P 8 AR Section 3.0. Request* 
prompt eoncurrenee, 

EHRENSPCROERiM, Oeorgla Power Co. 79/09/11, Spp, 


9 Adjudicatory eorretpendonce 


7908180060 Denle* 781031 requott by Oeorglant Agalnet Nuclear Power to 
suspend CP. 

SOVD,R.8 Office of Nuclear Reactor Ragulatlon. 79/04/13. 2pp. 

W 09340301 Forward* dental of eutpenaion of facility CP. Supporting 
docwaontatlen oncl 

DeNTON.H. R. Office of Nuelaar Roactor Regulation. 79/04/19 1pp. 


—7903240211 Director'* denial of 10CFR2.206 raquett. 

■OYDiR. B. Office of Nuclear Roacter Ragulatlon. 79/04/19. Spp. 


7908300392 Denies 781 091 riqu*«t of Ooorglan* Against Nuclear Power 
to suspend CP Issued to OA Power Co 4, to hold hearings ra 
alleged new evidence 

BOYD, R. B Division of Project Managomont. 79/04/13. 3pp. 


790S1S0079 Forward* 790413 Itr denying Oeorglans Against Nuclear Energy 
request to sutpend CP Also forward* FR notleo of danlet. 

DENTON,H. R dfftco of Nuclear Raactor Ragulatlon 79/04/19 3pp. 


7903240910 Orders oxtanslen of time for NRC to review Ofe of Nuclear 
Raactor Regulation 790403 dental of raquost for onforcament 
action 

CHlLK , 6 J Office of the Secretary of the Cenurvlsslon 79/04/30, 
If 


I. Financial information 


7908000497 Forward* "Annual Financial Rapt 197R. " 

VASOUEZ.R.O, Httropolltan Electric Authority of Oeorgla. 79/09/02. 
Ip. 


—7908000308 "Annual Financial Kept 197a," 

e Metropolitan Electric Authority of Soorglh 70/12/91 24pp. 


7908070497 Confirms increased liability limit to *184,000.000 for 
* pollclas NF-l, 39, 49, 76, 89, 100. ill, 140,146, 191, 161,164, 170, 

179, 174. 178, 179, 180, 182, 189, 1B6. 167, IBS, 169, 192, 199, 194, 198, 

197, 198,800,201,204,206,207,206,210, 212,214, 219,6 othors, 
OUATTROCHHI, J American Nuclear Inaurare. 79/03/01 Ip. 


7909070388 Confirms increaee In liability limit to *96,000,000 for 
policies KF-82,86,89, 38,39.44.46, 47.49, 80, 31, 82.99, 94. 98,96, 

87, 30. 60. 61, 64, 66, 67. 60, 69, 70, 71 , 78, 74, 76, 77, 76, 79. 60, 66 , 87. 
ea, 90. 91. 92. 99, 94. 99 6 96. 

ROBERTS, D H. Mutuel Atomic Energy Liability Underwriters. 79/09/01 
Ip. 


O Inspection rsporti, IE Bulletins 1> correspondence 


7903010800 Forwards IE Info Net lea 79-06, ''Stress Analysts of 
Bafsty-Rslated Piping." 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/03/23. 3pp. 


7908030312 For wards IE Info Notice 79-07, "Rupture of Radwaste Tants. " 
O'REILLY, J.P. Region 8 , Atlanta, Office of the Director. 

79/09/26 2pp 


7908040216 Forward* IE Bulletin 79-066, "Review of 0|ier«tlenal Errors I, 
By* Misalignment* Identified During TNI Incident " 

O'REILLY, J.P Region 2. Atlanta. Office of tha Director 
79/04/14. 8 pp 


7909040304 Forwards IE Bulletin 79-07, "Balsmlc Stress Analygl* of 
Bafsty-Rslated Piping." Licensee action roqwlrad 
Q'REILLV, J. P Region 8 , Atlanta, Office of the Dlreeter. 
79/04/14 Ip. 


7909040413 Forwards ie Bulletin 79-06, "Events Relevant to Bolling 
Water Power Reeetero Identified During TMl Incident." 

Q'REILLV, J.P Region 2, Atlanta, Qrftco of the Director. 
79/04/14. Ip. 


7909010366 Forwards IE Info Notleo 79-10, "Non con forming Pip# Support 
Struts. " 

O'REILLY, J.P. Region 2 , Atlanta, Offlc# of the Dlreeter. 
79/04/16. Ip. 


7908090168 Forwards lE Bullstln 79-09, "Failures of OE Type AK -8 
Circuit Breaker In 8 af«te-Rolatod Sys. " Licansea action 
raqulrod, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/04/17. 2pp. 


I J. Insurance 6 Indemnity Information 
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DOCKETED ITEMS 


7905020467 Fofuard* IE BO list In 79-06A. RbvI t Ion 1. "RBvltw 
Dp«ratioit«l Error< ti Syi Ml** I Ignounfei i«d Ourlng TMI 

Inc idtnt ■' 

O'REILLV.JP Region 2. Atl*r»(tj>. Office of ««* Dlrotlor. 
79/04 /I a. Spp 


7905240489 Ack receipt of IE Imp Rept* 90-4Z4/79-0S «. 30-429/79-05 ofl 
790326-29 No proprleter^ Info 
STAFFA.ft U CfOPsU Pooer Co 79/09/03 Ip 


— 7905240300 ForiuePdi IE ln#p Rept* 50-424/79-03 & 30-425/79-05 on 
790326—29 No noncomp 1 lance noted 

HURPHYtC £ Region 8i Atlenta> Reactor Conetructlon i< 

Engineering Support Branch. 79/04/10 2pp 


—7905240309 IE In*p «ept» 30-424/79-05 t< 50-425/79-03 on 790326-29 No 
noncompliance noted Major areas Inspected const statue, 
concrete procedures & specs, concrete placement h records Si 
action on prevtouslg Identified Items 

HARRIS. J.R Region 2. Atlanta. Office of the Director 
BflVANTf d C Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch. 79/04/10 4pp 


DOCKET 50-426 ALVIM W VOOTLE NUCLEAR PLANT. UNIT 3 


I Financial Inforinatlon 


7905080497 Foruardi “Annual Financial Rept 1970 " 

VASQUEZ.R □ Metropolitan Glectric Avthorltg of Caorgla 79/05/02 

ip 


—7903080508 "Annual Financial Rept 1970 " 

• Metropolitan Electric Authoritg of Oaorgla 70/12/31 24pp 


DOCKET 50-427 ALVIN M VOOTLE NUCLEAR PLANT. UNIT 4 


I Financial Information 


7905080497 Forwards "Annual Financial Ropt 1970 " 

VASQUEZ.R 0 Metropolitan Electric Author Itij of Georgia 79/05/02 
ip. 


—7905080508 "Annoal Financial Rapt 1978 “ 

* Metropolitan Elactrlc Authority of Georgia 79/12/31 24pp 


DOCKET 30-430 A8C0. UNIT 1 


T, Hearing tranecrlpte on non-antltrust matters 


7903140086 Statement of C Maltle. President. Atomic Industrial Forum. Inc 
before Subcommittee on Nuclear Regulation of Senate 
Committee on Environ St Public Morks. 

HAL8KE.C, Atomic Industrial Forum 79/04/23 5pp 


DOCKET 50-433 UC-SANTA BARBARA RESEARCH REACTOR 
J Insurance 6 indemnity Information 


790316D219 Foruards Amend 4 to Indemnity Agreement £-38. per 10CFftl40 
changes.re liability Insurance increase from 4140 million to 
4160 mill lot), effective 790301 Supporting documentation end 
8ALTZMAN.J Antitrust * Indeaintty Group 79/03/01. 3pp 


'0-437 FLOATING NUCLEAR PLANT 

in/cons true 1 1 on stage documents & correspondence 


'RE0-033Ii "Investigation fc Evaluation of Stree* 
n Piping of LWR Plants" It notice of 
Ity M/o end. 

Istant Director for Light Mater Reactors, 


chnical staff be informed xbat longer holdup 
ro should be reiiuirad to avoid 
to ocean air. 

I Resources Defense Council 79/04/09. Ip 


— 7903030034 Requests repts "Buckling Criteria 6 Application ol Crlliilt 
to Design of Steel Containment Shell" & "Raviei.1 Of 0P6 Rept 
7270-RP-16A3I " 

BDIBMANiA Z Natural Resources Defense Council 79/03/27 Ip 


—7.905030042 "Review of OPS Rept 7270-flP-16ASt. Buctll ng Criteria I 
Application of Criteria to Prelimlnarg Design of Steel 
Containment Shell for Floating Nuclear Power Plant." 

Revision B> 780301 

* International Structural Engineer*. Inc Nnc-03-77-l3l 
79/03/31 32pp 


— 7905030031 "Buckling Criteria b Application of Criteria to Design «f 
Steel Containment Shall " 

HASRIiS F , 8EIDE.P , WEINOARTEN. V 1 Internationa 1 Structurel 
Engineers. Inc NRC-03-77-13t 79/03/31 106pp 


790S24010S Notification of 790307-0S meetings w/Harblson-Malker 
Refractories. OPS b NRC consultant to discuss 
Herblson-Malker 't experience w/magneslum oxide refractories 
b OPS' floating nuclear plant core ladle 

BtRKEL.R A Light Hater Reactor* Branch 2 79/04/20 4pp 


7905030339 Foruards list of items to be addressed by Harblsan b 
Halker Refractoriee b OPS at 790307-08 meeting In 
«lacksanvllle.FL. 

SNANSONi D 0 Aerospace Carp 79/04/24 Spp 


7905040133 Forwards Amend 27 to plant design rept re canct 1 lat Ion of 
P8Eb G contrac bi Incorporation of refractory ladle b 
recommendations of NRC consultant ra containment shell 
buckling analysis 

HAOA.P B Offshore Power System* (suts of Uestinghous* Electric 
Corp ) 79/04/30 121pp 


7903190112 Olecueses current activities of product assurance 
argent latlon review b approval of drawings b spec* Seeks to 
obtain mfg license b customers as toon as possible 
b approve drawings b specifications 

HAGA. P B Offshore Power Systems liubs of Hestlngbouse Electric 
Corp 1. 79/05/11 2pp 


79^5220022 Foruards arrata sheet to correct error* In Amend 27 t« 
790430 plant design rept 

HAOA.P P Offshore Power Systeme (tubs of Uastlnghouse Electric 
Corp.) 79/03/14. 7pp 


790S31O43S Forwards "Buckling Criteria b Application of Criteria l« 
Preliminary Design of Steel Containment Shell for Floating 
Nuclear Power Plant." Revision B, 

HAGAiP S Offshore Power Systems (subs of Hestlnghous* Cladric 
Corp. I 79/05/23. Ip 


— 7903310458 "Buckling Criteria b Application of Criteria to PTellal-narp 
Design of Steel Containment Shell for Floating Nuclear 
Plant. " Revii Ion B 

• Offshore Power Systems (subs of Heitlnghoute Elactrlc Corp I 
7270-flP-16A3l 79/08/31. 330pp 


O Ad judicatory corraipondence 


7905230313 Statement of matl facts which are not In di sputa. Appllcenl 
not able to build eight plants by 1933. Statement filed In 
opposition to NRDC statement of matl facte 

HAOA.P. B . NUTANTiJ. A. Offshore Power Systeme (sube of Westlrgboost 
Electric Corp 1, 79/03/0S 7pp 


7903250290 Identtf tcation of evidence for 790404 hearing, submitted Ifi 
responee to A8LB 790312 order. Prof ess lonal qualif Icatloni of 
TH Phltbln end. 

COHAN. D.Z.. DOUGHERTYi T. M . KENDRICK, d. R. Offshore Power Byitsas 
(sub* of Hestlnghous* Electric Corp. >. 79/03/23 6pp 


7903250177 Respond* to A8LB 790313 Itr re applicant's plan* for 
conveyance of reactor pressure vessel to site Applicant will 
not channsllte either Bratos River or San Bernard River. 
Hilling to begin responding to discovery notion*. 

COPELAND. JO. Baker b Bo tts. 79/03/27. Spp 


7903010113 Forward* request for Board notification re nonsaf ety-gr<l* 
equipment to mitigate tranilent*. 

8CINTO. J.F. Hearings Division. 79/04/02. 3tpp 


avleu of OPS Rept 7270-RP- 16431. Buck ling 
Ing Nuclear Plant." draft Revision B. b 
Application of Criteria to Design of 
all. « 

of Nuclear Reactor Regulation. 79/04/17. Ip 


DOCKETED ITEMS 
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"J90SOIOISA D04Td notification’ itaff aaiaaanint po noniaftttJ’-grada 
feo miVlgatf tr«n«lent< 

VABBALLO. » D Ai«i«tant Dlractop for Llsht Hatar Reactor* 

7'?/03<'av Zpp 


•T^J'OSOlait^B Doapi) notification recent l*«ue on nonaaf etg-grade 
equipment to mitiflat* traneient* More info if required 
TEDEBCOiR L Aieiftant Director for Reactor Safatg 79/03/16 
3pp 


7909030133 Forward* IE Bulletin 79-09, 
Circuit Breaker in 8af etg-Re lated 8u 
required 

O'REILLY, J P Region 2, Atlanta, 
79/04/17 ip 


“Failure* of CE Tgpe 
* “ Licaniee action 

Office of the Director 


AK-a 


7903140095 Forward* IE Bulletin 79-06A, “Review of Operational Errer* h 
Sg* Mieallgnaent* Identified During TMI Incident - 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/16 Ip 


7905160039 Dlecueeee effect* of TMI on hearing «chadule«i lilt* 
pro-cocdlnge echedulad from Apr through June Forwards 
queetlon* to be anewered at 790404 hearing 
ftEia.E, J. Branch 3 79/04/03 2pp 


•79DSIA0045 Lift* quettion* to be an»uierod at 790404 haaring re liquid 
pathway generic *tudg !, FES 

UOLFCi B Atomic Bafetg and Liceneing Board Panel 79/03/29 2pp 


7905000104 Repllet to applicant b NRC opposition to motion for summarg 
dlspneltlon Opposes applicant motion for summarg 
dtepoeltion Certlflcati of Svc and 

ROIBKANtA Z Natural Resources Defense Council 79/04/06 14pp 


‘7905000202 Statement of matl facts in dispute to applicant motion for 
summary d 1 spo* i t ion, Support Ing affidavit b resume of TB 
Cochran end 

ROISMANrA Z Natural Resources Defense Council 79/04/06 lOpp 


8 Reportable occurrence*, LER* i, related correspondence 


7909110203 Board notification Seabroot refueling weter storage tenk 
design deficiency 

BCINTO. J Hearing* Dlvltlon 79/03/29 30pp 


DOCKET 50-430 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A App lication/constructton stage document* I, corriipondenct 


7909300376 Notlftc* that radiological safety review schedule ha* bstn 
reevaluated t, revised New schedule end 

PARRiO D l-lght Hater Rcactori Branch 3 79/04/30 3pp 


7909310461 Forward* rsquest for info r* initial tost program 
PARR,0 D Light Hater Reactor* Branch 3 79/09/01 t6pp 


7909230292 No comment on proposed schedule submitted by applicant, if 
•II propoead findings of fact & conclusions of law re NRDC 
cgntenblon are filed after completion of Board action 8, 
hamrlngt on contantlon. 

nOISKAN, A Z Natural Resources Defense Council t 79/04/09 3pp 


7909110229 Approval of Taftsl 200 as snubber matt requiring 
surveillance Interval no more stringent than that requtrad 
for athylene propyiane equipped snubber* 

0!LLELAND,J E Tinncisie Valley Authority 79/09/04 21pp 


7903190129 Forwards NRC rept "Inquiry into Allegation of Employee 
Hlaconduct by Reetrietlng Investigation to Determina 
Retlabtlilty of Power Orld Serving St Lucie " 
aOMINKI.B.M Branch 3 79/04/11. ip 


"'79031 90130 "Inquiry into Allegation of Employee Misconduct by 
Reeti'lcting Investigation to Determine Reliability 
of Fouar Orid Serving St Lucie " 

MCTIERHANtT, U Office of Inspector b Auditor 70/06/30 SSpp 


7909190677 Ack receipt of 790411 Itr transmitting rapt of investigation 
in connection u/8t Lucie proceeding Requests Board be 
advlaod of any relevance to proceeding, 

HOLFEi Q. J Atomic Safety and Licensing Board Panel 79/04/12. Ip 


J Insuranca b indemnity Information 


7909070497 Confirm* increased liability limit to ♦124,000,000 for 
poUds* NF"1>29> 43, 76,03, 100, 111, 140, 146, ISl, 161, 164, 170, 

173, 174, 170, 179, ISO, 1S2, 109. 106, 107, 188, 189. 192, 193. 194, 199, 
197, 19S| 200,201,204,206,207,200, 210, 212,214,219,6 others 
aUATTROCHH I , J American Nuclear Insurer* 79/09/01 Ip 


7909070902 Confirm* Increasa In liability limit to *36,000.000 for 
polldas MF-22, 26, 29, 38, 39, 44, 46, 47. 49, 90, 9i. 92, 93. 94,99, 96, 

97, 98, 60, 61, 64, 66, 67, 60, 69, 70, 71, 72, 74, 76, 77. 70, 79. 80, 06, 97. 
88,90,91,92,93,94,99 b 96 

ROBERTS, D M Mutual Atomic Ensrgy Liability Undirwrltsri 79/09/01 

ip 


7909100122 Inform* that written rasponee* to ASLB 790329 Itr are being 
dvlayediNRC staff originally assigned to work on response 
*r* ipr*eentlg involved at TMr-2 
amiimi.S H Branch 3 79/04/17 Ip 


H Otnenel corraepondanca 


Q Inspection reports, IE Bullstln* 6 correspondence 


79090i021i Forward* IE Info Notlc* 79-06, “Stre** Analysis of 
Safsty-Ralatcd Piping “ ^ 

O'REILLY, J P Region 2, Atlanta, Offtca of the Director 
79/03/23 2pp 


7909230629 Ecpresse* concern ebout sefety of floating nuclear power 
plantbiiiue to unpredictability of weather 6 oceanic 
condl VIon* 

TOOHERrJ L Aff diet ion Unknown. 79/04/00. Ip 


7909030368 Forward* IE Bulletin 79-07, “Seismic Btres* Analy*l* of 
Safety-Related Piping " Licensee action required 
O'REILLY, U.P Region 2, Atlanta, Office of the Director 
79/04/14. 3pp 


0. Inepactlon report*, IE Bulletin* It eorr**pondance 


79O3OIOIS0 Forwards IE Info fJqties 79-06. "Btres* Analyil* of 
Smf ebg-Relmted Piping." 

O'REILLY, J P. Region 2, Atlanta, Office of the Director. 
79/03/23 ip 


7909030323 Forward* IE Info Notice 79-07, "Rupture of Radwaite Tank*." 
O'REILLY, vi.P. Rigion 2, Atlanta, Office of the Director 
79/03/26, Ip 


7903030188 Forward* IE Bulletin 79-07, "Seismic Stre** Analysi* of 
a«fqty-ReUt*d Piping " Licin*** ection required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director 
79/04/14. IP, 


7909040149 Forward* 
Hiealignment* 
O'REILLY. U P 
79/04/14. ip 


IE Bulletin 79-060, "Review of Operational Error* 
Identified During TMI Incident," 

Region 2, Atlanta, Office of the Director. 


b 


7908040497 Forwardi IE Bulletin 79-08. "Event* Relevant to Boiling 
Hmtftr Power Reactor* tdantiflad Duping TMI *'J*[J*''*‘ 

□ 'REILLY, U P, Region 2, Atlanta, Office of the Director, 
79/04/14, tp 


909040233 Forwards IE Bulletin 79-06B, "Rivliw of Operational Error* V 
8u» Mi»alignm#nt* Identified During TMI Incident." 

O'REILLV. J. P Region 2, Atlanta, Office of the Director 


va /nay t a 


7903110369 
Hater Po 
O'REILLY 
79/04/14 


7909010341 
Strut* " 
O'REILLV 
79/04/ 1« 


7909030175 

Circuit 

raqulrd' 

q'REILL 

79/04/1 


790902047 
Qpcrati 
Inctden 
0 'RE ILL 
79/04/1 



DOCKETED ITEM 


7709300293 Submit* «up|i laMsntal r**pan** to 1C SullotlA 77*07. Or if In* 1 
r*ipon*o f ubslttod 780120. Provld** «ildl Infs rocilvdd Prom 
aanuf«ct<iror (< daacrlba* plant In araa «P alaetrlcal 
panotratlant 

OILCELAND, J E Tannof*** Valla V Author lt« 79/04/27 9pp 


8. Rfportabl* accurrcnct*> LERa !• ralatad corrotpondonc* 


7909330948 Forward* tacond iniarlm rapt of tonill* anchor capacltla* 
louar than dttltn allowablai. 

OILLELANOr V E Tannatsoa Vallay Authority 79/08/17 Ip 


"7909330997 Sacond Intarln rapt tandla anchor capacltia* lawar than 
ataiimad In dttlgn altowabla* Ttitlng of ttud anchor* itlll 
In prograii Final ratultt axpactad 790001, 
a Tannattaa Vallay Authority. 79/09/17 Ip. 


7908d00293 eubalt* tupplamantal ratpon** to IE Bullatln 77-07. Orlglnil 
r**ponta aubmlttad 7S1S0 Provlda* addl Info raealvad from 
Banufacturar It datcrlba* plant In araa of alaetrlcal 
panatratlon* 

OILLELAKD. J E Tannattaa Vallay Authority 79/04/27. 9pp. 


|S flaportabla occurrtnca*i LERi in ralatad corraapondanca 


7909230948 Forward! tacond Intarlm rapt of tantlla anchor capaeltlai 
lowar than datlgn allouablat 

OILLELAND. J E Ttnnattoi Vallay Authority. 79/09/17. Ip. 


-7909330897 Sacond Intarlm rapt tantlla anchor capacltlat lowar than 
attumad In datlgn allouablat Tatting of ttud anchori ttlll 
In prograat Final ratulfct axpactad 79DB01 
a Tannattaa Vallay Authority 79/09/17 Ip 


DOCKET 90-439 BELLEFOMTE NUCLEAR PLANT/ UNIT 2 


DOCKET 90-440 PERRV NUCLEAR POWER PLANT/ UNIT 1 


A. Applicatlon/conatructlon ttaga docuManta t corraipondanct 


A App llcation/conttructlon ttaga documantt tt corratpandanca 


7909300376 Notlflaa that radiological tafaty ravlaw ichtdult hat baan 
raavaluatad li raviiad Naw achadula and 

PARR.O D Light Wattr Raactort Branch 3 79/04/30 3pp 


7909310461 Forward* rayuttt for Info ra Initial tatt program 
PARR/O D Light Hatar Raactort Branch 3 79/09/01 16pp. 


79091 10329 Approval of Ttfial 200 at inubbar matl rtliulrlng 
turvtillanct Intai'val no aiort ftrlngint than rayulrad for 
athylana propylana ayulppad tnubbart 

OILLELAND. JE Tannattaa Vallay Authority 79/09/04 21pp. 


J. Inturanca ti indamnlty Information 


7909070497 Confirm* incraatad liability Unit to 4134/000/000 for 
pallclat NF-1.39/ 43/76/83/ 100, 111. 140/ 146, 151/ 161/ 164/ 170/ 

173. 174. 178. 179, 180. 182. 189. 186. 187. 188. 189. 192. 193. 194. 199. 

197. 198. 200. 201/ 204. 206. 207. 308. 210. 312. 214. 219. k othtr t 
OUATTRDCHH 1 1 V Amarican Nuclaar Inaurara. 79/09/01 Ip 


7909070982 Confirm* Incramta In liability Unit to *36.000.000 for 
p a 11 c 1 a t NF-S2. 36 . 29. 38, 39. 44, 46 , 47. 49 . 90, 91 . 92. 93. 94. 99 . 96. 

97. 98, 60. 61/ 64. 66. 67, 68, 69, 70, 71 . 72. 74. 76. 77, 78, 79. 90. 86. 87, 
88,90,91.92/93.94,99 h 96. 

ROBERT8.0 H Nutval Atomic Enargy Liability Undaruritart 79/09/01 
Ip. 


7909020424 Forward* NUREO-0931/ **tnvaatlgatlon 1. Evaluation of Strati 
Corroilon Cracking In Piping of LWR Plant*" t> notlca of 
Ittuanca & avallatlllty U/o and 

VA8BALLO.0 B Attlftant Olractor for Light Hatar Raactort 
79/03/23 2pp 


0. Intptctlon rtportt, IE Bullitln* It comipondanca 


7908010246 Forward* IE Info Notice 79-06. "Strait Analytlt gf 
Safaty-flatatad Piping. " 

KEPPLER. J 0. Rag ton 3. Chicago. Office of the Director 79/M/33 
Ip 

7909040021 Forward* IE Info Notice 79-07. "Rupture of Radwatt* Tanli ■ 
KEPPLER.V 0 Region 3, Chicago. Office of the Olractor. 79/03/36 
Ip 


7905030019 Forward* IE Bulletin 79—06. "Review of Operational Error* 6 
By* Mlaallgnmantt Idantiflad During TMI Incident." 

KEPPLER, J 0. Region 3. Chicago. Office of the Olractor. 79/01/11 
Ip. 


7909010876 Forward* IE Bullatln 79-06A. "Review of Operational Error* !■ 
By* Hliallgnnant* Idantiflad During TMI Incident," 

KEPPLER. U. 0 Region 3. Chicago. Office of the Director 79/04/14 
If- 


I 


! 11 I 

I I 


1 1 .'ll,' ' 


■'I. I 


0. Inipactlon raportt. IE Bullatlna 1< corraspondtnea 


7909010311 Forward* IE Info Notice 79-06/ "Stra** Analyai* of 
8af aty-Ralatad Piping.” 

O'REILUV/U. P Region 2. Atlanta. Office of tb* Olractor 
79/03/33 3pp. 


7905030368 Forward* IE Bullatln 79-07. "Salimlc Btratt Analytic of 
8af tty-Rclatad Piping.” Llcan*** action required. 

O'REILLY. vf. P Raglan 3. Atlanta. Office of the Olractor. 
79/04/14 3pp. 


7909040233 Forward* IE Bulletin 79-06B. "Ravlau of Operational Errara 1. 
Sy* Mlcallgnmant* Idantiflad During THI Incident.” 

O'REILLY. J P. Region 2, Atlanta, Office of the Dlractor. 

79/04/14. 3pp 


7909110369 Forward* IE Bulletin 79-08. "Event* Relevant to Bolling 
Hatar Power Reactora Idantiflad During TMI Incident." 

O'REILLY. J P. Region 3, Atlanta, Off tea of the Dlractor 
79/04/14. Ip 


7909010341 Foryardt IE Info Noitlc* 79-10. "Nonconforming Pip* Support 
Strut* " 

O'REILLY. vl.P, Raglan 2. Atlanta. Office of the Director. 
79/04/18, Ip. 


7909030172 Forward* IE Bullatin 79-09. "Fa lluro* of 0£ Type AK-S 
Circuit Braatar In 8af*ty-R*latad 8ya. " Llcon«ta action 
royulrad. 

O'REILLY. J, P, Roglon 2. Atlanta, Offlco of tha Dlractor. 
79/04/17. 2pp. 


7909020479 Forword* IE Bullatln 79-06A. Rovltlon 1. "Rovlow of 
Oporatlonal Error* hi Syt MlcaUgnaiint* Idantiflad During TMI 
Incident “ 

O'REILLY, J.F. Region 2. Atlanta, Off lea qf the Director. 

79/04/18. 3pp. 


7909040382 Forward* IE Bullatln 79-06B, "Revlaw of Oporatlonal Error* h 
By* Miialtgnmant* Identified During TMI Incident " 

KEPPLER, V. 0, Region 3, Chicago, Offlco of the Olractor. 79/04/14. 

Ip 


7909040937 Forward* IE Bulletin 79-08, "Event* Relevant to Bolling 
Hatar Power Raactort Identified During THI Incident, " 

KEPPLERtV 0 Raglan 3, Chicago, Office of the Director 79/04/14 
‘P- 


7909070170 Forward* IE Bullatln 79-07. "Stltmlc Strtai Analytlt of 
8af*ty-R*lat*d Piping " Llcania* action rayulrad 

KEPPLERiJ O. Region 3. Chicago, Office of the Dlractor. 79/04/14 

Ip. 


7909010396 Forward* IE Info Notlc* 79-10. "Nonconf arming Pip* Support 
Strut*. “ 

KEPPLER.U, O, Raglan 3. Chicago. Office of th* Olractor 79/04/16 
Ip. 


7909030217 Forward* IE Bullatln 79-09, "Failure* of OE Typo AK-2 
Circuit Breaker In Bafoty-Rolatod Syt " Llcontoo action 
required. 

KEPPLER.J. 0. Roglon 3. Chicago, Office of the Director. 79/04/17 
IP. 


7909080400 Forward* IE Bulletin 79-09B. "Nuclear tncldant at 
TMI-8uppl, « 

'KEPPLER.J. 0 Region 3. Chicago. Office of th* Director. 79/04/91. 
Ip. 


7909240693 Porwardi IE Circular 79-07. "Unexpected Speed Incriaif of 
Roactor Recirculation Motor Oonorator Bat Rytultad in 
Reactor Power Incraata, " 

KEPPLER.J. 0. Regions. Chicago. Offlco of the Director. 79/09/02 

Ip. 
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DOCKET 80-441 PERRY NUCLEAR PDUER PLANT. UNIT 2 
A App 1 leatton/canttructlon ftag# documant* (i corradpondinct 


7Y08020424 Porwirda NURE0-0831i "Invaitlgatlon It EvAluatlon of Sferttt 
Corraalon Cracking In Piping of LWR Planti" {« notice of 
leeuance b avallabltltg U/a end. 

VASEALLO.D B Aeiletant Director for Light Mater Reactori 
79 / 03/13 2p p 


S InipeEtlon reporter IE Bulletlne b correipondence 


7909010246 Forward* IE Info Notice 79-OAt "Btroee Analvtli of 
Saf aty-Related Piping " 

KEPPLEfif J 0 Region 3, Chicago. Office of the Director 79/03/23, 
Ip 


7909040021 Forward* IE Info Notice 79-07. "Rupture of Radwaete Tanke, " 
KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/03/26 
Ip 


7909030019 Foruarde IE Bulletin 79-06, "Review of Operational Error* 8. 
By* Hleallgnetant* Identified During THI Incident " 

KEPPLERrJ.O. Region 3, Chicago, Office of the Director 79/04/11 
Ip- 


7909010976 Forward* IE Bulletin 79-066. "Reviaei of Oparatlonel Error* b 
By* Mliallgnmente Identified During THI Incident, " 

KEPPLERiJ,0. Regions, Chicago. Office of the Director 79/04/14 
Ip. 


790SO4O3S2 Forward* IE Bullatln 79-068. "Review of Operetlonel Error* b 
Bye Hl*ellgnm*nt* Identified During TMl Incident " 

KEPPLER.J 0. Region 3, Chicago. Office of the Director. 79/04/14, 
Ip 


7909040937 Forwarde IE Bullatln 79-00, "Events Relevant to Bolling 
Mater Power Reactor* Identified During TMl Incident " 

KEPPLER.J 0 Region 3, Chicago. Office of the Director. 79/04/14, 

Jp. 


790’9070170 Forwarde IE Bulletin 79-07. "Selifflle Stress Analyili of 
Saf ctg-Riteted Piping," Licensee action required 

KEPPLER.J, 0 Region 3. Chicago. Office of the Director. 79/04/14 

Ip. ' 


7909010396 Forwerdi IE Info Notice 79-10, "Nonconf omlng Pipe Support 
Struts " 

KEPPLER.J© Region 3. Chicago. Office of the Director 79/04/16 

Ip. 


7909030217 Forwarde IE Bulletin 79-09, "Failure* of OE Type AK-2 
Circuit Breaker In Safety-Related Bye. " Licensee action 
required, 

KEPPLER.J 0. Region 3. Chicago. Office of the Director. 79/04/17. 
Ip, 


7909000400 Forwarde IE Bulletin 79-09B. "Nuclear Incident at 
THl-Suppl, « 

KEPPLER.J,©. Region 3. Chicago. Office of the Director. 79/04/21. 

Ip. 


790924 0S92 Forward* IE Circular 79-07. "Uneipacted Speed Iticraaea of 
Reactor Rec Irculattqn Motor Oenerator Set Resulted In 
Reector Power Increase. " 

KEPPLER.J,©. Region 3. Chicago, Office of the Director. 79/09/02 

Ip. 


DOCKET 90-443 8EABROOK NUCLEAR STATION, UNIT 1 
A. Appllcatlon/conitructlon etage document* b corraepondance 


79090S0398 Raiie* questtone by Seacoaet Anti-Pollution League re 
financing plan propoied In Public Svc Co 790321 b 790427 
1 tr*. 

BACKUS, R, A. a'Nelli Backue, Spieleuin. 79/09/04. 4pp. 


7909170249 Forward* Anend 40 to licenee app lleation. Certificate of Bve. 
a«end fee b supporting doeuaentatlon sncl, 

RITSHER.J A. Rope* b ©ray. 79/09/16. Ip. 


-.-7909170291 AppolntMant of agent b elgnature of applicant. 
CLEARY. J.V, Oreen Mountain Power Carp. 79/04/30, 2pp, 


— 7909170293 Forward* Aaend 40 to' 790330 tlcanse application. r*qu**t fot^ , 
partial transfer of ownerehlp of CPPR-13S b CPPR-136 b 
supporting financial Info of owners. 

MERRILL. D.N. Oresn Mountain Power Corp. 79/09/14. 31Spp. 


F, Security, leedical, emergency b fire protection plane 


7909240343 Forwards Ofc of Nuclear Reactor Regulation 730929 oieao to 
CoeMleeloner* re reeulte of fire protection reaeareh teat 
Hill provide all generic board notifications In all 
proceadlngs Involving facilities 
BRENNER, L Branch 3 79/04/09, 2pp 


0 Adjudicatory correspondence 


7909010323 Forwards request for order to show causi why CP should not 
be suspended or revoked. NRC position On not revltwlng 
consequences of Clas* 9 facility accident should be 
reevaluated in light of SECY'7S-137. 

BACKUS, R, A O'Neil. Backus. Splainan 79/03/12 2pp 


— 7909010329 Requests order to show cause why CP should not be luspondod 
or revoked for lack of financial qualification* of lead 
applicant b othar participating coapanlei Cortlficata of 
Svc end 

BACKUS, R A O'Nall, Backus. Splainan 79/03/12 7pp 


7909070026 Responds to Seacoast Ant 1-Fo 1 lut Ion Leagus roquost for ordar 
to show cause why CP should not be suspended or revoked 
Calle for invastlgation Into util's financial 
qualifications Certlflcats of Svc end 
BURTiL Massachusetts, Btata of 79/03/26. 9pp 


7909020410 Forwards 790312 order to ohow causa b requsst for order to 
show cause 

DENTON, MR. Office of Nuclear Raactor Ragutatlon 79/03/29. 3pp 


— 7909020416 Forward* requeet far order bo show cause why CP should not 
be suspended or revoked 

• a'NalL. Backus. Splainan 79/03/12 Ip 


—7909020422 Requeet for order to show cause why CP for proposed nuclear 
power plants should not be euspandad or ravakid, 

BACKUS, R A D'Nell, Backus. Splainan 79/03/12 Spp 


--7909020430 Request for order to ehow cause. filed by Saacaaet 
Anti pollution Laapua. 

DENTONiH R Offlca of Nuclear Reactor Regulation 79/03/12 Ip, 


7903300336 Roqueets NRC lanedlately stop const until design changat are 
made. 

MEIMHOLO, E H. Affiliation Unknown. 79/04/01. Spp 


790911041B Rasponso to ALAB-909 re radon emission* b da mtnlMut theory 
froM Parkins rec ard, Csrtl fleets of Svc end 
SCINTO.J. F, Hearing* Division, 79/04/11. 49pp. 


7909140S19 Response to 790404 brief cf Philadelphia Electric Co.PSEbO b 
Atlantic city (NJ> Electric Co re de minimus theory. 

Certificate of Svc end. 

KEPFORD.C. R. Cltlisne for Safe Envtranaent. 79/04/11. Spp. 


7909240291 Urges swift conclusion to saisnlc Issue for facilities In 
light of closing of five nuclear plants 

LEMtS.R. Seacoast Anti-Pollution Laagus. 79/04/10. Ip. 


7909290393 Opposes EH Uslnhold 790401 request for seismic design 
change* b for halt in const until Implementation of such 
changes, EH Utlnhold should be parmltted t« file brief amicus 
curiae. 

BREMNER.L, Branch 3 79/04/23. 9pp. 


7909140332 Notifies of cons ol Idatl on of flva Intervanor groups re radon 
■alsslons Issue, Parties have until 790929 In which to file 
for suauaary disposition. 

DUFLO. N. E. Atomic Safety ancT Licensing Appeal Penal. 79/04/29. 

I3pp. 


1 Financla 1 information 


7909010477 Responda to NRC 790319 request for addl Info re design, 
enalylsib fabrication for proposad mod af etorlng raactor 
cavity annular eaal plate during qparation. Info will be 
provided by 790731. 

MALBRIDOE.U, C. SacreRento Municipal Utility DletrUt, 79/04/26. 

1pp. 


79090 1 0447 Forward* util 790626 prallmlnary prospaetus. of faring 
1,000.000 sharas of praf erred stock at 93S par value. 

RITBHER, J.A. Ropes b Oray 79/04/27. Blpp. 


7909210129 ForsMrds 790919 final prospactue re sinking fund stock. 
11.24X dividend series. 

RITSHER, J A. Ropss b Oray. 79/09/16. 93pp. 
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Q Inifi*ctlon rcpertst IE Bullatlni k c«rratpendsnci 


7?0&OIOI43 Faruarda IE Info Notica 79-0A< “Strait Analijila o# 
BafttyRalatad Piping “ 

OftlERiB H. Raglon li Ph 1 lad» I phlai Offlca of tht Dlraetor. 
79/03/23 Ip 

7905020103 Foruarda IE Bullttln y^-Ofri “Ravlaui 6^ Operational Error* h 
Byt Kliallgnmenta Idantiflad During THI Incident " 

ORIER, B M Raglon 1. PhiladelpMat Office of the Director. 

79/04/11 ip, 


7905020364 Forward* IE Bulletin 7V-07t “Belimle Strei* Analyil* of 
Safety-Related Piping “ Uleantea action rK^ulrad 
ORlERiB.H Region ti PhitadetpMai Office of the Director, 
79/04/14 ip 


7903040100 Forward* IE Bulletin 79-06Br “Ravleiti of Operational Error* & 
Byt HUallgnrnent* Identified During THI Incident “ 

ORIERtS H Region ti PhiladelpMat Office of the Director 
79/04/14 Ip 


7905040284 Forwarde IE Bulletin 79-Oa, “Eventi Relevant to Bolling 
Water Power Reaetore Identified During ThI Incident “ 

QRlERtB H Region ti Phltadelph let Office of the Director. 
79/04/14 Ip 


7905030105 Forward* IE Bulletin 79~09t “Fallurei of OE Type AK-2 
Circuit Brealer in Bef ety-Related By* *' Ulceniee action 
required 

ORIERtS H Region it Philadelphia. Office of the Dlraetor 
79/04/17 Ip 


7905020324 Forward* IE Bulletin 79-06A. R*vl* Ion 1. ''Review of 
Operational Error* t> By* Hltallgnieant* Identlfltd During Till 
Incident ” 

ORIERtB H Raglon 1. Phi ladelphlat Office of the Director 
79/04/lB Ip 


7905290063 Raipends to IE Bulletin 79-09. OE type AK-2 circuit breakare 
not planned for uie 

8HEPAR0.A H Public Bervlce Co of New Hampthlre 79/04/23 Ip 


DOCKET 50-444 BEABROOK NlfCLEAR BTATIOM. UNIT 2 


7905010447 Forwarde util 790626 prellielnery proip ec tu*. of f er Ing 
ItOOOiOOO ehare* of preferred *taek at $25 par value 
RITBHERtJ, A Ropei li Gray 79/04/27 51pp 


A AppUcatlon/conatructton etage doeumenti (i eorreepondcnct 


790S0BO39B Raiiet queetione by Seacoect Anti-Pollution League ra 
financing plan propoied In Public 8ve Co 790321 t. 79042^ 
itri, 

BACKUS. R. A. Q'Nall, Backu«< Spielnan 79/05/04 4pp 


7905170245 Forwarde AMend 40 to licence app 1 Icatlon. Certi fleet* of Bvc« 
aaiend foe & lupportlng deeumantatlen and 
RITBHEfi.J, A Rope* »< Oray. 79/08/16 Ip 


—7905170251 Appointment of agent 4( elgneture of applicant. 
CLEARViJ, V, Orien Mountain Power Corp 79/04/30 2pp, 


—7905170283 Forward* Amend 40 to 790330 Keen** appl leatloni r#qu**t for 
partial tranefar of oun*r«hlp of CPPR-i35 ti CPPR-136 k 
«upportlng financial info of owner*. 

HERRILLtO.N. Or**n Mountain Power Corp, 79/05/14, SiSpp. 


F. a*cority. medical, emergency h fir* protection plane 


7905840343 Forward* Qfc of Nuclear Reactor Regulation 7B0929 nemo to 
Commlitlenari ra reeulti of fir# protection recaarch teet. 

Will provide all generic board notl f leatlone in *11 
procaadlnge involving facllltlee. 

BRENNERiL Branch 3. 79/04/08. 2pp. 


0 Adjudicatory corraepondenc* 


7908010323 Forward* raqucit for order to «how caui* why CP ihoutd net 
be lutpended or revoked. MRC po«ttien on not reviewing 
eoneaquencai ef Clae* 9 facility accident ehould be 
reevaluated In light of aECY-7a-137. 

BACKUBiR.A. O'Neil. B*eku*> apleldkan. 79/03/12, 2pp, 


—7905010329 Requeetf order to ihow caute why CP ehould not be luipentu 
or revoked for lack of financial quallficatlonc of lead 
applicant L other participating companlee Certlflc«t* of 
Sve and 

BACKUS. R A O'Neil. Backue. Spleltnan 79/03/12 7pp. 


7905070026 Retpondt to Seacoatt Anti-Pollution League requeat for order 
to ehou eauie why CP ehould not be auepended or revoked 
Call* for Invaittgation Into util'* financial 
qualification* Certificate of Bve and, 

BURT.L Ha»«aehu«*tt*i Btate of 79/03/26 Spp 


7909020410 Forward* 790312 ord«r to show causa ti r*qu**t for erdtr te 
show cause 

DENTON, H R. Office of Nuclear Reactor Regulation 79/03/29 3pp 


—7909020416 Forwards request for order to show cause why CP ehould hpl 
be suspended or revoked 

• O'Neil. Backus, Spielman 79/03/12 Ip 


— 7903020422 Request for order to thou cause why CP for propoied nucltsr 
power plants should not he suspended or revoked. 

BACKUS, R A O'Neil. Backue, Splalmen 79/03/12 Spp 


—7908080430 Requeit for order to ihow cause, filed by Seacoast 
Anti pollution League 

DENTONiH R Office of Nuclear Reactor Regulation 79/03/12 |p. 


7905300336 Requosts NRC immediately itop const until datlgn chanfi* en 

mad* 

MEINHOLD.E H Affiliation Unknown. 79/04/01 Spp 


7905110416 Rtsponi* to ALAB-909 re radon amlislens L da Htnlmus Iheery 
from Ptrkln* record. Certificate of Bve end 
BCINTQ.JF Hearings Division 79/04/11 48pp 


7908140819 Response to 790404 brief of Philadelphia Electric C4,FBEI.4 k 
Atlantic City (NJl Electric Co ra de minimus theory. 

Certificate of Sve and 

KEPFORDiC.R, Citlian* for Safe Environment 79/04/11. Qpp 


7905240281 Urgee swift conclusion to seismic l«*u* for facilUiit in 
light of doting of five nuclear plants 
LEIlftB.R. Beacoest Anti-Pollution League. 79/04/18. Ip 


790 5290383 Opposes EH Ha inhold 790401 requeit for ealaaic deiige 
changei L for halt In cenet until Implementation of luch 
changae.EH Heinhold ehould be permitted to flla brief amicus 
curlaa. 

BRENNER. L Branch 3 79/04/23. 9pp. 


7909140332 Notifies of cansolldatlon of five Intervinor groups ri P4i«n 
emissions issue. Parti** hay* until 790525 in which to file 
for summery dlspaeltlon 

DUFLPtN.E Atomic Safety end Llcenilng Appeal Panel. 79/04/39 
13pp 


1. Financial Information 


7908010477 Respond! to NRC 790319 request for addl Info re dtll|ii. 
analyls.it fabrication for proposed mod of storing reactor 
cavity annular seal plat* during operation Info will be 
provided by 790731. 

HALBRIDOE. H. C. Sacramonto Municipal Utility District. 79/04/31 
Ipp. 


7905210129 Forwarde 790S1S final proipeetu* ra sinking fund *UcI> 
11.24K dividend **rl** 

RITBHER.J A Rope* It Orey. 79/05/16 S3pp 


Q Inspection reports, IE Bulletins (i corraepondenc* 


7903010143 Forward* IE Info Notice 79-06. "Btr*** Analyil* ef 
Saf *ty-R*latid Piping. ** 

ORtERiS.H. Region t, Philadelphia. Office ef thi Director. 
79/03/23 Ip. 


7903020103 Forward* IE Bulletin 79-06. "Review of Oparatlonal EffSH 6 
Bye Misalignment* Identified During TMI Incident." 

ORIER, S.H. Region 1, Phiiadelphlo. Office ef tht Director 
79/04/11. Ip. 
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7V0»02(>a64 Forward* IE Bulletin 79-07. "Seismic Stros* Analvsif of 
Sdfetg-nelated Piping ” Licenses action required 
CRIEPrS H. Region i> Philadelphia. Office of the Director 
79/04/14 tp 


7903040100 Forward* IE Bulletin 79-06B, "Review of Operational Errors & 
SV* Hl*altgnmont* Identified During TMI Incident •' 

ORIER.a H Region 1. Philadelphia. Office of the Director 
79/04/14 tp 


790324011S Request bg joint Intervenors that time for filing of 
contention* t. flr*t prehearing conference be continued 
Notice of appearance of Oil Oag on behalf of intervenors. 
request of sve of document* 1 Certificate of 8ve end 
OAVi 0 M Hast Teia* Legal Service* 79/04/06 llpp 


790S230143 Confirm* scheduled 790417 meeting t. requests draft of 
proposed contentions 

CHANDLER, L J Branch 1 79/04/06 Ip 


79'03'040284 Forward* IE Bulletin 79-08, "Events Relevant to Boiling 
Hater Power Reactors Identified During THI Incident " 

OSIER. n H. Region 1. Ph i ladelphia. Office of the Director 
79/04/14 Ip 


7909230833 Order* conference on 790522 to consider petition* to 
inttrven* 

BONERS, E 6 Atomic Safetg and Lictnslng Board Panel 79/04/09 

app 


7909030105 Forward* IE Bulletin 79-09, "Failure* of OE Tgpa AK-2 
Circuit Breaker in Sefetg-Related 8gs " Licensee action 
req^ulred 

ORIERi D K Raglan 1. Ph i ladelphia. Office of the Director 
79/04/17 ip 


7903100193 Answer bg applicant.ln opposition to 790329 first antndtd 
petition to intervene 4, request for hearing fllad bg TX 
Association of Comraunltg Organisations for Rtforii Now & West 
TX Lagal fives Certificate of five and 
REYNOLDS, N S Debevoise I. Lleberman 79/04/13 24pp 


79050301324 Forwards IE Bulletin 79~06Ai Revis Ion t, "Review of 
Oparjitional Error* ti ags Misalignments Identified During TMI 
Inc (dent " 

ORIER.B H Region 1, Philadelphia, Office of the Director, 
79/04/10 Ip 


7903890003 Reepondi to IE Bulletin 79-09 OE tgpe AK-2 circuit breaker* 
not planned for use 

OMEPARD. A M Public Service Co of New Hampshire 79/04/83 Ip 


7903820033 Correct* ASLB 790409 order re location of 790522 prehearing 
eonf eranea 

BONERS, E S Atomic fiafetg and Licensing Board Pant! 79/04/17 ip 


7905300362 Recommend* granting joint petition to intervene from TX 
Association of Communltg Organl la t Ions for Reform Now 1. 

Hast TX Legal fives, subj to clarification of interest & 

aothorl lation Certificate of Sve end 

CHANDLER, L J Branch 1 J 79/04/19 I2pp 


OaCKET 80-445 COMANCttC PEAK STEAM ELECTRIC BTA , UNIT 1 


A Appl Icatlon/eonstruetlon stage documents t, correspondence 


7909140040 Bummarg of 790320-0321 meeting w/TX Util* Generating Co, 
Brown U Root. Gibbs 4i Hill & TX Utils five, Inc in Glen 
Roea.TX re testing sehsdult, const progrei* i gathering of 
info to permit independent estimate of fuel loading date 
BURHELL, B B. Light Water Reactor* Branch 2 79/04/06 Bpp 


7908030369 Forward* environ qoal 1 f Icatlon plans Six overilted end* 
mvailable In Central File* 

GARY, R J. Texai Utllltlei Generating Co 79/04/23 2pp 


7905230639 Applicant's response to 790406 motion for continuance filed 
bg Association of Communltg Organ! lat ion* for Reform Now fc 
Wait TX Lagal Svet Certificate of five end 
REYNOLDS, N 8 Debevoise ti Lleberman 79/04/25 4pp 


7909240929 Motion to suppl contention* Certificate of Sve end 
ELLIS, J Cttlien* A*»odatlan for Sound Energg 79/05/07 3pp 


I Financial information 


7903030154 Forward* financial analg*ls supporting Amend t to CPPR-i26 t. 
SALT Z MAN < J Antitrust Indemnltg Group 79/04/13 6pp 


7903090313 Inform* that response to 790406 reque*t for addl second 
round Info will be lubmltted bg Jul 1979 
• Tea** Utllltio* Generating Co 79/04/30 Ip 


7903140204 Forwards initial retponse* to QA Branch round one question* 
<0423.7-0423 20) which will 'be retransmitted to NRC as FSAR 
Amantf 6. 

DACKa, B.8 Texas Utilltle* Co 79/04/30 I23pp 


7909140222 Forward* "Chlorint Mlnlmlxatlon Plan" 
HequMtti comment bg 790601 

ELLIUTT. n. B, Environmental Protection Agencg, 


submitted bg util 
79/05/00 Ip 


M Antitrust correspondence 


790S1S0549 Forward* TX Util* Co »< subsidiaries' answer to NRC Initial 
Interrogetorle* li request* for production of document* 

Reserve* right* to file objection* fc prottetiv* order before 
790309. Certi fleet* of Sve end ... 

SLtCKEY.F K Horsham, Forsgthe Sampels 79/03/01. ip 


903020232 Grants 790317 motion bg Public Util* Board of Brownsville. TX 
seiklng extensions, until 790330 U 790405. in which to compel 
fuller response* to Board's interrogetorle* to/m/os 

MARSHALL, E M Atomic fiafetg and Licensing Board Penal 79/03/22 


—7903140224 Forward* "Chlorine Minlmiiation Plan." Raquest* comment 
within 60 dags, _ .. 

FIKAR.L F Texa* Utilities Generating Co. 79/04/12 ip 

— 790SI40226 "Chlorine Minimi tatlon Plan " lano 

RICE.O K Texa* Utilltle* Osntratlng Co. 79/03/29 I0pp. 

0 Adjodteatorg cflrr#*pondonc# 

7909100228 Answer to Cltiien* for Sound Energg petition to 

intmrvane re application for OL Seek* denial e* 
right Jh discretion, Notice of appearance of N8 Regnold* on 


blhlil#’"op’utiI*. Certificate 
BEYNOLDB. N a, . KNOTTS, J.8 Debevoi** b Lleberman 


79/03/18 ISPP 


7905180B2I Aniwer to CltUen* for Fair 

petition to Intervene re ,„l 

aa natter of right b dlecretlon Certificate of sve enci 
SEYHOLDSyN B . KNOTTB.J.B, Debevol.e b Lleberman 79/03/19 UPP 

7908280271 Answer to Cltlxon* for Bound petition to 

IntSrJen. re eppUcatlon for OL R^ommend. gr*ntln, 
intervention If petitioner reflns* request. Certifieac# 

chandler! L J. Branch 1. 79/03/19. Bpp. 

7909090184 Request for hearing b first of t”* 

^%rAs.ocl.tUn for Communltg Organ xetlon. A fld.vi .^of 

Th&wpson.R Martin, M Bishop. C Bishop, «« wooo « 

Certificate of S^c enel Texes Legal Servlets, 

OARRETT.H, r HAWTHORNE, 8. , OAV, 0 M West rexes w.g 

79/03/29, 1 7pp. 


7908240127 Notifies that location of dsposltlon of LC ®f 

Monsanto Co ha* been changed from Holldeg Inn. Alvin. TX to 
Butler, Blnlon.Rtce, Cook b Knapp lew ofe* In Houston. TX. 

RYAN. T. 0 Ilham. Lincoln fc Beale. 79/03/22 Spp 

7905020480 Order protecting f 

LUhfclno Pouitr from CButral Powtr U LlghtrWitt TX Utllfi 
Public five of OK b fioutheestern Electric Power Co ^q/oa/aa 

MILLER, M.E Atomic Befetg end Licensing Board Panel. 79/03/23 
8pp 

7908310020 Response bg utH to second set of Interrogatories fc request 
for production of documents, submtttsd to Ctntral Powsr b 
Light, Also move* for proteetlv* order Cortlfieat* of five 

BARNETT. E W Baksr b Botti 79/03/20 ESpp 

7903070040 Advlss* thet dsposltlon of Edward * 

Chemical* Co, Allentown. PA. or iglnallg 
he* boon ehengid to 790419 at ofc of Air Product* b 

RYANrT.O Isham. Lincoln b Btalt. 79/03/30 Ip 

-7903070048 RL Wright, AO Cgph.r* b L P.ilsr 

Central Power b Light filed answer* b objsctlons to Houston 

Lighting b Powar Co first set of **'‘‘5*f 

RYAN, T 0. Isham. Lincoln b Beale. 79/03/30. Spp 
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7?093000Sa Rept on propnot «odt In Kor in conpltting 

dl«cevirg> oubnltfead p*r A8LB 7fl06Sl ordtT Cortlf icott of 6vc 
tncl 

KARRIS.JL . SEROERiK 0 . CLARK. R H Jufblei, D(pt Of 79/03/31 
7pp, 


790S03017S Dotcrlbof dloeeviru ocblvltleo of Public Ubllt Board of 
BrownoviU •< TX for Mar Carbifleaba of flve and 

POIRER.MR epiagal t> HcDIaroild. 79/04/03 &pp 


7909090036 Rai^uatb bv TX Ublli Otnarabing Co for MIC to dl«ala« Control 
Povir 6 Light South Unit Carp aa Intorvonora In attornabiva. 
atabt fuomarv dlapotlblon or Invoking of ceiVabaral 
aatoppal. Cartlf i cata of 8vc and 

KNOTTS. J, S Oabavolaa ti Llabornan 79/04/03 9pp. 


—7909090042 Ra^uait bg TX Ubll Oanarating Co for ordar barring Contra! 
Powar 6 Light frem aaablng rallaf Ineoniiatant u/Oiatrlct 
Court dtciilon for favorabla dacialon rt auamarg 
ditpoiibion 

KNOTTS. J B Dobavotaa 4<Litbarioan 79/04/03 2pp 


-■^7909090090 Mono bg TX Utlla Oanarating Co re pointa 9. authorlblaa 
•upportlng motion bo diamlaa Cantral Pouar t Light South 
Waft Corp at intarvanari or for tummarg dlapofldon 
KNOTTS. J S Dabavotaa it Li tbaritan, 79/04/03 48pp 


7909290488 Statuf rapt on dlacovarg for Mar 1979 Dltcovarg raouiiti 
wara nalthar Initlatad nor racaivad Cartlflcaba of 8ve and 
JOHN.D F Akin. Oump. Hauar ti Paid 79/04/09 9pp. 


7908230691 Antwar bg Houtton Powar 6 Lighting to NRC 790323 riipenai 
to util motion for protactiva ordar.NRC motion to eompat 
furthar antwari to intarrogatorlai (t NRC raquaat for 
production of docunanta Cartlfleata of Svc and 

BARNCrr.E H Bakar 6 Botta BOUKNIOHT.J A Lowanata In. Hawaan. Rail.. 
Axalrad b ToU 79/04/11 12pp 


7909030260 Forwapdi ravltad pagt 29-i attachad to Cantral Powar 6 LUbt 
Co't antuara 6 objactloni to Houiten Lighting 6 Powar Co'a 
flr«t aat of urlttan intarrogatorlai to Cantral Powar 6 
Light Co Cartiflcata of Sve and 
STAHL. 0 ti Ilham. Lincoln it Baala 79/04/12 6pp 


7909240332 Advltff no dlicovtrg roguaiti hava baan initlatad or 
racaivad bg Tan-La Elaetrle Cooparatlva. Inc Cartiflcata of 
Svc and 

BURCHEtTE. NH Northcutt Elg. 79/04/12 4pp 


7909190663 Oranti motloni for ittontien of tlma for partiat to ratpoiiid 
to dlacovarg riquiiti 

MILLER. M.£ Atomic Safotg and Lictnilng Board Panal 79/04/13 
3pp 


79091002BB Raiponta to aaeond lat of Intarrogator Iti t rituiiti for 
production of doeunanti diractad to OOJ bg Houiton Lighting 
(i Powar Qualification! of axport witnaiiai HE Scott & OTC 
Taglor b Cartiflcata of Sve inel 

HARRIS.^ L . BEROERjH 0.. CLARK. R H Juittea. Dapt of 79/04/03 
23pp 


7909230448 South TX Elaetrle Cooparatlva. Inc b Madina Elactrtc 
Coeparativa. Inc '• oppoiltlon to Public Utili Board of 
BrownavtU a. TX 790409 notion for fulltr rafpeniff to 
intarrogator lai. Cartlf icata of Sve and. 

HUNTEZ.M. KcOlnnli. Lochrldga b Kllgora, JOHN.O F Akin. Ouap. 
Hauar St Fald 79/04/13. llpp 


790310028S Raiponia to iteond aat of Intarrogatorlaa b raquaita for 
production of documanti diractad to Dapt of Ouatica bg 
Houiton Lighting 6 Powar Qua ilf 1 catleni of aiport wltniiiai 
HE Scott b OTC Taglor b Cartiflcata of Sve and 

HARRlS.JL.t BEROER.M.D . CLARK.R.H Juitlet. Dapt of 79/04/03. 
23pp 


7909240967 Advlatt that during Mar 1979 NRC fllad motloni to eoapil 
againit Houiton Lighting b Powir b TX l/tlli Oanarating Co 
NRC la praparlng riiponiai to TX Utll'i flnt b Houaton'a 
tacond lat of Intarrogatorlai. 

LESay.R.P. Antl-Tpuit Dlvtilon 79/04/13 ip. 


7909140070 Raiponia to flrat fit of intarrogatorlai b raquait for 
production of doeumanti aubmlttad bg TX Util Oanarating Co 
Cartiflcata of Sve end. 

KARRIS. J L. Juatica. Dapt of 79/04/03 llpp 


7909290361 Requait bg Central Pouar b Light that ASLB Itatia protective 
order r# Intarrogatorlaa b raquait for production of 
documonti from Houabon Lighting b Power. Cartlf leata of Sve 
and 

STAHL. O.H Ilham. Lincoln b Baala, 79/04/03 7pp. 


7909100273 Rtaponia to TX Uttli Oanarating Co'a objaetlona to b motion 
for protactiva ordari b ototlon to eomptl further aniwari to 
Intarrogatorlaa b raquaat for predueblon of documanta 
Cartlfleata of Svc and 

BLUME.M B. Antl-Truat Dlvitlon. 79/04/04 34pp 


7909140119 Motion bg Public Utlla Board of Browni vl lit. TX to eomptl 
furthar production of doeumanti from South TX Elaetrle 
Cooparatlvt b Madina Electric Cooperative Supporting 
documantatlen b Cartiflcata of Svc anci. 

POIRIER. M R. Bpiagal b McDlarmid. 79/04/09. 17pp, 


7909140130 Raquttt bg Cantral Power b Light for axtanilon of tlmo to 
raapond to 790328 raaponaaa bg Houiton Lighting b Powar b TX 
Utlli Oaniratlng Co to formar'a intarrogatoriai b document 
rtquaibi, Cartlf Icata of Svc and. 

STAHL. D laham. Lincoln & Baala, 79/04/09, 6pp 


7909290129 Ack racalpt of raiponia to Mar 1979 motion to ceopat b 
evaluation in prograii 

LESay. R.P. Antl-Truit Dlvtilon 79/04/13, tp. 


7909140126 Roquait by Public Utlli Board of Brownivl lie. TX for 
extiniton of tlmo to aniwtr firit lat of intarrogatorlai. b 
raqufitf for production of doeumanti from Cintral Pouir b 
Light & Houiton Lighting b Pouar, Cartlf Icati of Sve and 
HCDIARMID. R.G. Splagal b McDiarmid 79/04/16. 7pp 


7909240241 Corracti ravliad page 28-1 of Cantral Pouir b Light Co 
aniuiri b objactloni In 790412 proceeding from "axpandltura 
othir than aepanditurax to "iipondlturi othtr than 
advirtlilng. " Certificate of Sve and 
STAHL. 0 H. Ilham. Lincoln b Baala. 79/04/f7 4pp 


7909190780 Dlrictf TX Utlli Oaniratlng Co ITUOCO) to pfR^'fca doeuaanll 
or nafca full riipontai to 790119 Intarrogatorlai Denial 
TUOCO'i order for protective order. 

MILLER. H.E Atomic Safoty and Llcanilng Board Panal. 79/04/18. 

8pp. 


7909230684 Raiponia by util to Cantral Power b Light 'a 790326 
ob.)actleni b 790403 motion for protactiva order ra util 'a 
flnt aat of Interrogator lai. Ineludai motion to compel 
aniwira, H/notlea of appearance b Cartiflcata of Svc 
BARNETT, e H. Bakar b Sot ti. BDUKNIOHT.J A . FRANKLIN. H U 
Lowanataln.Niwman. Rail. Axtlrad b Toll. 79/04/19. IBpp. 


7909100366 Movti that raaponiai to motloni for oummary dltpoiltlon 
fllad by' Houiton Lighting b Powir b TX Utlli Oinaratlng Co 
be govarnid by tOCFRS. 79a{a ). Cartlf Icata of Sve and 
LE88V.R. P, Antl-Truat Dlvllion 79/04/06. 9pp, 


7909190190 Motion bg Houiton Lighting b Powar for protactiva order ra 
public diidoiura of Info requaitod by Public Utlli Board of 
Brownivitlar TX, Cartlfleata of Svc anel. 

BARNETT. E.W Baker b Botti. BOUKNIOKTi J, A, Lewaniti InrNawman. Rale. 
Axalrad b Toll, 79/04/06, 9pp. 


7909230793 Statue of dlacovarg b production during Mar 1979. Cartlf icata 
of Svc and, 

BALOUOH.R. C Auetin. TX 79/04/06, 3pp. 


7909100412 Apptlai roitrlctlona on confidential dccuminta to be 
produced bg Houiten Lighting b Power Co in rotponia to 
raquiit for production of documanta by Public Utlli Board of 
BrownivlUoi TX, 

MILLER. M.E, Atomic Safety and Lieanilng Board Panal, 79/04/09, 
9pp. 


7909230677 Oranti iitaniton of tlma to aniwar Interrogator lat bg Public 
Utlli Board of Brownivllla.TX. in raiponia to 790416 motion. 

MILLER. M.E Atomic Safety and Llcanilng Board Panel 79/04/19. Ip 


790910011S Motion by Cantral Powan b Light to eomptl Houiton Ltghtln| b 
Power to aniwtr ttcend lit of Intarrogatorlaa aubmlttad 
790823. Supporting documentation b Cartiflcata of Svc anel. 

STAHL. D, Ilham. Lincoln b Biala. 79/04/20 20pp. 


■7909100123 Motion by Cantral Powar b Light to compel TX Ubili 
Oanarating Co to aniwtr flnt lat of Intirrogatortoi 
lubmlttad 790223. 

STAHL. D, Ilham. Lincoln b Baala. 79/04/20. t8pp. 


7909100271 Antwar bg Cantral Power b Light b Cantral b South Hail Cotp 
lathing eontlnuanei of NRC antltruat ravltwa.w/no party 
bannad qn groundi of rai judicata of collateral aitoppal. 

Supporting documentation b Certificate of Svc and, 

POHELL.R.E,. MILLER. M, I.. STAHL, D, M, Ilham, Lincoln b Baala. 
79/04/20. Il9pp. 


DOCKETED ITEMS 


7WM0QI06 Qppo«*< Cit(j of Auttln'i 790329 brUf t< 790403 moUont for 
full or P«rtl«l summarv judomanV fllod bg Houfton Llohtlno 
ti Powor TX Utlli Otnorabing Go.e«ak« donUl of * 

f appoal* M/Cartif leat* of 8ve 

CESaVtR.P , 1 BLUMEiM. a, Anbl-Tru«t Dtvlalon 79/04/23 84pp. 


7909010440 Torward* IE Info Notlca 
Struti « 

8EYFRIT<K V Raglon At Oaltaa. 
tp 


79->tO> ‘Nonconforialni Plp* Buppor* 
Offlea of tha Diracter 79/04/16 


7909140191 Raaponat of Public Util* Board of Browntvl 1 la, TX oppoatng 
Houabon Lighting li Pouar motion for lummarg daeitlon «< 

City of Au«tln briaf In aopport of rai judicata Eopportiog 
doeuffantatlon It Cartiflcata of 6vc and 

MCDIARMIO. R C, , JABLON.R A . POIRIER, M R Splagal t McDlarmld. 
79/04/23 04pp 


7903230466 NRC anawar to motion* of Oulf Btata* Util for protaetlv* 
opdor It ordar patting condition* for compllanca 10/790226 
aubpoana. Uti 1 «l\Quld produca documant* a* raouaatad 
Cartiflcata of Bvc and, 

BLUMEi H D, Antl-Truat Dlvlaion 79/09/04 14pp 


0. Inapactlon raporta, IE Dullatln* >t corraapondanca 


7909340196 Ra«pandi to IE Bullatln 79-01, No action to ba iakan at thla 
tima 

OARVt R J Taxa* Utllltla* Oanaratlng Go 79/02/19 2pp 


7909300761 Datall* action* taken In raiponai to IE Bulletin 7B-067 
Burvag prepared bg Heatlnghouae Indlcataa none of 
Cutlar-Hamnar Tgpa H ralagt u/coll are In uia In 
aafatg-ralatad at^ulpmant 

OARY' ft J Taxa* Utllitlet Oanaratlng Co 79/02/19 2pp 


7909070191 Forward* Info meeting rapt rt 790213 meeting u/IE It 
local public offldal* In Orenburg, TX to dlicuas 
atilgnmanb of reildant Inipaetor 

BEIdCEi W. C. Region 4, Ddllaa, Raactor Conatruction 6 Engineering 

Support Branch 79/03/02. Spp. 


--790907Q209 Bummarg of 790213 Info meeting w/toeal offldal* of 
OranburgiTX ra aaalgnmant of raildant in«pactor, 1 Ina* of 
communication, fac 1 lltg «tatu« 6 communltg concern* 

TAVLOn.R.O.f HIBNERiC.E., CROSSHAN, U A Raglan 4, Oallai, Office 
of the Dlrectoir 79/03/02 3pp 


7909D1O369 Forward* IE In*p Rapt* 90-449/79-03 «< 90-446/79-03 on 
790302-30 Notice of violation alraadg forwarded u/NRC 790220 
Itr. 

OEIDLEiW G. Region 4, Dalla*, Raactor Construction ^ Engineering 

Support Branch. 79/03/14. Spp 


--7909010370 IE In*p Rapt* 90-449/79-03 U 90-446/79-03 on 790808-28 
Noncompl lance noted* fal lure to follow concrete placamant 
procadura* . 

TAVLOR.R.O. Region 4, Dallas, Office of the Director 79/03/13 
Opp 


*wpp> to le Bulletin 79-09A, ‘Nuclear Incident at 
KVFRITiK V Region 4, Dallat, Office of the Director 79/04/16 


7909030283 Forward* IE Bulletin 79-09. "Failure* of 0€ Tup* AK-2 
Circuit Breaker In Safetg-Relatad Sg* ■ Llcente* action 
required 

8EVFRIT, K V Region 4. Dalles, Office of the Director 79/04/17 
»P 


7909290631 Act receipt of 790320 6 0412 itrs informing NRC of steps 
taken to correct violation* noted in IE Insp Rapt 
90-449/79-04 6 90-446/79-04 

8EIDLE,U C Region 4, Dallas, Reactor Construction 6 Engineering 

Support Branch 79/04/26 Ip 


—7909890648 Reeponds to NRC 790320 Itr re violations noted In IE Insp 
Repts 80-449/79-04 U 90-446/79-04 Corrective action* 
equipment malnt record for ventilation fan motor 
revised 

OARYiR J Tetai Utilltlae Oanaratlng Co 79/04/12 Spp 
8 Reportable occurrence*, LERs 6 related correepondenc* 


7908030140 Forward* PN0-79-67H, 1. J 1. K 

SEYFRIT.K V Region 4, Dalles. Office of the Director 79/04/06 
IP 


7909030089 Forward* PNa-79-67L. M. N 6 P 

SEIDLE.U C Region 4. Della*, Reactor Conetruetion 6 Engineering 

Support Branch 79/04/09, IP 


7909030107 Forward* PNO-79-670 

6EIDLE<W C Region 4, Dalles, Reactor Conetruetion 6 Engineering 

Support Branch 79/04/10 Ip 


7908030191 Forward* PN0-79-67R 6 79-77 

8EI0LE, N C Rag ton 4, Dallas, Raactor Construction 6 Engineering 

Support Branch 79/04/11 Ip 


7909030124 Forward* PNO-79-678, 

SEIDLE.W C Region 4, Dalles, Reactor Construction t Engineering 

Support Branch 79/04/18 ip 


7909030801 Forward* PN0-79-67T 

BEIDLEtN C, Region 4, Dellae, Reactor Conetruetion 6 Engineering 
Support Branch 79/04/13 Ip 


7909010381 Forward* IE Info Not 
Saf *tg-Rflatod Piping." 
BEYFRIT.K. V. Region 4, Dal 
Ip, 


,e# 79-06, "Btres* Analgsl* of 

as, Office of the Director 79/03/83 


7909030076 Forwerd* PN0-79-67U 6 V. 
8EIDLE,U C Region 4, Dalles, 

Support Branch 79/04/16 IP. 


Raactor Construction 6 Engineering 


79<J91808»A Forward* IE ln«p Rept* 90-448/79-07 ti 90-446/79-07 on 
790308,18 It 13. No noncomp llance noted. 

SGIDLErN.C Region 4, Dalla*, Reactor Conetruetion 6 Engineering 

■Support Branch. 79/03/83. app 


“7909190961 IE In*p Rept* 80-449/79-07 6 90-446/79-07 on 790308, 12 h 13. 
Wo noncompl lane* noted. Hajor area Inspected const 
activities ^ . 

flOBENBERO, A. B. Region 4, Dalla*, Reactor Construction 6 

Enelnaarlng Support Branch. BARNES,!., ELLER8HAW, L E. Region 4, 
DalU*« Office of the Director 79/03/23. 8pp, 


7909030884 Forward* PN0-79-67H 

6EI0LE/U C Region 4, Oelle*, Reactor Construction 6 Engineering 

Support Branch 79/04/17 Ip 


7909080914 Forward* PN0-79-67AA 

8EIDLE, U.'C Raglan 4, Dal lee, Reactor Conetruetion 6 Engineering 

Support Breneh itttntinn 4. 


909080908 Forward* PNO- 79-67 AB, AC *< 69* 

8eiDLE,M. C. R*gton 4, Dallas, Reactor Construction 6 Engineering 
Support Branch, 79/04/83. tp. 


7908010464 Forward* IE Bulletin 79-09A, "Nuclear Incident at 

BEYFRITi^K^vl Region 4, Dallae, Office of the Director, 79/04/09, 
lP> 


7909040901 Forward* IE Bulletin 79-06B, "Review of Operational Error* 6 
Bv« Mlaal Ignment* Identified During TMI Incident. 

BEYFRlTiK V Region 4, Dallat, Office of the Director 

. . . -- 


79/04/14 


7909040629 Forward* IE Bulletin 79-09, 
tp 


7909070060 Forward* IE Bulletin 79-07, "8* 
Bafatu-Rtlafead Piping." Lle*n«* 
SEYFRlTrK.V. Region 4, Dallae, Office 
Ip. 


Ismlc Btrae* Analge 
requlrad. 
of the Dlractor, 


1* of 
79/04/14 


7909040980 Forward* PN0-79-67AE. 
8EIDLE,W.C Region 4, Dell**, 

Support Branch. 79/04/86 Ip 


Reactor Construction V Engineering 


7909070193 Forwerd* PN0-79-67AF 6 AO 
SEIDLEtU.C. Region 4, Dgllat, 
Support Branch. 79/04/87. tp. 


Raactor Conetruetion 6 Engineering 


908310230 Forward* PN0-79-67AH, AI 6 AJ 
BEIDLErW C. Region 4, Dell**, Reactor 
Suftoort Branch 79/04/30, Ip 


Construction 


t. Engineering 


7909240399 Forward* PN0-79-67AR 6 AL 
8E1DLE, W C, Region 4, Dalle*. 
Support Branch. 79/09/04. lp< 


Reactor Conetruetion fc Engineering 
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DOCKETED ITEMS 


790S2t0l9a Confirm* > otonklal 1 v RO r* r*««lop vaiitl neiil* »f«ld <i§t«l 
d*fict(i orlg Inallu reported In 790136 teleon. Inveittgetlon 
continuing 

QARY.R J Tet«i Utilities Oeneretlng Co 79/09/14. ip 


DOCKET 80-446 COMANCHE PEAK STEAM ELECTRIC 8TA ■ UNIT 2 


A Appllcetion/conitructian itage document! L cam* pondenct 


79O514004O Summapv of 790330-0021 meetlns w/TX Util* Oeneretlng Co, 
Brawn L RootiOlbb* L Hill L TX Util* 8vc,Inc in Olen 
RoetiTX re tettlng tch edult, conit progree* 4 githerlng of 
Info to permit Independent eitlmete of fuel loading date 
BURNELL, B B Light Hater Reactor* Branch S 79/04/06. Bpp 


7909030369 Peruard* environ goal 1 f lea tion plan* Sii overelted enel* 
available in Central Files 

0ARY<R J Teee* Utilities Oenereting Co 79/04/23 2pp. 


7909090313 Inform* that retpotlfe to 790406 requeat fop addl eecond 
round info will ba eubmitted bg Jul 1979 
• Teea* Utilities Ooneratlng Co 79/04/30 ip 


7909140204 Forward* initial responee* to OA Branch round on* quettlons 
(0423 7-Q423 20> which will be retrenemltted to NRC es F8AR 
Amtnd 6 

DACKQ,BS Tata* Utllitlai Co 79/04/30 lS9pp 


7909140222 Forward* "Chlorlnt Minimi latlon Plan" submitted tg util 
Request* comment bg 790601. 

ELLlOTTiR B Environmental Protection Agency 79/09/08 ip 


—7909140234 Forwards “Chlorine Mintinl latlen Plan " Requests comment 
within 60 deg* ‘ 

FIKAR.L.F T*»a* Utilibie* Oenereting Co 79/04/ia ip 


—7909140236 “Chlorine Minimi lat ion Plan “ 

RICE, J K Texas Utllitle* Generating Co 79/03/29 IBpp 


0 Adjudlcatorg correspondence 


790910022B Answer to Citlcans for Sound Energg 79022B petition to 
Interven* re application for OL Seats denial a* matter of 
right L discretion Notice of appearance of NS Regnolds on 
behalf of utile Certificate of Sve end 

REYNOLDS, N. 3 , KNOTTS, J B Debevolse t, Lleberman 79/03/19 ISpp 


7909190321 Answer bo Cibiicns for Fair Ubllltg Regulation 790323 
petition to intarven* re application for OL Seeks denial 
a* matter of right L d iecretion. Cart! f leate of Sve end 
REYNOLDS. N. B, , KNOTTS, J B Debevolsa Si Lleberman 79/03/19 11pp. 


7909290271 Answer to Cltltens for Bound Energg 790228 petition to 
Intervene re application for OL Recommends granting 
intervention if petitioner refine* request Certiflcet* of 
Sve end. 

CHANDLER. L J Branch 1 79/03/19 Bpp 


7909090194 Riquast for hearing L first amtnded petition to intervene bg 
TX Association for Community Organiiationi, Affidavits of t 
Thompson.R Martin, h BiihopiC Bishop, HA Hood ti 0 Hood 1, 

Certificate of Sve enel. 

OARHETT.W.i KAU THORNE, 8 , OAV,0 H Meet Tata* Legal Servlcee. 
79/03/39. 1 7pp. 


7909240119 Raqueet bg joint Interveners that time for filing of 
contentions L first prehtaring eonfertnet ba continued. 

Notice of appearance of OM Oeg on behalf of intervenorsi 
raqueet of *vc of documents & Certificate of Sve end. 

OAY.O.M. Hast TeKi* Legal Servlcee, 79/04/06 11pp. 


7909290143 Confirm* scheduled 790417 meeting L requeets draft of 
proposed contentions. 

CHANOLER.L J Branch 1 79/04/06 Ip 


7909230893 Orders conference on 790S82 to consider petitions to 
interven* 

BONERS, E.B, Atomic Safety and Licensing Board Panel 79/04/09. 

8pp 


7909100193 Answer by applleant.ln opposition to 790389 first amended 
petition to intervene ti request for hearing filed bg TX 
Affociatlon of Community Organ i ration* for Reform Now L H**t 
TX Legal Sve*. Certificate of Sve and, 

REYNOLDS, N.S. Debevolsa L Lleberman. 79/04/13 a4pp 


7909300368 Recommends granting joint petition to intervene free TX 
A««edation of Community Orgenlratlons for Reform Now L 
Nt*t TX Lsgat 8vcs,subj to clarification of interest t, 
authorl ration Certlflcete of Sve and 
CHANDLER, LU Branch l J 79/04/19 ISpp 


7909230639 Applicant'* retponie to 790406 motian for continuance fllil 
bg Aetociation of Communltg Organl ration* for Reform Now 1, 

Neit TX Legal Sves Certificate of Sve end. 

REVHQLDB.N 8, Dabevolte U Lleberman 79/04/39 4pp 


7909240929 Motion to tuppl contention* Certificate of Sve end 
ELLIS, J Cltlien* Association for Sound Energg 79/09/07 Spp 


1 Financial information 


7909030194 Forwards financial analysis supporting Amend t to CPFft-186 4 
CPPR-127 

8ALTZMAN, J Antitrust 1, Indemnity Group 79/04/13 6pp 


M Antitrust correspondence 


7909190949 Forwards TX Utils Co L tubs idiariae ' answer to NRC initi4l 
Intirrogatorle* t, requests for production of documents 
Reserves rights to file objections L protective order befor* 

790309, Certificate of Sve end 

8L!CKEY,F K Norsham, Forsythe L Sampel* 79/03/01. tp 


7909020238 Grants 790317 motion bg Public Utils Board of Brovnivill 1. 11 
seeking astenslons, until 790330 k 790409, in which to eompti 
fuller reiponses to Board's interrogator it* 

MARSHALL, E H Atomic Safety and Licenilng Board Panel. 79/03/22 
IP 

7909240127 Notifle* that location of depedtion of LC Feeler of 
Monsanto Co ha* been changed from Holiday Inn, Alvin, TX to 
Butlar, Binion, Rice, Cook L Knapp law ofc* in Houston, TX 
RYANiT.O. Isham, Lincoln L Beale 79/03/88 9pp. 


7905020480 Order protecting cenf tdentiall tg of info sought bg Houston f 
Lighting L Power from Central Power 4, Light, Hast TX Utils, 

Public Sve of OK 4, Southaeitern Electric Pouar Co 

HILLER, M E. Atomic Safety and Licenting Board Panel. 79/03/23 

Bpp 


7909310020 Response bg util to second set of Interrogatories b riqueil 
for production of documents, submitted to Central Pouar 4, 

Light Also moves for protective order. Certificate of Sve 
enc 1. 

BARNETT, E N Baker 4, Bott*. 79/03/28. 39pp. 


7909070040 Advises that deposition of Edward Bherrg.Alr Product* b 
Chemicals Co, A1 lentown, PA, orig Inal ly scheduled for 790406, 
ha* been changed to 790419 at ofc of Air Product* 4, 

Chemieels Co 

RYAN,TO. tshem, Lincoln «, Beal*. 79/03/30. Ip 


—7909070049 RL NrlghttAD Cypher* 4, L Peeler were deposed during Mar, 
Csntral Power 6 Light filed answers 4, abjections tc) Houston 
Lighting 4, Power Co firet eet of written interrogator tes, 

RYAN, T G Isham, Lincoln 4, Beale. 79/03/30 Spp 


7909300099 Rapt on progress made in Mar 1979 In completing 
d Iscoverg, submitted per ASLB 780681 order. Car tlficate of Sve 
end. 

HARRIS, J.L < BEROERiMO. , CLARK, R. H. Juetice, Dept, of 79/03/31 
7pp 


790903017S Describes discovery ectlvltief of Public Util* Board ef 
Brownsvl 1 la, TX for Mar 1979, Certificate of Sve end, 

PatRER,MR Spiegel 4, McDlernid 79/04/03 6pp 


7909090036 Request by TX Util* Generating Co for NRC to diemlti Centra] 
Power 4i Light South Meet Carp as Intervenor*. In alternative, 
seek! summary disposition or invoking of collataral 
estoppel Certificate of Bve end 

KNOTTS, J B. Oebevelt* 4, Lleberman. 79/04/03 8pp. 


—7908090048 Requeet by TX Util Generating Co for order barring Crntril 
Power 4, Light from leaking relief inconiietent w/Di*trict 
Court decision for favorable decision re eummary 
dlapoeition, 

KNOTTS, J B Debevols* 4, Lleberman 79/04/03, Spp 


—7908090090 Memo by TX Util* Generating Co re point* 4, authsrilifl 
supporting motion to dismiss Central Pouar It Light South 
Nest Corp e* intervtnors or for eummary dlspoeltion. 

KNOTTS, J.B. Oabevoie* ti Llabtrman 79/04/03 48pp 


■'909820093 Corrects ASLB 790409 order re location of 790922 prehearing 
conference, 

BOWEftSiE 8 Atomic Safety end Licensing Beard Panel. 79/04/17 tp 


DOCKETED ITEMS 


rMSlOSasa Satpont* to faeond aat of Intarrotatortaa «< raquasta for 
froductlon of daeumanta dtractad to OOJ by Houaton Lighting 
fc Pou»r dval if icationa at etport wiinasaat M£ Scott h OTC 
Taylor it Certificate of 8vc ancl 

HARRIS.JL. BEROER.KO. CLARK, R.H. Juatiea, Dopt of 79/04/03 
23pp 


7909340967 Advtaas thait during Mar 
againat Houaten Lighting t, Power 
NRC la pragarlng raapoitaea to TX 
aeeqnd aat of intarrogatariea 
LE88V,R P Antl-Truat Dlvlaton 


1979 NRC filed noa^uiia to compel 
& TX Utile Oanarating Co. 

Utii'a first & Houaton'a 

79/04/13 Ip, 


7905100208 Raaponae to aecond aat of interrogatoriea & regueata for 
production of documanta directed to Dept of Justice by 
Houatoti Lighting b. Pouer Qualifications of aaport ultneaaea 
ME Scott It OTC Taylor & Certificate of Svc end. 

HARRIS, J L I SEROER) M 0 , CLARK, R H Justice, Dept, of 79/04/03 
23pp 


7909350361 Request by Central Power fc Light that A8LB issue pro.tectlve 
erder re Interrogatories & raqueat for production of 
documents from Houston Lighting & Power Certificate of Svc 
and. 

arAHL, D M Isham, Lincoln b Deale. 79/04/03 7pp. 


7905100273 Response to TX Utile Oenerating Co's objections to I, notion 
for protective orders b notion to conpel further answers to 
interrogatories t< request for production of documents 
Certificate of Svc end. 

BLUME, M B Anti-Trust Division 79/04/04 34pp. 


7905140115 Motion by Public Utils Board of Srownsvi 1 Is, TX to compel 
further production of documonts from South TX Electric 
Cooperative b Medina Electric Cooperettva. Supporting 
documentation b Certificate of Svc end 
POIRIERiM fi Spiegel 6 McDlermld 79/04/05 I7pp 


7905140138 Request by Central Power fc Light for eitension of lime to 
respond to 790328 responses by Houston Lighting b Power b TX 
Utils Oenerating Co to former's interrogatories & document 
raqueats Certificate of Svc end. 

STAHLiD Isham, Lincoln b Beale 79/04/05 6pp 


7909100366 Moves that rasponsas to notions for summary dltposiblon. 
filed by Houston Lighting b Powsr »« TX Utils Oensrating Co 
be governed by 10CFR2 790(a) Certificate of avc end. 

LESBV.R, P. Anti-Trust Division. 79/04/06. Bpp 


7903150190 Motion by Houston Lighting It Pouer for protective order re 
public disclosure of Info requested by Public Utils Board of 
Brownsvllle.TX Certificate of Bve end. 

BARMETT, E. W. Baker h Botts BQUKNIOHTiJ A Lowenste in, fieuflian, Rei s, 
Axelrad & Toll 79/04/06. 9pp 


7905230793 Status of dlscovary b production during Mar 1979 Certificate 
Of Svc end. 

BALOUOH,R C Austin, TX, 79/04/06 3pp. 


7905100412 Applies restrictions on confidential documents to be 
produced by Houston Lighting h Power Co In response to 
request for production of documents by Public Utils Board of 
Drownsvllla, TX 

MILLER, M E. Atomic Safety and Licensing Board Panel 79/04/09 
Bpp. 


79052304S8 Status rapt on discovery for Mar 1979. Olecovery requests 
ware neither initiated nor received, Certificate of Svc end. 

■JOHN, D F Akin, Oump, Hauer h Feld 79/04/09. Spp 


7905230631 Answer by Houeton Power b Lighting to NRC 790323 response 
to util motion for protective ordenNRC motion to compel 
further answers to interrogator Its t< NRC request far 
production of documents. Certificate of Svc end. 

DARNETT,E.U. Baker (< Botts. BOUKNIOHT,J A Lousnsteln, Newman, Rsls, 
Axelrmd t< Toll 79/04/11. 12pp. 


7905030260 Forwards ravlsed page 20-1 attached to Central Power h Light 
Co's answers h objections to Houston Lighting h Powsr Co's 
first set of written Interrogptorles to Central Power (> 

Light Co.Certlf Icota of Svc and. 

STAHL, D,M Isham, Lincoln b Baala. 79/04/12 6pp 


7905240332 Advlsas ho discovery request! have baen Initiated or, 
rocaivad by Tex-La Electric Cooperative, Inc Certificate of 
Svc ancl. 

eUftCHETTE, H. H. Northcott Ely. 79/04/12. 4pp 


7909330129 Aek recalpt of responia to Mar 1979 motion «o compel <c 
evaluation in prograas 

LEBSV, R P. Antl~Trust Division 79/04/13, Ip 


7903140126 Request by Public Utils Board of Brownsville, TX for 
eitension of time to answer first set of Interrogator iai It 
requests for production of documents from Central Power b 
Light it Houston Lighting h Power Certificate of Svc encl 
MC0IARMID,R C Splagel ft McDlarmid 79/04/16 7pp. 


7905240241 Corrects revised page 2B-1 of Central Power U Light Co 
antwart I, objections in 790412 proceeding from “expenditure 
other than expenditure'* to "aipanditura other than 
advertising * Certificate of Svc encl 
STAHL, D M Ilham, Lincoln St Seale. 79/04/17. 4pp 


79051507BO Direct* TX Utils Oenerating Co (TUOCO) to produce documents 
or make full responses to 790115 Intarroga tor 1 as. Dsnles 
TUOCO's order for protective order 

HILLERiHE Atomic Safety and Licensing Board Panel 79/04/1S. 

2pp 


7909230624 Response by util to Central Power & Llght'e 790326 
objections 6 790403 notion for protective order re util's 
first set of interrogatories Includes motion to compel 
answers H/notlce of appearance 6 Certificate of Svc 
BARNETT, E.H Baker «< Botts. BOUKNIOHT.J A , FRAMKLIM, W J 
Lowenstein, Neuman, Reis, Axelrad b Toll 79/04/19 IRpp 


7909230677 Orants extension of time to answer interrogatories by Public 
Utils Board of Brounrsvi 1 is, TX, in response to 790416 motion 
MILLER, M E Atomic Safety and Licensing Board Panel. 79/04/19 Ip 


790910011S Motion by Central Pouiar << Light to conpel Houston Lighting (< 
Power to answer second set of interrogatories submitted 
790223. Supporting documentation (< Certificate of Svc encl 
STAHL, D Isham. Lincoln b Beale 79/04/20 2(}pp 


—7905100123 Motion by Central Power it Light to compel TX Utils 
Oensrating Co to answer first set of Intarrogetorles 
submitted 790223, 

STAHL, D Ilham. Lincoln b Beals 79/04/20. 12pp 


7905100271 Answer by Central Power ** Light & Central b South Hast Carp 
seeking continuance of NRC antitrust reviews, w/no party 
banned on grounde of res judicata of collateral estoppel 
Supporting documentation It Certificate of Svc end. 

POUELL.R. E , MILLER, K I.. STAHL, D H Isham, Lincoln b Beale 
79/04/20 113pp. 


7905100106 Opposes City of Austin's 790329 brief U 790403 motion* for 
full or partial summary judgmant filed by Houston Lighting 
it Power b TX Utils Oenerating Co Saaks denial of 
certification ti Interlocutory app eats. M/Csrti f Icate of Svc, 

LESSY, R P. , DLUme.H. B. Anti— Trust Division. 79/04/23 24pp. 


7905140151 Response of Public Utils Board of BrewnsvlUe, TX opposing 
Houston Lighting 8t Power motion for summary decision t< 

City of Austin brtsf In support of res judicata. Suppor ting 
documentation tt CortlfJcata pf Svc end 

MCDIARMID.R C , JABLON.R A , POIRIER, M.R Spiegel t, ftcDiarmid 
79/04/23. B4po. 


7905230466 NRC answer to notions of Oulf States Util for protective 
order b ordsr setting conditions for compliance u/790226 
tubposna Util should product decumants a* requested. 

Cor t If icate of Svc encl. 

BLUME.M 8. Anti-Trust Division. 79/03/04. I4pp. 


(I inspsetton reports, IE Bulletin* 6 correspondence 

^^tlme^*^* **••1*®'’*** *0 IE Bulletin 79-01 No action to be taken at this 
O^YiR. J Texes Utilities Oensrating Co 79/02/19. 2pp 


7903180663 Orent* motions for axtsntlon of time for partis* to responf 
bo discovery raqusst*. 

HILLERiM E. Atomic Safety end Llcdnslng Board Panel. 79/04/13 
3pp. 


7903230448 South TX Electric Cooperative, Inc b Madina Elsctric 
Cooperetlve, Inc's oppasltton to Public Utils Board at 
BrownsYl lie, TX 790403 motion for fuller rsiponses to 
interrogator ta*. Certificate of Bve end 

HUNTEZtM. HcOinnii, Lochridge l< Kilgore. JOHN, D F. Akin, Oump, 
Houer b Feld 79/04/13. llpp 


7903300761 Details act lone taken in reaponse to IE Bullatir, 78-067. 
Survey prepared by Westinghouss Indicate* non* of 
Cut ler-Hemmsr Typo M ralaya ui/coi 1 ere in ue* in 
safety-related equipment. 

QARYfR J. Texas Utilltlss Generating Co. 79/02/19. 2pp. 


^local^olhliroffirt"!'* ”0213 meeting w/lE 4< 
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“••7909070209 8u«m*rv of 790213 Info Htftlng w/local official* «f 
OrankurgtTX ri aitignnont of rafidant li)fptctor> lino* of 
eonaunlcailon. facility atatui it coauaunlty concorn* 

TAYLOHiR 0 ■ UtSNER.C E . CROSSMANi W A. Raglon 4> Oallaii Offlca 
of tha Dirac tor 79/03/03 3pp 


7909010369 Forwarii* IE Imp Rapt* 90“449/79“03 li 90-446/79-03 on 
790202-28. Mo tie* of vrlolatlon alrOaifv foroiardod oi/HRC 790220 
Itr, 

SEtOLEiMC Rogion 4> Oallati Raacior Conitruetlon It Enginaarlng 

Support Branch 79/03/14 3pp 


—7903010370 IE In«p Rapt* 90-443/79-03 tc 50-446/79-03 on 790202-28 
Nonconp 1 lanca notad failura to follow concrata placanant 
procadur** 

TAYLORiR 0 Raglon 4i Dallaii Offlca of tha Dlractor 79/03/13 
Spp 


7903010281 Forward* IE Info Motlca 79-06. *<8tT**s Analgii* of 
Safaty-Ralatad Piping " 

BEYFRIT.K.V Raglon 4. Oalla*. Offlca of tha Dlractor 79/03/23. 
Ip. 


7909190996 Forward* IE Imp Rapt* 90-445/79-07 6 90-446/79-07 on 
790308.12 it 13.Na n one oiapl lane* notad 

SEIOLE.U.C Rogion 4. Dallao. Raactor Can*tructlon it Englnoorlng 

Support Branch, 79/03/23 2pp 


—7909190961 IE Inap Rapt* 90-449/79-07 St 90-446/79-07 on 790308.12 St 13j 
No nonconp 1 lanca notad Major aroa Inapac tad' con*t I 

activltla* 

ROSENBERG. A B Raglon 4. Dalla*. Raactor Conotructlon It 

Enginaarlng Support Branch BARNES. I . EI.LER8HAH.L E Raglon 4. 
DaiU*. Offlca of tha Dlractor 79/03/23 Spp 


7909010464 Forward* IE Butlattn 79-09A. "Nuclaar Incldant at. 

TMl - Suppl " 

8EVFRIT.K V Raglon 4. Dalla*. Offlca of tha Director 79/04/09 
tp. 


' 7909040901 Forwards IE Bullatln 79-068. "Ravlaw of Optratlonal Error* V 
8yi Ml*allgnn*nta Idantlflsd During TMI Incldant “ 

8EVFRIT.K V Raglon 4. Dal la*. Offlca of tha Dlractor 79/04/14 
»P- 


7909040629 Forward* IE Bullatln 79-08. "Evsnt* Relavant to Bolling 
Uatar Powar Reactor* Idantlfiad During TMI Incldant " 

BEVFRIT.K V Raglon 4. Dalla*. Offic* of tha Dlractor 79/04/14 

Ip 


7903070000 Forward* IE Bullatln 79-07. "Stltmlc Strs** Analyd* of 
Saf cty-Rala tod Piping, “ Liconioo action ragulrad 
BEVFRIT.K V Raglon 4. Dalla*. Office of tha Dlractor 79/04/14 
tp 


7909030107 Forward* PN0-79-67a 

SEIDLE.W C Raglon 4. Dallas. Raactor Construction tc Englnttrln* 
Support Branch 79/04/10 tp * 


7903030191 Forward* PN0-79-67R it 79-77 

BEtOLE.H C Rogion 4. Dalla*. Raactor Construction St Englmarlni 
Support Branch 79/04/11. tp 


7909030124 Forward* PNO-79-678 

BEIDtE.U C Raglon 4. Dallas. Raactor Conitruetlon ti £ngtn«arln| 
Support Branch, 79/04/12. Ip 


7909030201 Forward* PN0-79-67T 

SEIOLE.U.C Raglon 4. Dalla*. Raactor Conotructlon it Englnairlng 

Support Branch 79/04/13 Ip 


7909030076 Forward* PN0-79-67U it V. 

SEIDLE.W C Raglon 4. Dalla*. Raactor Construction ti Cnglmirlng 

Support Branch 79/04/16 IP. 


7903030294 Forward* PNQ-79-67M 

SEIDLE.W C Raglon 4. Dalla*. Raactor Construction & Englnairlng 
Support Branch 79/04/17 Ip 


7909020914 Forward* PN0-79-67AA 

SEIDLE.W, C Rogion 4. Dalla*. Raactor Conitruetlon it EngCnairlng 

Support Branch 79/04/20 Ip 


7909020908 Forward* PN0-79-67AB. AC it AD. 

SEIDLEiW. C. Raglon 4. Dalla*. Raactor Construction it Enginaarlng 
Support Branch 79/04/23 Ip. 


7903040980 Forward* PN0-79-67AE 

SEIDLE.W C Raglon 4. Dalla*. Raactor Construction It Enginaarlng 

Support Branch 79/04/26 ip 


7903070193 Forward* PN0-79-67AF it AO. 

SEIQLE. W. C Rtglon 4. Dallas. Raactor Construction It Englnairlng 

Support Branch 79/04/27 Ip 

7909310230 Forward* PN0-79-67AH. AI it AJ. 

SEIDLEiM C Raglon 4. Dallas. Reactor Conetructlon it Eng IneiPing 

Support Branch 79/04/30. tp 


7909240399 Forward* PN0-79-67AK it AL. 

SEIDLE.W C Raglon 4. Dalla*. Raactor Construction it Engineering 

Support Branch. 79/09/04 Ip 


7909210192 ConflrM* potantlally RO ra raactor vosstl non la uald mill 
def ecte. or Ig Inal ly raportad In 790126 ttlcon. Investigation 
continuing. 

OARYiR J. Teitas Util 1 tie* Oanaratlng Co. 79/09/14 Ip 


7909010440 Forward* IE Info Notice 79-10. "Nonconforming Pipe Support 
Strut*. " 

BEYFRIT.K.V Raglon 4. Dallas. Offlca of tho Director 79/04/16 
If 


7903090108 Forward* suppl to IE Bullatln 79-09A. “Nucloar Incldant at 
TMI " 

BEVFRIT.K V Raglon 4. Dallas. Offlca of tha Dlractor. 79/04/16 
If 


7909030283 Forward* IE Bullatln 79-09. "Failura* of OE Typa AK-2 
Circuit Braakar In Safatg-Ralatad Sv* " Llcensao action 
raiiulrad 

8EYFRIT.K V Raglon 4. Dallas. Offlca of tha Dlractor. 79/04/17 


7909290631 Ack racalpt of 790320 ti 0412 Itpa Informing NRO of stop* 
taken to corroct violation* noted In IE Insp Rest 
90-449/79-04 ii 90-446/79-04. 

SEIDLE.W C, Rogion 4. Dallas. Raactor Construction 1< Englnairlng 
Support Branch. 79/04/26. Ip 


—7909290648 Ra*pend* to NRC 790320 Itr ra violation* notad In IE Inap 
Rapt* 90-449/79-04 it 90-446/79-04. Correc tiva actions: 

•qulpaont aalnt record for ventilation fan motor 
rtvlsod. 

OARY.R. J. Ta«ao Uttlltle* Ganorattng Co 79/04/12 3pp 


8. Roportabla occurrancas. LERi h related correipondanct 


7909030140 Forward* PN0-79-67H. 1, J & K. 

[I 8EYFRIT.K V Rogion 4. Dallas, Office of tho Director, 79/04/06. 

■'I 

I ’ 79090300B9 Forward* PN0-79-67L> M. N li P. 

.1 SEIDLE.W C Nog ion 4. Dalla*. Reactor Construction ii Enginaarlng 

Support Branch. 79/04/09 IP. 


I 



DOCKET aTN-90-447 0E8aAR-238 


A Appllcatlon/constructlon stag* document* ti corrsspandanca 


7909220049 Respond* tO' 790321 Itr rsquostlng Juno 1979 dtadllne for 
dotallad rovlou of GE88AR-236 NI prolimtnary doslgn approval 
01 tan* Ion. Du* to manpouor e hortag**. oxtane Ion review will 
not ta conducted on tchtdula 

DENTON. H.R. Office of Nuclaar Reactor Ragulation 79/04/16. 7ff 


J. Inturanca 4 Indemnity Information 


7909070992 Confirm* Incraaso In Hat 11 tty limit to *36, 000. 000 for 
pel Ic 1*0 MF-22.26,29. 38. 39.44. 46. 47.49. 90, 51. 92.93.94,39. 96. 

97. 98, 60, 61, 64. 66. 67. 69, 69, 70, 71, 72, 74, 76, 77. 70, 79, 80, 86, 87, 
88,90,91.92,93,94,99 i, 96. 

ROBERTS, D. M. Mutual Atomic Energy Liability Undarwritara 79/09/01. 
‘f 


DOCKET 90-448 DOUOLA8 POINT NUCLEAR OTATION, UNIT 1 
A. Appllcatlan/conitruction stage document* t< corraspandenca 


7909090374 Forward* "Sit* Selactlon Study for Two 1,100 Nagawatt 
Nuclaar Power Plant*." prepared by Dame* it Moor* 

GOXrE. Ti Potomac Electric Power Co. 79/09/07, 2pp 


—7909090376 "Sit# Selactlon Study for Two 1,100 Megawatt Nuclaar Pa* IF 
Plants, " 

a Potomac Electric Power Co. 79/09/01. 70pp, 
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O. A44u41c4torg CDrvtapendtnet 


7TOS0S0147 NRC hai r*etntlg diteovvrtd document potilblg 

r«l*v«nt to labotpga of ipanb dual It la claialfiad 2i nag 
navar ta publlahad In final form Forwarda ralatad 790182 TF 
Cartar aitno. NRG aaaaiantnt of Info to follou 
BARTH. C A Branch 3 79/04/09 Spp 


790500007? Forward! NRG furvag of iti uia of NA8H-1400 ontttad from 
790404 Itr 

BARTH. C. A Branch 3 79/04/10 40pp 


K- Antltruat corraipondanca 


7905190A&3 Orantf motiona for axtontion of tlna for partial to raapond 
ta dlacovarg ri4ua«t« 

MILLER. H E Atomic Safatg and, Licanilng Board Panal 79/04/13 
3pp. 


DdJCKET 90-449 BOUOLAS POINT NUCLEAR STATION. UNIT 2 


A Applieatlon/conitruction itapa documant* & corraipondanca 


7905090374 Forwards "Blta Salactlon Studg for Two 1. 100 Hagauatt 
Nuclaar Poutr Planta. ” prapared bg Damat U Haora. 

COX. E. T Potomac Elactrlc Powar Co 79/03/07 2pp 


—7905090376 "Slta Silaetlon Studg for Two i. 100 Hagawatt Nuclaar Powar 
Plant* " 

a Potanic Elactrlc Powar Co 79/09/01 70pp 


O Adjudlcatorg corraipondanca 


7905020147 Statai NRG hai racantlg dlicovarad documant poiiiblg 
ralavant to labotaga of spant fual It li claiiLflad tt mag 
navar ba publlihad in final form Forward* rilatad 790182 TF 
Cartar mino NRC aiiaiinint of Info to follow 
BARTH. C A Branch 3 79/04/09. 2pp 


7909030079 Forwards NRC lurvsg of its usa of UA8M-1400 omlttsd from 
790404 Ur 

BARTH. C A Branch 3. 79/04/10 40pp. 


H Antitrust corratpondinci 


7909100110 Motion bg Cantral Powar (< Light to compal Houston Lighting b 
Powar to aniuer sacond sat of Intirrogator las submlttid 
790823 Supporting documsntat Ion b Cirtlflcata of Bvc incl. 

STAHL. D Ilham. Lincoln b B.ial*. 79/04/20 20pp 


DOCKET 90-490 SUMMIT NUCLEAR POWER STATION. UNIT I 


7909240908 ftiipondi to 790410 Itr Util hai no tiwsadlata plan* to lohmlt 
CP application 

OOSSlCKtL V. Offics of tha Eracuttva Dlractor for Opiratlani. 
79/09/00, Ip 


—7905240918 Rnuaiti to ba Informad whan Dalmarva Powar b Light lohmlti 
CP application for nuclaar plant at Summit. DE. 

BIDCH.J, R. Sanata 79/04/10 Ip 


DOCKET 90-451 SUMMIT NUCLEAR POWER STATION. UNIT 2 


7909840903 Ra I ponds to 790410 Ur. Util hai no Immid lata plans to lubmlt 
CP application. 

OOSSECK.L, V. Off lea of tha Eicpcutiva Dlractor for Oparationt. 

79 /OS/OB. Ip. 


—7909240912 Ra^uait* to ba informed whan Dalmarva Powar b Light lubmlti 
CP application for nuclaar plant at Summit. DE. 

BIDEN.J R Sanata. 79/04/10. Ip. 


DOCKET 90-498 OREENMOOD ENEROV CENTER. UNIT 3 


A. Appllcation/conitructlon itaga doeumsnts b corraipondanca 


7909130269 Statai procadurai followid in filing of Amend 14 to P8AR b 
Buppl 9 to anvlron rapt, Sam* procadur* will ba followid in 
futwra if no objactioni art madt within tan dagi 
MAROUARDT. P. A Datrolt Edison Co 79/03/07. Ip. 


7909340849 Finds PSAR suffleiintlg complati to bagln tachnleal ravisu. 
Rs<iusste info rt foundations for Intata b dlscharga 
structural to comptata ravlau 

HELLER.L H, Oaoiclancai Branch 79/04/19. Tpp 


7909830473 Ra^uaiti waiver of 10CFR90 App O-III B 4 b B 9 r*q.ulriminti 
ra fracture toughnaii taiti as not applicable to reactor 
vasssltstaam ptnirators b prsssur I lars. 

HARRIStP. a Dstrolt Edison Co 79/09/01 2pp 


0 Adjudlcatorg corrtspondance 


7909190737 Forward* NRC ript ‘'In<iulrg into Allegation of Emplogaa 
Hliconduct bg Raitrlcting Invaiblgation to Determln* 

Riliabllitg of Power Orid Serving Bt Lucia " 

BOKINKI.S M Branch 3 79/04/11, tp 


DOCKET 90-493 OREENWODD ENEROV CENTER, UNIT 3 


A Appllcatlon/conibructton itagi documant* b correapondence 


7909190239 States procaduras follaued in filing of Amend 14 to PSAR b 
Suppl 9 to anvlron rapt Same procidura will b* followad In 
futur* if no objictlnns are mada within tin dags 
MARQUAftDT.P A Detroit Edlion Co. 79/03/07 Ip 


7909240249 Find* PSAR sufflclantlg coMplat* to begin tachnlcal ravlew 
Raquaiti info r* foundations for intake b dlschargi 
structural to complata ravlew 

HELLER.L W, Osoiclancai Branch 79/04/19. 7pp 


7909230473, Raiiuaiti waiver of 10CFR90 App O-III B. 4 b B 9 ragulrinints 
ra fracture toughness tasts as not applicable to reactor 
vassal, ataam generators b prasiurlisrs 
HARRIStP a Ditrolt Edison Co 79/09/01 2pp 


0 Adjudlcatorg corraspondanca 


7909190737 Forward* NRC npt "Iniiutrg Into Alligation of Emploga# 
Misconduct bg Rsstrlctlng Invai tigatton to Oatsrmln* 

Rallabllltg of Powar Orld Serving St Lucia." 
aOHlNKI.S.M Branch 3, 79/04/11 Ip, 


DOCKET 90-494 BYRON STATION. UNIT 1 


A Appllcatlon/constructlon stage documents b corraspondanca 


7S09030037 Forwards N'URE0-0219t "Nuclear Sacurltg Pirsonnel for Powar 
Plants, Content b Ravlau Protidure* for Sacurltg Training b 
Quallf Icatlon Pragram " W/o and, 

VASSALLOr D. 6 Assistant Director for Light Uatar Raactors. 
NUBEO-0219. 78/08/83 4pp. 


79090404B2 Notifies of intention to develop safatg analgsis uolng 
axlitlng computer codes. Ra^^uasts addl info 
SOLBRIO, C W. Commonwealth Edison Co. 79/04/2& Ip. 


O, Adjudlcatorg corraspondanc* 


7905090187 Orantf patltion to Intirvana bg DaKalti Araa Alllanci for 
Rasponslbla Ensrgg. Sinnlsi 1 ppi Alllanci for Environ b Laagu* 
of Homan Votiri of Rockford. IL. Reject* M Waitarman'i 
petlttonj doe* not satiifg "tntareit" ri<tulr imante 

LUTON. E, Atomic Safatg and Licensing Board Panel 79/03/23, 3pp. 


7909290SB4 Rebuilt by util that ASLs schedule special prehearing 
confarenci pir 10GFR2, 79liaJ. Cartl fleet* of Sve oncl 
MURPHY.P H, Ilham. Lincoln b Beale 79/04/18 9pp. 


7909240334 Rispondi to 790411 Itr ra conitituant petition to tntirven* 
in facllitg OL proceeding. ASLB issued order on 790383 
holding that B Nalner Farms had lufficlantly demonstrated 
standing in proceed ing 

Q06SICK.I L. V/. Office of tha Eiicutlv* Dlractor for aparationa, 
79/09/08, 2pp. 


H. Oaneral corraspondanca 


7909190699 Forwards 790329 Itr from constituent B Nainir re petition to 
Intervene in OL procsadingi Reguasts asiietancs in 
praparation for Intarvantlon 
Q'BRtEM.O.h, House of Rap. 79/04/11. 3pp. 
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J. Inturanct Indtmnltg infortnatrlon 


790S1OO163 Endartdmcnt 79 t(> MAEUU Pci leg KF-22 

CERASiT Nuclear Energy Llabllltg Ineurane* Aeeoelation 79/03/87 
>l> 


7909070477 Confirm* Ittcraaied ilabliltg limit to tlS4t000<o00 for 
gollcli* NF-1,SS. 43i 76i 83i lOOr 11 1< 140, 146, 181, 161,164, 170, 

173, 174, 170, 179, 180, 102, IQS, 166, 167, 180, 109, 192, 193, 194, 199, 

197, 190, 200, 201, 204, 206, 807, 208, 210. 212, 214, 219, & other* 
QUATTROCHHI, J American Nuclear Ineurer* 79/OS/Ol Ip 


7909070982 Confirm* Increaie In llabllltg limit to 436,000,000 far 
pel Ic lei KF~33, 26,29,30. 39. 44, 46, 47, 49,50, 91, 92, 93,94, 99. 06, 

97, SB, 60, 61,64, 66, 67. 68, 69. 70, 71,72, 74, 76,77,70,79, 80,86,87, 
08,90,91,92,93,94,99 4< 76 

ROBERTS, OH Hutual Atomic Encrgg Llabllltg Underwr 1 tere. 79/09/01 
Ip. 


7909070967 Poruarili amend to application for CP i OL, eubmltted a* 
Aaend 20 to FBAH 

REEOiC Commonwealth Ed lion Co 79/09/03 2pp 


—7909070974 Amend 20 to F8AR 

* CoeMHonueel th Edteon Co 77/09/02 430pp 


7909190391 Foruarde affidavit of dlitributlon for F8AR Amend 20 
HAUOHTOH,W F Commonwealth Ed lion Co 79/09/11 2pp 


0. Inipectlon reparti, IE Qullatlni t, correipondence 


7909020421 Foruerdi reiponie to IE Bullitln* 76-124 78-12A, “Atypical 
Weld Hatl In Reactor Preiiure Veieel Welde " 

REED, C Commonwealth Edieon Co 79/03/22 tOpp 


7909010236 Forward! IE Info Notice 79-06, “etrai* Anal gill of 
Safetg-Related Piping." 

KEFPLER,J. 0 Region 3, Chicago, Office of the Director 79/03/23 
IP 


7709030370 Forwardf IE Info Notice 77-07, "Rupture of Raduiaite Tenki “ 
KEPPLER.J. 0. Regions. Chicago, Office of the Director 79/03/26 
If. 


— 7909040201 Forwarde ACR8 raeommendatloni re TKI Incident, preieniif ci 
790417 

FRALEY, R F ACRS - Advliorg Committee on Reactflt Baf eguard* 
79/04/18 Ip. 


—7909040221 In retponee to NRC 790410 ltr,etatei all 790417 MRS 
recommindattone appig to all PHReibut were not intended to 
require immediate changei Plant mode ihovid he made after 
itudg of effecti on overall laf etg, TMI eieluded 
CARBON, K X ACRS - Advliorg Committee on Reactor Safeguard* 
79/04/20 2pp 


7709240633 Porwardi reipontei to IE Bulletin 79-07 requettlng Info le 
eelenlc analgile of lafetg-related piping Reanalgiie 
Indicate* method of Intramodal combination hai little effect 
on pipe itreieis It equipment support load* 

REED, C Commonwealth Edtion Co 77/04/24 4pp 


DOCKET 90-499 BYRON eTATION, UNIT 2 


A Appl 1 catton/conitructton stage documents 4 correipondence 


7905040482 Notlflei of Intention to develop eafetg analgtli uiing 
editing computer codes Rsqueett addl Info. 

80LBR10, C H Commonwealth Edison Co. 79/04/26. Ip 


0. Adjudlcatorg correipandencs 


790S070187 Oranl* petition to Intervene bg DsKalb Area Alliance lot 
Reiponsible Ener gg, Slnniislpp 1 Alliance for Environ ti League 
of Woman Voter* of Rockford. IL Rejecti M Weiterman'i 
peti tloni doe* not *atl«fg "Intereit" requirement* 

LUTON. E, Atomic Safetg and Licensing Board Panel 79/03/23 3pp 


7909290264 Request bg util that A8LB schedule special prehearing 
conference per 10CFR2 791<a) Certificate of 6vc end 
MURPHY, P.K. Ilham, Lincoln 4 Beals, 79/04/18 Spp 


7905240334 fiospondi to 790411 Itr re eonitltuont petition to inteivthi 
In factlltg OL proceeding A8LB lieuid order on 790323 
holding that B Nelnar Farm had lufficlsntlg dsmonitrated 
standing In proceeding 

OOSStCKiL V Office of the Eiacutlve Director for Operation* 
79/09/08 2pp 


7909030013 Forward* IE Bulletin 79-06, "Review of Operational Erriori 4 
Bg* Hlta 1 1 gnment* Identified During TKt Incident " 

KEPPLER, 0 0 Region 3. Chicago. Off tee of the Director. 79/04/11 
If. 


7909010969 Forward* IE Bulletin 79.r06Aj "Review of Operational Error* 4 
Bg* Hlsal i gnment* Identified During TMI Incident '* 

KERPLER,./ 0, Region 3, Chicago, Office of the Director. 77/04/14, 
Ip, 


7909040334 Forward* IE Bulletin 79-06B, “Review of Operational Errors 4 
8ge Hlsalignmants Identified During TMI Incident " 

KEPPLER, vJ O Region 3, Chicago, Office of the Director 77/04/14. 
Ip, 


7909040929 Foruarde IE Bulletin 79-08, “Event* Relevant to Bolling 
Mater Power Reactors Identified During THI Incident " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/14 
Ip. 


J Iniurenc* 4 Indemnity Information 


7909100163 Endorsement 99 to HAELU Policy HF-22 
OEBABiT Nuclear Energy Liability Insurance Association 79/03/27 
Ip. 


79D9070497 Confirm* Increaisd liability limit to «124,000.000 for 
pollclei NF-1,29, 43,76,83, 100, ill, 140, 146, 191, 161, 164. 170, 

173, 174, 178, 179, 180, 102, 109, 186, 187, 180, 189, 192, 193, 194, 199, 
197, 198, 200, 201, 204, 206, 207,208, 210,212.214, 219,4 other*. 
QUATTROCHHIi J American Nuclear Insurer* 79/09/01 Ip 


7905070982 Confirm* increai* In liability Unit to 436,000,000 for 
policies MF-22, 26, 29, 38, 39, 44, 46, 47, 49, 90, 91 , 92, 93, 94, 99, 96, 

97, 96, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77; 78, 79, 80, 86, 87, 
88,90,91,92,93,94,99 4 96 

ROBERTS, D,K, Mutual Atomic Energy Liability Underwriters 79/59/51 
If 


K, Utility Final Safety A'nalyils Report (F8AR) 4 amends 

7909010380 Forwards IE Info Notice 79-10, "Nonconforming Pip* Support — — — 

Struts " J 

KEPPLER, J O Region 3, Chicago, Office of the Director. 79/04/16, 7909070967 Forwards amend to application for CF 4 OL, eubmltted a* 

Ip. Amend 20 to FSAR 

RE£D,C. Commonwealth Edison Go 79/09/02 2pp. 


7909030206 Forwards IE Bulletin 79-09, "Failure* of OE Type AK-2 
Circuit Breaker In Safety-Related 8gi " Llceneee action 
required. 

KEPPLER, 0.0 Region 3, Chicago, Office of the Director. 79/04/17 
tp. 


7909040142 Forward* IE Bulletin 79-09fl, "Nuclear Incident at 
TMI-Buppl, " 

KEPPLER, J.0, Region 3. Chicago, Office of the Director. 79/04/21 
tp. 

—7909040198 IE Bulletin 79-098, “Nuclear Incident at TMI-Buppl," 
Buppertlng documentation end. 

* Region 3, Chlcegoi Office of the Director. 79/04/21. 12pp. 


—7909070974 Amend 20 to F8AR. 

• Commonwealth Edieon Co 79/09/02 430pp 


7909190391 Forwerde affidavit of distribution for F8AR Am*nd 20 
NAUOHTON, M. F. CommonwsaUh Edison Co. 79/09/11. 2pp. 


Q, rnepection reports, IE Bulletins 4 correepondenc* 


7909020421 Forward* raipon** to IE Sullatln* 73-12 4 T&'ISA, "AtyflMl 
Meld Natl In Reactor Praeiura Veteel Meld*. " 

REED.C, Goeimonueatth Edison Co. 79/03/22. 10pp. 


—7909040170 ACRB recommendation* re 790328 incident at TMI, Buggeft* high 
priority be placed on development of eafetg restarch on 
bshavlor of LURi during anomalous transient*. 

* ACR8 - Advisory Committee on Reactor Safeguards, 79/04/17 

2pp 


7909010236 Forwards IE Info Notice 79-06, “Btres* Anaiyel* of 
Safety-Related Piping " 

KEPPLER, J, 0. Region 3, Chicago Office of the Director 
If. 


79/03/J3 


DOCKETED ITEMS 


Z21 


^TOSOaOSyo Forwarilt IE Info Notlc* 79“07( "Rupture of Radueete Tank* 
KEPPLER. J. 0, Region a< Chlcagoi Otfiee o# the Director 79/03/8* 

tp 


7909S30334 Requott by util that A8LB schedule special prehearing 
conference per lOGFRS 791 (a t . Car t If icate of 8vc end 
KURPHYiP H. Isham. Lincoln «> Seale 79/04/18 9pp 


7TO9030013 Forwards IE Bulletin 79~0*i "Revleu of Operational Errors & 
Sgs Hlsa I Igntnents Identified During TKI Incident " 

KEPPLERj J, 0 Region 3f Chicagoi Office of the Director, 79/04/11 

Ip 


7TO3O10369 Forwards IE Bulletin 79-06At "Review of Operational Errors Ic 
Sgt Misalignments Identified During TMI Incident " 

KEPPLER(.J 0 Region 3, Chicago, Office of the Director, 79/04/14 

tp 


7909840334 Responds to 790411 Itr ra constituent petition to intervene 
In facilftg OL proceeding A8LB issued ordar on 790323 
holding that B Mainer Farms had sufficiently deaions tratad 
standing in prociedtng 

OOSSlCKiL. V Office of the Executive Director for Operations 
79/09/00 app 


J Insurance ti indemnity information 


7909040334 Forwards IE Bulletin 79-0 *Bj "Review of Operational Errors h 
Bgs HI sal ignments Identified During TMI Incident " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/04/14 

ip 


7909040929 Forwards IE Bulletin 79-03, "Events Relevant to Bolling 
Water Fauar Reactors Identified During TMI Incident " 

KEFFLER^J 0. Region 3, Chicago, Office of the Director 79/04/14 

Ip 


7909100163 Endorsement 99 to MAELU Policy MF-22- 

QElIAB, T Nuclear Energy Liability Insurance Association 79/03/27 
Ip 


7909070497 Confirm tncreaied liability limit to 4124.000,000 for 
pol Idas NF-1, 29,43, 7*. 03, 100, 111. 140, 146, 191, 1*1, 1*4. 170. 

173. 174. 173, 179, 130, 182. 189, 18*. 137, 188, 189, 192, 193, 194, 199, 

197. 193.200,201,204, 20*, 207, 808, 210, 212, 21 4, 2 1 S< «t others 
QUATTROCHHI, J American Nuclear Insurers 79/09/01 Ip 


7909010380 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts " 

KEPPLEr, J 0 Region 3, Chicago, Office of the Director 79/04/18 
Ip- 


790903020* Forwards IE Bulletin 79-09, "Failures of QE Type AK-2 
Circuit Breaker in Safety-Related 8ys " Licensee action 
required 

KEPPLER, J 0, Regions, Chicago, Office of the Director 79/04/17 

Ip 


7909040142 Forwards IE Bulletin 79-09B, "Nuclear Incident at 
THI-~8iippL •' 

KEPPLER, J 0 Region 3, Chicago, Office of the Director, 79/04/21 
Ip- 


7909070962 Confirms Increase In liability limit to 43*. 000,000 for 
policies t1F-22, 2*. 29. 33, 39, 44. 4*. 47, 49, 90, 8i , 92, 93. 94. 99. 9*. 

S7< 9a, *0, *1. *4, *6, *7, *3, *9, 70, 7ti 72, 74. 7*. 77, 78, 79,80, 8*. 87, 
88.90,91,92,93,94,99 9* 

ROBERTB, D M Mutual Atomic Energy Liability Underwriters 79/09/01 
Ip 


K, Utility Final Safety Analysis Report (FSAR) tt amandi 


79090709*7 Forwards amend to application for CP 4, QL, submi ttad *e 
Amend 20 to FSAR 

REEOi C Commonweal th Edison Co. 79/09/02 2pp 


— 7909070974 Amend 20 to FSAR. 

t Commonwealth Edison Co 79/09/02. 430pp 


— 7909040193 IE Bulletin 79-09B, "Nuclear Incident at TMI-3upp 1 " 
Supporting documentation and. 

» Region 3, Chicago, Office of the Director 79/04/21 t2pp 


•7909040170 ACRS recommendations re 790388 Incident at TMl Suggests high 
priority bs placed on development of eafaty research on 
behavior of LHRs during anomalous transients 
• ACR8 - Advisory Committee on Reactor Safeguards. 79/04/17. 

2pp 


7909100391 Forwards affidavit of distribution for FSAR Amsnd 80 
NAUOHTOMi M F Commonwealth Edison Co 79/09/11. 2pp 


Q Inspection raports, IE Bulletins l< corraspandance 


7905020421 Forwards response to IE Bulletins 78-12 & 78-12A. "Atypical 
Maid HatL In Reactor Pressure Vassal Welde. " 

REEDiG. Communwealth Edison Co 79/03/22 lOpp 


-7909040201 Forwards ACRS recommendations re TMI Inc Idant, prison tad on 
790417. 

FRALEY. R F ACRS — Advisory Commlttse on Reactor Safeouards, 
79/04/lB Ip 


790901023* Forwards IE Info Notice 79-0*. "Stress Analyets of 
8af sty-Relatad Piping." 

KEPPLER, J.O Regions, Chicago, Office of the Director 79/03/23 
Ip, 


— 7909040281 In response to NRC 790418 Itr, states all 790417 ACRB 
racommandattons apply to all PWRs, but wore not Intended to 
require immediate changes Plant mods should bi made after 
study of affects on overall safety, TMI excluded, 

CARBQNiM X ACRB - Advieory Committee on Reactor Safeguards. 
79/04/20. 2pp. 


7909240*33 Forwards responses to JE Bulletin 79-07 requesting info re 
seismic analysts of safoty-rolatad piping Raanalysls 
* Indicatas method of intramodal combination has llttla effect 
on pipe stresses It equipment support loads. 
ftCEDiC. Commonwealth Edison Co, 79/04/24 4pp 


DOCKET 90-49* BRAIDUOQD STATION, UNIT 1 


A Appllcatlon/constructlon stags documents b corraspondenca 


7909040482 Notifies of Intention to develop safety analysis using 
axlatlng computer codes Requests addl info 
BOLBRIO, C. U. Commonwealth Edison Co. 79/04/2*. Ip. 


7909030370 Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanka." 
KEPPLER, J 0 Rag ion 3. Chicago, Office of the Olracbor. 79/03/8*. 
Ip. 


7909840740 Forwards IE Insp Repts g0-49*/79-04 ti 90-497/79-04 en 
790320-21 b 23 No nanconpl lance. 

FIDRELLIiO Region 3, Chicago, Reactor Construction b Englnaarlng 

Support Branch 77/04/10. 2pp 


— 7909S 
No 

CO, 

Cl, 

ERI 

Dll 


790903 

Sys 

KEPP 

Ip, 


7909220337 Discusses fossil hunting program at fac i 1 Ity, Number of Sys 

pastas will ba raducad at const progrtsses to minimize KEPP 

passlbility of injury b prevent Interference w/eonst Special Ip, 

pastas are available 

REED#C. Commonwealth Edleon Go, 79/05/14. 2pp 

790904 

Sys 

Q, Adjudicatory corraspondance KEPP 


7909300032 Orants petitions to Intarvana filed by BL Rorem on behalf of 
Ballly Alliance b B Neiner Farms, Inc. Rejects H Weaterman'i 
patttio-n to intervene for failure to demonstrate standing. 

LUTOfl, C, Atomic Safety and Licensing Board Panel 79/03/82. 4pp. 
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DOCKETED ITEMS 


7M5040529 Forward* IE Bull»Hn 79-03. “Evinti Rtltvant to Bollirfl 
Hitir Pouar Raactort Idantlfiad During TKt tncidont “ 

REPPLERiJ 0 Rogloei 3. Chitago. Offlet o» th# Diractor- 79/0t/14 
Ip 

7909010330 Foruardi IE InPo Nniica 79-10. "Nanconforaiirig Pig* Support 
Strutl “ 

KEPPLER.J 0 R*glon 3. Chicago. OPfica of th* 01r«ctor 79/O4/J0 

IP 

7909030206 Foruapdi IE BuUatln 79-09. “Fatlupai of OE Tgp* AK-2 
Circuit Brcatar In Saf atg-Ralatad Sga " Lictna** action 
raqulrad. 

KEPPLER. J 0 Raglon 3. Chicago. OPPic* oP th* Dir*ctor. 79/04/^17, 

Ip. 

7909040142 Formardi IE Bullstin 79-09B. "Muelaar Incld*nt at 
TMI-Suppl " 

KEPPLER. J 0 R*glan 3. Chicago. OPPle* oP tha Dlractor 79/04/21 

Ip 

—7909040193 IE Sullatin 79-093. “Nucltap Jncldint at THI-Suppl " 
Supporting documan tat ion and 

• Ragion 3. Chicago. OPPlct oP th* Dlractor 79/04/21 12pp 

—7909040170 ACR8 raconunandat ioni r* 790328 incldant at THI Suggaati high 
prlorltg ha placad on davalopnant of lafatg rataarch on 
bahavlor of Lt/R* during anomalous traniianti 
a ACR3 - Advitorv Canmittea on Raactar SaPaguardi. 79/04/17. 

2pp 


H Oanaral carraipondanca 


790919069S Foruarda 790329 Itr Pram constltuant 8 Ntlnar ri patltion la 
Intarvana in OL procaadlnga Rsquaats aiiiatanea in 
prsparation far Intarvantian 
O'BRIEN. O M Hous* oP Rap 79/04/11 3pp 

7909100163 Endarsamant 99 to HAELU Policy HF-22 

0ERA8. T Kuctaar Enargg Liability Inauranea Aaaoclatian 79/03/27 
Ip, 

7909070497 Confirm* incrsaisd Uah titty limit to •124.000.000 Par 
policiaa NF-1. 29. 43. 76. 83, 100, 111. 140, 146. 191. 161, 164. 170. 

' 173, 174, 178, 179, 180, 182, 189, 186. 187, IBS, 189. 192, 193, 194. 199. 

197.198, 200,201, 204. 206, 207, 203, 210, 212, 214. 21S, t< othari. 
OUATTROCHHIiJ Amarlcan Nuclaar Inaurar* 79/OB/Ol Ip 

7909070982 Conpirni Incraaia In liability limit to 436,000,000 far 
pal ic it* NF-22, 26, 29, 33, 39, 44, 46, 47, 49, 30, 91. 92. 93. 94, 99. 96. 

97, 98,60, 61, 64, 66, 67, 63,69,70, 71, 72, 74, 76, 77,76, 79.80, 36.87. 
88,90,91,92,93,94,99 b 96 

ROBERTS, 0 It- Mutual Atemlc-Enargy Liability UndarurJ tars, 79/09/OX 
Ip. 

K Utility Final SaPaty Analyali Rsport (FSAR) b amsnda 

7909070967 Farwardi amand ta appllcatlen Par CP' b QL. lubmltlsd ai 
Amtlld 20 to FSAR. 

REEDiC. Commanuaalth Edison Co, 79/09/02, 2pp 


— 7903040201 Forwards ACRS racarpnandatloni r* THI 1 ncldtnt, pra itntad an 
790417 

FRALET, R F ACR6 - Advisory Cammlttaa on Raactar Bafaguards 
79/04/18 Ip 

—7903040221 In raspanat to MRC 79041B Itr.atata* all 790417 ACRS 
racoMmandatlona apply to all PWRa.but weri not intandad to 
rsqulrs immadlata changts. Plant modi thould ba rnada aPtar 
ftudy of afPacta on ovarall aafsty, THI arcludad. 

CARBON, ti K ACRB — Advisory Canmlttat on Raactar SaPsguards 
79/04/20 2pp 

7909240633 Forwards rssponiat to IE Bui Latin 79-07 raquaatlng info ra 
asismic analyst* of safaty-ralatad piping Rsanalytla 
Indlcatai method of Intramodal combination has llttla aPPsct 
on pips strassB* b aquipmant support loads, 

REED, C Commonwealth Edlaon Co 79/04/24 4pp 


—7903070974 Amand 20 to FBAR 

a ConwAonwaalth Edlaon Co 79/09/02 430pp, 


7903190331 Forward* affidavit of distribution Par FSAR AHsnd 20 
NAUOHTON, U F, Commonwaalth Edison Co 79/09/11 2pp 

Q, Impaction raporta. IE Bulletins b corrsipondsnc a 

7909020421 Forwards raiponss to IE Sul Latins 78-12 b 78-12A, 'Atyplcrl 
Raid Hatl In Reactor Frassur* Vassal Raida '' 

REED, C Commonwealth Edison Go 79/03/22 lOpp 


7909010236 Forwards IE Info Notice 79-06, “Btr*** Analyits o# 
Safaty-Ralatad Piping '' 

KEPPLER, ,vf, 0. Region 3, Chicago, QPPlca of tha Director 79/03/23 
Ip, 


DOCKET 90-497 BRAIDMODD STATION, UNIT 2 

A. Applicatlon/construction atag* documents b carraapandsnca 


7909030370 Forward* IE Info Notice 79-07, "Rupture of Aaduaats Tanls ' 
KEPPLER, V, 0. Raglon 3, Chicago, OPPlca of th* Dlractor 79/03/24 
Ip. 


7809090037 Forwards NUHEO-0219, "Nuclsar Security Pfrionnal for Pmuar 
Plants, Content b Ravlau Procadurat for Bacurlty Training (t 
Qualif Icatlon Program. " N/o and. 

VAB8ALLO, D. 8, Aaaistant Director Pot Light Uatir Raactor* 
NUREO-0219 78/03/23 4pp 

7909040482 Natlfioa op intention to develop safety analytia using 
aslsttng computer codes, Requista addl Info. 

80LBRI0.C M Commonusalth Edison Co 79/04/26 Ip 

7909220337 Discusses fossil hunting program at facility Number of 
pasast will ba reductd as const prograssa* to mlnliilta 
possibility of injury & prsvsnt interfarance w/const Spiclal 

paiias era ava liable 

REEDiC Coausonwaalth Edison Co 79/09/14 2pp, 


0, Adjudicatory correspondanca 


7909300032 Brants patitloni to Intarvana filed by BL Roram on behalf of 
Balliy Atllanca b S Nainar ParAS. Inc, Rajtc ts M Uaitarman's 
petition to intarvana for failure to damonstrats atandlng, 

UUTONiE. Atomic Safety and Licaniing Board Penal. 79/03/22, 4pp. 

7909290234 Raqusat by util that ABLB schadul* apselal prahaartng 
confaranc* par 10CFR3. 791 (a). Carttf Icata of 8ve and, 

MURPHY. P.H laham. Lincoln b Baals. 79/04/18. Spp. 

7909240334 Raaponda to 790411 Itr re constituent pstitlon to intervene 
in facility OL proceed in g A8LB issued order on 790333 
holding thet B Nelner Farma had euffldentty daman* tratad 
atanding in proeaadlng. 

0O8SICK.L V. Office of the Eaacutlv* Director for Oparatlen*. 
79/09/08. 2pp. 


7909240740 Forwards IE Inap Rapt* 90-496/79-04 b 90-497/79-04 dm 
790320-21 b 23, No noncomp llanc* 

FIORELLI. 0, Region 3, Chicago, Reactor Construction b Englniirlsg 
Support Branch 79/04/10, 2pp 

—7909240743 IE Inap Rapt* 90-496/79-04 b 90-497/79-04 on 790320-21 b» 
No tioncomplianc* noted Major areas Ini psctad; itoraga of N389 
coaponenti b aaf aty-ralatad equipment, quel Ity racords for 
Claai 2 b 3 aqulpmant b automatic pipe wilder Dperatton. 

ERB,C, K., DANIELSON, D. K. Raglon 3, Chicago, Office of Ih* 
Director 79/04/04 4pp. 

7909030013 Forward* IE Bulletin 79-06, "Ravlaw of Operational Erfflis » 
Syi Hisa 1 ignmants Zdcntlfiad During TMI Incldant." 

KEPPLER, J.O Region 3, Chicago, OPPlco of the Director 79/Ot/ll 
IP- 

7909010969 Forwards IE Bullstin 79-06A, "Review of Operational Crreri b 
Syi Hisallgnmants Identiflad During TKI Incldant " 

KEPPLER, J.O. Raglon 3, Chicago, Office of the Director. 79/04/14 
tp. 

7909040334 Forwards IE Bullatln 79-06B, "Review of aperattonal Errors L 
Syt Hiael ignmants tdtntlPlsd During TMI Incident," 

KEPPLER, J.O Region 3, Chicago, OPPlca of the Director. 79/04/14 
IP 

7909040929 Forwards IE Bullstin 79-08, "Events Relevant to BotllPt 
Water Power Reaetore Identified During TMI Incident " 

KEPPLER, J.O, Region 3, Chicago, OPfica of tha Director. 79/04/14 
Ip 


DOCKETED ITEMS 


m 


7TO901O38O Porward* IE Info Notlct 79*-10i “Nonconforming Plp» Support 
Strutt “ 

KEPPUERxi 0 Piglon 3i Chlcngoi Off lea of tha Diraetor 79/'O47i0 
Ip. 


7909030206 Porwardt IE BulUtln 79-09/ “Pollurtt of OE Tgpo AK-3 
Circuit Braakar In Safatg-Ralatad Sga. “ Llconioa mctlon 
raquirad. 

KEPPLERiJ.O Ragton 3, Chicago. Off let of tha Diraetor. 79/04/17 

Ip. 


79OSO4014S Porwardt IE Bullatln 79-09Br “Nuclaar Incident at 
TKI-Buppl," 

KEPPLEfi/J 0 Raglon 3. Chicago. Off lea of tha Diraetor 79/04/21 

Ip 


— 7909040198 IE Bullatln 79-09B> “Nuclaar Incldant at THI-Buppl," 
Supporting docuaantation anci 

a Raglan 3. Chicago. Offlca of tha Diraetor 79/04/21. 12pp. 


—7909040170 ACRS racormendatlont ra 790328 incldant at TMI. Suggaa ta hlgt 
priority ta placad on davalopmant of aafaty raaearch on 
bahavior of LHRi during anomaloui tranilanta. 

* ACRS - Advisory Commlttaa on Raactor Safaguardt 79/04/17. 

2pp 


— 7909040201 Porwardt ACRS racottunandatloni ra THI Inc Idant. pr aiantad on 
790417 

PRALEYf R F. ACRB - Advliory Conmlttaa on Raactor Safaguardt. 
79/04/18. Ip 


' — 7909040221 In raiponta to NRC 790418 Itr.itataa all 790417 ACRS 
racoaiMandatloni apply to all PHRt. but uara not Intandad to 
raqulra Immadlati changat. Plant aiodt should ba madt aftar 
study of affacti on ovarall iafaty.THI aiicludad. 

CARBON/ H.X. ACRS - Advisory Conmlttaa on Raactor Sa'fsguards 
79/04/20. 2pp. 


790S240&33 Forwards rasponsas to IE Bullatln 79-07 raquaitlng info ra 
Islamic analysis of saf sty-ralatad piping Raanalysts 
Indicatas mathod of Intramodal combination has llttla affact 
on plpa strasaas 1< aqulpmant support loads. 

REED/C. Comnonwsalth Edison Co 79/04/24 4pp. 


DOCKET 90-498 RIVER BEND STATION. UNIT 1 

A. Appllcatlon/constructlon stags docunsnti 4< corraspondanca 


7909020437 Forwards NUREO-OS31/ “Invastlgatlon it Eviluatlon of Btrass 
Corroalon Cracking In Piping of LUR Plants" U notlct of 
latvanca l> availability 

VASSALLO.D B. Asslatant Diraetor for Light Matar Raactora. 
79/03/23. 2pp, 


7909190493 Notiflaa of raorganl tatlon of util's Englnsarlng & Const 
Dapt. JO Ualgand has ovarall raspont lb 11 Ity for Rlvar Band 
projiact. 

HUNPHREYS, L. L. Oulf Stataa Utllltiai Co, 79/09/08 tp. 


7909310429 Advlata of daisy from 790601 to 791231 In providing ratponsa 
to NRC concarns ra uts of auatanltlc stalnlasa atsal In BMR 
factlltisa. Praiantly axamlnlng racomnandatlona of ptpa crack 
study tn NUREO-0931. 

HElOANDiJO. Oulf Stataa Utllitlas Co, 79/08/22. Ip. 


7909010277 Forwardt IE Info Notlct 79-06. “Btroaa Analysis of 
GMifsty-Ralatad piping “ 

aeVFRIT.K, V. Raglon 4. Dallas. Offlca of tha Diraetor. 79/03/23 

Ip. 


7909010499 Porwardf IE Bullatln 79-09A. “Nuclaar Incldant at 
THI - Buppl, " 

BEYFRIT.K, V. Raglon 4. Dallas. Offlca of tha Diraetor. 79/04/09, 
tp. 


79080404B9 Forwards IE Bullatln 79-06B/ “Ravtaw of Oparatlonal Errors ii 
Sys Htaalignmants Idsntlflad During THI Incldant “ 

SEYFRIT.K. V. Raglon 4. Dallas. Offlca of tha Diraetor. 79/04/14. 

Ip. 


7909040610 Forwardt IE Bullatln 79-08. “Evants Ralavant to Bolling 
Natar Powar Raactora Idantlflad During TMI Incldant, “ 

BEYFRIT.K. V. Raglon 4. Dallas. Offlca of tha Diraetor. 79/04/14. 
Ip. 


7909070090 Forwards IE Bullatln 79-.07/ "Bsltmlc Strata Analysts of 
Safaty-Ralatad ,P Ip Lng ” Lleansaa action roquirad. 

SEYFRITiK. V Raglon 4. Dallas. Offlca of tha Director 79/04/14. 

Ip 


7903010443 Forwards IE Info Notice 79-10. “Nonconforming Plpa Support 
Struts “ 

BEYFRIT.K W. Raglon 4. Dallas. Office of tha Diraetor 79/04/16 
IP. 


7909090098 Forwards auppl to IE Bullatln 79-09A. “Nuclaar Incldant at 
TMI " 

8EYFRIT.K V Raglon 4. Dallas. Offlcs of tha Director 79/04/16 
IP 

7905030267 Forwardt TE Bullttln 79-09. '‘Failures of <JE Type AK-2 
Circuit Braaktr In Safaty-Ralatad Bys. ** Lleansaa action 
raqulrad. 

SEYFRIT.K V. Raglon 4. Dallas. Office of tha Director 79/04/17 I 
Ip. I 


8. Reportable occurrancai. LERa St related corratpondanca 


790923080Q Conflrma 790329 talcon conearning potential deficiency ra 
suspact caduild sliava walds mfg by Oravar Energy Bys.Wltl 
submit Interim rapt within 30 days. 

HUHPHREVS. L. L Oulf Btatai Utllitlas Co. 79/03/30 Ip 


7909030131 Forwards PN0-79-67Hi I.d «< K 

SEVFRITrK V. Raglon 4. Dallas. Off lea of tha Director 79/04/06 
IP. 


79OBO3OO09 Forwards PN0-79-67L. M. N 6 P. 

BEIDLEiH. C Raglon 4. Dallas. Raactor Construetton 6 Enginaaring 

Support Branch 79/04/09, IP. 


7909030091 Forwards PNa-79-67Q. 

BEIOLE. H.C Raglon 4. Dallas. Raactor Construction 6 Engineering 

Support Branch. 79/04/10 Ip, 


7909030139 Forwardt PN0-79-67R U 79-77. 

6EIDLE. H. C. Region 4. Dallas. Raactor Construction 6 Engineering 
Support Branch, 79/04/11, Ip 


7909030117 Forwardt PN0-79-67S. 

6EIDLE.U. C. Raglon 4. Dallas. Raactor Construction 6 Engineering 
Support Branch 79/04/12 Ip. 


7909030106 Forwards PN0-79-A7T. 

flElDLEiN C. Raglan 4. Dallaa. Raactor Conatructlon 6 Enginaaring 
Support Branch. 79/04/13. Ip 


7909030073 Forwards PNa-79-67U 4. V. 

ENOELKEMt R, K. Raglon 4. Dallas. Raactor Construction 4. 

Enginaaring Support Branch. 79/04/16, IP. 


7909030238 Forwards PNa-79-67U. 

SElDLEiU, C, Raglon 4. Dallai. Raactor Conatructlon 6 Enginaaring 
Support Branch, 79/04/17. Ip 


79090S092B Forwards PN0-79-67AA. 

SElDLEiU. C Raglon 4. Dallaa. Raactor Conatructlon li Enginaaring 

Support Branch, 79/04/20. Ip. 


7909020498 Forwards PHa-79-67AB. AC 6 AD 

SElDLEiU. C, Raglon 4. Dallaa. Raactor Conatructlon l> Enginaaring 
Support Branch. 79/04/23. Ip, 


79OSO4O904 Forwards PNa-79-67AE 

BCIDLE. U.C, Raglan 4. Dallas. Reactor Construction 6 Enginaaring 

Support Branch. 79/04/26. Ip. 


7909070100 Forwards PN0-79-67AP t> AO. 

BEIDLE. W. G, Region 4. Dallas. Reactor Construction ti Enginaaring 
Support Branch. 79/04/27. Ip. 


7909310226 Forwardt PN0-79-67AH. AI R AJ. 

SEtOLE.M.C. Raglon 4. Dallas. Raactor Construction 6 Enginaaring 
Support Branch. 79/04/30. Ip, 


{7909340394 Forwards PN0-79-67AK It AL. 

SEIOLE. M, C. Raglon 4. Dallas. Raactor Genatructlon S Enginaaring 
1 Support Branch. 79/09/04. Ip. 


DOCKETED ITEMS 


DOCKET 50-4 57 flIVER BEND BTATlON< UNIT 8 

A Apptie«t fon/conitructlon jtijt doeiiatnt* l< corr»«pondine» 


7905030073 Forward* PNO-79-67U fc V 

^OELKEN.R M R-gion 4, * 

Eng{n*«rlnB Support Branch 77704716 iP 


7905080437 Forward i NVfiE0-0331> " I nvi* t Igatldli 6 Evaliratlon Of Btraa* 
Carroilon Cracking In Piping o7 LHR Plant** h notlca oT 
tfiuanct ti availability 

VASSALLDi D B A*»iitank Dlrtctor for Light Hatar Raactor* 
79/03/23 2p p 


7905150453 Notifla* of raorgan I lat 1 on of util'* Englnaarlng 6 Conit 
Oapt JO Ualgand ha* ovarall riiponilbitl tg fur Rlvar Band 
projact 

HWIPHREVS.L L Oulf Statai Ukllltlai Co 79/OS/OS Ip 


7905310429 Advlta* of dalag from 770401 to 79I23I In providing raiponta 
to nRC concarn* ra uta of av*tanltlc ftalnlas* itaal In BUR 
facilltla* Praiantly acamlnlng racoDManda t Ion* of plpa crack 
ttudy In HURE0-0S3t 

UElOAMOiJ O Oulf stata* Utllltiai Co 79/05/22 Ip 


7905030230 Forward* PN0-77-67H 

SEIOUErU C Raglan 4. Dalla*i 

Support Branch 79/04/17 Ip 


Reactor Conatructlan & ^nglnitrlng 


7903020528 Forward* PN0-77-674A , c , 

SEIDLErU C Region 4. Dallaai Reactor Conatroctlon EngintarCng 

Support Branch 79/04/20 Ip 


790502049S Forward* PN0-77-67ABt AC 
SEIDLEtU C Region 4i Dallaii 

Support Branch 79/04/23 ip 


«< AD 

Raactor Conatructlon Si Eng IraiTleig 


7905040504 Forward* PNQ-79-67AE 

BEIDLEiM C Region 4i D»ll**< Reactor Conutruetlon & Engineering 

Support Branch 79/04/26 Ip 


0 Impaction raport*r IE Bulletin* 6 correipondtnce 


7905010277 Forwards IE Info Notice 79-06. “Btrei* Analysl* of 
Safity-Ralatad Piping * 

SEYFRIT.K V Region 4. Dalle*. Office of tha Director 77/03/23 

Ip 


7905070100 Fbrward* PN0-79-67AF fc AO, 

8E10LE.U C Region 4. Dallas. Reactor Construction Si Engiitiirlni 

Support Branch 77/04/87 Ip 


7705310226 Forward* PN0-77-67AHi AI & AJ 

SEIOLEiH C Region 4i Oalla*. Reactor Gon*tructlan Si Englniirtni 

Support Branch 77/04/30 Ip 


7905010455 Forward* IE flulUtln 77-05A. •‘Nuclear Incident at 
TMI ~ Suppl “ 

BEVFRIT.K V, Region 4. Dallai, Office of tha Director 79/04/09 
Ip 


7905240374 Forward* PNQ-77-67AK ii AL 
SEIDLEtU C Raglan 4. DaUati Reactor Construction ti Engineering 

Support Branch 77/03/04 Ig 


7905040487 Forwards IE Bullitin 77-068. “a«vliu_ oj Opjratl onal Error* 6 
By* Nliatignmant* Idantlftad During THI Incident '* 

SEYFRIT.K V Region 4. Dalla*, Office of the Director 77/04/14 

Ip 


770S040610 Forward* IE Bullitin 7?-oai “Evint* Rsltvant to Bolling 
Hatir Pouir Riactor* Identified During TUI Incident “ 

SEYFRlTtK V Region 4. Dallai. Office of the Director 77/04/14 
tP 


7705070050 Forwards t£ Bulletin 77-07f "Silsintc Strife Analytl* of 
Sefety-Rilatid Piping " Llctmie action required, 

SEYFRIT.K V Region 4. Dallefr OffUi of th* Director 77/04/14 

Ip 


7703010443 Forward* IE Info Nutlet 77-10. "Nonconfurming Pipe Support 
BtrOt* * 

SEYFRIT.K V. Riglon 4. Dalle*. Offlci of tha Director 77/04/16 
Ip . 


7703090078 Forward* *uppl to IE Bullatln 77-05A. "NuclaaT Incident at 
THI " 

SEYFRIT.K V. Region 4, Oalla*. Office of the Director 77/04/16 

Ip 


7905030267 Forwardi IE Bulletin 77-0?i "Failure* of OE Type AK-2 
Circuit Breaker In Safety-Ralatid 5y« " Licensee action 
ra^ulrtd 

SEVFRITiK V Region 4. Dallai. Office of Ih# Director 77/04/17, 
Ip. 


8 Reportable occurrence*. LERi 6 related corretpondence 


7703030131 Forwarde PN0-77-67H, I. J 6 K 

8EVFRIT.K V Region 4. Dallai, Office of tha Director 79/04/06. 


790S0300B9 Forward* PNa-79-67L, H. N Si P 
BEIDLEiM C Region 4. Dallai. Reactor Conitruetlon & Engineering 

Support trench 77/04/09 IP. 

7703030091 For we rdf PN0-79-67Q 

SStDLE.H C. Region 4. Dalle*. Reactor Conitruction li Engineering 

Support Branch. 77/04/10 Ip 


7705030137 Forward* PN0-77-67R 6 77-77. 

8EIDLE.H.C Region 4. Dellait Reactor Conitructlen ti Eng Inearlng 

Support Branch. 77/04/11 Ip. 

7703030117 Forward* PNO-77-678 

KIDLC.U. C. Raglan 4. Oallat. Reactor Construction Si Engineering 

Support Branch. 77/04/12 Ig, * 

7703030186 Forward* PND-77-67T 

SEIDLE.M.G, . Region 4. Dallat, Reactor Construction S. Engineering 
Support Branch 77/04/13. tp, * * 


DOCKET 50-460 UPP88 NUCLEAR PROJECT. UNIT 1 


A Apptlcatlon/constructlon stage document* Si correspondenee 


7905010486 Rapt* on geological studies' statu* Oanerlc rapt expected in 
Fall 1777 Reguisti meeting to dlscue* plan* for lubmlttlng 
rtpti of itudlet.a* wall a* mechanlim for Identification Si 
uavlsw of itudles in Hanford ar«a, 

RENBEROER. D L, Haihlngton Public Power Supply ayltem 77/04/27, 

2pp. 


7705240411 Forward* NRC position* on WPP68-QA-004. ''Operation*! OA 
Program Oeicriptlon. " Reiponte to poiltlon* should ba 
submitted by 770601 a* amend to original rapt. 

KAASS.U P Quality Aiiurance Branch 77/03/01. 2pp 


7703230334 fiequeiti NRC Itr stetlng accaptab 1 1 1 ty of scale model t*lt4 
in lieu of Implant testi.ta taClsfy commitment In HNP-I/4 
PSAR Question 6 77 r# recirculation «ump testing. 

RENBEROER, D L Waihington Public Power Supply System 77/03/13. 

tp 


7709010B74 Forward* IE Info Hotlce 79-06. "Stres* Analysis of 
8 af*ty-R*lat*d Piping " 

ENOELKEN.R.H, Region 4, Dallas, Office of the Director 77/03/23 

tp 


7703010019 Forward* IE Bullatln 77-06A, "Review of Operational Epror* li 
By* Hlsallgnmant* Identified During TMI Incident " 

ENOELKEN.R H. Region 3. San Francisco. Office of the Olractor 
79/04/14, Ip 


7903040316 Forward* IE Bulletin 79-06B, "Review of Operational Erreri t 
8y* Hlsallgnmenti Identified During TMI Incident." 

ENOELRENi R H Region 3. Sen Francisco. Office of th* Dtrectof 
79/04/14, Ip. 


7903040683 Forward* IE Bulletin 77-08, "Event* Relevant to Bolling 
Meter Power Reactor* Identified During TMI Incident " 

ENOELKEN.R H, Region S. Sen Franctico. Office of the Direekor 
77/04/14 ip 


7705070110 Forward* IE Bulletin 77-07, "Belimlc Stres* Analyel* of 
Befaty-Rilatsd Piping " Llc*n*aa action required, 

ENOELKEN.R.H Region 3. sen Frandeco, Off lea of the Director. 
77/04/14, tp. 


7705030303 Forward* IE Bulletin 77-07, "Pal lure* of OE Typo AK-O 
Circuit Breaker In Safety-Related Sy*. " Ltcenia* action 
required. 

TWOt/fr* 3' San Frandeco, Offle# of th* Director. 


79MO0O379/orwerd« IE Bullatln 77-OSBr "Nudear Incident at 
TMI-Suppl, " 

Region S, San Franelaeo, Office of th# Director. 

79/04/21. tp, 


DOCKETED ITEMS 
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7TO315006'? Forw«rdi PN0-7V-67L 

ENCELKEHtR H Region 9> 5«n Prone If co. Office of the Dlroctar 
79/04 /Oi tp 


7909190170 Paroiordf PNa-79-67R 

ENOei-KEN.R. H Region 3i 8«n Frencleco. Office of the Director 
79/04/11 ip 


7903040134 Forward l PNQ-79-676 

ENOELKEM, R H Region 5t Sen Frenetscoi Office of the Director 
79/04 /ta Ip 


7909190190 FOPWarde PN0-79-67T 

€NQ£l.KEN>R H Region 9i San Francisco. Office of the Director 
79/04/13 ip 


7908030018 Forwerdt PNQ-79-67W 

ENCEI.KEN. R, H Region S. San Franc! tee. Office of the Director 

79/04/14 Ip 


7905040330 Reijueftt addl info re 79042i telcon concerning tmlselan 
ftdi for operating nuclear power plants Besks Info re 
gassous release of 17 daughters & etde for amleelon of 
radioactive products Into cooling water 
PEMNER.P Prairie Alliance. 79/04/aA Spp 


O. Inspection reports. IE Bulletins & correspondence 


7905040347 Foruiards IE Insp Rept 80-461/79-02 on 790306-08 No 
nonconpl lance noted 

FIDREtLIi 0 Region 3. Chicago. Reactor Construction & Engineering 
Support Branch 79/03/22 2 pp 


— 7905040349 IE Intp Rapt 30-461/79-08 on 790306-OB No noncompliance 
noted. Major areas Inspscted reactor coolant presiure 
boundarg. safety-related piping tiuelding.QA nianuale tt 
procedures & wark activities 

LEE.E W Region 3. Chicago. Office of the Director 
DANIELSON. D H Region 3. Chicago. Roactor C one t ruction h 

Enginocring Support Branch 79/03/19 Spp 


7903020836 Forwards PN0-79-67AA 

EffOELKEN. R H Region 3. San Franc ieeo. Office of the Director 
79/04/20 Ip 


7903010237 Forwards IE Info Notice 79-06. "Strase Analysis of 
Safety-Re tatod Piping. “ 

KEFPLER. J 0 Region 3. Chicago. Office of the Director 79/03/23 
Ip 


790S010439 Forwards PN0-79-67AB 

EfWELKEN.R.H Region 3. San Francisco. Office of the Director 
79/04/21 Ip 


790504003S Forwards IE Info Notice 79-07. "Rupturo of Radwasto Tanks •' 
KEPPLER. JO Region 3. Chicago. Offlca of the Director 79/03/26 
ip 


7903010432 Forwards PNa-79-67AC h AO 

ENOELKEN. R H Region 5. San Francisco. Office of (she Director 
79/04/23 Ip. 


7903010463 Forwards PN0-79-67AE 

EHOELKEN.R.H Region 3. Ban Francisco. Office of the Director. 
79/04/24 Ip. 


7903090047 Forwards PNCJ-79-67AF. 

ENOEUKEN. R H Region 3. San Francisco. Office of tbs Director 
79/04/25 ip 


7908090089 Forwards PNa-79-67A(} 

EffOELKEN.R H Region 5. San Francisco. Office of the Director 
79/04/26 Ip 


7905030033 Forwards IE Bulletin 79-06. “Review of Operational Errors (< 
8gs Misalignments Identified During THl Incident '' 

KEPPLER.JO Region a. Chicago. Office of the Dlroctor 79/04/11 
‘11 


7908010390 Forwards IE Bulletin 79-06A. "Review of aporatlonal Errors t. 
Sys Hlsa I Ignmsnts Identified during TMl Incident " 

KEPPLER.J 0 Region 3. Chicago. Offlca of the Director 79/04/14 
Ip. 


7903040394 Forwards IE Bulletin 79-06B. "Review O'f Operational Errors h. 
Sys Hi sal Ignmenti Identified During TMT Incident '* 

KEPPLERiJ 0 Regions. Chicago. Office of the Director 79/04/14 
Ip. 


7903090121 Forwards PN0-79-67AH 

ENOLEKSNiR H Region 3. San Francisco. Office of ths Director 
79/04/27. tp 


7903040439 Forwards IE Bulletin 79-07. "Betsmic Street Analysis of 
Safety-Related Piping " Ltconsee action rtyulred 

KEPPLER. J.O Regions. Chicago, Office of the Director 79/04/14 

ip 


7903070034 Forwards PNQ-79-67A1. AJ h AK per NRC 790401 Itr transmitting 
EE BwlUtln 79-03 

EHOELKENiR H Region 3< Ban Francisco. Office of the Director 
79/04/30 ip. 


7903070010 Forwards PN0-79-67AL per NRC 790401 Itr transmitting IE 
Bulletin 79-05. 

EH0ELK6N. R H Region 3. San Francisco. Offlca of the Director. 
79/03/01 Ip. 


7908190067 Forward* final deficiency rapt re letdown coaler eupporte. 
per 790416 telcon 

REHSEROERi D L Washington Public Power Supply Syetem, 79/03/07 
Ip. 


—7908190069 Final deficiency rapt, letdown cooler eupporte InadS'quata to 
support specified loads. Caused by Inadeguate design by 
coraponent manufacturer Wall mounted brackete redes Igned. 

» Washington Public Power Supply ay stem. 79/03/07 2pp. 


7903310037 Forwards PN0-79-67AM. 

EtiOEUKEN. R H. Ragion 3. San Francisco. Office of thi Director 
79/0S/07. ip. 


790S8406S7 Ack rocolpt of 790307 final deficiency rapt on letdown 
cooler support design Inadoguacy. 

EMO£LK.EN,R.H. Region 8, San Francisco. Office of the Dlroctor. 
79/03/16 ip 


DOCKi^T 80-461 CLINTON POWER STATION. UNIT 1 
A App Iteatlon/constructlon stage documonts h cerrespqndonce 


7903040366 Forwards IE Bulletin 79-03. "Event* Relevant to Bolling 
Mater Power Reactor* Idintlfled During TMI Incident." 

KEPPLER.JO Regions. Chicago, Office af the Director 79/04/14. 
If 


7903010426 Forwards IE Info Notice 79-10. "Nonconforming Pipe Support 
Struts '* 

KEPPLERf J 0 Rsglon 3. Chicago, Office of the Director. 79/04/16 

Ip 


790S03022B Forward* IE Bulletin 79-09, ''Fallurei of OE Type AK-2 
Circuit Breaker In Safety-Related Gye " Llcsntee action 
reyulred 

KEPPLER. J.O. Regions. Chicago, Dfflea of the Director. 79/04/17. 

*P 


7903080498 Forwards IE Bulletin 79-038. "Nuclear Incident at 
TMl-Suppl. « 

KEPPLER, J.O. Regions. Chicago. Offlca of the Director. 79/04/21 
Ip 


7903240906 Forwards IE Circular 79-07. "Unospected Spaed Increase of 
Reactor Recirculation Motor Oenerator Sat Resulted In 
Reactor Power Increase ■' 

KEPPLER. J.O Regions, Chicago, Office of the Director. 79/03/02 
Ip. 


8. Reportable occurrsnees. LERs t. related correspondence 


7903290048 Ack race Ip t of 790307 final rept re drywall wall platework 
defect* Rsviswwlll bo eocnpleied during future Insp. 

FIORELLIiO Region a, Chicago. Reactor Construction t. Enginoorlng 
Support Branch 79/03/23. Ip. 


7903290363 Notifies of proposed reactor proeture veaeel mod QE 
authoriiod to act ae agent for performance of work which 
will bo subcontractod to Reactor Controls. Inc. Nark to begin 
790319. 

KOCHiL J. tuinole Power Co. 79/03/13. Ip 
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DOCKETED ITEMS 


DOCKET 50-462 CLINTON P0H6R STATIONi UNIT 2 
A AppUe*tl«n/eon»6i>ue tlon «tag« dscuntntf t earrttpondtnc# 


7905040330 add! In#o rt 790426 ttlcen contdrnlng tnitilon 

*td« T»r optratlng nutlaar pouar plant* Batk* Info ra 
gaftou* rplaaia of U daughttn tc «td« for tmliflon of 
radloactlvi product* Into cooling yatar 
PENNER. P Pralrl# Allianc* 79/04/26 2pp 


“7903150139 State* that tncl 700300 artlela bu J Andarion, 
Radiation at Nucloar Plant*" contain* faetJJal irrorl 
calculation* hav* bain nada of neutron radiation Intida 
nucloar plant* Forward* EO Caie 700403 mama 
KREOERiHE Comailailon 70/03/08, 3 pp 


7905230246 Forward* Info r* bahavlor 
ganaraior tuba ruptura aceldant* b 
dtllvarg 

ORAYiJ R Sranch 1 79/04/10 


of todlna during poituletid eHaa 
atpaet* of aceunulator 

7pp 


Q Impaction raportii IE Bullatln* U corratpondance 


7905010257 Forward* IE Info Nolle* 79-06i “Str*** An*lg«l* of 
8af atg-Ralatad Piping." 

KEPPLER. J 0 Raglan 3t Chicago. Offle* of the Director 79/03/23 
IP 


7905040035 Forward* IE Info Nolle* 79-07. "Rupture of Radwaite Tank* " 
KEPPLER.O 0. Region 3i Chicago. Office of the Director 79/03/26 
»P 


rec«i|i« WT /TvtwK «t r*jiQiutiqn appotln 
file fultablitg revlou NRC will eomlder Itaua* railed 
79/04/?9^ ^^ip *> Enwlronmantal Analv*U 


-7905230595 Forward* raiolutlon eppoilng aarLu ilte lultablliiu 

OALBREATH.P Fulton Orange 466: 79/04/02 2pp »«!•* 


H Central corraipondenea 


7905030033 Forwarde IE Bullatln 79-06, "Ravlew of Operational Error* t. 
8g* hliiallgnment* Idantlfled During TMI Incident " 

KEPPLERiO 0 Region 3, Chicago. Office of the Dinetor 79/04/11. 
Ip. 


7905010590 Forwarde IE Bulletin 79-06A, "Revltw of Operatlonel Error* t< 
8g* Mliallgnmant* Identlflad during THt Incident ” 

KEPPLER.JO Region 3, Chicago, Office of the Director 79/04/14 
Ip 


7905040394 Forward* IE Bulletin 79-060, "Ravlew of Operetlonal Error* b 
0g« flliallgneiant* Identified During THI Incident " 

KEPPLER.JO Region 3. Chicago. Office of the Director 79/04/14 

tp 


7905150124 Retpond* to commenti 
NRC if required to conduct an 
fultabllltg ieiuei talected bg 
initiative In thl* matter 
BALLARD, R L Environmental 


ra oppoiltlon to facllltg location 
earlg tlte review on «tte 
applicant It date not have 

Project* Branch 1 79/04/30 Ip 


0 Inturance b Indemnttg Information 


7903070582 Confirm* Increa** In llabllttg limit to •36. 000.000 for 
pollele* MF-22. 26, 29,30,39, 44, 46, 47, 49, 50. 51,52.83,34, 33,36, 

37, 58, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 70, 79, 80, 06, 07, 
00,90,91,92,93,94,93 b 96 

ROBERTS, D H Kutual Atemte Energg Liability Underwriter* 79/05/91 
Ip 


7905040439 Forwarde I£ Bulletin 79-07, "Belieitc Stre** Analyii* of 
Safetg-Reiated Piping " Llcentee action required 

KEPPLER.J.O Region 3, Chicago, Office of the Director 79/04/14 
Ip. 


7905040566 Forwarde IE Bulletin 79-00, "Evente Retevint to Bolling 
Heter Power Raacfeore Identified During Tht Incident " 

KEPPLER.J.O, Region 3, Chicago. Office of the Director 79/04/14 
Ip. 


DOCKET 50-464 FULTON 0ENERATIN8 STATION, UNIT 2 
0 Adjudlcaterg correepondfnce 


7905250153 Update* 790302 Itr.advlilng iOCFR It available In 
Pott*tewn<PA Public Ltbrarg, 

ORAY.J R. Branch 1, 79/04/09, Ip. 


7905010426 Forward* IE Info Notice 79-10, "Nonconforming Pip* Bupport 
Strut*. " 

KEPPLEftiJ.O Region 3, Chicago. Offlee of the Dlraclor .79/04/16 


7905030220 Forwarde IE Bulletin 79-09, "Falluree of OE Type AK-2 
Circuit Breaker In Baf atg-Ralated Sgi." Llcenee* action 
required. 

KEPPLER.J.O, Region 3. Chicago, Qfflea of th* Director. 79/04/17 

»P 


7905000490 Forward* IE Bulletin 79-058, "Nuclear Incldant at 
TMI-SuppI " 

KEPPLER,J. 0, Raglan 3, Chicago, Off lea of the Dlraclor. 79/04/21, 

Ip 


7905240906 Forward* IE Circular 79-07, "Unaipeetad Bpasd Ineraa** of 
Riactor Recirculation Motor Oenarator Sat Raaultad In 
fttaeter Powtr Ineraa** " 

KEPPLER.J 0 Region 3, Chicago, Office of bh* Director, 79/05/02. 

Ip. 


7905150114 Diaeue*** notification* not pr*vlou*lg (uppliad in heirtPii* 
ra nuclear power reactor*, vpaclflcallg Layla Commlttae Rapt 
b tran«port*lton of radionuclide* In urban environ* 

ORAY,J,R Branch 1. 79/04/10 3pp 


•7905150119 Aek racalpt of OW Zlmmar mamo re neutron aipotur* el 
coaMnarclal powar reactor* Data do** not imply lacb of 
control bg eng llcanta* r* neutron axpoaureinor doe* It 
Indicat* partonnal neutron doalmalrg problam *il«t* at LHRi. 
EI8ENHUT<D 0, Dtvlilon of Oparatlng Reactor*. VOLLMERiR If 
Atfltbanl Dlraclor for Sit* Analgal* 79/03/06 2pp 


7905150139 Btatei that and 700500 article by J Andar«on, "Kaiitren 
Radiation at Nuclear Plant*" contain* factual error*. Mo 
calculation* hav* bttn mada of neutron radiation inild* 
nucloar plant*. Forward* EO Cat* 780403 mtmo. 

KREOER.N.E Gainml««len 70/05/08. 3pp. 


7903230246 Forward* Info r* bihavlor of lodlna during podulated tliia 
generator tub* rupture aceldant* b atpaet* of accumulator 
dillvary 

ORAY.J R, Branch I. 79/04/10, 7pp 


DOCKET 50-463 FULTON OENERATINO STATION, UNIT I 
e. Adjudicatory eorretpondance 


7905250153 Update* 790302 ttr,advl«ing IOCFR 1* avallabla In 
Pottttown, PA Public Library 
ORAV.J.R. Branch 1 79/04/09. Ip. 


7905150114 Dlfcu**** not if Icatlona not prtvlouily luppllad In hearing* 
re nuclear power raaetor*. apictf leal ly Laul* Comnltta* Rapt 
fc tran«portatlan of rad ionuc 1 Ida* in urban environ*. 

ORAY.J, R. Branch I 79/04/10. 3pp 


—7905150U9 Aek receipt of OH Zimmer memo re neutron axpoiure at 
coMMrclal power reactor* Data doe* not imply lack of 
control bg any llcanta* rt neutron otpoiurainor do** It 
indicate partonnal neutron doclmetrg problam otltt* at LUR*. 
EIBENHUT.D 0 Dlvleion of Operating Reactor*. VOLUHER.R. K. 
Aifiitant Dlraclor for Site Analyda, 79/03/06, 2pp 


7905230591 Atk racalpt of 790402 Itr b raiolution oppotlng NRC 44 tI( 
«lt* lultablitg ravlaw.NRC will contidar i*«u** raltad. 

DEYOUNO.R C, Olvitlon of Sit* Safety b Environmantal Andtyltl 
79/04/19 Ip 


“7905230595 Forward* rotelutlon oppotlng oarly «lta (uitabliny rtvliw 
OALBREATHiP, Fulton Orang* 466 79/04/02, 2pp. 


H. Oaneral corratpondane* 


7903150124 Ratpend* to commant* r* oppoiltlon to facility location 
NRC 1* raqulrad to conduct an early «it* ravlaw on «lt* 
aultablUty l*«uo* talactod by applicant b doo* not havo 
Initiative In thl* matter, 

BALLARD, R.L Environmental Project* Branch 1. 79/04/30. Ip 


DOCKETED ITEMS. 
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J Inturant* tt Indtinnltu Inform^felan 


7905070497 Confirmt lncr««ied lUbllitu U«it ta *lS4iOOOiOOO #or 
NF-l<aS, 43, 76i83, 100, 111, 140, 146, 151,161. 164.170, 

17a, 174, 178, 179, 180 , 183, 103, 106, 107, 100 , 109. 192, 193, 194, 198, 
197, 190, 200. 201. 204, 206, 207, 200, 210, 212,214, 21 9, <« oVhtri. 
Q116TTR0CMHI, J Am*rlc«ii Nucl««r Inturar*. 79/09/01 Ip. 


7909070902 Confirm* Incraai* In liability limit to *36,000,000 far 
pol Ic 1«* MF-22. 26, 29, 30, 39, 44, 46, 47, 49, 90, 91, 92, 93, 94, 99, 96, 

37. 90,60, 61. 64,66,67,60, 69, 70.71,72, 74, 76, 77, 79. 79. 00,86,07, 
00.90.91,92.93,94,99 6 96, 

ROQERT0, 0 M Mutual Atomic Entrgy Liability Undarwritar* 79/09/01 

*P. 


DOCKET 80-466 ALLENO CREEK NUCLEAR STATION, UNIT 1 

A. Appl Icatlon/conitructlon ■t«g» documant* 6 eornipondinca 


7908230390 Forward* addl Info r# raactor pr**»ura vatial off-'loadlng 
facility. In racponia to 790320 riq.uait. 

HCOUIHE, U F Houiton Lighting t< Pouar Co, 79/03/17 Bpp 


7903310493 Raapondi to 790426 Itr 6 updata* 771019 U«t of propotad b 
liatad ondangarad «paclaa.DaId aaglaa nou Uatad aa 
•ndangarad In TX.Raiiuait* biological a**a*«inant ulthln ISO 
dayt of littad tpacla* In plant conat araa. 

HOOLBTENHULME. U Intartor, Dipt, of, Flah t< Ulldllfa Sarvlca 
79/03/22. 2pp 


C, KfftC Bafaty Evaluation Raport (8ER), auppla 6 corrtapondtnca 


7903090299 Forward* Suppl 2 to BER ra application for CP.. H/o and. 
VAROA, B A Light Natar Raactor* Branch 4 79/04/09 3pp, 


0 Adjudicatory corracpondanca 


7903310381 Urgaa A0LB to modify 790212 ordar, grant JH Doharty '* 
Intarvantlon patltlon b admit Contention 2 Certificate of 
8vc and. 

BOHINKI.BM. Branchs 79/03/06. 9pp. 


7903000307 Raquaat by Kouiton Lighting t< Power that ASLB deny 790214 
Motion by UF Doherty b Armadillo Coalition for admlatlon 
of pravioualy abandoned contanttoni Gartiflcata of 8vc and 
CUUP.fi. M.. NEMMAN, J R. Lowanataln, Neuman, Rain Aitelrad b Tol 1. 
COPELAND, J. 9 Baker b Botti 79/03/06. 7pp 


790S310013 Raaponia In oppodtlon to TX PIRO 790202 motion for 
adwtaalon of two contention* pravloudy abandoned due to 
Claa* 9 accident prohibition baaed on Ra*mu**an Rapt. 
Oartlflcata of Bvc ancl. 

BOHINKI.S.H, Branch 2 79/03/00. 9pp 


790BOB0331 Houeton Lighting b Powar'* flrat «at of intarrogatoria* b 
r«4U4*t for production of documant* for TX PIRO. Cartif icata 
Of Bvc and. 

CDFELANU. J. 0. Baker b Bott*. NEMMAN, J. R. , CULP. R. H. 

Uawanataln, Newman, Raia, Axalrad b Toll. 79/03/13. 2Bpp 


7909190087 Anawart flrat lat of tntarroiationa b raquaat for produTTlon 
of document* from Houtton Lighting b Powar Certificate of 
Svc and, 

HINDERBTEINr C, Affiliation Untnown 79/03/26 2pp. 


7909290130 Motion for adailiaion of C Hlndarataln'a Centantlon 3 
Certificate of Svc and 

HINDERBTEINr C Affiliation Unknown 79/03/26 3pp 


7909290230 Houiton Lighting b Powar't reaponta to TX PIRO* flrat lat 
of Intarrogatorlaa. Cartif leata of Svc and 
COPELAND, 0.0 . THRASH, C 0 Baker b Botta ICHMAN, 0 R, 

Lowanataln, Niwman,Rala, Axalrad b Toll 79/03/26 23pp 


7909300172 Raaponia to flrat aat of Intarrogatorlaa aubmittad by 
Houaton Lighting b Power Certificate of Svc ancl 

DOHHITY, 0. F Taiaa Public Intarait Raiaarch Oroup 79/03/27 4pp 


•“7909300177 Flrat raquaat for production of documanti from Houiton 
Lighting b Power Certificate of Svc and 

SCOTT, U.K Taxai Public Intaraat Raiaarch Oroup 79/03/27 2pp 


7909290139 Anawari to intarrogatorlaa aubmittad to 8 McCorkla by 
Houiton Lighting b Powar Co. Cartif icata of Svc and 
HCCORKLE, B A Affiliation Unknown. 79/03/20. 2pp 


7909890229 Raquaat by Houaton Lighting b Powar Co for denial of 790324 
motion by C Hlndar«taln b B McCorkla for l“month 
axtanalon of time for dlacoviry Certificate of Bvc and 
NEWMAN. J R. . REIS.K F . CULP.R H Lawan*teln> Nawman. Ra It. Aialrad b ' 
Toll 79/03/20 gpp. 


7909240360 Sicond aat of Intarrogatorlaa b raquaita for production of 
documanti aubmittad to Houaton Lighting b Power. Cartif leata 
of Svc and 

HINDER8TEIN, C Affiliation Unknown 79/03/29 6pp. 


7909240120 Raquaita to maka atatamant at 790418 hiarlng.Raquaati 
proponanta of Hallla Trada Territory be allowed to apeak 
MAYER, B M Affiliation Unknown 79/03/30 Ip. 


““7909240124 Raquait* to maka atatamant at 790410 hearing 
HILLS, 8 Affiliation Unknown 79/04/10 2pp 


— 7909240132 Raquaat* to maka atatamant at 79041G hearing. 
HURLER, E E Affiliation Unknown 79/04/03 Ip 


““7909840141 Raquaita to maka atatamant at 790418 hearing 
FUNDERBURKS, U H Affiliation Unknown 79/04/00 Ip 


7909310409 Conaolldataa TX PIRO b RC Hlndarttaln aa Intarvanora., 

B McCorkla hat until 790417 to complata dlicovary ra 
contention* of TX PIRO b C Hlndarqtalni C Hlndariteln mu*t 
complata dltcovary by 790902 

WOLFE, B.U Atomic Safety and Llcanilng Board Panel. 79/03/30 3pp 


7909290242 First round of intarrogatoria* tubmittad to State of TX. 
Certificate of Svc and. 

SCOTT, U M Taxat Public Intaraat Rataarch Oroup. 79/03/31 3pp, 


79Ot}O0O3tl Rmquaat by Houaton Lighting b Power that ASUAB deny appaali 
Q# eight pebltloni for Intarvantloni filed In raapon»a to 
AUB8 790209 or der. Cartif 1 cate of Svc and. 

NENHANiJ.R., REIS.H.F., GULP,R.H. Lowanataln, Nawman, RaU, Axalrad b 

Tell. 79/03/19. 46pp. 


7903000320 Request by Houiton Lighting b Power that A8LAB deny 790223 
jp'mt'ltlon for directed certification filed by TX PIRO, 

Fetitlon doe* not meat criteria of 10CFR2. 7ia( 1 1. Cartif icate 
«d Svc end. _ . . , ^ . 

NEWIAN.O.R.. RElBiM.F,, CULP,R.H. Loweniteln, Newman, Rale, Axalrad b 

toll. 79/03/18. 39pp, 


7903000392 Requeata ASUAB deny 790223 petition of TX PIRO tor directed 
certif Uatlon. Interlocutory review of qoeatlon la not naadad 
*T proper. Certificate of Svc end, 

MOODHEAD, C. F. Branch 3, 79/03/19, Mpp. 


7909310042 Flrat set of Intarrogatoria* b raquait* for production of 
documant* lubmlttad to Stats of TX Gartiflcata of Svc and. 
HINDERBTElN.G. Affiliation Unknown. 79/03/31. 9pp. 


““7909310077 Third aat of Intarrogatorlaa b raquaita 
documanti aubmittad to util. 

HlNDERSTElNiC, Affiliation Unknown. 79/03/31. 


for production of 
4pp. 


— 7909310000 First set of intarrogatorlsi b raquaeta for production of 
documanti aubmittad to NRC. 

HINDERBTElN.G. Affiliation Unknown. 79/03/31. 3pp 


7909310116 Raquait for production of documanti b flrat aat of 
intarrogatoria! aubmittad to Houaton Lighting b Power. 
Gartiflcata of Svc ancl, 

HCCORKLEiB. Affiliation Unknown. 79/04/01 4pp. 


7909240170 Request to file brief amlcua curiae. Cartif icata of Bvc and. 
ROISMAN, A. I. Natural Riaoureai Dafenaa Council. PARKER, O.L.. 
lOCOC, D, Oeorgatown Unlv, Law School. 79/03/19. 4pp. 


'^7909310123 Raquaat for production of docuaiont* b flrat aat of 
Intarrogatorlaa aubmittad to Stato of TX 
HCCORKLE, B, Affiliation Unknown. 79/04/01. 2pp. 


“7903240190 brief amlcua curiae In support of appeal of Natl Lawyara 
Outld re Intervention petition. ASLB dental of petition was 
contrary to federal standing raqulroMonta. -...-wau a t 

PARKER, D. L. , IBCOE.C. Oaorgatown Univ. Law Behod. R0I8HAN, A. 
Matupal Reeeurcat Defonae Council. 79/03/19. 21pp. 


7909100276 Raaponaa to flrat oot of tnlarrdgatorlac propounded ty TX 
PIRO. Supporting doeumontatlon b Cartiflcata of Svc oncl, 

SOHINKl.S. N. Branch 3. 79/04/02. a2pp. 
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DOCKETED ITEMS 


7709110339 Motion to aotuma Cont<ntloni 3 !• 3 ro centt htarlng Ucontt 
ra.lfo<> bg Intorvansr JR Sehrtfflor 

SCOTTiJ M Ttrii Public Intoroffr R«i«ireh Oroi/p 79/04/02 8pp. 


7909300066 Rgfponpc of util to flrit lnt«rrog«tarl«« «ubniltt«d by 
C Hindoritaln Cortlflcato of 8vc oncl 
COPELAMD.J 0 , THRAqH.C 0 BakarliBottf NEUMAN > J R. 

Louinf ttlnji Mduitidni Rtl«< Axolrad tt Toll. 79/04/02 9pp 


7909300078 Propound! intarroyatarl*! to TX PINO Cirtifliata of Sve 
■ncl. 

80HINKI.B M Branch 3 79/04/02 3pp 


7909310111 Ftrot lit of Intirropitorl If tc riquiit for production of 
docunintt lubmittid to Houiton Lighting (< Powtr Cirtlffciti 
of Sve incl 

UHITE.K . FAINTER. J,U. LOHERRE.R.W Tfxii, Stiti of 79/04/08 
9pp 


7909310407 Riiponii by util to licond (it of Intirrogi torlai from 
TX PlfiO Cortlfleiti of Sve me J 

COPELAND. J 0 . THRASH. C.O BAkar h Botti NENKAN, J R 
Louiinitalni t/aumani Rat c. Aitlrad (.Toll 79/04/0S Ilpp 


79093103B2 Motion to poftpona 79041? prihsarlng confarenci until 
cawplatlon of Inquiry ra accldant at TMI 
DOHERTViJ. F Affiliation Unknown 79/04/04 4pp 


7909110336 Supp lama ntal contantton ra lack of ftrangth of (taal 
contalnnant thall 

DOHERTY. J.F' Affiliation Unknoun 79/04/09 Spp 


7909Z90161 Motion for admlaalon of aupplamantal cantantloii ra itrangth 
of ftaal containmant ahalt Intarvanor aiiarti that patltioij 
If tlfflily Cartlflcaba of Bve anej. 

DOHERTY. J F. Affiliation Unknoun 79/04/09. 8pp 


7909890060 Applicant 'i rafponsa to TX PIRO't undatad wotlon to 
poitponi furthar pratrlat stapf atcapt for dlicavary Urgai 
danlal of mottoniTX PJRO ioai not offer juatlf icatton for 
delay Cartlflcata of Sve and 

COPELAND, J O. . THRASH. C 0 Baker 8. Botti NEUMAN. J R 
Louanitaim Neuman. Rolf. At a Irad it Toll 79/04/09 6pp 


7909310381 Flr»t raquait for production of documanti to Kouiton 
Lighting tt Pouar Co 

DOHERTY, J F, Affiliation Untnoun 79/04/09 Ip, 


7909820097 Notlflai of Intention to mala oral itatemant btfort ABLE on 
790418. 

BREMAECKER. S E. Affiliation Unknown 79/04/06, Ip 


7909190189 Flrft lat of I ntarrogatorla a ti lacond aat of raquaiti for 
docuffltntf. fubmlttatf to Houfton Lighting h Power. Cartlflcata 
of Sve anel. 

DOHERTY. J.F Affiliation Unknown. 79/04/09 Spp 


7909140060 Rtoponit to flrit lat ot Ihtarrogator laf from TX PIRO. 
Cartlfteata of 8vc tc luppartlng docunantatlon and 
UNITE, M.. FAINTER, J M , LOWERRE. R U Tatat. Stata of 79/04/10 

86pp. 


7909330789 Rayuaitf appaaranca at 79041S prahaarlng confaranca In 
Houiton. TX, 

BERoOREN.J Affiliation Unknown, 79/04/10 Ip, 


—7909830736 Raqui»t» appaaranci at 7904IS prahaarlng canfaranci In 
Houiton. TX. 

LEUI8.E, A. Affiliation Unknown. 79/04/11, 2pp 


--790983074* P-rt— I-, conit of facility. 

BILLIMOTON.O , P ICKINOTOM, C. Affiliation Unknown 


ic 1 1 ity. Ecpraiiai concern for public 
lun. 79/04/19, 3pp. 


iqulry Into Allagatlon of Eaiployaa 
•tlgatlon to Datarntna 
'Ing St Lucia " U/e and. 

04/it. Ip. 


tiona ai liiuai In controvany. ai 
.Partial have 30 dayi to 
Raicindi dua datai for 

tOMle Safety and Llcaniing Board Pana). 


7909100'129 Inform! of oppofitlan to applicant'! raquait for 
neon! idaratton of ASLB order caneiltng prahaarlng 
confaranca Order li raatonabla. in light of liiuanca of 
ALAB-939 

BOHINKI.8 H Branch J 79/04/12 Spp 


7909f40097 Motion by wtll for reconf idaratlon of 790404 ALAB-939. 
ai ravariad U remanded to ASLB for Further conildaratlon 
Dactilon craatu itgnlflcant uncertainty ra A81.B procedural 
Cartlflcata of Svi ancl 

NEUMAN. J R. . REIS.H F , CULP.R H. Lowini tain, Newman. Ral i, Acalrid t, 
Tol 1 79/04/18, lOpp 


/909100146 Forward! info ra procedural Involvad In making llmitad 
appearance ftatemanti, In raiponia to 790403 raquiit 
SOHINKl.S M Branch 3. 79/04/13 Spp. 


7909230477 Submit! contantloni ra reactor laf aty. Ballavai FES If 
total ly Inadiquate 

FRAM80N.R 8 , FBAH80N. M B Affiliation Unknown 79/04/13 Spp. 


7909840301 Forward! danlal of luipanilon of facility CP Suppartlnf 
documentation ancl 

DENTON. HR. Office of Nuclear Reactor Regulation 79/04/13 Ipp 


—7909840311 Director '1 danlal of 10GFR3 806 raquait. 

BOYD, R S Off lea of Nuclear Reactor Regulation 79/04/13 0pp. 


—7909840319 Analyiii of need for facility. 

a Plvlilon of Site Safety (. Environmental AnalyeU 79/04/13 
9pp 


— 7903340387 Raiponde to RU Froelich 7B1S07 raquait Forwardi nail on 
Oaorgiani Agalnit Nuclear Energy requi«t to sutpand facility 
CP, 

UHITMER.-C F Oaorgia Pouip Co. 78/18/19 ISpp 


—7909340238 TX PIRO’i motion for admieilon of 781101 add! Contantlan I 
SCOTT. J K Taxai Public Intaraet Raieareh Group. 79/03/83. gpp 


790983O739 Eapreifai oppoeltlon to facility conit Raquaiti davalopatnl 
of altarnata loureai of energy, 

ANDRUS, H , MICHAELS, N , LOTZ, J B. Affiliation Unknown. 79/04/16 
Spp 


7909340296 Raiponie to TX PIRO brief lupportlng admlftlon of 
rinumbared Gontintion 13 re fire In wiring. Concur! that 
cable firaa ihould be admitted ae liiue In controverey. 
Certificate of Sve end 
SOHINKl.S. M Branch 3 79/04/17. 7pp 


7909840149 Act receipt of mallgram raqueetlng copy of ALAB-339 which 
wet eubmltted when ASLB liiued ruling on 790404. 

SOHIhbtl.B M. Branch 3 79/04/lS. Ip. 


7909820071 Admit! TX PIRO Contention 12 ae letuc In controverey. 
Dltcovary procedure! ehall begin Immediately. 

UOLFE.B.J Atomic Safety and Llcenetng Board Panel. 79/04/19. 3pp 


7909240310 Aniweri by Houiton Power it Lighting to third cet of 
Inteprogatorlef U raqueete for production of documente From 
tntervenor C Hlnderitaln. Certificate of Sve end 
COFELANP.J 0 . THRASH.G.O. Baker Botte NEUMAN. J. R 
Lowenitain. Neuman. Rail. Aialrad ti Toll 79/04/19. 7pp. 


7909100391 Raquait! by Houiton Power t. Lighting for denial of MRC 
790418 motion for clarification of ALAB-939. Aleo raqueete 
that thdei matter! be treated in ruling on utll'i motion for 
reconiidaratlon. Certificate oF Sve end, 

NEHMAN, J.R. . REte.H. F , CULP.R.H Loweneteln, Newman. Rail. Am Irad 6 
Toll. 79/04/30. 9pp 


7909340043 Aniweri by Houiton Lighting (i Pouer Co to Flrit eet oF 
Inberrogatorlee h requeet For production of documente from 
Intervanor B McCorkla, Affidavit ti Certificate of Sve encl, 
COPELAND. J 0 , THRASH.G.O,. NEUMAN. J. R. Baker (• Botte 79/04/30 

tOpp. 


7909840363 NotlFlel that ASLB ordere oF 790386,790413 & 790416 have not 
yat bean received, caue tng delay In raepontc to ASLB 
order to perfect cotitentlone to 30 daye From date of 
receipt. Requeetf plaeamant on eve Met. 

DOHERTV.U.F, Affiliation Unknown 79/04/33. Ip 


7909340920 Supportf admletlon of JF Doherty 79040S eupplemantal 
contention re etrength of eteal containment ehelle. 
Certificate of Sve and, 

SOHINKI.S.M. Branch 3. 79/04/23. 4pp 




DOCKETED ITEMS 


7<Joaa50239 An«iJ«r« bl| Houiton Lighting a, Potj«r to #lrit 
lnts»mjg4tor 1 Qv (t for production of rfnriim«n«>« 

b, at... Tx a 

f«{?- «„• 

f OTTHOFF. F H Af<'llt4tlan Unknown 79/03/07 4pp 
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Commtnt* on draft «uppt to FES rocognltlon ihould bt divon 
tOhegmulattvb Impact* of iitlng two plant* adjaccant to aach * 

79/04/2!°' ‘‘app '"**>' «• midUfa StrvUa 

Forward* ratpon*.* to connanti tobnlttad by Corjornwaalth of 
MA ro draft luppl to FEB Cartlflcat* of Svc and 
BUTLER. R H Boston Edison Co 79/03/18 4Spp 


^C«ET^S0-467 ALLENS CREEK NUCLEAR STATION, UNIT 2 

docuo,«nt* «< corrospondanco 


7903230390 Foruards addl Info r* raactor orossurs v*<a«i ntt 1 ji 
facility, In ra.pon.a to 790328 raquad “f#-»o«dln, 

NCOUine.U F Houston Lighting «, Pou*r Co 79/03/17 8pp 


Rosponds to 790426 Itr 6 updatos 771019 list of proposed & 
lifted eridens^ered fpiclef Beld eaplsf nou lifted as ^ 

Reqweftf biological efiiefcmont within 180 
tfagf Of lifted fpeciet in plant conet area 
79/03/aa^^^^2pJ,'^ Interior. Oapt of, Fish fc UUdlifs Sarvico 


O Adjudicatory corrtspondtnct 


/vua290634 Forwards* rapt, "Paraaattrs Bearing on Decision to Llnit 
Biting Efforts to Otven Oeographtcal Area,” (, “Siting Study 
for Long-Term Power Generating Capacity Eipanslon, " in 
response to NRC 700407 Itr re alternate sites 
BUTLER, R M Boston Edison Co 78/04/13 2pp 


7903010113 Forwards ret^uast for Board notification re nonsafety-grade 
eiiuipment to mitigate transients 
SCINTO, JF Hearings Divltlon 79/04/02 aipp 


•7903010136 Board notification staff assessment re nonsaf aty-grada 
agulpmtnt to mitigate transient* 

VASSALLO, D B Assistant Director for Light Uater Reactors 
79/03/29 2pp 


0 Adjvdtcatoru correspondence 


7903140060 Rasponee to flret eat ot Interrogatories from TX PIRO 
Cartlflcat* of Svc & supporting documentation and 
WHITE, M . FAINTER, J H , LOWERRE.R W. Tasa*. State of 79/04/10 

26pp 


7903230729 Raquast* appearance at 790418 prehearing conference In 
Houston. TX 

DEitOOREN, U. Affiliation Unknown. 79/04/10 Ip 


—7905230736 Roquasts appearance at 790418 prehearing eonferance In 
Houeton, TX. 

LEWIS. E A Affiliation Unknown 79/04/11 2pp. 


— 7903230744 Protests const of fecillty 

TR0CHE88ET.R P. , DILLINOTON.O . PICKINOTOM.C Affiliation Unknown 
79/04/13. Ip 


— 7903010196 Board notification recent issue on nonsaf ety-grade 
equipment to mltlgetc transients More Info Is required 
TEDEBCO.R L Assistant Director for Reactor Safety 79/03/16 
3pp 


7903070131 Forwards notification of NRC evaluation of new Info re 
flow blockage modal for ECCS to determine design 
conf ormenca 

SMITH, B H Branch 2 79/04/02 Ip 


7903240943 Opposes 790307 resumption of evidentiary hearings on 
alternattva site Seeks postponement until 790321 
BURT.L Massachusetts, Stats of 79/04/02 3pp 


7903100326 Second motion to supplemintat hearing record re nttd for 
power Issua li to defer current hearing schadul* w/notlce of 
eppaarance of MB Kayar on behalf of Commonwealth of KA 6 
Certificate of Svc 

BELLOTTI.F X , MEYER, H 8. Haesachusett*. Stata of 79/04/04 7pp 


—7903230701 Opposes const of facility Expresses concern for public 
safety in event of mlthap 

MARTIN’A Affiliation Unknown 79/04/19. 2pp 


7903290033 Files memo on applicability t> effect of 780714 Perkins 
partial Initial decision re environ consequences of U cycle 
Certificate of Bve end 
SMITH. B.M Branch 2 79/04/03 6pp. 


DOCKET 00-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 
A. Appllcatlon/constructlon stage documents 6 corr atpondenca 


7903070129 Ack receipt of motion to resume evidentiary hearings 
Hearing should commence on 790307 
SMITH, B H Branch 2 79/04/06 Ip 


7903240794 Forward* Info requested In 790420 discussion ro evacuation 
of Cap* Cod summer population 

BURT.L. Haesachusett*. State of 79/04/23 6pp 


7903100327 Evidentiary hearings shall resume 790324 In Plymouth. KA b 
continue on 790528 i 29-0601 

LUTON, E. Atomic Safety and Licensing Board Panel 79/04/06 2pp 


7903140433 Forward* response to NRC Inquiries r* need for power b cost 
of 3-yaar delay In operation Response bated on NRC load 
faracaet. Star ting point not concadad to be approprleta by 
util Facility will be naaded In 1988 
SUTLER, R.N Boston Edison Co 79/03/08. 6pp 


7903100336 Nemo by util re applicability L effact of Perkins partial 
Initial decision on proceeding*. Requests adoption of Perkins 
finding*. 

LEMALD, 0 H Ropes b Orey STQQDLEY, D. 0 Boston Edison Co 
79/04/10 3pp 


7903100397 Forward* response* to question rs comparison of projected 79032402 

population densitle* in P8AR b 1978 update to 1974 sit* supple 

•alactlon study. hes no 

BUTLER, R.M. Boston Edison Co. 79/03/10 14pp. It of 

LEUALC 

79/04/ 


7903300011 Forwards info re NRC load growth casts pertaining to savings 
aeeoclated u/lnstalllng facility In 1983 vs 19SB b 

coeipartson of annuel carrying charges. 7903290a 

BUTLER. R M. Boston Edison Co 79/03/23 4pp EB Chi 

CLEETt 


D. NRC Draft/Flnal Environmental Statements, supple b correspondence 


7903340181 Forwards comments recslveii to date on draft suppl to FEB. 
Requests review b reepont* by 790418, U/o end 

REOAN.M. H. Environmental Project* Branch 8 79/04/10, 2pp. 


7908090411 Comment* by Commonwealth of HA on draft suppl to FM. 
BELLOTTI,F. X. < BURT.L , HRIOHT.F. 8. Haseachusatts, State of 
79/04/13 47pp. 


— 79052« 
CLEI 


7903020; 
Ed 1*01 
Comml' 
end. 
HAZZOI 
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DOCKETED ITEMS 


79092?068i Forwirtfi neit rocont long-ronj* onorgy (■ doAond ferocoitt of 
ubll ti New England Power Pool In reeponta le Beard 'a 790S09 
order. GcptifUate of Svc end 

STOOOLEYi D. 0 B Of ton £dUan Co 79/05/19. 4pp 


7909330731 Nottfloatien of 790919 Aoetlng w/KS Oat (i Eteetrlc 
lechtel In BurllngtoniKS to dltcute concrete etrength of 
facility tate eatl. 

LIOITRA.C.A Light Mater Reactort Branch 3 79/04/34. 


Co t 


tf. 


— 7909290&33 "Long-Range Foracatt of Electric Power Need* h Rtq.ulreAentei 
Annifal 6uppt 1-Cr " 1979-19BB, Val t 1 U 3. 

LYDON.J H . DEBKONOrJ. J Bolton Ed Iton Co 79/04/01 300pp 


—7909890637 »Niw England Load «. Capacity Rapt." 1979-1989 
BNtTH.J R Boston Edlion Co 79/04/01. 99pp 


— 7909390641 "New England Long-Range Forecaet of Electric Power Needt L 
fienwlreAentti * 1979-1989 

BMlTHjJ R Botton Ed lion Co. 79/03/01, 3lpp 


— 7909390649 "Rep t of New England Power Pool Load Forecettlng Tatk Force 
on Model-Bated Forecait of New England Electric Energy 6 
Peak Loadi " 1979-1989 
» Botton Edlton Co 79/03/01 92pp 


—7909390660 "Paraaitttrt Baarlng on Deeitlon to Limit Siting Effortt to 
Olvtn Otographic Arta " 

* Botton Edlton Co 7B/04/13 3oopp. 


—7909390671 "Siting Btiidy For Long-Tarn Powtr Oantratlng Capacity 
Elpa nt Ion. 1979-3006, " Volt A, 3 6 C 
PRALL.T.F, Batten Edlton Co 74/03/11 600pp. 

I Financial information 


7909300013 Forwardt rttpontt to NRC ragoatt for Info to conpltta 
financial quallf Icatloti ravlaw 
BUTLER. R M Botton Edlton Co. 79/09/33. 4pp, 

J. Intoranca t< indemnity Informetion 


7909070497 Conflrmt Incraaiad liability limit to 4134.000.000 for 
polleiat NF-1,29. 43, 76. B3, 100, 111, 140. 146. 191, 161, 164, 170, 

173, 174, 170, 179, 160, 103, 189, 166, 107, ISB, 189, 198, 193, 194, 199, 

1 97. 1 90. 200, 301 , 30 4. 306 p 307, SOB, 810,313, 21 4, 319, t< othart 
OUATTROCHHIi J, American Nuclear Inturert 79/09/01, Ip 


7909890089 Forwarde eumnary of concreta problamt. In raeponte to 790313 
requaet, 

OOBSiCK.L. V, Offlea of the Eieeuttve Director for Qperationt, 
79/09/01. 4pp 


79090S0914 Forwarde tett rept of SS-day baea mat cylinder Reactor bldf 
bate mat concrate it uniform 6 of high quality w/ttrangth 
ttctadlng tpeeifiid dttlgn valut of 9,000 ptl, 

KOESTER.O.L, Kantat Oat (i Eltctric Co. 79/09/03 ip. 


—7909060916 "Roaetor Bate mat Concreta Teitlng of 36-Oay Cylinder 
Rtmnantt " 

BHtDELER.J J Portland Cement Aitoclation. 79/04/27 80pp. 


7909110311 Forwarde "Rtanalyilt of Wolf Creek Reactor Bldg Bate Hat.* 
per NRC 790300 raquett 

KOE8TER,0 L. Kantat Oat 6 Electric Co 79/09/10 3pp 


— 7909U0314 "Rtanalytlt of Wolf Croak Raaetor Bldg Sett Mat • 
e Kantat Oat 6 Electric Co. 79/09/09. 43pp. 


0. Adjutflcatory corrttpondenet 


7909080401 Forward! 8 AN077-1987, "Trane port of Radlonuel 1 dai in Urban 
Env Irene' Working Draft Attettment, " 8ECY-7B-3U, dtd 760614 
6 6ECY-78-3HA, dtd 781109 rt Impact of working draft 
atttttmtni on regulatory policy W/o and 
LEWIS, 8 H. Branch 3. 79/03/30 3pp 


7909040131 Oltcuttti Itr ra tabotaga of tpont nuyltar futl, being 
ttparately forwarded to ASLAB. 

LEWIS, 8. H Branch 3. 79/04/03. 3pp 


7909110410 Rttponte to ALAB-909 ra radon tnlttlont 6 da mlnlnuf theori 
/ram Ptrhint record Cortlficato of Svc and 
SCINTO.dF Htarlngt Dlvltlon 79/04/11. 4Spp. 


790S070583 Conflrmt increata in liability limit to #36,000,000 for 
pdldei MF-22, 36,39, 38,39, 44,46, 47,49,90,91,83,93,94,99,96, 

97. 99, 60,61, 64, 66, 67, 60.69, 70, 71, 73i 74,76, 77, 70, 79,60. 86,87, 
88.90,91,98,93,94.99 1, 96 

ROBERTS. 0. M Mutual Atomic Energy Liability Underwriter! 79/09/01. 

Ip 


^ Reporteblf oeeurrenett. LERt tt rtlated corrttpondtnet 


7909140919 Rttpontt to 790404 brief of Philadelphia Electric Co.PSEtO 6 
Atlentlc City INJ) Electric Co re de eiinlmui theory 
Certifleato of Svc end. 

KEPFORD.C.R, Cltlieni for Beft Environment. 79/04/11 8pp 


7909190321 Reipondt to 790324 Itr requettlng hearing for pattible tell 
of 17X Intereet to certain rural electric cooperatl vet. 

ENOELHARDT, T. F. Deputy Ekocutlve Legal Dirac tor 79/04/16 Spp 


7909110303 Board nettficatlen Seabroot refueling water ttorate tank 
detlgn dellcltney 

SC INTO, J. Haerlngi Dlvltlon. 79/03/89, aopp 


DOCKET 50-473 PILORIM NUCLEAR POWER STATION, UNIT 3 
A, Appllcetlon/conttruction etago documentt h corrttpendenct 


7909190397 Forwtrdt rttponatt to 
population dtntltiet In P8AR L 
eelactton atudy. 

SUTLER. R.M Botton Edlton Co 


qutttlon re comparlton of projected 
1978 update to 1974 tlte 

79/09/10, 14pp. 


7909140333 Notlflei of eaneoltdatlon of flvt intervonor grO'Upt rt radon 
amlttient Ittut, Partite have until 790939 In which to file 
for tummary dlipotltlon. 

DUFLO.M E. Atomic Safety and Llcentlng Appeal Pantl. 79/04/39 
t3pp 


7909190639 Ratpondt to and 701329 mallgram ra probltmi encountirtd 
w/ptaetor beta mat In contt of facility. NRC etaff action It 
bting taken to rttolve theta problamt Rttpontt by DOE It 
unntcettary, 

PRESBEBKViA, J. Energy. Dept. pf. 79/01/29. ip. 


—7909190649 Comment! on thoddg work being done on rractor bate mtt. 
OROTEWIEL.K. Affiliation Unknown. 79/01/39. 3pp. 


DOCKET 8TN-90-477 ATLANTIC OENERATINO 8TATI0N. UNIT 1 
A Appllcatlon/conttruc tlon atagt documentt '6 eorTttpondenee 


7909150043 Forward! FR notice rt withdrawal of application to conetruct 
ti eparati gtnirablng etatlon, 

BALLARDiR. L. Environmental Ppojiett Branch 1, 79/04/33 Ip. 

DOCKET BTN-90-47B Atlantic etndratlng Station, Unit 8) 

as qUta <eciJt>ent> A t0rraM4n<«nce 

790^190043 Forwardt FR notice ra withdrawal of application to canttruet 
6 oparati generating etatlon 

BALLARD, R L. Environmental Project! Branch 1. 79/04/83, ip. 


DOCKET aTN-90-482 WOLF CREEK OEICRATINO STATION 
A. Applleatlon/eonttructlon etage documanti 6 corrttpondtnet 


7909030433 Forwardt NURE0-0931i "Invit t Igat Ion 6 Evaluation of Strati 
Corroilon Cracking in Piping of LWR Plante" it notice of 
letuanea 6 availability, N/o and. 

VA88ALLQ, D. B. Aetittant Director for Light Water Reactort. 
79/03/83, Spp. 


—7909190696 Ratpondt to 781339 mallgram re "ehoddy wort being done en 
reactor bate mat" at fee llity. Although donerate appartnbly 
doet not meet original dttlgn, ultimata tultablllty yet to 
be detarmintd, W/fummary of concrete problem!. 

DAV18, J 0, Office of Intptetlon ti Enforeemant. 79/04/37 9pp 


7909340990 Reipondt to 790189 Itr to JM Hendrlt re faulty contt. 
Rtvoeatlen of llctntt it being contldired. Forwardt tummary 
of concrete prob lamt, petition ti FR notice 

DAVia. U. 0, Office of tnepection It Enforcement, 79/04/37. Spp 


U, Inturance 6 Indamnity information 


7909070497 Conflrmt Incroattd liability limit to *134,000.000 for 
poLldti NF-l.89,43. 76, 03. 100, 111, 140, 146, 191, 161, 164, 170, 

173, 174, 176, 179, 100, 182, 1B9, 186. 187, 188, 189, 193, 193, 194, 199, 
197, 198, 300. 301, 304. 306, 307, SOB, 310, 3i3, 314, 819, It o thort. 
OUATTROCHHliO. American Nuclear Inturert. 79/09/01, ip 


7909070868 Conflrmt Increett In liability limit to *36,000,000 for 
polic let MF~32, 36, 39, 38, 39, 44, 46, 47, 49, 90, 91, 93> 93, 94. 99, 96, 

97, 98. 60, 61, 64, 66, 67, 68, 69, 70, 71, 78, 74, 76, 77, 78, 79. 80, B6, 97, 
80,90,91,93,93,94,99 It 96 

ROBERTS, 0. M, Mutual Atomic Energy Liability Underwriter t, 79/0S/O|, 

Ip. 


DOCKETED ITEMS 


d ln«p«ctton raportfi IE Bullttlnt (< corratpondtnci 


7T03010302 Fflrward* IE Intip Rapt aO-^Sa/T^-oa on 790a30-2a< notice a# 
violation li notice of davtetton 

QElDLErU C. Region 4i Dalla«t Reactor Conttructlon & Enolnaerlng 

SMpport Srench 79/03/14. app, 


--790aOlO3OA Notice of violation from Inap on 790320-83 

♦ Raglan 4j Dallaoi Office of the Director 79/03/18 Ip 


—7909010303 Notice of davietian from Intp on 790320-23. 

* Region 4. Dalla«t Office of the Director. 79/03/12 Ip 


‘7909010312 IE Imp Ropt 90-482/79-03 on 790220-23, NoncompUanee noted 
failure to follow procedure to conform to Reg Oulde 1.99. 

OSEROiC.R • TAPIAiJ I. Region 4i DalU«< Office of the Director 

KALLtR E, Region 4i Dellait Reactor Coni.tructlon 1 Engineering 

Support Qraneh 79/03/12 t2pp 


7909010800 Forwardi IE Info Notice 79-06t "Street Anelgilf of 
8af etvi-Rtlated Piping " 

aEVFRlT.fl V. Region 4. Dal lair Office of the Director 79/03/23, 
Ip. 


7909030097 Porwarde PN0-79-6^r M. N It P 

SEIDLEtU C Region 4< Dallai. Reactor Conttructlon It Engtnierlng 

Support Branch 79/04/09 IP 


7909030099 Forward! PNO-79-67a 

SCItM.Ei H C Region 4t Dailatr Reactor Conttructlon It Englnttrlng 

Support Branch 79/04/10 Ip 


7909030146 Forward! PN0-79-67R t< 79-77 
* SEIDLEtH C Region 4> Dailatr Reactor Conttructlon l> Engineering 

Support Branch 79/04/11 Ip 


7909030119 Forward! Pl«}-79-676 

SEIDCErU.C Region 4r Dailatr Reactor Conttructlon 6 Engineering 

Support Branch 79/04/12 Ip 


! 7909030193 Forward! PN0-79-67T 

SEIDUErU C Region 4r Dailatr Reactor Conttructlon (t Engineering 

Support Branch 79/04/13 Ip 


7909030097 Forward! PN0-79-67U It V 

SEIDtErU C Region 4r Dailatr Reactor Conttructlon (> Engineering 

Support Branch 79/04/16 IP 


7939010499 Foruardi lE-Dulletln 79-09Ar "Nuclear Incident at 
TMI - Sup pi ■' 

SEVFRIT,rK V Region 4r Dailatr Office of the Director 79/04/09. 
Ip. 


7909030240 Foruardi PN0-79-67W 

BEIDLErW C Region 4r Dellatr Reactor Conttructlon V Engineering 

Support Branch 79/04/17 tp 


7909040494 roruardt IE Bulletin 79-06Br "Ravlew of Operational Errori fc 
Sgt tit«allgi)m.antt Identified During TMI Incident " 

I SEYFRITiK V Region 4, Dailatr Office of the Oireetor 79/04/14 
tp. 


7909040617 Forbiardt IE Bulletin 79-08r "Event! Relevant to Bolling 
Mater Power Reactore Identified During TMI Incident " 

SEYFflTTiK V. Region 4r Dailatr Office of the Director, 79/04/14 

Ip 


7909070068 Forward! IE Bulletin 79-07r "Seltmlc Street Analgilt of 
Bafetg-Related Piping “ LIcentee action regulrad 

SEYFRITrK.V. Region 4r Dailatr Office of tha Director. 79/04/14 

Ip. 


.7909010446 Foruiardt IE Info Notice 79-lOr "Nonconforming Pipe Support 
Slrute. " , , _ 

BEVFRITrK V. Region 4r Dailatr Office of the Director. 79/04/lB. 

IP 

7909090100 Forwarde tuppl to IE Bulletin 79-09Ar "Nuclear Incident at 
THte 

BEVFRITfK. V. Region 4r Dalletr Office of the Director 79/04/16 

Ip. 


7909020934 Forward! PN0-79-67AA 

SEIDLErH C, Region 4r Dailatr Reactor Conttructlon fc Englniering 
Support Branch 79/04/20 Ip 


7909020903 Forward! PN0-79-67ABr AC »■ AD 

SEIDtErU C Region 4r Dailatr Reactor Conttructlon 6 Englnttrlng 

Support Branch 79/04/83 Ip 


7905040979 Forwardt PN0-79-67AE , . ^ . i 

SEIOtErW C Region 4r Dailatr Reactor Conttructlon <« Englniering 

Support Branch 79/04/86 Ip. 


7909310411 Ulthdrawi initial notification of reportahla deflctaneg In 
lafatu analgtlt methodologg for certain tingle dropped 
control rod ovontf Vondor 790410 Itp or notiflcotlon tncl 
PETRICKrN A Bnuppi-Standardited Nuclear Unit Power Plant Sgetea 


-7909310418 Confirm! 790320 telcon to H Thornburg re reportable 
deflcltncg In lafetg analgtlt methodologg for cortaln ilngle 
dropptd control rod oventi 


7909070046 Forwardt PN0-79-67AF ti AO 

SEIDtErU C Region 4r Dailatr Reactor 

Support Branch 79/04/27 Ip 


Conttructlon It Engineering 


7909030873 Forwardt IE Bulletin 79-09r "Falluret of OE Tgpe AK-2 
Circuit Breaker In Saf etg-Related Sgt. " Lieentoe action 
r #Qif I i*§d > 

BEYFftlTtK. V, Region 4r Dailatr Office of the Director 79/04/17 

Ip. 


7905300621 Oenlee 790323 recjuett for extentlon of time to retpond 
to le Qulletlne 7a-12<7fl-iaA It 78 - 126 . Generic repte from 
romefeor veeeel manufacturer are due bg 790901 ) lieeneee 
roiponeet bg 790929. . . 

BEIDUEiU.C. Region 4t Dalletr Reactor Conttructlon It Englnaarlng 

Support Biranch. 79/04/29 Ip. 


-7909300686 Requeett time eKtentlon to 791001 for retpondlng to IE 
flututini 7a-iat78-iaA it 7a-iaB. 

HoesTERiO L, Kantat Oat It Electric Co. 79/03/83 app. 


7909310206 Forwardt PNQ-79“67AHr AI It AJ. 
SEIDLErM.C. Region 4r Oalleti Reactor 

Support Branch. 79/04/30 Ip 


Conttructlon tt Engineering 


7905070649 Forwardt deflcltncg rept 
Anchor Bolte" for 8NUPP8 unite 
PETRICKtN A. Snuppe-Stendardited 
79/09/01. 2pp. 


"Final Rept on Preiiurlier Support 
Nuclear Unit Power Plant Sgttem. 


79/04/30. 4pp. 


7909830897 Clarlflet current etatue of low concrete 

(nveetlgatlon at faellitg. Relevant document! are available 
et LPDR In Bur 1 Ingtonr KS, 

TlKIRNBUROt H. D. Dlvlelon of Reactor Conttructlon Inepeetton 
79/03/08, 6pp. 

--7903830088 Notification of 790919 public Bechtel In 

Bur ling tom KS to dlieuee concrete etrength of bait mat. 

LICITRA. E A. Light Uater Reactore Branch 3. 79/04/84 2pp. 


V en,lt,..rln. 

Support Branch 79/09/04. Ip 

7909890386 Provide! Interim .ignlflcant j;*"* ” 

«ve water pump anchor boltf.Prelimlnarg Indication! 
that anchor holt! at ortglnallg reteaMd J**' ^ 

adeouate. Significant defleleneg rept mag 

KOESTERiO U, Elictrle COt 79/03/ta, p* 


8. Reportable occurrence!. LERt I. related torretponde nce 


7909030104 Forward! PMa-79-67H. t< J nir.ctor 

SEVFftITiK V. Region 4. Dallee. Office of the Direct r 

IP. 


79/04/06 


DOCKETED ITEMS 
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DOCKET aTN-50-4a3 CALLOWAY PLANTc UNIT I 
O Adjudlcdtoru corr 0 »{ian<ltn<« 


7905160410 eoniidsr** 1 on 0+ forthcoming motion to ohou cauit 

gBcjcIng ordor for rovlnw of portion of £15 which omittod rof 
to Iiidpoct of trarmol oiion lino* on nigrotlng pattfrn* 

OCHSTEIN. D 8 Miotourli St«t« of 79/05/10 Ip 


M Oonorol corr oipond once 


7908020210 flsspondt to 790307 roquoat re Itr from R Lauf Foruerdi 
"aufflmerv of Progreie of Callaiiiau Plant" 1* “Rtaetor Licenelng 
Procese. “ Latter not end 

QOSalCKiL V. Office of the E«ecotlve Director for Operation* 
79/04/10 3pp 


— 79050S0212 Requeeti responie to B Lauf Hr If Inquiry re NBC 
Involvereant w/plant 

EAOLETON, TF Senate 79/03/07 Ip 


7905070649 Forward* deficiency rept "Final Rapt on Pr*s«url(*r Buppart 
* Anchor Boite" for 8NUPPS units 

PETRiCKiN A Snupps-Standardiied Nuclear Unit Power Plant Bgitea 
79/03/01. 3pp 


“-790S070A30 "Final flapt on Pr*»»urli#r Support Anchor Dolt*' for SNUPFS 
units Anchor bolts did not have adequate length to got foil 
thread grip for two heavy hoi nuts Ooslgn draulngs rovlitd 
HILLERrC L Snupps-Standardizod Nucliar Unit Power Plant 9y*t«M- 
79/04/30 4pp 


DOCKET 8TN-S0-4e4 TYRONE ENEROY PARK. UNIT 1 


O Adjudicatory correspondonco 


7905100133 Nemo by util submitting that radon raleaso data h 
concantration levals contalnad In Parkins daclston ara 
camploto ti accurate Supports do minimus approach of Pert in* 
boerd 

BLAKE, EL r TRAVIE80-DIAZ, M Shew, Pittman, Pott*. t< Troubrldj* 
79/04/09 94pp 


Q Inspactlon reports, IE Bulletin* & correspondence 


7905010268 Forwards IE Info Notlc* 79-06, "Stress Analysis of 
Saf aty-Rola tod Piping '* 

KEPPLER, U. 0. Region 3, Chicago, Office of the Director 79/03/33 
Ip 


7903040058 Forwards IE Info Notlc* 79-07, "Rupturt of Radwasto Tanks. “ 
KEPPLER.U 0 Region 3, Chicago. Office of the Director 79/03/36 
Ip 


7905030038 Forwards IE Bulletin 79-06, "Review of Operational Errors (< 
8y* Hi sal Ignmentf Idonttfl«d During TKt Inc Idsnt. " ' 

KEPPLER.J. 0 Region 3, Chicago, Office of tho Dlrsctor, 79/04/11 
Ip. 


7903010610 Forwards IE Bulletin 79-06Ai "Rovlow of Operational Errors ti 
Sys Hlsallgnments Idontiflid During THI tncldsnt. " 

KEPPLER.U.O Region 3. Chicago, Office of the Director. 79/04/14 
ip 


7903240999 Notice of appearance on behalf of Northern 8tatts Pevtr 
Certificate of Sve end 

TRAVIESO-OIAZ.H Shaw, Pittman, Potts, b Trowbrldgo 79/04/09 9pp 


7903110418 Rsiponse to ALAB-S09 r* radon emissions t< d* mlntaui thtari| 
from Psrklns rscord Csrtlflcat# of Sve and 
BCINTO.J F Hearing* Division 79/04/11 4Spp, 


7903140519 Response to 790404 brief of Philadelphia Electric Co.PSCAO * 
Atlentlc City (NJ) Electric Co re do minimus theory 
Certificate of 8vc end 

KEPFORD.C fl Citizens for 8afs Envlronnant 79/04/11 Bpp 


7903140332 Notifies of consol Idation of five Intsrvenor groups t* raden 
amissions Issue Partlas have until 790S25 In which to fils 
for summary disposition 

DUFLO, H E Atomic Safety and Licensing Appeal Panel 79/04/25 
I3pp 

J Insuranca tc Indemnity information 


7903040428 Forwards IE Bulletin 79-06B, "Review of Operational Error* 4( 
By* Hlsallgnments Identified During THI Incident " 

KEPPLER.J. 0 Regions. Chicago, Office of the Director 79/04/14 
Ip. 


7903040461 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Dlrsctor 79/04/14 
IP 


7903040993 Forwards IE Bulletin 79-08, "Events Relevant to Bolling 
Hater Power Reactors Identified During TMl Incident " 

KEPPLERcJ 0 Region 3, Chicago, Office of the Director 79/04/14 

ip 


7903070497 Confirms Increased liability limit to 4134, 000, 005 far 
pollde* NF-1,23,43. 76,B3, too, ill, 140, 146, 131, 161, 164. 170, 

173r 174, 178, 179, 180, 182, 109, 186, 187, 188, IS9, 192. 193, 194. 195. 
197. 198,200.201,204,306.207,208,210,212,214.219,4. other* 
QUATTROCHHt, J American Nuclear Insurers. 79/09/01 fp. 


7903070B82 Confirms tneraasa In liability limit to *36, OOO, 000 far 
polldss HF-22,26, 29,38. 39. 44,46, 47, 49. SO. 31, 92, 33, 54,99. 56. 

37. 38. 60, 61, 64, 66, 67, 68, 69, 70. 71. 72, 74, 76. 77, 78. 79. 80, 86, 87, 
88,90,91,92,93,94,99 fc 96 

ROBERTS, O.M Mutual Atomic Energy Liability Underurltari, 79/03/01 | 

Ip. I 


Q. Inspection reparts, IE Bulletins ii correspondence 



i 

. I 
' I 


' ,! 



7909010409 Forward* IE Info Notice 79-10, "Nonconforming P.ipe Support 
Strut* " 

KEPPLER.J 0 Region 3, Chicago. Office of the Director. 79/04/16 
*P 


7909030249 Forward* IE Sulletln 79-09, "Fallura* of OE Typs AK-2 
Circuit Braakar In Safety-Related Sys " Licansae action 
required 

KEPPLER.J 0 Raglan 3, Chicago, Office of the Director 79/04/17. 
Ip. 


790SD80912 Forward* IE Bulletin 79-098, "Nuclear Incident at 
THl-Suppl. " 

KEPPLER.J 0 Region 3. Chicago, Office of the Director. 79/04/21. 
ip. 


8, Reportable occurronces. LERs 4< related correspondence 


7909310411 Ulthdraws Initial notification of reportable deficiency in 
safety anelyels methodology for certain single dropped 
control rod events. Vendor 790410 Itr of notification end. 

PETRICK. N A Snupps-Stand'erdi lad Nuclear Unit Power Plant System. 
79/04/36. 3pp. 


--790931041B Confirm* 790328 telcon to ^ Thornburg re reportabls 
deficiency In safety analysis msthodology for certain single 
dropped control rod' svent*. 

ANDERSON, T M Hostlnghouee Electric Cerp 79/03/30. 8pp 


7909010261 Forwards IE Info Notlco 79-06, "Stress Analysis of 
Safity-Releted Piping " 

KEPPLER.J 0 Region 3, Chicago, Offlco of the Director. 79/03/33 


7903040049 Forwards IE Info Notlco 79-07, "Rupture of Radwests Isnls. " 
KEPPLER.J 0. Region 3. Chicago, Offlco af the Director. 79/03/3* 
‘f 


7909030047 Forward* IE Bulletin 79-06, "Review of Oporatlonal Errosl * 
By* Misalignment* Identlflsd During TMl Incident " 

KEPPLERi J, 0 Region 3, Chicago, Offlco of the Director. 79/04/11 
»P 


7903010997 Forwerd* IE Bulletin 79-06A, "Review of Opera tl on* 1 Errere * 
6ys Kisallgnmsnt* Identlflsd during TMl Incident." 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director 79/04/J* 

Ip 


7903040418 Forwards IE Bullstln 79-068, "Review of Operational Crrart b 
Sy* Misalignment* Identified During TMl Incident." 

KEPPLERiJ. 0. Raglan 3, Chicago, Office of tho Director. 79/04/14. 

Ip 


79C904044S Forward* IE Bullstln 79-07, "Seismic Stress Anilyii* of 
^fety-Relatsd Piping." Licensee action required. 

KEPPLER.J.© Region 3, Chicago, Office of the Director. 79/04/H- 
Ip. 
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7905040337 Foruiard* IE Bulletin 7<?“08, "Eventt Re 1 event to Bolling 
Meter Pouer peectort Identified During TMI Incident." 

KEPPUERiO 0 Region 3t Chicegoi Office of the Director 79/04/14 
IP 


790S2900S6 NSC memo In retponee to NSC 790308 order Supporte epprovel 
of both 781019 ftSLAB decieion t* foreuletlon of obvlouilij 
tuperlor test e« deer b eubetentiel 
BRENNER, L Brench 3 79/04/11 llpp 


7903010419 Foruierdi IE Info Notice 79~10, "Nonconforming Pipe Support 
Strut* " 

KEPPLERiO 0 Region 3, Chlcego, Office of the Director 79/04/U 
Ip 


7905840193 Notice of eppeerence of HH Voigt b Iff McBride on behelf of 
Rochetter Oee b Electric Corp Certlfleete of Bve end 
VOIOHT. H H , MCBRIDE, M F LeBoeuf, L»mb, Lelhy b HecRe* 79/04/83 
4pp 


7903030233 Forward* IE Bulletin 79-09, "Fellure* of OE Type AK-2 
Circuit Oraeker In 8af ety-Roleted 6y« " Llcenfoe action 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/04/17 
ip. 

7905080303 Forward* IE Bulletin 79-05B, "Nuclear Incident at 
TMI— Sup pi " 

KEPPLERiJ Q, Region 3, Chicago, Office of the Director. 79/04/81 

tp 

8 Reportable occurrence*, LER* b related correspondence 

7909110203 Board notification Seabrook refueling water storage tank 
design deficiency 

6CIMT0, J Hearing* Division 79/03/29 30pp 

7903310'4I1 Mlbhdraw* Initial notification of reportable deficiency in 
safety analii»l* methodology for certain single dropped 
control rod events, Vendor 790410 Ur of notification end 
PETRICK*N A Snopps-Standard I ted Nuclear Unit Power Plant System 
79/04/2f> 3pp 

—7903310418 Confirms 790328 telcon to H Thornburg re reportable 
doflclencg In safety analysis methodology for certain single 
dropped control rod events. o-- 

ANDCR80M, T M Westing house Electric Corp 79/03/30 2pp 

7903070649 Forwarde deficiency rept "Final Rept on Pressurlier Support 

Anchor Bolts" for 8NUPPB units plant Sustem 

l>ETRICK<N A Bnuppi-Btandardlied Nuclear Unit Power Plant System 

79/09/01 app 

— 79QS070680 "Final Rept on Pressurlier Support Anchor 

units. Anchor bolt* did not have adequate length to get full 
thread arip for two heavy he« nuts Design drawing* . 

fULLER, C 1. Bnupps-Btandard 1 led Nuclear Unit Power Plan y 
79/04/30 4pp 

DOCKET aTN-9 0-405 QTERLINO POWER PROJECT NUCLBAR^^UNIT 1 
A"~Appucadon/con*truction 

7909190393 BUbmlts revised t.*tlno^b°todlne'’"'* 

amending Tech Spec* for charcoal filter testing b loain# 

removal equipment operability , . . ta/n^/na 24nD 

HII.KEN3.P C Rochester Oas b Electric Corp, 79/03/08 84pp 

0 Adjudicatory correspondonee 

7909230497 Licensee'* r»ipon** to ALAB-909,Urea* A8LAB to conclude that 

intervenor* have not re 

(Igniflcance In Porkln* record b that hoalth offo 

Rn^aaa are de minimi* b do "f* $“^*^*79/54/09* 80pp 

LAZBONiL.K LoBoeuf, Lambi Lolby b MacRaa 79/0 h 

7909890473 Urg** withdrawal of CP or remanding sUe* 

i**ue to A0L.B. Contest* A8LAB interpretation of "obviously 
•uperior" *td. Certificate "f Bve encl, - jq „ 

REINERTiB, Ecology Action of Oswego, 79/04/09. PP 

^ .. j 790411, for NRC to fn* memo, per 

7909830678 Order* •» tens Ion, until 79041 »r ror 

2H?2Sfa":"^ffic. of the socr.t.ry of th. CommlssUn. 79/04/10. 

Ip. 

7909110418 Response J*/''-^®"®°2ti*of*avc enclV*''* *' *** 

ic?STSr:;'‘Fr* ’'s^wnSroivuton. 79/04/11 aspp, 

7MS150M3 '"“'“'J'" * 

BOHJNKIfB, H. Branch 3, 79/04/11. ip 


7903150074 Licensee's reply brief to Ecology Action of Oswego's 790409 
opening brief NRC should dismiss Action's petition for 
review as having been Improvldently granted Certificate of 
8ve end ^ , 

VOIOHT, H H , MCBRIDE, H F , LARSON, L R LeBoeuf, Lamb. Leiby b 
MacRae 79/04/24 I4pp 

7905310203 Reply to Initial briefs re appeal of ALAB-502 Neither 
applicant nor NRC has made convincing argument for 
accepting ASLA8 interpretation of “obviously superior * 

Certificate of Svc end 

REINERT, 8 Ecology Action of Oswego 79/04/24 opp 

7905140332 Notifies of consolidation of five intervenor groups re redon 
•missions Issue Parties have until 790325 in which to file 
for summary disposition , - , To/rta/om 

DUFLO.M E Atomic Safety and Licensing Appeal Panel 79/04/25 

13pp 

1 Flnanda 1 information 

7905040093 Forwarde "Annual Financial Rept 1978" for Rochester Oas b 
Electric Co, Central Hudson Oas b Electric Co. Niagara Mohawk 
Power Corp, b Orange b Rockland Utils Repts avallabla In 

Centrals Files only . ^ r, la/nKjM ts 

THOMAS, E B LeBoeuf, Lamb, Leiby b MacRae 79/05/02 IP 


J Iniurane# b indemnity information 

7905070497 Confirms Increased l‘«ttllty } 

Bolides NF~l,a9< 43, 76,83, 100, ill, 140, 146, 151, 161. 164, 170. 

173? 174. 178. 179, 190, lS2i 185, 186, 187, 188, 189, 192. 

197 . 198, 200, aOt , 804. 206, 807, 808, 210, 218. 814. ai*' | 

QUATTROCHHI, J American Nuclear Insurers 79/05/01 Ip 

7905070582 Confirms increase In *'«i2**s3^S4°53' 56? 

policies MF-88, 26. 89, 38, 39, 44, 46, 47, 49, SO, 51. 52. 53. 54. 53. 56 

57, 58, 60, 61. 64, 66, 67, 68, 69, 70. 71, 72, 74, 76. 77, 78. 79. 00, 86, B7. 

SSiSi2;i.’n «».< gnd.r..U.r. 7«0,/01 

IP. 

Q. inspection reports, IE_»vlletlns_bjorrespondence 

7905010146 Forwards IE Info Notlc. 79-06, "Stress Analysis of 

oS!eR?r5‘*‘*V.ilab®l" Philad.lphia, Offic. of the Director 
79/03/83 Ip 

7903020111 Forward. IF Bulletin 

Director 

79/04/11. Ip 

7905080360 Forward. IE Bulletin 79-07, "Seismic Stress Analysis of 



79/04/14. Ip 

7905040104 Forwards IE Bulletin 79-060- "R.vl.w^of Operational Error, b 
I^USJri.‘*'''"*SiSlon*H‘pdt-ddpd.. OMlce of U. Director 
79/04/14, Ip 

7905040899 Forward. IE Bulletin 79-08, "^vef ! 

wIeR.bT” of th. Director 

79/04/14 Ip 

SSlERyS^H penion Phn.d.lphta, Offic. of th. Director. 
79/04/17 Ip 

?SU!"V >■ "" 

79/04/18 Ip 
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S Reportable occui rente*. LERs tr related carreepondence 


7^05310411 Withdrau* initial notification of loportable deftclencv In 
eafety analyili methodol 09 i| for certain einjle dropped 
control rod events Vendor 1 kr of notification on 790410 
end 

PETRICK. M A Snupps-Standardiied Nuclear Unit Pouier Plant System 
79/04/26 3pp 


— 7905310418 Cenflrms 790326 telton to H Tbornborg re reportable 
deficiency in safety analysis methodology for certain single 
dropped control i od events 

ANDERSON. T H West 1 iighoose Electric Corp 79/03/30 2pp 


7905070649 Forwards deficiency rept "Final flept On Presspriier Support 
Anchor Bolts" for SNUPPS units 

PETRICK. N A Snupps-Standardt »cd Nuclear Unit Power Plant System 
79/05/01 app 


— 7905070650 "Final Kept on Pressurlter Support Anchor Bolts'* for SNUPPS 
units Anchor holts did not have adequate length to get full 
thread grip for two heavy hex nuts Design drawings revised 
mULEfiiC L Snopps'Standard lied Nuclear Unit Power Plant System 
79/04/30 4pp 


DOCKET STN-50-4S6 Calloway Pla..t. Unit 2 


A App 1 ication/constructi on stage 


0 Adjudicatory correspondence 


7905160410 Requests consideration of forthcoming motion to show cause 
seeking order for review of portion of EIS which omitted ref 
to Impact of transmission lines on migrating patterns 
OCHSTEIN.DS Missouri. State of 79/03/10 Ip 


H Oeneral correspondence 


7905030ai0 Responds to 790307 request ro 1 tr from R Laof Forwards 
"Summary of Progress of Callaway Plant" b "Reactor Licensing 
Process *' Latter not oncl 

COSSICK.L Y Office of the Executive Director for Operatloni 
79/04/10 3pp 


— 7903030212 Requests response to R Lauf Itr if inquiry re NRC 
Involvement w/plant 

EACLETOM. T F Senate 79/03/07 Ip 


0 Inspection reports. IE Dutletliia t, corr espondcnce 


79OSOIO260 Forwards IE Info Notice 79-06. "Stress Analysis of 
Safety-Related Piping " 

KEPPLER.J 0 Region 3. Chicago, Office of the Blroctor 79/03/33 

Ip 


79OSO4OO50 Forwards It Info Notice 79“07i "Rupture of Radwaste Tanks " 
KEPPLER.J C Region 3, Chicago. Office of the Director 79/03/26 
IP 


79OS0300SB Forwards IE Bulletin 79-06, "Review of Operational Errors b 
8ys Hisal Ignments Identified During TKI Incident." 

KEPPLER.J C Region 3. Chicago. Office of the Director. 79/04/11. 
IP 


7905010610 Forwards IE Bulletin 79'-06A. "Review of Operational Errors it 
Sys Hisallgnmeots Identified During TNI Incident " 

KEPPLER. J O Region 3, Chicago. Office of the Director 79/04/14, 
IP 


790S040438 Forwards IE Bulletin 79-063, "Review of Opcretlonal Errors k 
Sys Misalignments Identified During TMI Incident " 

KEPPLER.J O Region 3. Chicego, Office of the Director. 79/04/14. 
IP 


7905040461 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping “ Licensee action required. 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/04/14. 
IP 


790S04039S Forwards IE Bulletin 79-081 "Events Relevant to Bolling 
Meter Pauer Reactors tdenttfled During TMI Incident " 

KEPPLER.J 9 Region 3, Chicago, Office of the Director. 79/04/14 
tP 


790S010403 Forwards IE Info Notice 79-10. "Nonconforming Pipe Support 
Struts " 

KEPPLER.J. C Region 3, Chicago. Office of the Director 79/04/16 
Ip. 


7905030249 Forwards IE Bulletin 79-09. "Failures of OE Type AK-8 
Circuit Breaker in Safety-Related Sys " Licensee action 
required 

KEPPLER,J 0 Region 3, Chicago. Office of the Director 79/04/1? 
•p 


79030B05I3 Forwards IE Bulletin 79-03B, "Nuclear Incident at 
THl-Suppl " 

KEPPLER.J 0 Region 3, Chicago. Office of the Difector 79/04/21- 
>P 

7905310411 Ulthdraws Initial notification of reportabla deficlencii In 
safety analysis methodology for certain single dropped 
control rod events Vendor Itr of notification on 790410 
eficl 

PETRICK. N A Snupps-Standard 1 led Nuclear Unit Power Plant Bystia 
79/04/26 3pp 


— 7905310416 Conflrois 790323 telcon to H Thornburg re reportable 
deficiency in safety analysis methodology for certain tingle 
dropped control rod events 

ANDERSON. T M Uestinghouse Electric Corp 79/03/30 2pp 


7909070649 Forwards deficiency rept "Final Rapt on Preseurlitr Support 
Anchor Bolts" for 8NUPP6 units 

PETRICK. N A Snupps-Standard lied Nuclear Unit Power Plant Syttea 
79/05/01 2pp 


— 790S070650 "Final Rept on Pressurlier Support Anchor Balts" for BiWPPS 
units Anchor bolts did not have adequate length to get full 
thread grip for two heavy hex nute Design drawings revised. 

MILLER. C L Bnup^s-Standard 1 zed Nuclear Unit Power Plant Bystia 
79/04/30 4pp 


DOCKET 8TN-30-48B PERKINS NUCLEAR STATION. UNIT 1 


O Adjudicatory correspondence 


7905300099 Applicant's reply to tntervonors ' further supplemental 
proposed finding of fact h conclusions of law Certificate of 
8vc end. 

HCOARRV, J M Duke Power Co 79/03/21. 22pp. 


7905300036 NRC opposes Intervenor* ' 790121 motion to reopen record to 
consider reactor safety study, geology, seismology, fo-undatlon 
it hydrology. Recommends motion be denied as lacking basis In 
law 6 fact. Certificate of 8vc end 
BARTH, C A Branch 3 79/03/26 9pp 


7905010115 Forwards request for Board notification re nonsafety-gradf 
equipment to mitigate transients 
SCtNTO.J. F Meanings Division. 79/04/02 31pp 


— 790SOIO186 Board notification' staff assoiimont re nonsaf ety-gride 
equipment to mitigate transients 

VASSALLDiO B. Assistant Director for Light Mater Reactors 
79/03/39 3pp 


— 790301019a Board notification recent issue on nonsaf aty-grade 
equipment to mitigate transients. More Info is required. 

TEDESCO, R L Assistant Director for Reactor Safety. 79/03/16 

3pp 


7905240635 Forwards Vollmar 760232 memo ra behavior of Iodine during 
postulated steam generator tube rupture accidents, 

BARTH.C. A Branch 3. 79/04/09 Ip 


7905230099 Forwards nemo discussing info re behavior of iodine dvrlnp 
postulated steam generator tube rupture eeddents, 

BARTH, C A. Branch 3 79/04/10 ip. 


7905020103 Responds to 790402 telegram re proposed facilities RsswIU 
of NRC anelysis of TMI Incident will be forwarded when 
available. 

YORE. T R Atomic Safety and Llcenalng Board Panel. 79/04/17. If 


— 7905020149 Requests proposed licensing of facility be held up. finding 
NRC eisessmcnt of TMI 

NEAL, 8. L. House of Rep. 79/04/02. Ip 


7905290475 Opposee Intervener*' 790305 motion to reopen record li deler 
indeflnltoty issuance of initial daclston on generic safety 
issue consldaratlans Certificate of 8vc and, 

MCOARftV.J M. Duke Power Co 79/04/18. Opp 


7905240667 fiequesti temporary moratorium on Hconslng'of nuclear 
plantiiln light of TMI incident 

PERKIKSiL r HARRIS, P . BERECHER. J. Affiliation Unknown. 79/04/30 
4pp. 
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4 Incuranca indemnlfeu informatrlon 


7903070497 ConTlrm# lncr«a««d liability limit to *124,000.000 for 
poUclai NF“J. S2S, 43, 7A< 03, 100, 111, 140, 146, 131, 161, 164, 170, 

173i 174, 170. 179. 100, 102, IBS, 106, 107, 108, 189, 192, 193, 194, 193, 
197. 190, 200. 201. 204, 206, 207, 208, 210, 212, 214, 213, 1. otbar* 
aDATTRaOHHI. Amarlcan Nuclaar Imuran 79/03701 Ip 


7903070302 Confirm Increaae in liability limit to *36,000,000 for 
policial MF~22, 26,29,30,39, 44,46,47,49, 30, 31, 32, 33,34,33,36, 

37, 50, 60, 61.64, 66, 67, 60, 69, 70, 71, 72, 74, 76, 77, 70, 79, 00,86, 07, 
80,90,91.92.93,94,93 t< 96. 

floaERTO, 0, M. Mutual Atamlc Energy Liability Undarurtten 79/03/01 

Ip 


0> In,a|i«ction rvparti, IE Bulletlni St correepondenca 


7903010103 Farwardi IE Info Notice 79-06, ''Stresi Analyilf of 
Saf aty-nalatad Piping " 

O'SEILLTiJ P Baglon 2, Atlanta, Office of the Director 

79/03/23, 2pp. 


“-79OSO1O190 Board notification recant liiut on noniafity-grada 
equipment to mltlgata tramienti Kora info 1« required 
TEDE8CD, R L Afilitant Director for Reactor Safety 79/03/16 
3pp 


7903240635 Forwardi Vollmer 760222 memo re behavior of iodine durlftg 
poitulatcd iteam generator tube rupture accldenti 
BARTH.C A Branch 3 79/04/03 Ip 


7903230099 Forwardi memo dlicustlng Info re behavior of iodine during 
poitulated (team generator tube rupture accldenti 
BARTH, C A Branch 3 79/04/10 ip 


7903020103 Reipondi to 790402 telegram re propoied facHitlei Retulti 
of NRC analyiii of THI incident will be forwarded when 
avellable. 

YORE, T R Atomic Safety and Llcenilng Board Pantl 79/04/17 Ip 


— 7903020149 Request! proposed licensing of facility bs hald up, pending 
NRC assessment of THI 

NEAL, 8 L House of Rep 79/04/02 Ip 


7903030301 Forwards IE Info Notice 79-07, "Rupture of Raduaite Tanks " 
0'REtLl.Y, J. P, Region 2, Atlanta, Office of the Director 
79/03/26 2pp 


7903290475 Opposes Interveners' 790305 motion to reopen record It defer 
tndefinttaly Issuance of initial decision on generic safety 
issue considerations Certificate of 6ve end 
MCOARRY.J M Duke Power Co 79/04/18 Spp 


7903040103 Foripardi IE Oullotln 79-06B, "Review of Operational Errors It 
8yi Misalignments Identified During THI Incident " 

O'REILLY, J. P Region 2, Atlanta, Office of the Director 

79/04/14 2pp. 


7903040266 Forward! IE Bulletin 79-07, '‘Seistitie Stress Analysis of 
Safety-Related Piping " License# action required 
O'REILLY. j P Region 2, Atlanta, Office of the Director 

79/04/14 2pp 


4 Insurance L Indemnity Informetlon 


7903070497 Confirms Increased liability limit to *124,000,000 for 
policies NF-l,a3, 43, 76, 03, 100, 111, 140, 146, 131, 161, 164,170, 

173, 174, 178, 179, 180, 102, IBS, 106, 187, 108, 189, 192, 193, 194, 193, 
197, 198,200,201,204, 206, 207,200. 210, 212,214, 213. ti others 
QUATTROCHHI, d American Nuclear Imurere 79/03/01 Ip 


7903040346 Forwards IE Qullatln 79-08, "Events Relevant to Bolling 
Hatap Power Reactors Identified During TMI Incident " 

O'REILLViJ P Region 2, Atlanta, Office of the Director 

79/04/14. Ip 


7903070302 Confirms increase in liability limit to *36,000.000 for 
pollcis* I1F-22, 26, 29, 30, 39, 44, 46, 47, 49, 50, 31, 32. S3. 34, S3. 36, 

57, 38, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74. 76, 77- 70- 79, 00, 06, 07, 


00,90,91,92,93,94,93 6 96 

ROBERTS, D.M Mutual Atomic Energy Liability Underwriters 

Ip 


79/03/01 


7903010336 Forward* IE Info Notice 79-10, "Nonconforming Plp* Support 

O^REILLV. J. P Region 2, Atlanta, Office of the Director 

79/04/16 Ip 


7900030133 Forward* IE Bulletin 79-09, "Failure* of OE Type AK-2 
Circuit Breaker in Safety-Related 8ye " Licensee action 

0*ReIuLY, J P Region 2, Atlanta, Office of the Director 

79/04/17 ip 


7M30204S3 Forwards IE Bulletin 79 - 06 A.Roviilon 1, "Review of 
Oparatldnat Errors tf By* Misalignments Identified During TMI 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/04/10. 2pp 


0. Inspection reports, IE BuUstins 6 correipondencs 


7903010103 Forwards IE Info Notice 79-06, “Stress Analysis of 
8af e ty-Ra lated Piping " 

O'REILLY, U P Riglon 2, Atlanta, Office of the Director 
79/03/23 2pp 


7903030301 

O'REILLY, 

79/03/26 


Forwards IE Info Notice 79-07, "Rupture of Radwaste Tanks " 
j p Region 2, Atlanta, Office of the Director 
2pp 


7905040185 Forwards 
8yt Hiialignmenti 
O'REILLY, J P 
79/04/14 2pp 


IE Bulletin 79-06B, “Review Of Operational Errors 
Identlflid During THI Incldant " 

Region 2, Atlanta, Office of the Director 


l> 


B Reportable occurrences, LERs I. related 


7903110203 Board notification' Seabrook refueling water storage tank 
8CINT0. j'^^'llearings Division 79/03/29, 30pp 


DOCKET aTM-30-4D9 PERRIN9 NUCLEAR STATION , UN IT g 
0. Adjudicatory correspondence 


7903300099 Applicant's rep 
proposed finding of fact 
8vc and. 

MCOAflRYiJ. M Duke Power 


ly to Intervenor* 
1, concluilons of 

Co 79/03/21 


' further supplemental 
law. Car tif Icate of 

22pp. 


l 4 kvilt'olciDiJ R*cinnm#nd» motion bt dsniod «« ck 9 

uw k fact. Certificate Bv« 

9AltTH4C K Branch a* 79/03/2*. 9pp, 

7903010113 Forward, request fur Board notification ra nonsaf aty-gr.d. 

•qulpnent to mltlgata 70 / 04/02 31pp. 

BCINTOiJ F Hearing* Dlvlaion. 79/04/02 pp 

-7903010156 Board notification' staff assessment re non.afety-grad. 

79/03/29, app. 


'03040266 Forward. IE Bulletin 79-07. “Seismic Stress Analysis of 
nafstu-Rslated Pining " Llesnsee action required 
0 *rI.ILLy’o P R.ginn 2, Atlanta. Offica of the Director 


13040346 Forward. IE Bulletin 79-00, “Event. Rejov.nt to Boiling 
later Power Reactor* Identified During TMI Incident 
1 're^LLy!^* P Region 2, Atlanta, Office of the Director 


7903010336 Forward. IE Info Notlc. 79 -iO, "Nonconforming Pipe Support 

O'REILLY. U P Region 2. Atlanta, Office of the Director. 
79/04/10. Ip 


5030133 Forwards IE Bull. tin 79-09, 

ircuit Breaker in Bafety-Relaked Bg* “ t-lcenie* action 
'REiL^Ylu P. Region 2. Atlanta, Offica of the Olrtctor 


79/04/10 apf 
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8 Rapartabla oceurrpfic vtr LERt & rclitfd corrttpondtnc* 


7905110S03 Board notridieation Seabrook radutllng uiatar atoraSB tank 
daclgn daf (clones 

SCINTOiJ Mearlnga Divlaion 79/03/29 30pp 


DOCRET BTN-SO-490 PERKINS NUCLEAR STATIONj UNIT 3 


0 Adjudicatory corrospondsnee 


7905300099 App 1 leant 'f raply to intervanor* ' furtkar luppleroantal 
propoiad finding of fact & coneluaioni of lau Certlflcata of 
8vc and 

HCOARRY.U M Ouka Pouar Co. 79/03/21. 22pp. 


79033O0056 NRC oppoaas Intarvarori' 790121 motion to raopan racord to 
coniidar reactor aafaty s tudyr geology t •aisniDiagyt foundation 
k hydrology Racommendi motion be denied aa lading baelt in 
lau ti fact Certificate of Bve end 
BARTHiC A Branch 3, 79/03/26 9pp 


7903010115 Foruards rai^uait for Board notification re noniafety-grada 
a(iulpmant to witigata tranilenti 
SClNTQi J F Hearings Dlvlilon 79/04/02 31pp 


— 790S010156 Board notification itaff aieetsment re noneafaty-grade 
eRuipmant to mitigate tranelantf 

VASSALLOi 0 8 Aistitant Director for Light Hater Reactors 
79/03/29 2pp 


— 790S01019B Board notification racent litut on. noneaf ety-grada 
equipment to mitigate transients More info is required 
TEDESCOiR.L Assistant Director for Reactor Safety 79/03/16 
3pp 


7903240633 Foruards VoJ Irter 790223 nemo ra behavior of iodine during 
postuletad steam generator tube rupture accidents, 

BARTH.C A Branch 3 79/04/03 tp 


7903230099 Foruards memo discussing info re behavior of iodine during 
postulated steam generator tuba rupture aeddente 
BARTHrC A Branch 3 79/04/tO Ip 


7903020105 Responds to 790402 telegram re proposed f ad 1 1 1 lee, Resul ts 
of NRC analysis of Till incident ulll be foruardad uhen 
avai table 

YORE. T R Atomic Safety and Licensing Board Panel 79/04/17, Ip 


— 7903080149 Requests proposed licensing of facility be held up. pending 
NRC assessment of TMI. 

NEAL. 8 L. House of Rep 79/04/02 Ip 


7903240667 Requests temporary moratorium on licensing of nuclear 
plants, in light oP THt incident 

PERKINQ.L . HARRIS. P . 0BRECHER. J Affiliation Unknown 79/04/30. 
4pp. 


J Insurance fc indemnity information 


7903070497 Confirms Increased liability iiinlt to 4124. OOOi 000 for 
policies NF-t,S3. 43, 76, 83. 100, 111, 140. 146. 131, 161. 164, 170, 

173, 174, 178, 179. ISO, 182, 183. 1B6. 197, 188, 189, 192, 193, 194. 193, 

197. 198, 200, 201. 204, 806, 207, 20B, 310, 218, 214, 21S, 6 others. 
QUATTRDCHHI, J American Nud ear Insurers 79/03/01 Ip. 


7903070382 Confirms Increase In liability limit to 436,000,000 for 
policies HF-22, 86, 29,38, 39,44, 46.47, 49,30,31, 32, S3, 34, 35,36, 

37, 58, 60, 61,64, 66, 67, 6S, 69, 70, 71. 72, 74, 76i 77, 78, 79, BO, 86, 87, 

BB, 90, 91. 92, 93, 94. 73 6 96, 

ROBERTS, 0, M Kutual Atomic Energy Liability Undcrur Iters, 79/03/01 
Ip 


0. Inspection reports, IE Bulletins 6 correapondence 


7903010103 Forwards IE Info Notice 79-06i “Stress Analysis of 
Safaty'Ra lated Piping " 

O'REILLY, J P, Region 8, Atlanta, Office of the Dlrictor 

79/03/23. 2pp, 


7908030301 Forwards IE Info Nbtica 79-07, “Rupture of Raduasta Tanks “ 
O'REILLY, J P Region 8, Atlanta, Office of the Director 
79/03/26 2pp, 


7903040183 Forwards IE Bulletin 79-06B, “Review of Operational Errors fc 
Byi Misalignments Identified During TMI Incident " 

O'REILLY, 0 P. Region 2, Atlanta, Office of the Director 
79/04/14. 8pp. 


7905040266 Foruards IE Bulletin 79-07, "Salimle Stress Analysts cf 
Safety-Related Piping “ Licensee action required 
O'REILLY, 3 P Region 2, Atlanta, Office of the Director. 
79/04/14 2pp 


7903040346 Forwards IE Bulletin 79-08, “Events Relevant to Bailing 
Hater Power Reactors Identified During TMI Incident. " 

O'REILLY, 3 P Region 2, Atlanta, Office of the Director 
79/04/14 ip 


7905010336 Forwards lE Info Notice 79-10, "Nonconforming Pipe Bviacrt 
Struts " 

O'REILLY, vl P Region 2, Atlanta. Office of the Director 
79/04/18 tp 


7903030133 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Breaker In Safety-Related Sys " Licensee action 
rtqulred 

O'REILLY, 3 P Region 2, Atlante, Office of the Director 
79/04/17 ip 


7903020433 Forwards IE Bulletin 79-06A, Revls Ion i, “Review of 
Operatlonai Errors & Sys Misalignments Identified During THI 
Incident '' 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/10 8pp. 


S Reportable occurrences, LERs ti related correspondence 


7905110203 Board notification Seabrook refueling water storage tasl 
design deficiency 

SCINTOiJ Hearings Division 79/03/29 30pp 


DOCKET 8TN-30-491 CHEROKEE NUCLEAR STATION, UNIT 1 


0 Adjudicatory correspondence 


7903000339 Forward! DF Russ memo re accumulator characteristics 
identified during study of £CCS performance 
BARTH.C A Branch 3. 79/04/03 2pp 


—7903080361 Discusses aspects of LOFT tests ri accumulator dsltvsry 4 
offset on ECC8 performance Participant! having approved 
licensing models should provide addl relevant info 
ROSS, D F AisHtent Director for Reactor Safety 79/O4/0J 
3pp. 


7903090147 Forwards memos discussing problems etperlenced In connsitlsn 
w/pipe support base plate design. 

BARTH.C A Branch 3 79/04/03 2pp 


— 7903090130 Forwards 7B092S Board notification pipe support bait plel* 
design. Requests notification of dicislon as to whether 
licensing boards will be notified. 

BGINTC, J F Office of the Ececutlve Legal Director 70/10/11 
Ip, 


7903240730 Forwards memo re behavior of iodine during poStulatid ileam 
generator tube rupture accidents 
BARTHrC. A Branch 3 79/04/05. Ip 


790SS90193 Forwards memo re sabotage of spent fuel NRC asseisaint of 
significance of info will be forwarded to Board whan 
available 

BARTH.C A Branch 3. 79/04/03 2pp 


7903330061 Response filed par ALAB-S09 Perkins Licensing Board's use o! 
de minimus theory was appropriate 6 in compHence 
w/applicable law Certificate of 8vc end. 

MCOARRY, J M. Duke Power Co. 79/04/09 llpp 


7900110418 Response to ALAB-S09 re radon emltslont (< do minimus Iheerg 
from Perkins record Certificate of Sve end 
SCINTOi J. F Kaarlngs Division 79/04/11. 4Spp 


7903140519 Response to 790404 brief of Philadelphia Electric Cq.PBEbO 4 
Atlantic City (NU> Electric Co re de minimus theory. 

Certificate of Sve end 

KEPFORD.C R Citizens for Safe Environment 77/04/11. flpp 


7905140332 Notifies of consolidation of five intarvenor groups re radon 
emissions issue Parties have until 790525 In which to file 
for summary disposition. 

DUFLO. K E Atonic Safety and Licensing Appeal Panel 79/04/23 

t3pp, 
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& indfinntty information 


Confirm* Incroaie in llahilitij limit to t3&i000i000 for 
► m KF-a2, 26. 29, 38, 39, 44, 46, 47i 49, 90, 91, 92, 93, 94, 99, 96, 

61. 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 78, 79, 80, 86, 87, 

J . 92. 93, 94, 99 U 96 

‘'DM Motoal Atomic Energy Liability Undarur Iteri 79/09/01 


DOCKET 8TN-90-492 CHEROKEE NUCLEAR STATION, UNIT 2 


0, Adjudicatory cerreepondtnce 


7909080399 Forward* DF Roit memo r« aceuffliulator charac terlitlei 
Identified during study of ECCS performane* 

BARTH.C A Branch 3 79/04/09 2pp 


■tlon report*, IE Bulletin* 6 correspondence 


Forward* IE Info Notice 79-06, ‘‘Stress Analysis of 
'^elated Piping *' 

-V< j p Region 2, Atlanta, Office of the Director 
2pp 


Forwards IE Info Notice 79-07, "Rupture of Raduaste Tanks." 
-V,jp Region 2, Atlanta, Office of the Director 
2pp 


Act receipt of IE Inap Rept* 90-491/79-09, 90-492/79-09 t. 
'■>■•7-09 on 790227-0302 No proprietary info 
C., Duke Power Co 79/04/06 ip 


Forwards IE Insp Rept* 90-491 /79-09, 90-492/79-09, »i 
9'S3/79-09 on 790227-0302 No noneomp 1 lane* noted 
HV. C E Region 2, Atlanta, Reactor Construction A 

'b'Beiring Support Branch 79/03/30 2pp 


3^32 IE imp Rept* 90-491/79-09,90-492/79-09 ti 90-493/79-09 On 
37— 0302, No noncompliance noted Kajor areas Inspected, 
t ptantirebar storage, concrete procedure*, spec*, record * 
ting controls 

t^pJ.R I BRYANT, J C Region 2, Atlanta, Reactor 

bs'uction b Engineering Support Branch 79/03/27 9pp 


7905090147 Forwards nemos discussing problems siperlsnced in connection 
w/ptp* support base plate design. 

BARTH, G A Branch 3 79/04/09 2pp 


—7909090130 Forwards 780928 Board notification pipe support base plate 
design Reguests notification of decision as to whether 
licensing board* will be notified 

SCINro,J F Office of the Executive Legal Director 78/10/11 
ip 


7909240738 Forward* nemo re behavior of iodine during postulated stean 
generator tuba rupture accidents 
BARTH.C A Branch 3 79/04/09 Ip 


7909290199 Forwards memo re sabotage of spent fuel KRC assessment of 
significance of info will be forwarded to Board when 
> available 

BARTH.C A Branch 3 79/04/09 2pp 


7909290061 Response filed per ALAS-909. Per k in* Licensing Board's use of 
do minimus theory was appropriate 4. in comptlane* 
w/apptlcable law Certificate of 8vc snel 
KCOARRV.J H Duke Power Co 79/04/07 llpp 


7909I1041B Response to ALAB-909 re radon amissions ta dc minimus theory 
from Perkins record Certificate of 8vc end 
8C1NTQ, J F Nearing* Division 79/04/11 49pp. 


as Forwards IE Bulletin 79-96Br "Review of Operational Error* fc 
aaslignments Identified During TNI Incident " 

— V, J.P, Region 2, Atlanta, Office of the Director 
I A 2pp 


7909140919 Response to 790404 brief of Philadelphia Electric Co,PSEt,0 t< 
Atlantic City (NJ) Elictric Co re de minimus theory. 

Gsrtificate of 8vc snci 

KEPFORD.C R. Cltlien* for 6afe Environment 79/04/11 8pp 


£,!3 Forwards IE Bulletin 79-07, "aetsmlc Stress Analyusls of 

-Related Piping " License* action required 

~Yr J P Region 2, Atlanta, Office of the Director 

1 4 2pp 


S>& Forward* IE Bulletin 79-07, "Seismic Stress Analysis of 
— Related Piping “ Licensee action requlrsd 
L.V< J P Region 2, Atlanta, Office of the Director 
14. 2pp 


4&' Forwards IE Bulletin 79-08, "Event* Relevant to Bolling 
Power Reactors Identified During TMI Incident " 

LY, J P Region 2, Atlanta, Office of the Director 

14 Ip 


7909140332 Notifies of consolidation of five intervenor groups re radon 
amission* issue. Parties have until 790929 in which to file 
for summary disposition. 

DUFLO,H E. Atomic Safety and Licensing Appeal Penal. 79/04/29 
I3pp 


J Insurance U Indemnl ty Inf ormat ion 


7909070SB2 Confirms increase In liability limit to 136,000,000 for 
polic te* NF-22, 26, 29,38,39, 44, 46, 47, 49, SO. 91, 92, 93, 94, 99, 96, 

97, 98, 60, 61, 64, 66, 67, 68, 69, 70, 71, 72, 74, 76, 77, 70, 79, 80, 06, 87, 
88,90,91,92.93,94,99 l< 96. 

ROBERTS.D.H Mutual Atomic Energy Liability Underwriter* 79/OS/Ol 

Ip 


Forwards IE Info Notice 79-10, "Nonconforming Pip* Support 

UYtJ P Region 2, Atlanta, Office of the Director. 

IQ Ip 


S3 Forward* IE Bulletin 79-09, "Failures of OE Type AK-2 
t Breaker In 8af ety-Rcleted 8y* " Licensee action 
e d . 

..Vj J P Region 2, Atlanta, Office of the Director 

IT". app. 


<93 Forward* IE Bulletin 79-06A, Revi* ion 1, "Revlsw of 
1 oTtal Errors & Bys Misalignments Identified During TMI 
rs 6 *' 

^V'U.P. Region 2, Atlanta, Office of the Director 
2pp 


0. Inspection report*. IE Bulletins correspondence 


7903010396 Forwards IE Info Kotlct 79-10, "Nonconforming Pipe Support 
Struts " 

O'REILLY, J. P, Raglan 2, Atlanta, Office of the Director 
79/04/18 Ip 


7903010183 Forwards IE Info Notice 79-06, "Strese Analysis of 
Safety-Related Piping '' 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director 
79/03/23 2pp 


7903030301 forwards IE Info Notice 79-07, "Rupture of Raduaste Tanks." 
O'REILLY, J P Region 2, Atlanta, Office of the Director. 

79/03/26, 2pp, 


aO Aek receipt of IE Insp Rept* 90-491/79-07, 50-492/79-07 1« 
/■7'9-07 on 790320 fa 23 No proprietary info 
, tt. Duke Power Co. 79/04/29, Ip, 


CpSSaS Forward* IE Insp Rept* 30-491/79-07,30-492/79-07 fa 
Y3/'79-07 on 790320 fa 23. No noneomp 1 ianct noted 
plV, C E. Region 2, Atlanta, Reactor Construction fa 
rs«»ring Support Branch 79/04/09. 2pp 


£>8137 IE Insp Rapti 90-491/79-07,90-492/79-07 fa 90-493/79-07 on 
9O fa 23, No noncompl ianca noted. Major areas Inspseted 
^dura* for erection of containments, ste* 1 structures fa 
^r'ts, erection work fa quality records 
, faf B Region 2, Atlanta, Office of the Director 
|s|Ti U C Region 2, Atlanta, Reactor Construction fa 

fi««ring Support Branch. 79/04/06 6pp 


7909230699 Ack receipt of IE Insp Rept* 80-491/79-09,90-492/79-09 & 
90-493/79-09 on 790227-0302, No proprietary Info. 

DA1L,L.C. Duka Power Co 79/04/06 Ip 


—7909230726 Forward* IE Insp Rapt* 90-491/79-09, 80-492/79-09, fa 
90-493/79-09 on 790227-0302. Ho noneomp 1 iance noted 
MURPHY, C.E Region 2, Atlanta, Reactor Construction fa 

Englnstrlng Support Branch. 79/03/30. 2pp, 


— 7909230792 IE Insp Repts 30-491/79-09,80-492/79-08 fa 90-493/79-03 on 
790227-0302 No noncompl ianca noted. Major area* inspected: 
batch p lant, rsbar storage, concrete procedures, space, records 
fa blasting control*. 

HARRia.J.R,. BRYANT, J.C Regions, Atlanta, Reactor 

Construction fa Engineering Bupport Branch. 79/03/27 8pp. 
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79030401S9 Faruardi IE Suilttln 79-0£B< "Raviatii of Gp«r«ttanal Error* & 
84 * Mtia llgnmant* tdontlfi«d During TNI tncldtnt " 

0 'AEILLTr J. P ftoglon 2i Atloniui Offica of th* Olrtetor 
79/04/14 2pp, 


790S040343 Porwards IE Bui Latin 79*-07i “Stlcnic Straat Analyuili of 
Safaty-Ralatad Piping “ Llcansta action ra^ulrad 
O’REIUY.J P Raglon 2, Atlanta. Offlca of tha DlraCtor 
79/04/14 2pp 


7709040266 Forward* IE Bullatln 79-07. "Saiinic Straai Analy*!* of 
Safaty'Ralatad Piping *' LicanfO* action ragulrad 
□ 'REtLl-Vi J P Raglon 2. Atlanta. Offic* of th* Olractor 
79/04/14 2pp 


790S04034A Forward* IE Bullatln 79-09. “Evant* Ralavant to Boiling 
Uatar Poutr Raactor* tdanttfind During THI Incidant " 

O'RElLt-ViJ P Ragion 2. Atlanta. Office of the Director 
79/04/14 Ip 


7903030193 Forward* IE Bullatln 79-09. "Failure* of OE Tgpa AK-2 
Circuit Braatar in Saf ety-Relatad 84 * '* Llcan*** action 
regulrad 

O'REILUViJ P Raglon 2. Atlanta. Offlca of th* Director 
79/04/17 Ip 


7909020493 Forward* IE Bulletin 79-0&A. Ravlslon 1. "Bavlaw of 
Operational Error* & By* Niiallgnnentt Identified During THI 
Incident " 

O'REILLY. J P. Region 2. Atlanta. Offlca of the Olractor 
79/04/10 2pp 


7909240920 Act receipt of IE Inap Rept* 90-491/79-07,30-492/79-07 fc 
90-493/79-07 on 790320 «c 23 No proprietary Info 
OAIL.L C Duke Power Co 79/04/29 Ip 


—7905240929 Forward* IE Imp Rapt* 30-471/79-07.50-492/79-07 ti 
90-493/79-07 on 790320 & 23 Mo nonconp I lance noted 
HURPHY. C E Region 2. Atlanta. Raactor Conitructton b 

Enginearlng Support Branch 79/04/09 2pp. 


—7903240937 IE ln*p Rapt* 90-491/79-07.30-492/79-07 fc 30-493/79-07 on 
790320 It 23 No noncoatpl lanca notad Haior araa* ln«pactad' 
procadura* for aractlon of conta Inmaiit*. staa 1 itructura* & 
*upport*. araction work I. quality records 
SUAN.if B. Raglan 2. Atlanta. Office of tha Olractor 
BRYANT. vl C Raglon 2. Atlanta. Raactor Construction It 

Englnaerlng Support Sranch 79/04/06 6 pp< 


DOCKET 8TN- 90-493 CHEROKEE NUCLEAR STATION, UNIT 3 


0 Adjudicatory corraspon-danca 


7903080399 Forward* DF Roa* insina re accunulator characttrlstlc* 
Idantlfled during study of ECC 8 parfornance. 

BARTH. C A Branch 3 79/04/09 2pp 


7903090147 Forward* manoa discussing problans esptrlancad in connection 
w/pipe support has* plait design. 

BARTH. C A. Branch 3 79/04/03, 2pp 


—7909090190 Forwards 760939 Board notification pip* support liai* plate 
daslgn-Raquast* notification of daclalon aa to whathar 
licensing board* will bt notified. 

SClNTOttl.F. Offic* of the Ettacutlv* L*gal Director 78/10/11 

»P 


7909240738 Forward* nano r* behavior of lodtna during postulatad steam 
generator tub* rupture Accident* 

BARTH. C A. Branch 3. 79/04/09 Ip 


7909290199 Forward* mama r* sabotaga of spent fuel NRC assessment of 
significance of info will be forwArded to Board when 
available. 

BARTH. C A Branch 3 79/04/09. 2pp. 


7909290061 Response filed per ALAil-9a9. Per kin* l^lcenslng Board'* u** of 
d* mlnlAUS thaory was appropriata It In compliance 
w/appllcable law Certificate of 8 vc and. 
ncOARRYitl H Duke Power Co. 79/04/09 11pp. 


7903110418 Response to ALA8-909 re radon anlealonf 4 dt mlnlmua theory 
from Perkin* record. Certlflcata of 8 vc end. 
eciNTO.J. P Hearing* Dlvltlon. 79/04/11. 49pp. 


7909140919 Respon** to 790404 brief of Philadelphia Eltctrlc C 01 P 6 EI 1 O tc 
Atlantic City <NJI Eltctrlc Co r* da minimus theory. 

Certificate of Bve and. 

KEPFORD.C R C It lien* for Safa Envlronaant. 79/04/11. Bpp. 


7909140332 Notlfl** Of consolidation of flv* Intorvonor group* n rafen 
amissions Issu* Par tits have until 790323 In which to fit* 
for summary disposition 

OUFLQ. H E. Atomic 8 af*ty and LI canting Appaal Panel. 79/04/29 
I3pp, 


J Insuranc* t Indemnity information 


7909070382 Confirms* incraasa in liability limit to 436. OOO. COO for 
pallet at HF-22.26. 29. 38,39. 44. 46, 47. 49. SO. Si, 92. 93, 94. S3, 56. 

97, SB, 60, 61, 64. 66 . 67, 68, 69, 70, 71. 72, 74, 76, 77. 78, 79, 80, B 6 . BT. 

88 . 90. 91,92.93,94. 99 tc 96 

AQBERTSi D H Hutual Atomic Energy Liability Underur Iters 79/09/Ot 
Ip 


7909010183 Forwards IE Info Notice 79-06. "Stress Analysis of 
Bafety-Ralatsd Piping *' 

O'REILLY. J P Raglon 2. Atlanta. Office of the Director 
79/03/23 app 


7903030301 Forwards IE Info Notice 79-07. "Rupture of Raduast* Tanli * 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/03/26 2pp 


7903230699 Aek receipt of IE Inep Repts 90-491/79-09.30-492/79-03 4 
90-493/79-03 on 790227-0302 No proprietory Info 
DAIL.L C Duke Power Co 79/04/06 Ip 


—7905230726 Forwards IE Insp Rept* 30-491/79-08. 9O-'49a/79-05. & 
80-493/79-03 on 790227-0302 No noncamp 1 iance noted 
HURPHY.C E. Raglon 2. Atlanta. Raactor Construction b 
Engineering Support Branch 79/03/30 2pp 


—7909230732 IE Insp Rept* 30-491/79-03.50-492/79-09 8 . 90-493/79-05 *6 
790227-0302 No noncompl lencs noted Major areas inspected 
batch plant, rebar storeg*. concrete procedures, specs, record* 
b blasting controls 

HARRIS, d R , BRYANT. J C Region 2. Atlent*. Reactor 

Construction I. Englnesrlng Support Branch 79/03/27 Spp 


790304O1BS Forwards IE Bullstln 79-06B, “Ravlaw of Oporatlonal Errm b 
By* Hlsallgnmsnts tdantifisd During THI Incident " 

O'REILLY. J P Region 2. Atlanta. Offlca of the Director 
79/04/14 2pp. 


7909040263 Forwards IE Bullstln 79-07. "Seismic Stress Anslyusls of 
aafety-Relatsd Piping. “ Llctnse* action raqulrad 
O'REILLY. J P Raglon 2, Atlanta. Offic* of th* Director. 
79/04/14. 2pp 


7909040266 Forwards IE Bullatln 79-07, "Seismic Stress Anelytlt of 
Safety-Rslatsd Piping " Ltesnsss action rsRulrsd 
O'REILLY, U P Rsglon 2. Atlanta. Offlca of tha Director 
79/04/14. 2pp 


7909040346 Forwerds IE Bulletin 79-08, "Event* Relevant to Balllnj 
Water Power Reactors Idantlfled During THI Incidant " 

O'REILLY, J.P Rsglon 2. Atlanta, Office of th* Director 
79/04/14. Ip 


7905010396 Forward* IE Info Notice 79 - 10 , "Nonconforming Pipe Supporl 
Struts *' 

D'REILLY, J P Rsglon 2, Atlanta, Office of the Director 
79/04/18 Ip. 


7903030193 Forwards IE Bulletin 79-09. "Failures of OE Type AK-2 
Circuit Brsaker In Safety-Related Sys. " Licensee action 
rsRutrsd . 

O'REILLY, J.P. Region 2. Atlante, Office of th* Director 
79/04/17 Ip. 


7909020493 Forwards IE Bullstln 79-06A, Revision 1. "Rsvleu of 
Operational Error* Ii Sys Misalignments Identified During THI 
Incident. " 

0 'REILLY. J. P. Region 2. Atlanta. Office of th* Director. 
79/04/18, Spp. 


7903240520 Ack receipt of IE Insp Rept* 90-491/79-07,50-492/79-07 * 
50-493/79-07 on 790320 b 23. No proprietary Info. 

DAIL.L C, Duk* Powar Co 79/04/29, Ip. 


—7903240923 Forward* IE Insp Rspt* 90-491/79-07,30-492/79-07 * 
90-493/79-07 on 790320 It 23 No noncompliance noted. 

MURPHY, C E. Region 2, Atlanta, Reactor Construction * 
Englnesrlng Support Branch. 79/04/09 2pp. 



DOCKETED ITEMS 


■”S 5 o^J £5 “-«l/79-t>7. S(l-«a/79-07 I, !10-«3/7,.07 „ 

7fa320 23 No noneompllonco notod Major araaa j **' 

r ’’• 9 *“" 2, Atlanta, DHice of tda Dirdcto). 

Enfllnaarlng Support Branch *“ 


DOCKET BTN-SQ-49S aWEB3AR~Pl 

«. corr.,pond.«e. 

«»»P«ndo to NRC 790184 Itr requattlng add I Info r« 

^T# I tmiiiAr ^ d>8fi0n Approval Forwardo lifit o# 

KENNeDri*?"'Bf ** 

KENNEOY.U. 0 Stona «. Hobstar Englnaarlng Corp 79/09/03 2pp 

‘’**««**«» •«t»n*ton ravlau ra prellmlnarg da«lgn approval, 
VoTnllrl 8MES8AR/RE8AR-41 doalgn coJlporJJ'to 

HOYDiR. e, nivUlon of Projoet Managamant 79/01/84 89 pp 

*■* Of 8WE88AR-PI through Amand 29 for prallnlnaru 
■CtICPtW. 0 Stona (< Wabitar Enginaaring Carp 79/03/14 4 pp 
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moH»n for o. tan. Ion of 

Cortlficato of "* «> «in^**«n.bl, 

*■ ®®*** NEWM«f.J B . CULP.R H 
Louan.toln.NiUflian.Bali.Ajelraii «c Toll 79/04/27 Spp 

H Oenaral corroipondenco 

”lnta?vontTail^It?M*‘ ;;P«'«ho-rln 9 Conf.ron.a Ordor Ruling Upon 
V? *■ 2 Rula. of Praetlea for 

uomtftlc Ulcan.lng Procaadlnps “ 

RVAN.C R Cttltani Concern. d About Nucloar Powar. Inc 79/04/10 

‘0 POJ* «-*4«»*t for “Pr.hoarlng Conf.ronca Ordar 
Ruling Upon fntarvention Patitlon.,'* it 'Part 2 Rula* of 
Practlco for Oomo.tlc Ulcon.ing Procoadlng* " Forward, 
rcquo.tod Info H/o and 

FELTDH, J H Oivi.ton of Rule, and Raeord. 79/04/24 Jp 

7908080408 Forward. Amand 5 to FSAR 

TURNER, E A Kou.ton Lighting it Powar Co 


79/03/04 3pp 


-7903080409 Amand 8 to FSAR 

• Hou.ton Lighting R Powar Co 


79/05/04 SOOpp 


^KET aTN-SO-498 SOUTH TEXAS PROJECT, UNIT 1 

**'«• << corro.pondonco 


» rwiwmus IIITD Hnivnii 9 TO rOftK COVI 

Proeoduro A040KPCCP-t4 i< QA vlbrof lotation tn.p ropt dtd 
7A03D3 

TURNER, E A Hou.ton Lighting ii Poutr Co 79/08/09 70pp 


mfchonlcd onglnoorlng, 

oino n •nglMorlng 8. sy. anotv.l., for raviou of FSAR. 

PARR, 0.1). Light Motor Reactor. Branch 3 79/04/13* I6pp. 


790'8300372 Raquait. add I info ra matallurgy to comp late review qf FSAR 
PARR.Q, 0 Light Hater Reactor. Branch 3 79/04/30 7pp 


M Antltru.t corre.pondonce 


7903180843 Forward. TX Util* Co t, .ub.idiar iei ' an.utr to MRC Initial 
Intarrogatorla. it requo.t. for production of doeunant. 

Ro.ervo. right* to file objection, it proioctivo order bofora 
790305 Cortlfieatc of Sve ancl 

SLICKEY.F K Hor.ham, For.gtho fc Saopal* 79/03/01 Ip 


7908240849 Nnttflcotlon of 790810 mooting u/utll In Bathe. da, HD to 
dlccua. fir.t round Ruo.tton. daoUng w/.oll 
.tucluro Iniaraction analysl. 

CICtTRA,E Light Water Reactor* Branch 3 79/03/04. 3pp 


F aacurity, fltadlcol, amargancy t< fir* protection plan. 


7909030934 Forward. Amand 1 to phy.lcal .acurltg plan Plan withhold 
Cra# 10CPR2 790) 

TURNER, E. A. Houaton Lighting it Power Co. 79/03/01 Ip. 


7903020232 Orant. 790317 motion by Public Util. Board of Brown.vl i to, TX 
.•ailing attan.lon., until 790330 it 790408, in which to compel 
fuller re.pon.a. to Board'. Intarregotor 1*. 

MARSHALL, E M Atomic Bafety and Licencing Board Panel 79/03/22 
»P 


7903240187 Notifl*. that location of dopo.ltton of LC Pootor of 
Honianto Co ha. boon ehangod from Holiday Inn. Alvin, TX to 
Butlar, Binion, Rico, Cook ii Knapp law efc* in Houston, TX 
RYAN, T 0 I sham, Lincoln V Beale, 79/03/28 8pp 


0, Adjudlcatoru corraapondanc* 


79092803SA Ratpond. to CttUons for Equitable Uttl* 790283 potlilon to 
Intarvana Patitlon should bo grantod bacau.o standing t. 
ahswn Cart if teat* of Bve oncl. 

KCOURREN^H J Branch i. 79/03/12. 17pp 


7909290170 Raquast by applicant that aSLB l».oa addl proeoduro. prior 
to ruling an 780B30 patitlon to intorvono from Cltlion. 

Concarnad About Nuclaar Power. Cartlflcata of Sve ancl. 

NEHHAMiJ. R. I REIS, HF. i CULP.R H, Lowan. tain, Newman, R* is, Axalrad 4 
Toll. 79/03/14. Bpp, 


790930QQQ1 NRC raipon.a to Houston Lighting ii Powar 790314 motion for 
addl procaduros raquaitod from Cltlton. Concornod About 
Nuclear Powar. Raquast vlotata. Itmltatln. stated In NRG 
Rulos of Practice Cortlficato of Sve oncl. 

MCQURREN.H J. Branch 1. 79/03/29. Spp. 


7908300064 Ra.ponio to applicant'* motion to provide ASLB w/790319 
docl.tpn In Health Ro.aarch Oroup v* Ktnnadu Raprodocod from 
"Ltgal Timas of Hashlngton. " Certificate of eve ancl. 

MCOyHRBN, H. J, Branch I 79/04/02. 3pp. 


79098803S8 Assignment of RB Sal, man, JH Buck It MC Farrar to ASLAB for 
WUFLOiM. E. Atomic Safety and Licensing Appeal Panel. 79/04/17. Ip 


790S02048Q Order protecting confidentiality of info sought by Houston 
Lighting 1, Powar from Control Powar it Light, Hast TX Util., 

Public Sve of OK it Bouthaa.torn Electric Power Co 

HILLER, H.E Atomic Bafaty and Licensing Board Panel 79/03/23 

app. 


7903310080 Rosponso by util to second sot of intorrogatorio. it raquoit 
for production of docunant., submitted to Central Power i< 

Light Also movos for prot.ctiva ordor Cartlflcata of Sve 
and 

BARNETT. e.H Sakar t, Bott. 79/03/88 83pp 


7903070040 Advise, that dapasltton of Edward ShorryiAlr Product. 8 
Chtmical. Co, Allontown, PA, originally schadulod for 790404, 
ha. boon changed to 790419 at ofc of Atr Product, it 
Chomleals Co 

RYAN.T. 0. Ilham, Lincoln I, Baa to 79/03/30 tp. 


— 790S07004S RL Mrlght.AD Cyphers i, L Paatar war* doposad during Har 
Central Power 4 Light filed answer. It objaction. to Houston 
Lighting it power Co first sat of written interrogator las. 

RYAN.T 0 I sham, Lincoln It Baals. 79/03/30 8pp 


7903300038 Rapt on prograss mada in Har 1979 in completing 
dlseovory, submlttsd par ASLB 780421 order Cartiflcat* of Sve 
' and 

HARRIS, J.L , BEROER.K 0 , CLARK, R H. Juftiea, Dapt of. 79/03/31, 
7pp. 


7909290388 Notlc* of appeal by Houston Lighting A Powor of 790403 ordor 
granting Intorvontlon to Gititons Concarnod About Nuclear 
PfrWur.Cittians for Equltabia Utils it Austin Citlxons for 
Cconowlcat Ensrpy. Corttf Icats of Sve oncl, 

NEUMAN, «l. R. , HElBiHF., COLP.R.H. Lowonstoln, MowmantRols, Asolrad fc 
Tmll. 79/04/17. 9pp. 


7909030179 Datcrlbos discovery activttios of Public Utils Board of 
■rownsvlllo, TX for Har 1979 Cortlficato of Sve snd 
fOIRER.H. R eplogol it KcDlarmid. 79/04/03 App. 
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7<?0SO?OO3& Requsft by TX UtiLi Osnerdtlni Co for NRC 6o ditmit* Control 
Pouer «. Light South Wait Corp Oi Inttrvinori In oltornotlvoi 
laeki funiaorg diipoiition or Invoking of collotorol 
(itoppel Cartlficate of Svc and 

KNOTTS. J B Dob aval a* & Liiborman. 7?/04/«3 9pp 


7409230bSl Anauar bg Houtton Pouer 1> Lighting to NRC 790323 rasponio 
to util motion for prokettiva order. NRC motion to compel 
furthar antuera to intarrogatoriaa h NRC requeit for 
production of documenti Certificate of Bvc end 

BARNETT. E U Baker «t Botta BOUKNIOHT. J A Louianttaln.Neunin. Rtii. 
An 1 rad «< Toll 79/04711 i2pp 


— 79090?00'42 Raqueat by TX Util Ganoratlng Co for order barring Central 
Pouar U Light from eseking relief inconiistant w/Sittric t 
Court daclilon for favorable decision re summary 
die poa Ition 

KNOTTS. J B DebevolSB & Lleberman 79704/03 Spp 


79090302&0 Foruards reviled page 28-t attached to Central Pouer i. Light 
Co's ansuiers b objactlona to Houston Lighting b Pouer Co's 
first set of written interrogatortes to Central Power b 
Light Co Certificate of Svc end 

STAHL, D N Ilham. Lincoln b Beale 79704712 &pp 


— 7909090090 Heme by TX Wtlls Oonarating Co ra points & authorities 
supporting motion to dismiss Central Pouer b Light South 
Ueit Corp as Intervenors or for summary disposition 
KNOTTS. J B DebavolSc b Lleberman 79704/03 dZpp 


7903240332 Advlles no discovery roqueats have bean Initiated or 
received by Tei-La Electric Cooperative, tnc Certificate of 
Svc enc 1 

BURCHETTE.W H Northeutt Ely 79/04/12 4pp 


7905100238 Reiponsa to second sat of Interrogatories b requests for 
production of documents directed to DOJ by Houtton Lighting 
b Power -Qualifications of espert uitnesses HE Scott b OTC 
Taylor b Cortiflcato of Svc end. 

HARRIS, J L , BEROER.M 0 , CLARK, R H Justice, Dipt of 79/04/03 

aapp 


7703230448 South TX Electric Cooperative, tnc b Medina Electric 
Cooperative. Inc 'a opposition to Public Wtlla Board of 
Brounivllte.TX 790405 motion for fuller responses to 
Interrogatories Certificate of Svc end 

HUNTEZ. M HcQinnls, Lochrldga b Kilgore JOHN. D F Akin. Ouap. 
Hauer b Feld 79/04/13 Itpp 


7909100266 Response ko second set of Inkerrogatorlss b requests far 
produckl-on of documents directed ko Dept of Justice by 
Houston Lighting b Pouer Qual 1 f leak ions of export uitnesses 
UE Scott b OTC Taylor & Certificate of Svc and 

HARRIS, J L . BEROER.M O , CLARK. R H Justice. Dept of. 79/04/03 
23pp 


79052409S7 Advises that during Mar 
against Houston Lighting b Pouor 
NRC is preparing responses to TX 
second set of interrogatories 
LESSV.R P Anti-Trust Division 


1979 NRC filed motions to coagsl 
b TX Utils Generating Co 
Util's first b Houston's 

79/04/13 Ip 


7909290361 Request by Central Pouer b Light that A3LD issue protective 
order re Interrogatories b request for production of 
documents from Houston Lighting b Power Certificate -of Svc 
enc 1 

STAHL. D M Itham. Lincoln b Beale 79/04/03 7pp 


7909100273 Respo-nae to TX Utils Generating Co's objections to b motion 
for protective orders b motion to compel further answers to 
Interrogatories b request for production ef documents 
Certificate of Bvc encl 

BLUHE.M B Anti-Trust Division 79/04/04 34pp 


7909070291 Mar 1979 discovery progress rapt of City of San Antonio 
During week of 790323. doc uments made available by City were 
inspected by Public Utlit Board of Brounvl 1 1 e. TX 
Certificate of Bvc encl 

HODD. J C Matthaus. NouHn. Hacfarlana b Barrett 79/04/09 4pp 


7909140115 Motion by Public Utils Board of Brountvl 1 1 e. TX to compel 
further production of documents from South TX Electric 
Cooperative b Medina Electric Ccoperat Ive. Support Ing 
documentation b Certificate of Svc and 
PQIRIER.M R Splogsl b HcDlarmid 79/04/09 17pp 


7909140138 Request by Central Pouar b Light for extension of time to 
respond to 790326 rasponsas by Houston Lighting b Pouer b TX 
Utils Generating Co to farmer's Intarrogatorlas b document 
requests Certificate -of Bvc end 

STAHL, D Isham, Lincoln & Beale 79/G4/05 6pp. 


790925012? Ack receipt of response to Mar 197? motion to compel (■ 
evaluation in progress 

LEasV. R P Anti-Trust Division 79/04/i3 Ip 


7909140126 Request by Public Utlis Board of Brounsvl 1 la, TX for 
extension of time to answer first set of interrogatories b 
requests for production of documents from Central Power b 
Light b Houston Lighting b Power Certificate of Svc encl 
MCDIARHID.R C Spiegel b HcDlarmid 79/04/16 7pp 


7909240241 Corrects revised page 28-i of Central Power b Light Ce 
answers b objections in 790412 proceeding from "acpendlture 
other than expenditure" to "expenditure other than 
advertising " Certificate of Svc end 
STAHL. D M Isham, Lincoln fc Beale 79/04/17 4pp 


7903190780 Directs TX Utils Generating Co (TUOCO) to produce doevaints 
or make full responses to 790119 interrogator les Denies 
TUGCO'i order for protective order 

KILLER, M E Atomic Safety and Licensing Board Panel 79/04/16 
Spp 


790S230624 Response by util to Central Power b Light's 790326 
objections b 790403 motion for protective order ra vtil's 
first sat of interrogatories Includes motion to compel 
ansuars U/notice of appearance b Certificate of 8vc 
BARNETT, E H Baker b Botta BOUKNIOHT, J A , FRANKLIN. M J 
Lowenitaln. Neuman, Re is. Axelrad b Toll 79/04/19, ISpp 


79091003S6 Moves that responses to notions for summary disposition 
filed by Houston Lighting b Powar b TX Utils Oensratlng Co 
be governtd by t{)CFR2 7?0<a) Certificate of Svc end 
LESSV.R P Anti-Trust Division 79/04/06 9pp 


7909190190 Motion by Houston Lighting b Power for protective order re 
public disclosure of Info requested by Public Utils Board of 
Browns vi 1 le, TX Certificate of Svc encl 

BARNETT. E H Baker b Batti. BQUKNIGHT. J. A Louensbatn. Newman. Rais. 

Axelrad h Toll 79/04/06 9pp 


7909230793 Status of dlec every fc production during Mar 1979 Certificate 
of Svc end 

BALOUOti.R C Austin. TX. 79/04/06 3pp 


7909100412 Applies restrictions on confidantlel documents to he 
produced by Houeton Lighting b Power Co in response to 
request for production of documents by Public Utile Board of 
Brounsvl 1 le. TX 

HILLER. M E Atomic Safety and Licensing Board Panel 79/04/09, 
3pp 


7909290488 Status rapt on discovery for Mar 1979 Discovery requests 
were neither Initiated nor received. Certificate of Svc end 
JOHNiD F. Akin, Oump, Hauer b Feld 79/04/09, 8pp 


790S230677 Grants SKtenslon of time to answar Interrogator Its by fubllr 
Utils Board of Brownsville. TX. in response to 790416 motion 
MILLER.M E Atomic Safety and Licensing Board Panel 79/04/19 Ip- 


7909100118 Motion by Central Power b Light to compel Houston Lighilng b 
Power to answer second set ef interrogatories submitted 
790223 Supporting documentation b Certificate of Svc encl. 

STAHL. D. Isham, Lincoln b Beala. 79/04/20 20pp 


—7909100123 Motion by Central Powar b Light to compel TX Utils 
Oensratlng Co to answer first set of Interrogatories 
submitted 790223 

STAHL. 0. Isham, Lincoln b Beale. 79/04/20 12pp, 


790S100271 Aniwcr by Central Power b Light b Central b South Hsit Corp 
eaeklng continuance of NRC antitrust reviews, w/no party 
banned on grounde of res judicata of collateral estoppel, 

Supporting documantatton b Certificate of Svc encl 
PCMELL.R.E . MILLER.M. I. . STAHL, D M Isham, Lincoln b Beale 
79/04/20. tl9pp. 


7909100106 Oppotas City of Auettn's 790329 brief b 790403 motlcnt for 
full or partial summary judgment filed by Houston Lighting 
b Pouar b TX Utils Ganarattng Co, Saaks denial of 
cartlf Icatlon b interlocutory appeals U/Certlf Icata of Svc 
L£8SV,R.P. , BLUHE.M S Anti-Trust Division. 79/04/23 84pp. 


7908290077 Motion by Oulf States Utils for further ex tension of time, 
until 790429. in which to complate responee to City of 
Brownsville's subpoena for production of docuxiants. 

Corttflcate of Svc and, 

RADER, R.K. Connor, Moore b Corber. 79/04/09. 6pp. 


7909140191 Reeponse of Public Utile Board of Brounsvl 1 le.TX oppoilng 
Houston Lighting b Power motion for summary decision b 
City of Austin brlof in support of ret judicata, Buppoirtlog 
dociimontation b Cortiflcato of Bvc and, 

MCDIARMIO.R C , JABLON.R A., POIRIER. H.R. Spiegel b HcDlarmid. 
79/04/23, B4pp. 
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T90U40248 Conformi 790424 to Icon tli«t util pl«n« to f llo rooponto to 
790419 Kotlon 89 NRC for rocanildar«tlan of board ordor of 
7904t& cempalling further anower by util Certificate of Svc 
rnc I 

riiANKl.lN<U J Lawen«tcln< NcupmantReif I Aielrad b Toll 79/04/S4 
Aff 


7909340924 Utll'e ditcovory progreee pept for Apri 1979 Certificate of 
syc end 

FRAHKLIMiU >1 Uouane te in. Neuman. Reis, Ai el rad ti Tell 79709/02 

7pp 


79092S0191 Reauests util auppl tt update llet of privileged docueiente 
LESSY, R P Antl-Truet division 79/OS/OS Ip. 


79032304d>6 NflC aneuer to motlone of Gulf Statei Util for protective 
order % order eettlng condition! for compliance «i>/79022t 
fubpoena UHl fhould produce document! ae reyuested 
Certificate of Svc end. 

8LUKE1H 8 Anti“Truit Division 79/09/04 14 pp 


0 Inspection report!. IE Bulletins 1. correspondence 


790301037* Forwards IE Insp Repts 90-499/79-03 «< 00-499/79-03 On 
7902B1-23 b notice of violation. 

OEtOLe.U. C Raglan 4, Dallas. Reactor Conetructlon b Engineering 

Support Branch 79/03/14. 2pp 


—7909010379 Notice of violation from imp an 790221-23 

• Region 4. Dallas. Office of the Director 79/03/13 ip 


—7903010393 IE Intp Repts 90-499/79-03 & 90-499/79-03 on 790281-23 
None oisp I lance noted failure to follow procaduras for 
ftc^rage of matl 

KUDACEK.U 0 ■ HARTIN. U E Region 4. Dallas. Offlc.e of the 
Director HALL. R E Region 4. Dallas, Reactor Construction tt 

Eng'ineerlng Support Branch 79/03/13 9pp 


7909010879 Forwards IE Info Notice 79-OAi "Stress Analysis of 
Safety-Related Piping " 

SEYFRITiK. Y Region 4. Dallas. Office of the Director 79/03/23 

»P- 


7909010497 Forwards IE Bulletin 79~09Ai "Nucladr Incident at 
TMl - Suppl. “ 

SEYFRIT.K V Region 4. Dalles, Office of the Director. 79/04/05 

Ip 

7909040492 Forwards IE Bulletin 79-06B, "Review of Operational Err ore U 
Sye Klseltgnments Identified During THI Incident " 

BEYFRIT.K V Region 4. Dallas. Office of the Director 79/04/14 

tP 


7909040613 Forwards tE Bulletin 79-08. "Evente Relevant to Boiling 
Water Poutr Reactors Identified During THI Incident " 
eeVFRiT.K V Region 4. Dallas, Office of the Director 79/04/14. 
>P- 


7905070099 Forwards IE Bulletin 79-07, "Salsmic Stress Analysis of 
Saf aty-Relatid Piping." Llcanseo action required 

SEVFftiT.K V Region 4i Dallas, Office of the Olreetor 79/04/14 

ip 


7909010441 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts. " 

SEYPRIT.R V. Region 4, Dallas, Office of the Director. 79/04/16 
ip. 


790S090C99 Forwards suppl to IE Bulletin 79-09A. "Nuclear Incident at 
THI. " 

BEYFRIT.K V Region 4. Dallas, Office of the Director. 79/04/16 
Ip. 


790S030271 Forwards IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Sye. " Licansaa action 
required, 

SEYFRIT.K V Region 4, Dalles, Office of the Director 79/04/17 

Ip 


7909840486 Ack receipt Of 790403 Itr informing NRC of steps taken to 
coroct violations noted in IE tnep Repts 90-490/79-03 6 
90-499/79-03 

SeiDLEiH C. Region 4, Oellet, Raactor Construction W Engineering 
Support Branch 79/04/2A ip. 


—7909240693 Rstponds to NRC 790314 Itr ra viola t lone noted in IE Inep 
Repts 90-498/79-03 W 80-499/79-03 Corrective actions, 
itoregt areas on ette lurvtyad for etalnlese eteel matl in 
contact w/carbon eteel 

TURNER, E A Houston Lighting h Power Co. 79/04/03. 2pp. 


B Reportable occurrences, LERs tk related correspondenee 


7909030138 Forward! PN0-79-67H. I. J U K 

SEVFRIT.K V Region 4. Dallas, Office of the Director 79/04/06 
iP 


7909030094 Forward! PN0-79-A7L, H, M «< p 

BEIDLE.U C Raglan 4# Dallas, Reactor Construction & Engineering 

Support Branch ■ 79/04/09 IP 


7909030099 Forwards PNQ-79-67Q 

eeiDLE.U C Raglan 4, Dallas, Reactor Construction & Engineering 

Support Branch 79/04/10 Ip 


7909030143 Forwards PN0-79-67R (St 79-77 

SEIDLE, M C Region 4, Dallas, Reactor Construction & Englntsring 

Support Branch 79/04/tl ip 


7909030118 Forwards PNO-79-678 

SEIDLE, W.C Region 4. Dallas, Reactor Construction i. Engineering 

Support Branch. 79/04/12 ip 


7909030189 Forwards PNQ-79-67T 

SElDUE, U C Region 4, Dallas, Reactor Construction U Englnssrlng 

Support Branch 79/04/13, tp 


7909030071 Forwards PN0-79-67U & V 

SEIDLErW C Region 4, Dellas, Reactor Conctruetton W Engineering 

Support Branch 79/04/16 IP. 


7909030240 Forwards PN0-79-67M 

SEIDLE.W C. Region 4, Deltas, Reactor Construction & Engineering 
Support Branch 79/04/17 ip 


7908080916 Forwards PN0-79-67AA 

SEIDLE, H C Region 4, Dallas, Reactor Conatruetion lb Engineering 

Support Branch 79/04/20 Ip 


7909020909 Forwarde PNO-79-67A0 , AC fc AO 

SEIDLE, U.C Region 4, Dallas, Reactor Construction W Englnsorlng 

Support Branch 79/04/23 ip 


7909040391 Forwards PN0-79-67AE 

SEIDLE, M C Region 4, Dallas, Reactor Construction W Engineering 

Support Branch 79/04/26 Ip 


— 7908040406 PN0-79-i,7AE summary of Info ra nuclear incident as of 
790484 Dascrlbos plant tk environ status 
* Office #f tnspeettan *i Enforcement 79/04/24 3pp. 


7908070108 Forwards PNa-79-67AF It AO- 

SEIDLE, W C. Region 4, Dallas, Riactor Construction & Engineering 
Support Branch. 79/04/87 Ip. 


7905310216 Forwards PN0-79-67AM, At It AJ 

SEIDLE, VI C. Region 4, Dallas, Reactor Construction & Englneorlng 
Support Branch 79/04/30 Ig. 


7908240388 Forwards PNa-79-67AK L AL 

SEIDLE, U C Region 4, Dei 1 os. Reactor Construction 6 Engtnearing 
Support Branch 79/08/04 ip. 


DOCKET aTN-SO-499 SOUTH TEXAS PROJECT, UNIT “ 


A. Appllcati 


79081 0006‘ 
structui 
PARR, O. I 


790930 037S 
PARR, □. I 


790824086* 

discuss 

stucburi 

LICITRAi 


F. Seeurl 


790803033 

irsf to 

TURNER, 
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o. Ad jirdi CAtorv corraipondanc* 


7909S50396 Rstpondt to -Cltltin* iter E^uitdlilo 770323 petition to 

Intorvdno Pptltlon dliould br gr^ntod bi(«Ufo dtonding if 
fhoun Cortiricoti of Svc onel 
HCOURReWiH J ffranc^ 1 79/03/12. 17pp. 


7909ZSOI70 Rei^uest bi/ applicant that ASI.B Iffua addl proctdoret prior 
to ruling on 750930 petition to Intorvono from Citlitni 
Coftcernad About Nuclear Pouer Certificate of Svc end 
HEUHAMi J R I REISiH F 4 CU.P 4 R H Loiuane to (ni Nfwinan> Rite t Attired U 
Toll 79/03/14 epp 


7909300081 NRC riiponfe to Houetor* Clglttlng k Pawer 790314 (notion far 
addl procedurei reiiueitod from Cltliine Concerntd About 
Nuclear Pouer. Re gutf t violate* llailtetlns ftated in NRC 
Rulae of Practice Certificate of Svc end 
KCOURREN.K J. Branch 1 79/03/29 Bpp 


79033000&4 Refponec to applicant'f motion to provide A8LB Ur/7903l;9 
declfion in. Health Refearch Croup vf Kennedg, Reproduced from 
“Legal Ttmei of Maehlngton “ Certificate of Bvc end 
KCCURRENrH J, Branch 1 79/04/02 3pp. 


790!)’2S031B Afiignnient of RS Beltmeni JH Buck Si KC Farrar to ASLAO for 
proceed Ing 

DUFLOatf E Atomic Safety end Llcentlng Appeal Panel 79/04/17, Ip 


7903290323 Notice of appeal by Houeton Lighting k Pouer of 790403 order 
granting intervention to Cltlteni Concerned About Nuclear 
Poiiiicr> C 1 tiienf for Equitable tltil* ia Auttin Citlien* for 
Economical Energy Certificate of Svc end 

NEt/HAN. J R . REiStH F . CULP.R H Louenfteint Newman t Re if. Ate Irad k 

Toll 3pp 


7909290002 Reply by applicante to NRC, 790420 motion for ettaniion of 
time (a to Citiicne for Equitable Utile 790422 motion for 
continuance 80th motlone are unneceefary Si unreaionable 
Certificate of Svc end 

SCHWARZ. H D Baker la Dotte NEWMAN t J R a CULPi R H 
Loweni telni Newmenf Rel S i At elrad It Toll 79/04/87 Spp 


H Oeneral correspondence 


7903090007 FQIA request for "Prehearing Conference Order Ruling Upon 
Inberventlon Petition*" Si "Part 2 Rule* of Practice for 
Domestic Licensing Proceedings.'' 

RVANaC R. Citizens Concerned About Nuclear Pauera inc 79/04/10 
«P 


7909010024 Response to FOIA request for "Prehearing Conference Order 
Ruling Upon Intervention Petitioofi" la "Part S.Rulei of 
Practice for Domestic Licensing Proceedings '' Forwards 
raqueetsd info. W/o end 

FELTONi <7 H Division of Rules and Records 79/04/24 ip. 


K. Utility Finel Safety Analysis Report iFBARl S< amends 


79090S040B Forwards Amend 9 to FSAR. 

TURNERaE A Houston Lighting S' Power Co. 79/09/04 3pp 


— 7909080409 Amend 9 to F8AH 

• Houston Lighting & Power Co 79/09/04 900pp. 


79091902a& Forwarde supplemental Info to Amend 9 to FSAR covering Const 
Procedure A040KPCCP~14 Si OA vl hrof lotatlon Into rept dtd 
740903 

TURNERa E. A Houston Lighting Si Power Co 79/09/09, 70pp 


K Antltruit correspondence 


7909190349 Forwards TK Utils Co Si luhsld lar le* ' aniutr to NRO Initial 
Interrogatories Si requests for production of documante, 

Reserves rights to file obdtctlons Si protective order before 
790309. Certificate of Bvc end 

SLrCKEYaF. K Worshama Forsythe ft Bampels, 79/03/01 ip 


7909020232 Brants 790317 aiotion by Public Utils Board of Brounsville* TX 
easting ektshslons until 790330 ft 790409 in Which to compel 
fuller reeponsei to Buard'e Interrogatorlse 

MARSHALL! E.H Atonic Safoty end Lit am ing Board Panel 79/03/22 
*P 


7909240127 Notlflee that location of deposition of LC Peeler of 
Monsanto Co has bean changed from Holiday Inn< Alvina TX to 
Butler. BlnlonaRice.Cook Si Knapp law offices In HouitoniTX 
RYANiT 0. Isheifla Lincoln Si Beale, 79/03/22 9p^ 


7909020480 Order protecting eonf IdentUl ity of info sought by HoubUn 
Lighting ft Pouer from Central Power ft LightiUest TX Utilsa 
Public Bvc of OK ft Southwestern Electric Power Co 
HILLER, M E Atomic Safety and Licensing Board Panel. 79/03/23 
9pp 


7903310020 Response by util to second set of interrogatories ft rcqvttt 
for production of documents, subftitted to Central Power ft 
Light Also moves for protective order Certificate of Svc 
end 

BARNETT.E.U Baker ft Batts 79/03/2S 29pp 


7903070040 Advises that deposition of Edward Sherry.Atr Products ft 
Chseilcals Co. A1 1 entowni PA. or Ig tnal ly scheduled fc>r 790404. 
has been changed to 790419 at ofc of Air Products ft 
Chemicals Co 

RYAN.T.O Isham. Lincoln ft Beale 79/03/30 Ip 


— 7903070049 RL Height. AD Cyphers ft L Peeler were deposed during Ker 
Csntral Powir ft Light filed answers ft objections to Houston 
Lighting ft Power Co first set of written interrogatories 
RYAN.T 0 Isham. Lincoln ft Beale 79/03/30 2pp 


7909300098 Rapt on progress made In Her 1979 In completing 
dticovery. submitted per ASLB 780421 order Certificate of Svc 
end 

KARRIS, J L, Justice. Dept of 79/03/31 7pp 


7905030179 Describes discovery activities of Public Util Board of 
Brownivi 1 It. TX for Mar 1979, Certlf Icats of Bvc end 
PDIRERiH, R Spiegel ft McOlarmld 79/04/03 4pp 


7903090034 Request by TX Utils Generating Co for NRC to diimlsi Csntrel 
power tc Light South West Corp as Intervenors In alternative! 
seeks summary disposition or invoking of collateral 
estoppel Certificate of Svc end. 

KMatTBi J B Debevols* ft Lleberman, 79/04/03 9pp 


— 7909090042 Request by TX Util Generating Co for order barring Cinlral 
Power ft Light from seeking relief inconsistent w/Dlstrict 
Court dadiion for favorable decision re summary 
d i spas it ion 

KNOTTS, J B Oabevoise ft Lieberman 79/04/03 2pp. 


— 7909090090 Memo b y TX Utils Generating Co re points ft authorities 
supporting motion to dismiss central Power ft Light South 
Nest Carp as intsrvenari or for summary disposition 
KMOTTB, J. a Debevolse ft Lleberman 79/04/03 42pp 


790S10028S Response to second set of Interrogatories ft requests for 
production of documents directed to Dept of Justice by 
Houston Lighting ft Power Qua! if ICe t Ions of export witnesses 
HE Scott ft OTC Taylor ft Csrtlflcata of Bvc end, 

HARRIS, J L Justice, Dept of 79/04/03. 23pp 


7909140070 Response to first set of intsrrogator Isi ft request for 
production of documents submitted by TK Util Generating Co 
Certificate of Svc end 

KARRI8.J L Justice, Dipt of. 79/04/03 llpp. 


790S25D341 Request by Csntral Powar ft Light that A8LB issue protective 
order re interrogatories ft request for production of 
documents from Houston Lighting ft Power. Certlf Ica to of Bvc 
end 

STAHL, D H. Isham, Lincoln ft Beale 79/04/03 7pp 


7903100273 Response to TX Utils Generating Co 'e objactioni tq ft notion 
for protective orders ft motion to compel further answers to 
interrogatories ft request for production of documents 
Certificate of Svc end. 

BLUME. H B. Anti-Trust Division. 79/04/04 34pp 


7909070291 Mar 1979 dlscovsry progress rept of City of San Antonio 
During weak of 790323. documents made available by City were 
Inspected by Public Utils Board of Brownvi I le. TX 
Cartiflcats of Svc end. . 

HOOD. J. C Hatthius, Haul In. Macfarlana ft Barrett. 79/04/09 4pp 


7909140119 Motion by Public Util* Board of Browntvll 1 e, TX to coepsi 
further production of documents from South TK Electric 
Cooperetlve ft Medina Electric Cooperative Supporting 
documentation ft Certificate of Svc end. , 

POIRIER, M.R Bplegel ft HcDiermid 79/04/09 17pp. 


7909140138 Requeet by Central Power ft Light for extension of time to 
respond to 790328 responses by Houston Lighting ft Power ft TX 
Utils Generating Co to former's interrogetories, Document 
requests. Certificate of Bvc end 
BTAHLi 0 Isham. Lincoln ft Beala 79/04/09 bpp. 
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740St0033<i Mov»< that respotite* to oiotiont for suoienaru dtspoittion 
flUd bu Heuaton lighting %> Pou«r & TX Utils Oenorating Co 
b* govirnad bg lOCPRS 790(a) Ctrtlflcata of 8ve and 
LES&Y. R P Anti-Truit Division 79/04/06 Spp 


79D5150190 Hotlon bg Houston Lighting bt Powor for protectivo ordsr rs 
gublls dlsclosurs of info raq.uist«d by Public Utils Board of 
Brounsvllloi TX Cortiflcafce of Bve and 
EAltNETT. E W Bakor << Botts 79/04/06 9pp 


7903-330793 Status of dlscovory & production during Har 1979 Certifieats 
of Svc oncl 

BALOUOH.R C Austim TX 79/04/06 3p p 


7903100418 Appllas rostrtctlons on confidantlal docunsnti to ba 
producsd by Houston Lighting Pouar Co in raspansa to 
raq,uest for production of documents by Public Utils Board of 
Brounsvi 1 1 oj TX 

HILLERiM E Atomic Safety and Licaniinj Board Panel 79/04/09, 
Spp 


7903230677 ©rants aitensien of time to ansuiar interroflator las by Public 
Utils Board of Braiunsvl I lai TXi in raspansa to 790416 motion 
niLLER<f1 E Atomic Safety and Licensing Board Panal. 79/04/19 Ip. 


790S1001S3 Motion by Central Power 6 Light to compel TX Utils 
Oeneratlng Co to ansusr first set of intsfrogatorias 
submitted 790233 

BTAHLi D Isham, Lincoln b Beale 79/04/20 18pp 


7903100871 Answer by Central Pokier b Light It Central L South Hast Corp 
seeking continuance of NRC untitrvst ravlebiSi ut/no party 
banned on grounds of res judicata of collateral estoppel 
Supporting documentation & Certificate of Svc end 
PQHELLiR.E Ishem. Lincoln It Beale. 79/04/20 llSpp 


7903100106 Opposes City of Austin's 790329 brief & 790403 motions for 
full or partial summary judgment filed by Houston Lighting 
b Pousr b TX Utils Oeneratlng Co Seeks denial of 
certification b interlocutory appeals H/Cer tif icate of Svc. 
LE3SY.R.P Anti-Trust Division. 79/04/23 24pp 


79032SD4B^ Status rept on discovery for Mar 1979 Discovery requests 
were neither Initiated nor received Certificate of Svc end 
JOHNi D F Aktni Dump. Hauer b Feld 79/04/09 Spp 


7903290077 Motion by Oulf States Utils for further extension of tlmei 
until 790425i in lohich to complete response to City of 
Brownsville's subpoena for production of documents 
Certificate of Svc enci 

RADERiR M. Conner* Moore b Corber 79/04/09 6pp 

790S2306S1 Answer by Houston Power b Lighting to NRC 790383 response 
to util motion for protective order* NRC motion to compel 
further answers to Interrogatortes b KIRC requsst for 
production of documents Certificate of Svc end. 

BARNETT. E M BaVsr b Botts 79/04/11, I8pp 


7903030860 Forwards revised p 28-1 attached to "Central Power b Light 
Co-'s Answers b Objections to Houston Lighting b Power Co's 
First Set of Written Interrogatories to Central Power b 
Light Co." U/Crrtlflc4t» of Svc. 

STAHLiD M Isham* Lincoln b Ocala 79/04/12 6pp. 


7903140191 Response of Public Utils Board of Brounsvi 1 1 •* TX apposing 
Houston Lighting b Power motion for summary dscislan b City 
of Austin brief in support of res judicata Supporting 
documentation b Certificate of Svc end 
HCDIARKIO.R C Spiegel b McOlarmid 79/04/83 a4pp. 


790324O84B Conforms 790424 telcon that utll plans to file resp-onse to 
790419 Motion By NRC for reconsideration of hoard order of 
790416 compelling further answer by util Certificate of Svc 
end 

FRANKLIN* U U Lowonste In* Newnan* Rais* Axe Irad bToll. 79/04/24 

6pp 


7909240324 Util's discovery progress rapt for Apr* 1979. Carttf Icate of 
Svc end 

FRANKLIN, M.J Lousnsta In. Neuman* Reis* Axe Irad bToll 79/03/02, 

7pp, 


7905290191 Requests util supp 1 b update list of privileged documents 
LE8SY.RP. Anti-Trust Division 79/09/02 Ip 


7909840332 Advises no discovery requests have been initiated or 
received by Tei-La Electric Cooperative* Inc Cirtiflcete of 
Bye enc ) . 

BURCHETTEiW, H Northeutb Ely 79/04/12. 4pp. 


7903130663 Orents motions for extentlon of tlms for parties to rsipond 
to discovery requests 

HILLER, H E Atomic Safety and Licensing Board Panel 79/04/13 
3pp. 


7909230448 South TX Electric Cooperative* tne b hedlna Electric 
Cooperative* Inc's opposition to Public Utils Board 
Brounsvi I le, TX 790403 motion for fuller responses to 
interrogatories Certificate of Svc end 

KUNTEZ, H. McOinnls, Lochrldge b Kilgore 79/04/13 llpp 


7903230466 NRC answer to motlone of Oulf States Utll for protective 
order b order setting conditions for compliance u/790226 
subpoena Utll should produce documents as requsitsd 
Certificate of Svc end 

BLUHEiK B. Anti-Trust Otvleion 79/09/04. 14pp 


Q, Inspection reports* IE Bulletins b correspondence 


7909010376 Forwards IE Insp Rapts 90-49S/79-03 b 90-499/79-03 on 
790221-23 b notice of violet Ian. 

SElDLEiH, C Region 4* Dallas* Reactor Construction b Engineering 

Support Branch 79/03/14 2pp. 

—7909010379 Notice of violation from Inep on 790221-83. 

« Region 4* Dallas* Office of the Director 79/03/13 ip. 


7909240967 Advises that during Mar 
against Houston Lighting b Power 
NHC Is preparing responses to TX 
second set of Interrogatoriei 
LEBSYi R, P, Anti-Trust Division 


1979 NRC filed motions to compel 
b TX Utils Generating Co 
Util's first b Houston's 

79/04/13 Ip. 


—7903010383 IE Insp Rapts 90-498/79-03 b 90-499/79-03 on 790281-23. 
Noncompl lane ■ no ted , failure to follow proesdures for 
storage of matl, 

HUQACEKiMO * I1ART1N>L.E. Region 4* Dallas, Offict of the 
Dirsetor HALLiR. E Region 4* Dal Lae* Reactor Construction b 

Engineering Support Branch. 79/03/13 9pp 


7909290129 Ack receipt of response to Her 1979 motion to compel b 
eveluetlon in progress 

LEBSYiR.P Anti-Trust Division 79/04/13 Ip. 


7909140126 Request by Public Utils Board of Brownsvl lie* TX for 
extension of tlms to answer first stt of inter rogatortss b 
raqueits for production of documents from Central Power b 
Light b Houiton Lighting b Power. Certl f teats of Svc end. 
KCDIARMID, R C Spiegel b MeDlarmld. 79/04/16 7pp 


7909010279 Forwards IE Info Notice 79-06, "Strees Analysis of 
Safety-Related Piping." 

SEYFRIT.K. V Region 4. Dallas, Office of the Director. 79/03/23. 
Ip. 


7909010437 Foruerde IE Bulletin 79-09A. "Nuclear Incident at 
' TMI - Suppl. “ 

SEYFRIT.K.V Region 4* Dallae, Office of the Director. 79/04/09. 

ip. 


7905240241 Corrects revised page 2B-1 of Central Power b Light Ca 
Answers b Objections In 790412 procssdlng from "ekpendlture 
other than axpsndltura" to "skpandlture othar than 
advartlstng " Certlftcata of Svc and. 

STAHL, D M. Isham, Lincoln b Beale. 79/04/17 4pp 


7908040492 Foruarde IE Bulletin 79-06Bi "Review of Operational Errors b 
Sys Misalignments Identified During THI Incident." 

SEYFRIT*K V. Region 4* Dallas, Office of the Director. 79/04/14 
Ip. 


790S1907BO Directs TX Utils Oeneratlng Co (TUOCQ) to product documents 
or make full pasponsss to 790119 interrogatories. Denies 
TUOCD's order for protective order, 

HILLER, H e Atomic Safety and Lleanilng Board Panel, 79/04/10 

app 


7909230624 Rsiponss by util to Central Power b Light's 790326 
objections b 790403 motion for protective order re util's 
first set of Intsrregatorles. Includes motion to compel 
answers. H/notlce of appearanct b Certificate of Svc, 
BARNETT, E,M. Beker b Botts. 79/04/19. ISpp. 


790S0406I3 Forwards IE Bulletin 79-OS, "Events Rilevant to Boiling 
Hater Power Reactors Identified During TMI Incident." 

8EYFRIT, K.V. Region 4, Dallas* Office of tha Director. 79/04/14. 

ip. 


790S070099 Fors,ardi IE Bulletin 79-07, "Seismic Stress Analysit of 
Sef ety-Relatsd Piping " Licensee action required. 

SEYFRITfK.V, Region 4, Dallas, Office of the Director. 79/04/14. 
Ip. 
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7909010441 Forwards re Info Notice 79-10i "Nonconforming Pipe Swpport 
Struts. *' 

SeVFRlTtKV Rtglon 4. Dalle** Offlcs of th« Director 79i'04/'16 

Ip 

7909090099 Forward* sup pi to IE Bulletin 79-09Ai ■'Nuclear Incident at 
TMI. « 

SeVFBITiK V Region 4< Dallecr Office of the Director 79/04/16 

Ip 


DOCKET 90-900 OAVIS-BESSE NUCLEAR POWER STATION* UNIT » 


0 Adjudicatorg correspondence 


7909160216 Forwards final evaluation of items dlscutsed in 790320 eg 
re BtU designed nuclear plants Requests add! info be 
forwarded to licensing boards 

MDSLEYrN C Division of Reactor Optratlons Inspections 79/03f29- 
lOpp 


7903030271 Forwards IE Bulletin 79-09, "Failures of OE Tgpe AK-2 
Circuit Breaker in Bafety-Related Sgs " Licenses action 
r»q.uired. 

SEYFHITi K V Region 4. Dallas, Office of the Director 79/04/17 
IP 


7909240696 Act receipt of 790403 1 tr informing NRC of steps taken to 
corset violations noted in IE Insp Rapts S0-49B779-O3 & 

90-499/79-03 

6EIDLE, M C Rsglon 4, Dallas, Reactor Construction k Engineering 

Support Branch 79/04/26 ip 


— 7909240693 Responds to NRC 790314 Itr re violations noted in IE Insp 
Rept* SO-498/79-03 t, 30-499/79-03 Corrective actions 
storage areas on sits surveyed for stainless steel matl In 
contact u/carbon steal 

TURNER, E A Houston Lighting 6 Power Co 79/04/03 2pp 


B Riportable occurrences, LERi k related correspondence 


790903013S Forwards PNO-79-67H* I, J & K 

SEYFRITtK V Region 4, Dallas, Office of the Director 79/04/06, 

IP 


7903030D94 Forwards PNO-79-67L, M< N & P 

EEISLCiM C. Region 4, Dallas, Reactor Construction 6 Englttearlng 

aupport Branch 79/04/09 IP 


7909030093 Forwards PMa-79-67Q 

SEtDLErH C Region 4* Dallas, Reactor Co-ns true tion & Engineering 

Support Branch 79/04/10 Ip 


7909030143 Forward* PN0-79-67H fc 79-77 

8EIDLE>N C pegioni 4, Dallas, Reactor Construction It Engineering 

Bupport Branch ‘79/04/tt. Ip 


7909030118 Forwards PNQ-79-67S 

BElDLEiH C Region 4, Deltas, Reactor Construction & Englnsoring 

Support Branch 79/04/12 Ip 


7909160163 Forwards Board Notification 79-10 on reactor inspector 
concerns re B6M plants Certificate of Sve end 
aCINTO, J F Hearings Olvliion 79/03/29 14pp 


— 7909160169 Board notification reactor Inspector concerns rs GUI pleets 
VA6SALLO,D G Assistant Director for Light Water Reactors 
79/03/06 2pp 


— 7909160201 Forward* two Noseieg-ta-Thompsan mtmoi for Board 
notification info 

THOKPSONiD Off lea of I 6 E Executive Officer for Operettoivi 
Support 79/03/29 Ip 


— 7903160209 Prelimlnarg evaluation of Item 3 contained In 7903?a eea* 
will be revliusd in light of TNI transient Addl info mag 
cause change in previous assessment 

ROSELYiN C Division Of Reactor Operations tnipoettans 
79/03/29 Ip 


7903I6D112 Board notification nuclear incident at TMI Reconnends boards 
on cases involving D6W reactors be provided u/IE Bulletin 
79-09 k PNO-67 6 67A, fl, C, D, E. F, 0 k H 

VASSALLO, D 0 Assistant Director for Light Water Reactors 
79/04/03, 2pp 


790911041S Response to ALAB-909 re radon emlselon* k it minimus Iheor; 
'.from Perkins record Certificate of Sve end. 

' setNTO, J F Hearings Division 79/04/11 49pp 


7909140919 Response to 790404 brief of Philadelphia Electric Co,FGEbl> I, 
Atlantic City INJ) Electric Co re de minimus thporg 
Certificate of 5vc end 

KEPFORD, C R Cltliens for Safe Environmant 79/04/11 epp, 


7909140332 Notifies of consolidation of five intervanor groups re refoiv 
emltslons Issue Parties have until 790S29 in which to file 
for summery disposition 

DLfFLO, M. E Atomic Safetg and Licensing Appeal Panel 79/04/29 
-I3pp 


7903030169 Forward* PN0-79-67T 

SEIDLEiW C Region 4, Dallas, Raactdr Construction 6 Engineering 

Support Branch 79/04/13 Ip. 


7905030071 Forwarde PNQ-79-67U 6 V 

BElDLEtU. C Region 4, Dallas, Reactor Conitruction k Engineering 

Support Branch 79/04/16 IP 


J Insurance k indemnity Information 


7909070497 Confirms Incraased llahilltg limit to *124,000,000 for 
polldee NF-i,29, 43, 76,83, tOO, III, 140, 146, 191, 161, 164, 170. 

173, 174, 178, 179. 180, 162, 169, 186, 167, 168, 169, 192, 193, 194, 199, 

1 97, 1 98, 200, 201 , 204 , 206, 207, 206 , 2 1 0, 2 1 2, 2 1 4, 2 1 9, <1 others. 
aUATTROCHHI, d American Nuclear IniOrer*. 79/05/01. Ip. 


7903030240 Forward* PN0-79-67W 

SEIDLEiW.C Region 4, Dallas, Reactor Construction I, Eng ineer Ing 

Support Branch 79/04/17 Ip, 


7909020916 Forwerds PNO-79-67AA 

SEIDLEiW. C Raglan 4, Dallas, Reactor Construction I, Enginsarlng 

Support Branch. 79/04/20 Ip 


7909020909 Forwards PND-79-67AB. AC & AD. 

SEIDLE.H C. Region 4, Dallas, Reactor Construction 4i Engineering 
Support Branch. 79/04/23. Ip, 


7905040391 Forwards PNQ- 79-67 AE 

SEIDLEiW. C. Region 4, Dellae, Reactor Construction ti Engineering 
Support Branch 79/04/26 Ip 


— 7909040406 PN0-79-67AE. summary of Info re nueleer incident ae of 
790424, Describee plant (< environ etatu*. 
s Office of Inipection 1> Enforcement. 79/04/24, 3pp, 


7905070189 Forward* PNq-79-67AF it AO. 

SEIDLEiW C. Region 4, Dallas, Reactor Conetructlon ((Engineering 
Support Branch 79/04/27 Ip, 


7909070962 Confirms increase in liability limit to *36.000,000 for 
policies MF-22,26, 29, 36,39, 44, 46, 47, 49, SO, SI, 52, 93, 54, 99, 96, 

97, 98, 60, 61, 64, 66. 67, 6B, 69, 70, 71, 72, 74, 76, 77, 76, 79, 60, 86, 67, 

8Bf 90r 91 f 92f 94f 95 ^ 96 

RQBERTB, 0 M Kutual Atomic Energy Liability Underwriters, 79/09/01 
Ip, 


7909140361 Forwards Endorsements 28 k 29 to NELIA Policy NF-236 
LLOYD, R D, Marih li McLenon, M It M Nuclear Ciunsul tents, Inc, Olv 
79/05/07. 3pp 


0 Inspection reporte, IE Bulletins 6 correspondence 


7903020461 Forwards IE Insp Rept 90-500/79-01 S. 50-501/79-01 an 790222 
No noncomp 1 lance noted. 

FIORELLIiO. Region 3, Chicago, Reactor Construction 4, Enginsirlng 
Support Branch. 79/03/22 3pp 


—7909020470 lE Insp Rapt 90-900/79-01 ti 90-801/79-01 on 790222.90 
nancompllance notad. Major areas InspactadiOA/QC program. In 
applicable araas, dr llling k grouting in pragrsa* t, manpower 
requirements. 

J0NE8,C.E., HAYESiD U. , KNDP, R. C, Region 3, Chicago, Office 4f 
the Director. 79/03/19, 6pp. 


7903310216 Forward e PN0-79-67AH. AI I, AJ. 

SEIDLEiW.C, Region 4, Dellas, Reactor Conetructlon l> Engineering 
Support Branch. 79/04/30, Ip. 


7909240389 Forwards PNQ- 79-67 AK 6 M., 

SEIDLEiW C, Region 4, Dalles, Reactor Construction Engineering 
Support Branch 79/09/04. ip 


8. Reportable occurrences, LERs 6 related correspondence 


7909020266 Notifies of reportable event on 790413. certain lUrteri for 
essential motore had overload heateri Inetallad which were 
smaller then capacity ipsclflsd on relay data sheets, cauclng 
posslbla ovarloed heater burnout. Heater being replaced 
HURRAY, T D. Toledo Edison Co, 79/04/16. Ip. 
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DOCKET 50-301 DAVIS-BE8SE NUCLEAR POWER STATION. UNIT 3 


0 Ad jiudicatnrv corrcspondinca 


'7?05160Z1I> FDTuat<di final avaluatlon of Itcmi dltcuiied tn 770SSB mama 
ri DbU daaignad niiclaar plants Raquastt addl Info ba 
forwardad to llcansing boards 

HOSLET. N C Division of Reactor Operations Inspections 79/03/80 
lOpp 


7705t&01&3 Forwards Board Notification 79-10 on reactor inspector 
concarns re BliW plants Certificate of Bvc encl 
SClNTOrJ F Hearings Division 79/03/29 14pp 


— 79O31&O10S Board notification reactor inspector concerns re BS<W plants 
VABBALLD. D B Assistant Director for Light Water Reectore 
79/03/06 2pp 


— 79D316D201 Forwerds two Moseleg-to-Thompson (nemos for Boerd 
notification Info 

TflQHPSQNrD. Office of I tt E Eseeutlve Officer for Operations 
Support 79/03/29 Ip 


— 7903160209 Prallmlnarg evaluation of Item 3 contained In 790320 me(no 
will be rtvtei.ied in light of TMI transient Addl Info maif 
cause change in previous assessment 

IdOSELYt N C Division of Reactor Operations Inspections 
79/03/89. tp 


7903160112 Board notification nuclear Incident at TMI Bicomrreniis boards 
on cates Involving B^W reactors be provided u/IE Bulletin 
79-05 «< PNO-67 «t 67A. B. C, D. E. F. 0 & H 

VASSALLO. D B Assistant Director for Light Water Reactors 
79/04/03. 2pp 


7903110418 ftssponst to ALAB-S09 rs radon emissions t. de minimus thior-g 
from Pirkins record Certificate of Bvc end. 

BCINTO.O.F Hearings Dlvlelon, 79/04/11, 43pp 


7903140319 Response to 790404 brlaf of Philadelphia Electric Co.PBE&O It 
Atlantic City (NJ> Electric Co re de minimus theoru, > 

Certificate of Bvc encl 

KEPFOflO. C R Cltlians for Safe Environment 79/04/11 8pp 


7903140338 Notifies of consolidation of five tntervenor grO'Ups re radon 
•mlsslone Issue Parties have until 790923 In which to file 
For sunxnartj dleposltlon 

OUFLOi M. E. Atomic Safety and Licensing Appeal Panel 79/Q4/SS. 

I3pp 


tJ. Insurance ^ indemnity information 


7909070497 Confirms Increased liability limit to 4124.000i000 for 
policies NF-l, 23. 43. 76. B3. 100. Ml. 140. 146. 191« 161. 164. 170. 

173, 174. I7B. 179, 100, 1B8, 109. 106, 107. 100, 109, 192, 193, 194, 193, 
197, 190.200,301,204,206,207,200,210,212,214, 213, t< othirs. 
QUATTRDCHHI, 0. Amsrlcan Nucliar Insurers 79/09/01. Ip 


7909070982 Confirms Increase In liability limit to *36,000.000 for 
paltclis MF-22, 26, 29, 30, 39, 44,46, 47, 49,30,31,52,93.34,93.36. 

37, SB, 60, 61 , 64, 66, 67, 60, 69, 70, 71 , 72, 74, 76, 77, 78, 79, 00, 06. 07, 
08.90,91.92,93,94,93 V 96 

ROBERTS. D K. Mutual Atomic Energy Liability Undarurttar s. 79/09/01. 
Ip. 


79031403^1 Forwards Endorsements 20 & 29 to NELIA Policy NF-236, 
LUOYO, R D. Harsh l< HcUenon, H 6 H Nuclear Coneultants, Inc. Dlv. 
79/05/07. 3pp. 


Q. Inepectlon reports. IE Bulletins t< correspondence 


7908020461 Forwards IE Insp Rapt 30-300/79-01 6 90-901/79-01 on 790222 
No noncoinp 1 lance noted 

FIQRELLIiO. Region 3. Chicago. Reactor Conitructlon t« Englnterlng 
Support Branch. 79/03/22. 2pp. 


— 7903020470 IE Insp Rapt 30-900/79-01 t, 90-901/79-01 on 790222. No 
noncompl lance noted Major areas Inspected; OA/QC program In 
applicable areas, drilling & grouting In progrees t, manpawir 
raiiuirements. 

JONESiCE., HAVES.D.W.. KNOPiR.C. Regloh 3, Chicago, Office of 
the Director 79/03/19 6pp 


8. Reportable occurrancae. LERs 6 related correapondance 


7909020366 Notifies of reportable event on 790413. certain etarters for 
essential motors had overload heaters Installed which ware 
eetalbar than capacity epecified on relay data sheets, cauo Ing 
possible overload heator burnout. Haatar being replaced 
MURRAY. T.D. Toledo Edison Co 79/04/16. Ip. 


DOCKET 8TM-90-302 HAYEN NUCLEAR PLANT. UNIT I 


A App Iteatton/conetrue tlon stage documente t, correspondence 


7909100322 Retjuests info re State of WI Public Bvc Can(ntssion views on 
limiting const of facility 6 ePfact of HI Electric Power Co 
application for single nuclear unit hear Haven In Sheboygan 
County, VII 

DENTON, H R Commlselon 79/04/03 2pp 


7909090141 Forwards request for addl Info re outstanding alternate 
sites issues 

BALLARD. R U Environmsntal Projects Branch 1 79/04/19. 3pp 


7903030337 Forwards addl copies of results of geological invastlgations 
rs possible faulting undar Lake Michigan, presented by 
utility h 0t<W at 790307 meeting w/NRC No tvidsn-ce of 
faulting Indicated. 62 overeiied drawings in Central Flies 
BURSTEINiB Wisconsin Electric Power Co 79/04/20 B6pp 


7909190381 Submits addl Info re P8AR fc site addendum. In rasponse to 
790320 rs quest Identifies items requiring addl t ime for 
comp letlon 

BURBTEIN, 8. Wisconsin Electric Power Co 79/05/10 33pp 


B Utility Preliminary Safety Analysle Report, amends 


7909010313 Forwards A(nsnd 22, to he Inserted into PBAR site addendum 
Affidavit encl 

BURBTEIN.S Wisconsin Electric Power Co. 79/04/20 Spp 


— 7909010919 Amend 22 to P8AR site addendum Insertion instructions encl 
* Wisconsin Electric Power Co 79/04/20. iOBpp 


C. Utility Environmental Report (CR). a(nanda 6 correepondenca 


7909010489 Forwards "Amend 14 to Environ Rapt, " CP stage 
BURBTEIN, S Wise one In El ec tr Ic Power Co, 79/04/10 3pp 


—7903010490 “Amend 14 to Environ Rapt," CP stage u/overslied drawings 
* Wisconsin Electric Power Co 79/04/18. 161pp 


0. Adjudicatory correspondence 


7903070230 Rsqueite explanation for diimlsial of 7B1009 motion 
Certlflcata of Bvc encl. 

HANLEY, W C Safe Energy for Now Haven 79/03/30. Opp. 


7909310267 Motion tt brief In support of verification & analysis of data 
supplied by 84W Certificate of Sve encl 
HANLEY, W C. Bafe Energy for New Haven. 79/03/30. 2pp 


7903290339 Beeks denial of 790330 motion by Intervanor 6afe Haven for 
verification h analysle of computatloni & computer codes. 

IntervenoT Is mating Inappropriate requrest beyond scope of 
ABLB. 

CHURCHILL, BW Shaw, Pittman, Potts, ti Trowbridge 79/04/13 6pp. 


79D92402B6 Response in oppoditlon to Intarvenor Sef# Haven 790330 
motion for verification ti enalyeis of all 8hM computer 
codes Intarvenor does not cite sufficient facte or legal 
authority. Certificate of Bvc and. 
fiOLDBEROi 8.C. Branch 2 79/04/17. 6pp. 


H. Oeneral correspondence 


7909060470 Forwards affidavits of FP Llbsr towics > attes t Ing sve of 
environ rapt Amends 13 4t 14 tt P8AR Amend 22. 

BURBTEIN. 8 Ulsconsln Electric Power Co. 79/03/02. iOpp. 


J. Ineurence b Indemnity Information 


7903070497 Conf Irme Increased liability limit to *124iOOOiOOO far 
policies NF-l, 23, 43,76, 03,100, ill, 140, 146, 191, 161, 164, 170, 

173. 174, 178, 179, 180, 102, 109, 106, 187, tSE. 109, 192, 193, 194. 199. 

197, 190, 200,201,204,206,207, 200, 210, 312, 214, 219. tc others. 
aUATTRQGHHI,«i. American Nuclear Insurers. 79/09/01. Ip, 


790S07Q9B2 Confirms Increase In liability limit to 636,000,000 for 
policies MF-22, 26, 29, 30. 39, 44,46, 47, 49, 30. 3t, 92, 93. 34, 93, 96. 

57, 80, 60. 61, 64. 66, 67, 68, 69, 70, 71. 72, 74, 76, 77, 70. 79, 06, 86, 87, 
00,90,91.92,93,94,99 b 96 

ROBERTS, D.M. Mutual Atenlc'Enargy Liability Undarwr itsrs. 79/03/01. 
lb. 


DOCKETED ITEMS 


P. aptr*tln9 liein*« itag* *« eorr»ip«ni»nc* 


7‘?032403'?S Foruaril* thro no 1 099 FSAR omtetd r» QA progr*«<ln Tiipon*i 

BASKIN. sJuthorn CdUfornio Edt*on Co 79/04/27 Opp 


DOCKET 8TH-30-303 HAVEN NUCLEAR PLANT, UNIT 2 


790304QS16 poruordo lE Bullatln 79~0&B, "Rovtou of Opofotional Errcrt h 
Sua Httallgnminto Idonttflod During THI Incldont " 

EKQELKENiP K R«glon 9. San Francisco. Of flea of tha Dlractor 
79/04/14 ip 


7909040A29 Forwards tC Bullattn 79-08. "Evonts Ralavant to 
Uatar Powar Raactora Idantlflad During TMI Incidant. ” 

ENOELKENiR H. Rag ion 9. San Francisco. Off lea of tha Dlractor 
79/04/14 Ip 


A Appllcatlon/construc t Ion stags documsnts & corra spnndanca 


7909100322 Ra(iotsts Info ra 8tata of WI Public Svt Commission vlaws on 
limiting const of facility *■ offset of HI ElactrK Powar Co 
application for slngU nucltar unit hoar Havan in Bhaboygan 
County. HI 

DENTON. K R Commission 79/04/05 2pp 


0 Adiudicatory corrasponrfanca 


7909070110 Forwards IE Bullstln 79-07. ''Saismlc Strass Analysli «I 
Safaty-Ralatad Piping “ Llcansas action raqulrad 
ENOELKENiR H Raglon 9. San Francisco. Offlea of tka Dlractsr 
79/04/14 Ip 


7909030309 Forwards IE Bullstln 79-09. “Falluras of OE Typa AK-a 
circuit Braakar In Safaty-Ralatad 8ys " Lleansaa action 
rag,ulrod. 

ENOELKEN.R H Raglon 9. San Francisco, Office of tna Dlraeier 
79/04/17 Ip 


7909070230 Raquasts aiplanatlon for dismissal of 7S1009 motion 
Csrtiflcata of Bve sncl 

HANLEV.H C , Safa Enargg for New Havan. 79/03/30 3pp 

7903310267 Notion t> brief In support of varlflcatlon «i analysis of data 
supplied by 6t>H Cartlficats of Sve encl 
HANLEY. H-C Safa Energy for Maw Havan 79/03/30 3pp 


7909000378 Forwards IE Bulletin 79-09B. "Nuclmar Incident at 
TMI-Sgppl “ 

ENOELKENiR H. Raglon 9. San Francisco. Office of tha Dlrtctsr. 
79/04/21 Ip. 

a Raportable otcurrancas. LERs «< related corraspondanca 


DOCKET STN-g0-90S WPPBS NUCLEAR PROJECT, UNIT 3 
A Appllcatlon/conatructlon staga documents t. corraspondanca 


7909040379 Forwards Suppl 4 to "Oroundwater Drainage SytiAnalysls of 
Bys Performance (• Data to Date " 

RENBEROER.DL Mashington Public Power Supply System 79/04/26. 
3pp. 


— 7903040388 Suppl 4 to "Oroundwater Drawings SytiAnalysls of Bys 
Parformancs ti Data to Data ” Overs Had drawings and 
a uashlngton Public Powar Supply systtn 79/03/31. 10pp. 


7909240411 Forwards NRC positions on WPPS8-QA-004r “Operational OA 
Program Description “ Response to positions should be 
aubmlttad by 790601 as amend to original rept 
KAASS, H P Quality Assurance Branch 79/09/01 2pp 


7909160337 Notifies that environ evaluation has btan performed on West 
Ueydown Araaino adverse impacts associated w/davalepmant 
activity Davalopmant of area to begin in June 1979. Forwardi 
Intarnal memo ti rapt ra potential environ Impacts 
RENBEROER.DL Washington Pub He Power Supply System 79/03/07. 

6pp 


I Financial Information 


7903190069 Forward a PN0-79-67L 

ENOELKENiR. H Region 9, San Franclscoi Office of tha DlracUr 
79/04/06 Ip 


7909190173 Forward* PN0-79-67fl . ^ , 

ENOELKENiR H Raglon 9i San Franc lico, Office of the Dlricter 
79/04/11 Ip 


7903040134 Forward* PNO-79-678. 

ENOELKENiR H Region 9. San Franclaeo. Office of tha Dlrtctor 
79/04/12 ip 


7903190190 Forward* PM0-79-67T. 

ENOELKENiR H Raglon 9. San Franclaeo, Office of the Dlricler 
79/04/13. ip. 


7909030018 Forwerde PM0-79-67U. . . u 

ENOELKENiR H Region 9, Ban Franclico, Office ef tha DIrtcier. 
79/04/14. Ip. 


7909020936 Forward a PN0-79-67AA 
ENOELKEN, R. H. Region 9, San Francisco, 
79/04/20 Ip 


Office of tha Dirtcler 


7909010439 Forwards PNO-79-67AB ... 

ENOELKEN, R. H. Raglon 3, San Francisco, Offlea of tha Dlrtcies 
79/04/21 Ip. 


7903090284 Forwerde "Annual Financial Rspt 1970" for Puget Sound Powar 
b Light Co, Portland OEaPeclflc Powar ti WPPSB 

RENBEROER.O L Mashington Public Power Supply System 79/09/01 

2pp. 


7909010492 Forward* PNQ-79-A7AC ti AD. . , 

ENOELKEN, R.H Region 9, San Francisco, Office of tha DiraclcT 
79/04/23. Ip 


— 7909090283 "Annual Financial Rapt 1978, “ 

a Puget Sound Power b Light Co. 78/12/31. 44pp. 


7903010463 Forward# PNO-79-67AE ^ . 

ENOELKEN, R H Raglon 9, San Francisco, Offlco of tho Blraeior 
79/04/24 Ip. 


— 79O9O9O20B "Annual Financial Rapt 1978 " 

a Portland Oanaral Elactrlc -Co 79/03/31 40pp 


—7909090293 "Annual Financial Rapt 1978." 
a Pacific power Co. 78/12/31 3Spp 


—7908090299 “Annual Financial Rapt 1978." 

a Washington Public Powar Supply System. 7S/12/31 4Spp. 


—7909090303 “Annual Financial Rapt 1978." 

a Washington Ha tor Puwor Co. 70/12/31 32pp. 


7909090047 Forwerde PNO-79-67AP. 

ENOELKENiR H. Raglon ». San Francisco, 
79/04/28 ip 


Offlea of tha DlracIoT 


7909090039 Forwerde PNO-79-67AO. 

ENOELKENiR. H Region 8, 8an Franclaeo, 
79/04/26. Ip. 


Office of tha Director 


7909090121 Forwerde PNa-79-67AH. 

ENOLEKEN, R. H. Ragidn 9, San Franc iaco, 
79/04/27. Ip 


Offlea of tha DlrfCter. 


Q Inspection reports. IE Bulletins b corraspondsnea 


7909010294 Forwards IE Info Netica 79-06, "Strait Analyala of 
Safaty-Ralatad Piping." 

ENOELKENiR H. Region 4. Dallae. Office of tha Dlractor. 79/03/23 

ig. 


7909010019 Forwarda lE Bulletin 79-06A, "Ravlaw of Operational Errors b 
Bys Htiellgnmants Iddntifled During THI Incldsnt." 

ENOELKENiR H Region 9i Ban Francisco. Office of tha Director. 
79/04/14 Ip. 


7909070034 Forwerde PNa-79-67AI> AJ b AK par NRC 790401 Itr transelttlng 
TE Bulletin 79-09. • 

ENOELKEN, R, H. Region 9, Sen Frendaco, Office of the Dlractor. 
79/04/30. Ip. 

7909070010 Forwarda PN0-79-67AL par NRC 790401 Itf tranamlttlng IE 
Bulletin 79-09. 

ENOELKEN. R.H Region 9. Sen Franclaeo, Office of tha Dlrdctor 
79/09/01, Ip. 


DOCKETED ITEMS 
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7<K)5310037 Forward* PN0-7‘?-A7AM, 

EMOELKENi R H Rtgion St San Franclieoi Office of the Director 
Tfl/OSz-O? Jp 


JXKKET STN-30-S09 HPPSS NUCLEAR PROJECTi UMIT S 


A App I teat Icn/cenf trite t ion etage documents i< correspondence 


Tf09O4O379 Forwards Suppl 4 to "Sroundwater Drainage Sijs< Analys Is of 
Gg* Ferformancs & Data to Date “ 

REMBEROEBj D U Washington Public Power Supply System 79/04/26 

3pp 


"7903040360 Suppl 4 to "Oroundwater-Draulngs 6yit Analysis of Sys 
Performance 4i Data to Date “ Overslied drawing* end 
• Washington Public Power Supply System 79/03/31, lOpp 


790S240411 Forwards NRC positions on HPP38-QA-004i ''Operational QA 
Program Description " Response to positions should bo 
eubmitted as amend to original rept by 790601. 

HAABS, H P. Quality Assurance Branch 79/09/01 2pp 


8 Reportable occurrencasi LERs b related correspondenca 


7909190069 Forwards PNO-79->67l- 

ENOEUKENfR H Region 3, Ban Franclscoi Office of the Director 
79/04/06 Ip 


790S190173 Forwarde PMQ-79~67R 

EHOELKENj R H Region Sr San Franc iseot Office of the Director 
79/04/11. Ip 


790S040134 Forwards PNa-79--67S 

ENOELKENtR H Region Sr San Pranclscot Offica of the Director. 
79/04/ la Ip 


7909190180 Forwards PN0-79--67T 

ENOELKENt R, H Region Si San Franelicoi Office of the Director 
79/04/13 ip 


7909030010 Forwards PN0-79-67U 

ENCELKEMi R H Region Sr San Franclscoi Office of the Olrector. 
79/04/14 Ip 


7909160337 Ratifies thet environ evaluation has bean performed on West 
(.aydoun Areat no adverse Impacts aisoctated w/deve lopment 
activity Development of area to begin In June 1979 Forwards 
Internal memo 6 rept re potential environ impacts 
REKBEROERi D L Washington Public Power Supply System 79/09/07. 

*PP 


I Financial information 


7901020936 Forwards PN0-79-67AA 

ENOELKENiR H Region 9i San Franciscor Office of the Director, 
79/04/20 tp 


7909010439 Forwards PN0-79-67AB 

ENOELKENiR H Region 9i San Franeiieor Office of the Director 
79/04/21 Ip, 


7905090284 Forwards "Annual Financial Rept 1978" for Puget Sound Power 
b Light CofPortland OE, Pacific Power b WPP6S 

HENBEROERt D L Washington Public Power Supply System 79/OS/Ot 

app 


—7909090269 "Annual Financial Rept 1978 " 

a Puget Sound Power b Light Co 76/12/31 44pp 


7909010492 Forwards PN0-79-67AC b AD 

ENOELKENiR H. Region 9» San Franclscoi Office of the Director 
79/04/23 Ip 


7909010463 Forwards PN0-79-67AE 

ENOELKENiR H Region 9i San Franci*eO( Office of the Director 
79/04/24. Ip. 


"79OSO9O2S0 "Annual Financial Rept 
• Portland Oaneral Elactrlc Co 


1978 " 
79/03/31. 


40pp 


7909090047 Forwards PN0-79-67AF 

ENOELKENiR H Region 9i San Franclscoi Office of the Director. 
79/04/29 tp 


—7909090293 "Annual Financial Rept 1970." 
* Pacific Powtr Co 78/12/31. 32pp 


—7905090295 "Annual Financial Rept 1978." 

e Waihington Public Power Supply System 76/12/31 49pp. 


— 7908090303 "Annual Financial Rept 1978 " 

a Washington Hater Power Co 78/12/31 32pp 


790S0i0294 Forwerd* IE Info Notice 79“06i "Btreti Analysis of 
aaf ety-Related Piping " 

ENOELKENiR H Region 4. Dalian Office of th* Director 79/03/23 
>P 


7909010019 Forward* IE BuHotIn 79-06Ai "Review of Operational Error* b 
Sys Misalignments Identified During TMI Incident " 

ENOELKENiR H Region 9i Ban Franciseoi Offica of tha Director 
79/04/14. ip 


7905040916 Forwerd* 16 Bullatln 79-06Bi "Ravlaw of Operational Error* b 
By* Misalignment* Identified During TMI Incident." 

ENOELKENiR H Region 9i Ban Franclscoi Office of th* Director 
79/04/14 Ip. 


7909090039 Forward* PNQ-79-67A0 

ENOELKENiR H, Region 9i Sen Franclscoi Office of th* Director 
79/04/26, Ip 


7909090121 Forwards PN0-79-67AH. 

ENOLEKENiR K Region 9i San Franclscoi Office of ths Director. 
79/04/27. Ip 


7909070034 Forward* PN0>79-67Ali AJ b AK per NRC 790401 Itr trenimltt. 
IE Bulletin 79-05. 

ENOELKENiR, H Region Si Ban Frenctscoi Office of the Director. 
79/04/30, Ip 


7909070010 Forwards PN0-79-67AL par NRC 790401 Ur transmitting IE 
Bulletin 79-08 

ENOELKENiR, H Region 9i San Franclscoi Office of the Directer. 
79/09/01, Ip. 


7909310037 Forwards PN0-79-67AM, 

ENOELKENi R. H. Region 9i San Freneiscoi Office of the Director. 
79/0S/O7 ip 


DOCKET 90-810 SLUE HILLS STATlONi UNIT 1 


790S040629 Forwards IE Bulletin 79-08i "Event* Relevant to Boiling 
Heter Power Reactor* Idantlfled During TMI Incident " 

ENOELKENi R. H. Region 9i San Franclscoi Offica of th* Director, 
79/04/14, ip 


7905070110 Forward* IE Bulletin 79-07i "8ei«mlc Btrei* Analyei* of 
Safety-Related Piping " License* action rayt/lred. 

ENOELKENi R. H. Rag Ion 9i Ban Franclscoi Office of th* Director 
79/04/14 Ip. 


7909030305 Forward* IE Bulletin 79-09i "Fatlore* of OE Type AK-2 • 
Circuit Breaker in Safety-Related Sys •' Licensee action 
rtRuired. 

ENOELKENi R, H. Region 9i San Franclscoi Offica of th* Director, 
79/04/17, ip. 


0. Adjudicatory eorraspondanc* 


7909190143 Forwards 7B0929 mama dlscueslng results o-f rtcantly 
conducted fir* protection reeaarch teeti performed by IN. as 
part of NRC fire protection reeeereh program 
HOODNEAD, C.P Branch 3. 79/04/05, Ip 


7909240212 Cvldantlary hearing ra appllcatlr*' f -t* ravlaw 

will bagln 790909. 

MILLERiM. E. Atomic Safety end Licensing Board Penal. 79/04/06. 

6pp 


7909300213 Reyuests permlislon to address site hearlnfl*. 
EVANSiR. Sierra Club, 79/04/86. Ip. 


79D908037B Forward* IE Bullatln 79-OSBi "Nuelaar Ineldant at 

TMt-8oppl," I 

ENOELKENi R. H. Region 9i San Fr«nci*coi Office of th* Directer, 
79/04/21, Ip 
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DOCKETED ITEMS 


T H««rln 9 tr*nicrlpti on non-intitroit (Hitters 


Q. Inipectlon repartt< tE Bulletin* 8( corraipondence 


7909230863 Tren*crlpt a# 79OS0B hearing in Jatperr TX Pp 1-123 

MIUER.H E , LITTl-E, L M . KOfiMBUITH, L Atorelc Befety end LKensing 
Board Panel 79/D9/0B 123pp 


7909010S94 Foruiards IE Info Notice 79-06< "Btrees Analgelf ai 
Biiety-Raleted Piping “ 

ENOELKEN. R H Region 4, Dalla*, Office of the Director 79/93^23 
If 


7909230070 Trenicrijlt of 790S09 heaTlng in -Jaeper, TX Pp 123-289 

HILLER, ti E . LITTLE. L H . KORWBLITM, L Atofnlc Safety and Llceniing 
Board Panel 79/09709 t&7pp 


790501001 9 Forward* IE Bulletin 79-06Ai "Review of Qperatlanil Erroit li 
8yi Hlia I Ignment 1 Identified During THI Incident " 

ENOELKEN. R H Region 9, Ban Franciico, Offlca of tha DIrieUr 
79/04/14 Ip 


DOCKET 90-911 BLUE HILLS BTATIDN. UNIT S 
0, Adjudicatory carraipondenca 


7909190143 Forwards 7S0929 namo diecuiiing rceulti of recently 
conductad fira protection reeeapch teet. performed by UL a* 
part of NRC fire protection research program 
WODDHEADrC P Branch 3 79/04/08 Ip 


7909240212 Evidentiary hearing re application for early »Ito revlaw 
will begin 790303 

HILLER.M E Atomic Safety and Llceniing Board Panel 79/04/06 

6pp 


790930021S Riqueitt pamiiilon to addreii eite heerlngi 
EVAN3.R Sierra Club 79/04/26 Ip 


T. Hearing tranicripbe on non— anti truet matter* 


7909230963 Tranacrlpt of 790500 hearing In JaeptrrTX Pp 1-122 

HILLER. H E . LITTLE. L H . KORNBLITM, L. Atomic Safety and Llceniing 
Board Panel 79/09/0B i23pp. 


7909290070 Tranicript of 790909 hearing In Jaeper. TX Pp 123-289 

HILLER, H.E , LITTLE.L M. , KORMBLITH. L Atomic Safety and Llceniing 
Board Panel 79/09/09. 167pp 


7909040916 Forward* IE Bulletin 79-06B, "Review of Operaiianal Errerl * 
By* Htiallgnmsnt* Identified During TMl Incident " 

ENOELKEhl. R H Region 9. San Franciico, Office of tha Director 
79/04/14 Ip 


7905040629 Forward* IE Bulletin 79-OB. "Event* Relevant to Belling 
Mater Power Reactor* Identified During THt tncldant, " 

ENOELKEN, R H Region 9. San Francleco, Office df tha DtrecUr. 
79/04/14 ip 


7909070110 Forwards IE Bulletin 79-07. ''SeiimU Btra** Analyii* »l 
Safety-Related Piping " Llceniae action raqulrad 
ENOELKEN, R K Region 9, San Francleco, Office of tha Director 
79/04/14 Ip 


790903030S Forwards IE Bulletin 79-09, "Failure* of OE Type AK-3 
Circuit Breaker in Safety-Related By* " Llcaniie action 
required 

ENOELKEN. R H Region 9, San Franciico, Office of the Dtrecior 
79/04/17. tp 


7909080378 Forwards IE Bulletin 79-098. "Nuelaer Incident at 
TMI-Suppl " 

ENOELKEN. R H Region 5, Ban Franciico, Off let of the Olrectst 
79/04/21 ip 


8 ReportoEile occurrence*, LER* L relatad corraipondanca 


DOCHET 90-913 WPPBS NUCLEAR PROJECT, UNIT 4 
A. Appllcatlon/constructlon ttage document* t< correipondince 


7905130069 Forward* PN0-79-67L 

ENOELKEN, R H Region 9, San Franciico, Offic* of the Director 
79/04/06 Ip 


79090104B6 Repti on gaological itudlai' statu* Oeneric rapt acpectid in 
Fall 1979. Requests meeting to diacu** plan* for submitting 
rept* of (tudla*. a* well a* mechanlim for Idantif icatton ti 
rsvlew of studio* in Hanford area 

RENBEROERiD L Washington Public Pouar Supply System 79/04/27 

2pp, 


7909240411 Forwards NRC position* on UPPB5-aA-Q04< "Oparatlanal QA 
Program Diicrlp 1 1 on. " Raiponsa to poiltion* should be 
luhmitted a* amend to original rapt by 7906D1. 

HAASBtWP Ouality Aisuranee Branch 79/09/01 2pp. 


7909230934 Request* NRC Itr stating acceptability of icata modil tasti 
in lieu of inptant tests, to satisfy commitment in MNF-1/4 
PSAR Question 6.77 re rae Ireulat ion sump testing, 

RENBEROERi D L Washington Public Powir Supply System, 79/09/19. 

Ip. 


Ion of review on 
AS LB 

ng record. 

I tarn 79/04/09. 


6 da minimus thaory 

P. 


a Electric Co.PBEttO %> 
ory. 

/04/11 Spp. 


ranoT groups ra radon 
ch to flit 

inal. 79/04/29, 


7909190173 Forward* PN0-79-67fi, 

ENOELKEN, R H Region 3, San Francisco, Offlca of tha Dlrecter 
79/04/i I Ip 


7909040134 Forward* PN0-79~67a 

ENOELKEN, R H Region 9, San Francisco, Offic* of the Dlrecker, 
79/04/12 Ip 


7905130190 Forwardi PN0-79-67T 

ENOELKEN. R.H Region 9, San Francisco, Office of the Direelor 
79/04/13 Ip 


7903030010 Forward* PN0-79-67U, 

ENOELKEN, R H Region 9, San Francisco, Office of tha Olrictsr 
79/04/14 Ip 


7909020936 Forward* PN0-79-67AA, 

ENOELKEN, R.H Region 9, San Francisco, Offlca of tha Dtrictor 
79/04/20. Ip 


7909010439 Forward* PN0-79-67A8 

ENOELKEN, R, H. Region 9, San Francisco, Office of the Direelor 
79/04/21. Ip. 


7909010492 Forwards PNa-79-67AC 6 AD, 

ENOELKEN, H H Rag ion 9, San Francisco, Office of the Direelor 
79/04/23 ip 


7909010463 Forward* PN0-79-67AE, 

ENOELKEN, R H Region 9, San Francisco, Offlca of tha OirecUr. 
79/04/24 Ip. 


7909090047 Forward* PN0-79-67AP 

ENOELKEN, R H. Region 9, San Francisco, Offlca of tha Diriclor. 
79/04/29. Ip, 


7909090099 Forward* PNa-79-67A0. 

ENOELKEN, ft H, Region 9, San Francisco. Offic* of tha Diriclor 
79/04/26. Ip. 


DOCKETED ITEMS 


7905090 tai Forwardi PN 0 -* 79 “ 67 AH « Coninittaa aa e.<. .a a . 

WeKEN.R,»I R.glan S. 8an Fr.nclico, Offlc. of th« Dlr.etor 


79/04/37 1 p 


790311001-4 Forward* rcipgn*** to 26 ACftS ^uittloni r* plant 
appUcjHon.ln r**pon*« to NRC 771121 Itr 


790307 0 0 3 4 Forward* PN0-79-67AI, AJ «< AK par NRC 790401 Ur trantmlttlnj WILLIAMS, d L Portland Oantral Elactric Co 77/11/30 llpp 

|£ DiflltTln 7^**09 

ENOEmSNi n H Ragion S, San Franclfcoi Office of the Diraetor 

79/04/30 tp p Operating lictnia itaga decuaant* (, eorriipondenea 


7903070 01 0 Forward* PN0-79-67AL par NRC 790401 Ur tranamltting IE 
Bullattn 79-09 

ENOEUKEN, n M Region 9, Qan Franc l*eo, Off lea of the Director 
79/09/01 Ip. 

7903t900fi7 Forward* final daficlsitcg rapt re letdown cooler support*, 
pgr 790416 talc on. 

nENOERQERrO L Ifaihington Public Power Supply Byetam 79/03/07 

Ip. 

— 7909190069 Final daflclincy rapt letdown cooler support* Inade^uata to 
support *p*clflail load* Caused by inadequate design by 
cumponant iranufaeturer Wall counted bracket* redetigned 
■ Washington Public Power Supply Byiteni 79/03/07 2pp 

7903310037 Forward* PN0-79-67AM 

ENOELKEN, R H Region 3, Ban FrancUco, Office of the Director 
79/08 /07 Ip. 

7903340637 Act raeelpt of 790307 final deficiency rept on letdown 
Cdolar support dsslgn tnadsquaey. 

ENOECKKN, R H Region S, San Francisco, Office of the Dlreetor 
79/09/16 Ip 


DOCKET 90-S14 PEBBLE QPRIN03 NUCLEAR PLANT, UNIT 1 
g Ad judlcatcri} correspondence 

7903160163 Forward* Board Notification 79-10 on reactor Inspector 
concerns r# B8iW p lant*. Certl f leat* of Sve end 
OOINTD.U F Hoarlnge Division 77/03/29 I*"" 

79080 1 0118 Forward! request for Board notification r* noniafety-grad# 
iqulpmsiit to mitigate translsnte 

BCIMTDrvl.F Hearing* Divlilon 79/04/02. 3lpp 

— 790'30JOIB6 Board notification staff aeseesment re nonsafety-grad* 
saiilpment to mitigate transients. . . .a a » 

VABSALtO, 0. B Assistant Director for Light Mater Reactors 

79/03/39 Kpp 

-•790301019B Board notification, recent Issue on nonsafety-grade 

equipment to mitigate transients More Info Is -g,--.,. 

TEDE8C0, n L Assistant Director for Reactor Safety 79/03/16 

app, 

7903160113 Board notlf leat Ion. nuclear ‘ntldent 
on cases Hivolvlng nt,H reactor* be provided w/IE Bullstin 

79-03 U PNa-67 6 67A, B, C, D, E, F, 0 «< H. R.aetor* 

VABBAtLQ, B. D Assistant Director for Light Water Reactor* 

79/04/03 app. 


7908 3 4 0 763 
status a 
YORE, 0. R 


0763 Memo fc order re 790620 conference to ^‘*“1* 

us u# stats of OR proeaedlng k <*5 * 79/03/11 i 

,0. R, Alomle Safety and LUsnslng Board Pansl 79/03/11 


I Financial Information 

7908830478 “Annual Financial Rapt 1978“ from 6EC 
* Portland Oanaral Elactric Co, 78/13/31 89pp 

d. fnsuranca & Indemnity Information 

790-8070497 Confirm* i Bl dllf 164?I70?° 

pollclas NF-l,a8,43,76,B3, 100' 103 1937 194, 193, 

173, 174, 178, 179, 100, 183, 188, 186, 187, 188, 189, 19|r , 

197, 190, aOO, 301 , 304, 306, 307, 308, 310, 313. 314, Ip. 

aUATTROCRHI, J- Amarlean Noelaar Insurar*. 79/03/0 P 

, ij.kititu limit to 436,000,000 for 
7903070883 Confirms Incraasa In 51 , jg, S 3 < 84, 88, 36, 

5;;si!j;. Su it «: 't 55: 5,; 53. ”■ ”■ »“■ ““ 

Ip- 


7905030361 Responds to DOE 790411 Ur Unable to provide suppleasnlal 
Info by 790430 Response dependent upon preparation 1 
approval of Offsite Dote Calculation Kenual Rtiponte will be 
ready 6y 790531 

OOODMIlNrC Portland Oeneral Electric Co 79/04/27 tp 

8 Reportable occurrences, LERi 6 related correspondence 

7905110203 Board notification Seabrook refueling water storege tank 
design deficiency 

SCINTO, J Hearings Division 79/03/29 30pp 


DOCKET 30-515 PEBBLE SPRINGS NUCLEAR PLANT. UNIT 2 
0 Adjudicatory correspondence 

7905160163 Forward* Beard Notification 79-10 on reactor inspector 
concerns re B&M plant* Certificate of Sve end 
8CINTP,U F Hearing* Division 79/03/29 I4pp 

7905010113 Forwards request for Board notification re nonsafety-grad* 
equipment to mitigate transients 
8CINTP, J F Hearing* Division 79/04/02 31pp 

—7903010156 Board notification staff assessment re nonsafety-grade 
equipment to mitigate transients 

VASSALLO, D B Assistant Dlreetor for Light Mater Reactors 
79/03/29 2pp 

—7903010190 Board notification recent Issue on nonsafety-grad* 
equipment to mitigate transients More Info Is i-equlred 
TEDE8C0, R L Assistant Director for Reactor Safety 79/03/16 
3pp 

7903160112 Board notification nuclear Incident T«I Rteommend* beard* 
on case* involving B«<H rsaetori be provided w/lE Bulletin 
79-05 fc PNO-67 li 67Ar B,C, D, ErF, 0 *> H . ^ _ a 

VASSAtwl-Or D B Director for Light W»t*r R*4ctor< 

79/04/03 2pp 

7908240762 Memo 1. order re 790620 conference to discus* seheduUs. 
status of state of OR proceeding «■ bi**;;* 9as 

YORE. J R Atomic Safety and Licensing Board Panel 79/OS/ll 3pp 

J In*Lip*nc* tt inf orinatlon 

7903070497 Confirm* Increased liability 

pel let.; NF-1,28, 43, 7*, 83, 100, 1 1 . I40jl46. 1 3 . 16 d64d70^ 

173. 174. 178, 179, ISO, 182, 183, 186, 187, 188, 189. 192, 193. 194* ifo, 

I9?; Ill, sol, Ml! 204! 206. 207.208, 210. 212. 214, 

aUATTROCHHI, J American Nuclear Insurer* 79/OS/Ol P 

5.”,= 

Ip- 

0 Advisory Committee 

7905110014 Forward, r.sfon... to question, r. plant 

application, in responsa to NRC 77U21 itr. 77/11/30, Upf 

H1L.(-IAM8,J.L. Portland Oentral EUctrle Co ///n/uv. rr 

P. Operating license stage 

7903030361 Respond* to ,J’2IId#nt*up«n*pr*p»r*t lon^fc* 

«< 


2S0 


DOCKETED ITEMS 


S Repflrt«bl« occurrrncaai LERs h ralaired carratpatidinct 


7703110203 Board notification Scatiraat rofutllng water iteraga tank 
deilgn daflclancu 

SCINTQ, J. Haaringa Division 79/03/27 30pp. 


DOCKET STN-80-SI* JAhESPORT NUCLEAR STATIDN, UNIT 1 


0 Adjudlcatoru corraspondanca 


7908010119 Poruarda retiueik for Board notification rs nensaf atti-grada 
•qeiipment to tnltigato transients 
OCINTQ. J P Hearings Division 79/04/02 31pp 


—7908010184 Board notification staff aisessniant ra nonsafety-grede 
equipment to mitigate transients 

VASSAULDi 0 B Assistant Director for Light Water Reactors 
79/03/29 2pp 


--7908010198 Board notification recent issue on nonsaf etg-gradc 
equipment to mitigate transients Kora info is rsquirsd 
TEDESCO.R L Assistant Director for Reactor Safety 79/03/16 
3pp 


7908100182 Applicants' brief opposing Suffolk County 790118 
ssceptlons 8 790226 supporting br 1 ef. Support Ing 
documantation 8 Certificate of Sve end 

REI/ELEY. M T . WHITTEMORE Hifnten W Williams 79/04/02 93pp 


7908080053 Raapondi to request for info ra possible shutdown of 
facility due to possible design daficiencies caused by 
computer modal design Computer model in question not usid 
for facilltlti 

HOEFLINO.fi K Branch 4 79/04/03 Spp 


790324027s Opposes Intervenor County of Suffolk brief In support of 
eicaptlons to A8L8 761226 initial decision Certificate of 
SVC enc 1 

BORDENICK.B K Branch 4 79/04/12 29pp 


7905290106 Raquasto Inclusion of NV Dept of Public Sve on sve list for 
NY siting proceeding 

BLAU. J Nsw York. State of 79/04/13 Ip, 


0 Inspection reports. IE Bulletins t< corr aapondance 


7908010116 Forwards tC Info Notice 79-061 "Stress Analysis of 
Safety-Related Piping " 

ORlERiB.H Region Ir Ptii lade Iph ia. Office of the Director 
79/03/23 ip 


7908020051 Forwards IE Bulletin 79-06. ’•Rtvlaw of Operational Errors L 
aye Misalignments Identified During TMI Incident '* 

ORIER.B H Region 1. Phi leda 1 phia, Office of the Director. 

79/04/n Ip, 


7909020398 Forwards IE Bulletin 79-07» “Seismic Stress Analysis of 
Saf aty-Re leted Piping “ Licensee action required. 

QRIER.B.H Region t. Ph tlade Iphla. Office of the Director 
79/04/14 Ip 


7909040038 Forwards IE Bulletin 79-06B. "Review of Oparetionel Errors fc 
Sye Misalignments Identified .During THI Incident '' 

ORIER.B H Region 1. Ph i ladelphl«< Office of the Olrector. 

79/04/14 ip 


7909040208 Forwards IE Bulletin 79-08. “Events Relevant to Bolting 
Water Power Raaetori Identified During THI Incident “ 

ORIER.B. H. Region 1. Philadelphia. Office of the Director 
79/04/14 Ip 


7909030070 Forwards IE Bulletin 79-09. "Fa 1 lores of OE Typt AK-2 
Circuit Breaker in Safety-Related Sys. “ Licensee action 
required 

ORIER.B H Region 1. Philadelphia. Office of ths Dlrictor. 
79/04/17 Ip, 


7909020263 Forwards IE Bulletin 79-06A.RevtsIan 1. "Review of 
Operetlonal Error* 8. Syi Misalignments Identified During TMI 
Incident, " 

ORIER.B H. Region 1. Philadelphia. Office of the Olrector 
79/04/18 Ip 


DOCKET STN-80-817 JAMESPQRT NUCLEAR STATION, UNIT 2 


0 Adjudicatory correspendenca 


7903010118 Forwards request for Board notification, re nonsaf ety-grafl 
equipment to mitigate transients 
SCINTO.J F Htarlngs Division 79/04/02 3ipp 


—7903010186 Board notification' staff aisassmant ra nontafety-gr»d* 
equipmtnt to mitigate transients. 

VASSALLOtO B Assistant Director for Light Water Reaelors 
79/03/29 2pp 


—7903010198 Board notification recant Issut on noneaf ety-grid* 
equipment to mltlgata transients More info is paqulrtd 
TEOESCOr R L Assistant Director for Reactor Safety 7?/0>3/14 
3pp 


7909100182 Applicants' brief opposing Suffolk County 790119 
eseaptions (< 7902S6 supporting br ief. Supporting 
documentation t. Cartificeta of Bve and 

REVELEY.W T , WHITTEKORE Hunton h Williams 79/04/02 39pp 


7908080093 Rasponde to raquast for info re possible shutdown of 
facility due to possible design deficiencies caused by 
computer modtl design Computer model in question not used 
for facilities 

HOEFLINO. R K Branch 4 79/04/03, 2pp 


790924027B Opposes inttrvenor County of Suffolk brief In support of 
eeeeptlons to A8LB 781226 initial decision Ctrtlfleate of 
8vc and 

aORDENICK, B M Branch 4 79/04/12 29pp 


79D9290106 Requests inclusion of NY Dept of Public Sve O'n sve till far 
NY siting proceeding 

BLAU. J Mew York, State of 79/04/13 Ip 


Q Inspection reporte. IE Bulletlne L correspondence 


7909010116 Forwards IE Info Notlcs 79-06. "Stress Analysis of 
ief ety-Relatsd Piping " 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/03/23. Ip. 


7909020051 Forwards IE Bulletin 79-06. "Review of Operation.*.! Errors h 
Bye Misalignments Identified During TMI Incident “ 

ORIER.B' K Region 1. PhlladelpMe, Office of the Dlrtctor 
79/04/il, ip 


7909020393 Forwards IE Bulletin 79-07, '’Seismic Btrass Analyili >< 
8ef ety-Retated Piping." Licensee action requlrad 
ORIER.B H Ragien 1. Phi ladtlph la. Off lea of the Dlraetor, 
79/04/14 Ip 


7909040038 Feruardi IE Bulletin 79-06B, "Rivlau of aperational Error* I 
Bys Mliallgnmente Identified During TMI Incident.'" 

DRIER, B.H Region t, Philadelphia, Office of the Director. 
79/04/14 ip. 


7909040208 Forwarde IE Bulletin 79-08, "Events Relevant to Bolttfig 
Water Power Reactors Identified During TMI Incident ''' 

ORIER. B H Region 1, Philadelphia, Office of the Director, 
79/04/14. Ip, 


7903030070 Forwards IE Bulletin 79-09, "Failures of OE Type AK-a 
Circuit Breaker In Safaty-Ralated Sys “ Licensee actien 
required 

ORIER.B H Region 1. Philadelphia, Office of the Director 
79/04/17. Ip. 


7909020263 Forwards IE Bulletin 79-06A, Revision 1, "Review of 
Oparatlonat Errors L Bys Misalignments Identified During THI 
Incident " 

ORIER.B H Region 1. Philadelphia, Office of the Director 
79/04/18. Ip. 


8 Reportable occurrences, LERs i< reietsd corrasponilence 


7908110803 Beard notiftcetlon Saebrook refueling water storage tank 
deelgn deficiency. 

BClNTOcJ. Hearings Division. 79/03/29. 30pp. 


8, Reportable occurrancas, LERs & related correspondence 


7909110203 Board no t 1 f lea t t on’ Seabr ook refuallng water storage tank 
design deficiency. 

SCINTOrJ, 'Hearings Division. 79/03/89. 30pp 


DOCKETED ITEMS 


isi 


docket aTN-S0-3l8 HART8VIUE NUCLEAR PLANTi UNIT 1 
A Apji 1 Ication/conctructton «t«g« documant* t( corraipondanc* 


7?03OaO941 Di«cu«i*s util poiltlon on laalc taatingi praaturi (t tdnp 
r«qutr«m*nt* of ACI 8td« 318 t. 349 for piping to b> anbaddod 
In concrata Ravtatoni to P8AR ra aabaddad piping uill bo 
laplamantad Inunadlatalg. 

OILLELANQ. J E Tonnaaaaa Vallag Authority 79/05/03 3pr 


F. Gacurltyt madtcali amergancy li flra protactlon plana 


79093004A3 Poruarda addl raaponaa to 7B0926 moating mlnutaa ra STRIDE 
lira haiardft analyila Includaa propoaad daalgn changaa to 
lira protactlon aya Raquoata oarly moating to dlacuaa 
ratponcaa 

OlLLELANDi 0. E Tannoaaaa Vallay Authority 79/05/20 9pp 


7905240498 Foraardl IE Imp Rapta 50-518/79-00. 50-519/79-08. 
50—520/79—08 1< 50-921/79-08 on 79032h— 0328 No noncoap 1 lanca 
notarf 

HURiPKVtC E Raglon 2. Atlanta. Ofitca of tka DIractar T9/C4/0* 

2pp 


— 7909240507 IE Inap Rapta 50-510/79-08.50-519/79-00.50-520/79-08 h 
90-521/79-08 on 790326-0328 No noncoapl lanct notad Kajior 
araat inipactad conat actlvitiai. pravioui ly idantlflad 
Itaai. lOCFRSO 3S(a) Itani. 10CFR2t poiting I. OA 
BURDETTErT E Raglon 2. Atlanta. Offlca of tha Dlractor 
HERDTiA R Raglon 2. Atlanta. Raactor Conitructlan t 

Englnatrlng Support Branch 79/04/06 Spp 


7909030368 Forwardt IE BuIlatlVt 79-07. 'Saiaatc Btraai Analytic of 
8af aty-Ralatad Piping * Llcanaaa action raquirtd 
O'RCILLy. J P Raglon 3. Atlanta. Off lea of tht Olrictor 
79/04/14 3pp 


0. Adjudicatory con tapondanca 


790524 0374 Raquaita adoption of da mlnlmua thaory of Partlna ABLB 
Cartlflc'ata of 8vc and. 

BANOER.Il 8 . WALLACE. L E . OUTTERMAN. A H. Tannoaaaa Vallay 
Authority 79/04/06 llpp 


7909110413 Raaponaa to ALAB-S09 ra radon amlaaiona It da lainlmut thaory 
from Partlna racord Cartlfleata of Sve and 
SCIHTQttJ.F Haarlnga Dlwlalon 79/04/11 45pp. 


790914051'9 Raaponaa to 790404 brlaf of Phlladalphla Elactrlc Co. PBEbO b 
Atlantic City (NJ) Elactrlc Co re do mlnlmua thaory 
Cartlfleata of Qvc and. 

KEPFORDiC R Cltliani for Safe Envlronmant 79/04/11 Bpp 


7909140332 Notlflaa of conaolldatlon of flva Intarvonor groupa ra radon 
amlaaiona iaaua. Partial hava until 790525 In which to flla 
for aommary dlapoaltlon. 

DUFLO.H E. Atomic Safaty and Llcanalng Appaal Panal. 79/04/25 

lapp 


J Inauranca St Indamnlty Information 


7909070497 Conflrma Incraaaad liability J*™** 

pollclaa NF-t.25. 43.76. 03. 100. 111. 140. 146, 151, 161. 164. 170. 
173. 174. 170. 179. 100. 102. 109. 106. 187. 108. 109. 192. 193. 194, 195, 
197. 190. 200. 201, 204. 206, 207, 200, 210, 212. 214. ^ “J'***'* 

QUATTRQCHHI , J. Amarlcan Nudaar Inaurara, 79/05/01 ip. 


7909070502 Conflrma Incraaaa In jg.st? 

pot tel aa MF-22,26.29. 38, 39. 44. 46, 47, 49. 50, 51. 52, 53. 54, 85 56 
97, 90, 60. 61 . 64. 66, 67. 68. 69. 70. 71. 72, 74, 76, 77. 70. 79, 00. 06. 87. 

m’J.. e..... un.......... 

Ip 


7909040233 Forward* lE Bullatin 79-06B< ’Rtvlaw of Oparatlonal Crrort V 
Bya Hiaal Ignainta Idantlflad During TKI Incldtnt * 

O'REILLY.J P Raglon 2. Atlanta. Offlca of tha Dlractor 
79/04/14 3pp 


7909110365 Forwards IE Bullatin 79-09, “Evanta Ralavant to Balling 
Nstar Powar Raactort Idantlflad During TMI tnddant * 

O'ReiLLY. J P Raglon 2. Atlanta. Offlca of tha Dlractor 
79/04/14 Ip 


7909010341 Forward! XE Info Hotlca 79-10, "Moneonforalng Plpt Support 
atruta " 

O'REILLY.J P Raglon 2. Atlanta, Offlca of tha Dlractor 
79/04/19 Ip 


7909030172 Forwardi IE Bullatin 79-09. "Falluraa of C£ Typa AK-a 
Circuit Braatop In Baf aty-Ralatad Bya * Llcamaa action 

0 *REILLY. J P Raglon 2. Atlanta. Offlca of tha DIractar 
79/04/17 2pp 


'909020479 Forward! IE Bullatin 79-06A.Ravlalon 1, "Ravlaw of 
Oporational Errari b Sya Mliallgnmanta Idantlflad During THI 

O'REILLY.J P Raglon 2, Atlanta, Offlca of tha Dlractor 
77/04/10 app 


7909300253 Bubialta aupplamantal raaponaa to IE Original 

' raaponaa aubmlttad 78120 ppovldaa addl * 

manufacturar b daacrlbaa plant In araa of alactrical 
panttratloni_ u ii, - -ro/Aa/^a 


R Parlodle operating paporta b ralat ad corraapo nda nca 


l'9O3tS02S6 Forwardi -Socioaconoailc !'*!!****“'' 

Apr 1979 Futura rapta la 


a Inapwctlon raporta, IE Bullatlna 

7909010211 Forward! IE Info Notlca 79-06, "Btraaa Analyala of 

a, He. ....o"' 

79/03/23. 2pp 

7909190072 Forward! IE Imp Rapta 90-918/79-06i 

90-920/79-06 b 90-521/79-06 on 790226-28 No noncompl 

|;S5?hV.C.E. R.glon a. Atlanta. R.«tor Con.tructlon b Engln.arln, 

3u|k|iart' BFJincha ^9/03/23 2pp 

—7909150091 IE Inap Rapta 1 laml^ntad! Mai”°*raa»* ** 

80-921/79-06 on 790226-28. No noncompl lanca nocao.nj 

in. pactad: conat actlvltl.a, IE circular, b 3A program 
Implamanbod by n^pjea of tha Director, 

BURDETTE, T E. Region Con.tructlon b 

,.,;:n"s,fLr";;5b5.5 

notoJ- „ . - An.nt., Reactor Conatruetlon b Englntarlng 

MURPHY. C E. Raglon 2. Atlanta, neaccor 

Support Brnneh. 79/04/02 2pp. 

—7905280431 IE Inap rfepta Major 

80-921/79-07 on 7*^0307-09 Mo noncompl lane. ^ 

•r»aa Inapactad: concrete foundation or p ,chodulo. 

Cefatg-r.Ut.d thi Slr.ctor 

BUAN.M B. Roglon 2. Atlanta, Off lco «f Conatruetlon b 
BRYANT, J C. Roglon 2. aSp 

Englntarlng Support Branch. 79/04 P 


—7905190294 -aocle.conomic Monitoring b Mitigation Rapt* Apr 1979 
^’2 ?2nn..a« V^lay Authority 79/04/30 46pp 

a. Raport-bl._occurrancaa^_LER. b_ralat.d_corr.ap«n4«c. 

7909140478 Forward. (*"*^'•^549-0*)'"^***'^* 

S?i^k^S!j“E Vdlk Authority 79/04/05 1, 


—7905140482 R.^rtatla eonmion on 79^6 OE^dat.rmlnad ^ » 

r'Unma... Vall.y Authority 79/04/05 2pp 
OOCKET 8TN-50-519 HART8VILLE NUCLE«_^^^_^i!_! 

?^^f:ab.dd:d^lpln. wm t. 
i??iEr:t5S:ii'"'Ti:n:ik. V.U.4 Authority 79 / 05/03 30 , 


252 


DOCKETED ITEMS 


f Securitvt ntilicali •nerjencv ^ *lr* protietlon plans 


79093004&2 Foruardt addl respani* to 780726 M«»tlng ntnutfi r* 978108 
#lra hatards analysli Ineludas proposad dasign dhangti to 
flra protection eye Requests early (neatlng to discuss 

rasponsPB 

OILLELANS. J, E Tpnnaasee Valley Authority 77/09/20 7pp 


0 Adjudicatory correspondence 


7709240874 Requests adoption of de minimus theory of Perl Ins ABLS 
Certificate of Svc end 

BANSER.H B . MALL ACE. L E , OUTTERtlAN.A H Tennessee Valley 
Authority. 79/04/06 Ilpp 


7909110418 Response to ALAB-SO? re radon emlsslan* b da minimus theory 
from Pertins record Certificate of 8vc end. 

SCtNTO. JF. Hearings Division 79/04/11 4Spp 


7903140917 Response to 790404 brief of Philadelphia Electric Co, PSEbO b 
Atlantic City (NJ) Electric Co re d» minimus theory 
Certificate of 6vc end 

HEPFORD.C H Citizens for Safe Environment 77/04/11 Bpp 


7709140332 Notifies of con i o 1 1 da tion of five Intervenor groups re radon 
amissions issue Parties have until 770929 in uhich to file 
for summary disposition 

DUFLO. H E. Atomic Safety and Licensing Appeal Panel. 79/04/29 
13pp 


<J tneurance L Indemnity information 


7903070477 Confirms increased liability limit to 4124, 000> 000 for 
polldes NF-1, 29, 43. 76. B3. 100, 1 it, 140. 146, ISl, 161. 164, 170> ' 

173, 174, 178, 179, 180. 1B2, 189, 186, 187. 188, 189. 192, 193, 194, 193, 
197. 198, 200, 201. 204.206, 207, 203.210, 212, 214.215, 6 others 
OUATTROCHHl. «f American Nuclear Insurers 79/09/01 Ip 


— 7903240307 JE Insp Repts 80-319/77-00,50-919/79-00.30-320/79-09* 
80-321/79-08 on 790326-0328 No noncompl lance noted Hijar 
areas inspected const activities, previous ly Identified 
Items, 10CFR90 33<d 1 terns r tOCFR21 postirtg b OA 
BURDETTE, T E Region 2, Atlanta, Office of the Director 
HERDT.A R. Region 2, Atlanta, Reactor Construction b 
Engtnsaring Support Branch, 79/04/06 3pp 


7905030366 Foruards IE Bulletin 79-07, “Seismic Stress Analysis o' 
Safety-Related Piping “ Licensee action required 
O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/04/14. 3pp 


7909040233 Foruards IE Bulletin 79-06B, "Revleui of Qperatlohal Errsf* ^ 
8ys Nlsaltgnmenti Identified During TMI Incident “ 

O'REILLY. J P Region 2, Atlanta, Office of the ifirector 
79/04/14 3pp 


7903110369 Foruards IE Bulletin 79-08, "Events Relevant to BDiUng 
Mater Potuer Reactors Identified During TNI Incident '' 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 
79/04/14 Ip 


79030I034I Forwards IE Info Notice 79-10, “Nonconforming Pipe Sufppr'- 
Struts " 

O'REILLY, dP Region 2, Atlanta, Office of the Director. 
79/04/18 Ip 


7903030172 Forwards. IE Bulletin 79-09, “Fel lures of OE Type AB-2 
Circuit Breaker In Safety-Related Sys " Licensee action 
required 

O'REILLY, JP Region 2, Atlanta, Office of the Director. 
79/04/17 2pp 


7905020479 Forwards IE Bulletin 79-06A, Revision i. "Revliw of 
Operational Errors b Sys Nlsa 1 Ignminte Identified During THt 
Incident “ 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/04/18 2pp 


7909070362 Confirms increase in liability limit to 436,000.000 for 
policial NF-22, 26. 29, 38,39,44,46. 47, 49.30, 91.32, 93. 34, 59. 56, 

97. SB. 60, 61.64, 66. 67. 68, 69. 70, 71.72, 74.76, 77. 7B, 79. 80, fl6. 67, 
88,90,91,92,93,94,99 b 96 

ROBERTS. D M Mutual Atomic Energy Liability Underwriters 79/05/01, 
*P 


O Inspection reports, IE Bulletlni & correspondence 


7905300293 Submits supplemental response to IE Bulletin 77-07 Original 
response submitted 78120, Provides addl Info received frea 
Manufacturer b describee plane in area of alectrlcal 
penetrations 

aiLLELAND.J E Tennessee Valley Authority 79/04/27 Opp 


R. Periodic operating reports b related correspondence 


7909010211 Forwards IE Info Notice 79-06, “Stress Analysis of 
Safety-Related Piping " 

Q'REILLY. J P Region 2, Atlanta. Office of the Director 
79/03/23 2pp 


7903130286 Forwards ''Soe loeconnmlc Monitoring b Ml t iga tion Rep I* 
Apr 1979 Future repts will be prepared semiannually 
OILLELANO, J E Tennessee Valley Authority 79/03/09 Ip 


7903150072 Forwards IE Insp Repts 90-316/79-06,30-319/79-06, 
50-320/79-06 b 30-921/79-06 on 790226-28 No noncomp 1 lance 
noted. 

MURPHY. C E Region 2. Atlanta. Reactor Construction U Engineering 

Support Branch, 79/03/23 2pp 


— 7909190081 IE Insp Repts 90-918/79-06.30-919/79-06.50-320/79-06 b 
90-921/79-06 on 790226-28, Mo noncomp I lance noted. Major areas 
Inspected' const ac t Ivi t let, IE circulars b QA program as 
Implamentad by Const Enginearlng Manual 

BURDETTErT £ Region 2. Atlanta. Office of the Director. 
HERDT.A, R. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch 79/03/22, 4pp 


7903290428 Forwards IE Imp Repts 00-310/79-07,30-919/79-07, 
90-520/79-07 b 30-321/79-07 on 790307-09 Mo noncomp I lance 
noted. 

MURPHY.C.E Region 2, Atlanta. Reactor Construe t Ion b Engineering 

Support Branch 79/04/02 2pp 


— 7909130294 "Socioeconomic Monitoring b Mitigation Rept" Apr 1979. 
* Tennessee Valley Authority 79/04/30, 46pp 


8 Reportable occurrences. LERi b related correspondence 


790S14047B Forwards final rapt of reportable condition re BMH/6 HPCO 
local control panels. (NRC OE-79-01) 

OILLELANO, UE Tennessee Valley Authority 79/04/09. Ip 


— 7905140462 Reportable condition on 790306' OE determined that defect 
ezlitad in KPC8 panel M22-PD28 Cauied by Installation of 
nonqualified type relay Procedures revised b OA program 
mod idled 

* Tennessee Valley Authority. 79/04/09 8pp 


DOCKET aTN-30-320 HARTSVILLE NUCLEAR PLANT. UNIT 3 

A. App 1 icatlon/constructlon stage documents b corrospandenei 


— 7903250431 IE Insp Repts 30-91S/79-0'7. 90-319/79-07, 30-580/79-07 b 
30-521/79-07 on 790307-09 No none ompl lance noted Major 
area* inspected: concrete foundation of spray pond areas, 
safety-related etael structuretib OA audits b schadule 
BUAM, N B. Region 2. Atlanta, Office of the Director, 

BRYANT. 0 C Region 2, Atlanta. Reactor Construction b 

Engtnoering Support Branch. 79/04/02 6pp 


7709060341 Dticuesas util position on leak testing, pressure b keep 
requirements of ACI Stde 316 b 349 for piping to be embedded 
in concrete Revlelons to P8AR re embedded piping will be 
Implemented immediately, 

OILLELAND, J, E Tennessee Valley Authority. 79/03/03 3pp 


7903240498 Forwards IE insp Repts 30-918/79-06,90-319/79-08, 
90-820/79-08 b 30-921/79-08 on 790326-0328, No none ompl lance 
noted. 

fWRPHY, C E. Region 2. Atlanta, Office of the Director, 

2pp 


79/04/06 


DOCKETED ITEMS 


2S3 


F S»curityi emergency Hr# protecttan plan# 


7903'3C>0462 FovuariJ# «(>dl ratpans# to 780724 maattng minute* r» STRIDE 
ftra hat«rd« analyili Includa# propoced deilgn change# to 
fira pTottetlon *gi Reiiuast# aarlg meeting ta diicui# 
raepoci#*# 

aiLLELAHD. J E Tenne*»ee Valley Authority 79/05/20 Vpp 


0 Adjudicatory correipondence 


7905240874 Renuett# adoption of da minimu# theory of Perkina A8LB 
Certificate of 8vc and 

SANOERiHS., WALLACE, L E , OUT TER MAN, A H Tennasiae Valley 
Authority 79/04/0& ilpp 


TS'OSllOAIS Re#pon#e to ALA0—3O'? re radon eihi##ione 4* da mlnimue theory 
from Perkin# record Certificate of Sue end 
SCINTO, JF Hearing# Divleton 79/04/11 43pp 


7705140519 Revponie to 790404 brief of Philadelphia Electric Co^PSEW 1, 
Atlantl,;; City (NJ) Electric Co re de minimu# theory 
Certificate of Sve end 

KEPFOAD, C R Citlien# for Safe Environment 79/04/11 Spp 


7905140332 Notlflee of consolidation of five Intervenor group# re radon 
anlsilon* t«*ua Partita have until 790523 In which to file 
for eummary dltpotltlon 

DUFLO, H E. Atomic Bafety and Licanelng Appeal Panel 79/04/25 
13pp 


Insurance li Indemnity Information 


7905070497 Confirm# Increased liability limit to 4124,000,000 for 
pollciat NF~1>25,43,76,83, 100, 111, 140, 146, 131, 161, 164, ‘l70, 

173, 174, 178, 179, IBO, 182, 185, 186, tS7, 188, 189, 192, 193, 194, 195, 
197, 198, 200, 201, 204,206, 207, 208,210, 212, 214, 213, other# 
■QUATTRDCHHI, J American Nuclear Insurer# 79/03/01 Ip 


7905070582 Confirm# increaie in liability limit to *36,000,000 for 
pol Ictee HF-22,26, 29, 38, 39, 44, 46, 47, 49, So, 51, 52, S3, 54, 55, 56, 

57. SB, 60,61, 64,66,67,68, 69, 70, 71, 72, 74, 76, 77, 78, 79,80, 86, 87, 
88.90,91,92.93,94,93 i< 96 

ROBERTBtD H Mutual Atomic Energy Liability Underwriter*. 79/03/01. 

Ip 


O Inspection report#, IE Bulletin# k corre«po-ndence 


7905010811 Foriuards IE Info Notice 79-06, ‘'Stress Analysis of 
Saf *ty-Rilat«d Piping." 

CHEILUYiJ P. Rigion 2, Atlanta, Office of the Director 
79/03/23, 2pp 


79051S0072 Forward* IE Intp Repti 30-518/79-06,30-519/79-06, 
30-520/79-06 t, 50-581/79-06 on 790226-28 No none omp 1 lance 
noted 

KURPHyfC.E. Region 8, Atlanta, Reaiitor Con#tructien St Engineering 
Support Branch 79/03/23. 2pp 

— 7903150081 IE Imp Rapt# 50-318/79-06, 50-319/79-06, 30'-380/79-06 k 
50-521/79-06 on 790226-88 No noncomp 1 ianca noted Major areas 
Inspected const actlvitl**, IE circulars k 8A program as 
tmplamtntsd by Const Englnssrlng Manual 

BURDETTE, T E. Rsglon 2, Atlanta, Office of ths Dirac tor. 

HERDT, A. R, Rsglon 2, Atlanta, Raactor Construction k 
Engineering Support Branch 79/03/82 4pp. 


7705230422 Forwards IE In»p Rapt# 30-318/79-07,30-319/79-07, 
50-520/79-07 k 50-521/79-07 on 790307-09. No noncompUance 
noted 

MURPHY, C.E. Region 8, Atlanta, Reactor Construction k Engineering 
Support Branch 79/04/02. 2 pp 


— 790S8S0431 IE Insp Rapt* 30-518/79-07, 30-319/79-07, 50-320/79-07 fc 
50-321/79-07 on 790307-09. No noncomp 1 lance noted, Major 
areas inspected. concrete foundation of spray pond artas, 
safety-rstatad itsal *tructuT#*,k QA audits k scheduls. 

0HAM, H B. Rsglon 2, Atlanta, Office of the DIrsetor, 

BRYANT, J.C Region 2, Atlanta, Raactor Construction k 
Englnssrlng Support Brdnch 79/04/02 6pp 


790324049a Forward* IE Insp Repts 30-318/79-08,50-319/79-08, 
50-320/79-08 k 30-321/79-08 on 790326-0328 No noncompUance 
noted. 

MURPHY, C.E Region 2, Atlanta, Office of the Director 79/0^/06. 

app 


■7903240307 IE Insp Rapt* 50-518/79-08,50-519/79-08,50-320/79-00 k 
80-321/79-Oa on 790386-0388 No noncomp 1 1 anc* noted Major 
areas Inspscted const act ivi tic# , previou# ly Identified 
ittm*. lOCFRSO. 351 b 1 Itemi, 10CFR21 posting k OA 
BURDETTE, T E Region S« Atlanta, Office of ths Director 
HERDT, A R Rig ton 2, Atlanta, Reactor Conetructlon fc 

Engineering Support Branch. 79/04/06 3pp 


7903030368 Forward# IE Bulletin 79-07, "Beitmlc Strais Analysts of 
Saf a ty— Re la ted Piping " Licensee action re q.ulr ad 
O'REILLY, J P. Region 2, Atlanta, Office of the Dt rector 
79/04/14 3pp 


7903040233 Forward# IE Bulletin 79-068, "Revl eui of Operational Error* k 
6g« Misalignments Identified- During TMI Incident " 

□ 'REILLY, V P Region 2, Atlanta, Office of the Director. 

79/04/14 3pp 


7905110365 Forwards IE Bulletin 79-08, "Evente Relevant to Bolling 
Hater Power Reactor* Identified During TMI Incident “ 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 
79/04/14 Ip 


7905010341 Forward# IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/18 Ip 


7903030172 Forward* IE Bulletin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Safety-Related Syi, " Licensee action 
ratulred 

O'REILLVrJ. P Region 2, Atlanta, Office of the Dirictor 
79/04/17 2pp 


790302047 9 Forward# IE Bulletin 79-06A, Revlelon I, "Roview of 
Operational Errors k ays Misalignments Identified During TMI 
Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/18 2pp 


7903300253 Submits eupplementat response to IE BulletlTt 77-07. Original 
response lubmitted 78120 Provides addl Info received from 
manufacturer k describes plans in area of electrical 
penetration# 

OILLELAND, J E Tennessee Valley Authority 79/04/2? Spp. 


R. Periodic operating reports k related correspo-ndance 


7903150286 Forwardt -"Bocioeconarntc Monitoring k Mitigation Rept” 
Apr 1979, Future repte will be prepared semiannually 
OILLELAND, J E Tennessee Valley Authority 79/05/09. Ip. 


— 7903130294 "Bocloeconomtc Monitoring k Mitigation Rapt" Apr 1979 
e Tenneisee Valley Authority, 79/04/30 46pp, 


6, Rsportable occurrences, LERs k related correspondence 


7903140478 Forwards final rept of reportable condition re BHR/6 MFCS 
local control panels <NRC OE-79-011 

OILLELAND, J E Tennessee Valley Authority. 79/04/05. Ip, 


—7905140482 Reportable condition on 790306. QE determined that defect 
existed In HPCS panel H22-P0S8. Caused by Inetallatlon of 
nonqualified type relay Procedures revised k OA program 
modi fled 

e Tsnnetsee Valley Authority. 79/04/05. 2pp 


DOCKET 8TN-80-S21 HARTSVILLE NUCLEAR PLANT, UNIT 4 


A, Applteatlon/constructlon stage documente k correspondence 


7905080341 Dlscuscee util poeltlon on leak test ing, preseure k tamp 
requirements of ACl Stds 318 k 349 for piping to be em-baddad 
in conere te. Revlel On* to PSAR re amhaddid piping will be 
implemented lismed lately. 

OILLELAND, JE Tennessee VelLay Authority 79/05/03. 3pp. 


264 


DOCKETED ITEMS 


F Bicurltgi inadic«l< ■t»«rgtneg 4i. fir< |>rot«ctlon pljn* 


7909300462 Forwards a<fdl risponic 7S0926 mtetlrg ninutes r« STRIDE 
fir* hoxardi atiolgsi* Inelud** propo«»d dastgn thangii to 
fir* protiction sg* R*qu**t* carlg asoting to dl«cif«* 
r*«pon«*« 

OILLELANO.J E Tsnnasi** VaUtv Authority 79/05/20 9fp 


O Adjudlcatorg c arr<«pand«nc* 


7909240374 Roquest* adoption of de niininiiJ* theory of Pertint ASCB, 
Ctrtlficat* of Sve end. 

SANDER, H.S T«nnaef*e Valley Authority. 79/04/06 llpp 


7905O3O3it>a reruards IE Bulletin 79-07, "Selieilc Btr*** Anatyiii gf 
8af *ty-Ralat*d Piping “ Licensee action required 
0 'REILLY, J P Region 2, Atlanta, Office of th* Director. 
79/04/14. 3pp 


7905040233 Forwapdi IE Bulletin 79-06B, "Review of Dperatlonal Erreri t 
By* Hlsallgnment* Identified During TMI Incident " 

0'REILt.y, JP Region 2, Atlanta, Office of the Diraetor 
79/04/14 3gp 


7905110309 porwerd* IE Bulletin 79-00, "Event* Relevant to Bolliei 
Water Power Reactors identified During TMI Incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/14 Ip. 


790SU04ta Reeponse to ALAS-S09 re radon eeilstlans 4i de nlnlirus theory 
froffl Partins record Certificate of 8vc end 
5CINTa,JF Hearings Division 79/04/11 4Spp 


7905010341 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts • 

O'REILLY. J.P Region 2, Atlanta, Office of the Director 
79/04/ia tp 


7909140919 Response to 790404 brief of Rhlladtlphla Electric Co, PSELO & 
Atlantic City (NJ) Electric Co re d* minimus theory 
Certificate of Sve and. 

KEPFORD. C R Ci titan* for Safe Environment 79/04/11 Bpp. 


7909140332 Notifies of consolidation of five Intervenor groups re radon 
aniittloni issue Parties have until 790925 in which to file 
for summary disposition 

DUFLO, M E Atomic Safety and Licensing Appsal Panel 79/04/25 
13pp. 


0 insurance I> indemnity information 


7905030172 Forwards IE Bulletin 79-09, "Failure* of 0£ Type AK-a 
Circuit Breater in Safety-Related Sys “ Licensee action 
required 

0'REILLY,J.P Region 2, Atlanta, Office of the Director 
79/04/17 2pp 


7905020479 Forwards IE Bulletin 79-06A, Revision t, "Rsvlsw of 
Operational Errors L 6y* Hlsallgnment* Identified During IMI 
incident " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/ia. 2pp 


7909070497 Confirms increased liability limit to *124,000.000 for 
policies NF-1,29, 43, 76, 33, 100. ill, 140, 146. 191, 161, 164, 170, 

173, 174. 170, 179, 130, 132, 189, 186, 137. 183. 139, 192, 193, 194, 199, 

1 97, 1 93, 200, 20 1 , 204, 206. 207, 208,210,212, 214.2t0,& others 
aUATTROCHHI, J American Nuclear Insureri 79/09/01 Ip 


7909070932 Confirms Increase In Itablllty limit to *36,000.000 for 
petlcles HF-22.26, 29, 33, 39, 44, 46, 47.49, 50. 91,52, 93,54.59.56, 

97, ga, 60,61, 64.66, 67. 63, 69, 70, 71, 72,74, 76, 77,73, 79,80, B6. 87, 
38.90,91,92,93.94,99 U 96. 

ROBERTS, D H Mutual Atomic Energy Liability Underwriters 79/05/01 
Ip. 


0. Inspection report*. IE Bulletins & correspondence 


7905300293 Submits suppiemantal response to IE Bulletin 77-07 Orlgtnil 
rsspense submitted 700120 Provide* addl info received from 
nanufaeturer t, describes plans in area of electrical 
penetrations 

OILLELAND, U E Tennessee Valley Authority 79/04/27 gpp 


R Periodic operating reports 6 related correspondence 


7905150236 Forwards "Socioeconomic Monitoring 6 Mitigation Rtpt* 
^pr 1979, Future repts will be prepared semiannually 
OILLELAND, J E Tennessee Valley Authority 79/09/09 Ip 


— 7909190294 "Socioeconomic Monitoring l< Mitigation Rapt" Apr 197» 
a Tennessee Valley Authority 79/04/30 46pp. 


7909010211 Forwardf IE Info Notice 79-06, "Strest Analyst* of 
Safety-Related Piping " 

O'REILLY. J P Region 2. Atlanta, Off lee of the Director 

79/03/23. 2pp. 


7909190072 Forwards IE Imp Rspts 50-913/79-06.90-919/79-06, 
90-920/79-06 & 50-921/79-06 on 790226-23 No noncamp 1 lance 
noted 

nuRPHYtC. E Region 2. Atlanta, Raactor Construction h Engineering 

Support Branch 79/03/23. 2pp. 


— 7909190081 IE Insp Rapti 90-918/79-06.50-919/79-06,50-920/79-06 it 
90-921/79-06 on 790226-28 No noncomp 1 lanca noted Major areas 
inspected, const actlvttlee, IE circular* 6 <QA program as 
iaplenented by Const Engineering Manual. 

BURDETTE, T,E Region 8, Atlanta. Office of th* Director. 
79/03/22. 4pp 


B. Reportable occurrences, LERs fc related corraspandence 


7909140478 Forward* final rept of reportable condition re BHfl/6 IFC3 
locat control panel* <NRC OE-79-01) 

OILLELANO.J E Tenneista Vallty Authority 79/04/09. ip 


—7909140482 Raportabl* condition on 790306 OE dattrmined that dlfict 
existed in HPCB panel K22-P028. Caused by installation of 
nonqualified type relay Procedure* revised 6 QA program 
mod if ted 

• Tannesst* Valley Authority. 79/04/09. 2pp 


DOCKET aTN-90-922 8KA0IT NUCLEAR POWER PROJECT. UNIT i 


A App 1 lea tlon/construetlon stag* document* It correspondenc* 


7909290422 Forward* IE tnsp Rept* 90-918/79-07.90-919/79-07, 
90-529/79-07 6t 90-291/79-07 on 790307-09 No noncump I ianc* 
noted 

HURPKViC E Region 2, Atlanta, Raactor Construction t< Engineering 

Support Branch. 79/04/02 2pp 


7909090211 Forward! summary of 790227 meeting of Skagit Rlvar Indtan** 
rapresantattves w/Housa Committee on Interior (< Insular 

Affair*. 

LEECH, P H Environmental Project* Branch 2 79/04/10 Ip 


— 7905290431 IE Insp Rapt* 90-918/79-07.80-919/79-07.80-920/79-07 l« 
50-921/79-07 on 790307-09, No noncomp 1 lane* noted. Major 
areas Inspaetad: canereta foundation of spray pond areas, 
saf*ty-ra latad stael struc turai, 1. QA audits V schedula. 

SWAN, W B Raglan 2, Atlanta, afflci of tha Director. 79/04/02, 

6pp 


7909240498 Forwards IE insp Repts 90-813/79-08,90-919/79-08, 
90-920/79-08 fc 80-921/79-03 on 790326-0328. No noncoitpllance 
noted. 

MURPHY. C E Region 2, Atlanta, Office of th* Director 79/04/06. 

2pp 


--7908240907 IE tnsp Rept* 90-918/79-08,50-919/79-00,90-920/79-08 t, 
90-921/79-08 on 790326-0328, No noncomp llance noted Major 
areas inspected' conetr actlvl ties. previous ly identified 
items, 10CFR90. 99(*l Itenit, lOGFft21 potting t< 8A 
BURDETTE. T E. Region 2, Atlanta. Office of the Director. 
79/04/06. 9pp 


— 7909090264 Summary of 790227 meeting w/rapra* entattves of Indian lelltt 
In Haeh Ington, DC re etudy. funded by Bureau of Indian 
Affairs, of potential impact of facility on local hydrolagy. 
socloacenomlc conditions it Indian flsherlts. 

KAMHERER.C. Office of Congreee tonal Affaire 79/03/09 2fP 


7909230326 Dlseutfes delaye in ieeuance of CP in responsi td 790218 
talegram to Preeldent Carter 

STOLZ.J F Light Water Reactors Branch 1. 79/04/16. 3fp 


7909240897 Approves rsqusst to withhold from public disclosure 790223 
U 790416 Itrs re aaromagnetlc data. 

STOLZ.J F. Light Water Raactor* Branch 1, 79/04/30. 4pf 


7909090090 Forward* "Environ Assessment. DOA Plant Aseassmint. " in 
responia to NRC 780609 raquest Racommends mods re mgt 
raqulrament* In applicant's mitigation plan. End 
available In Central Flies, 

BEROLANO. B Agr Icul turs. Dept of, 79/09/02, 2pp. 


DOCKETED ITEMS 


266 


790JI6O3H7 Forward! "R^pt a* Oooloplcal Invettlgationi In I97a-I979< “ DOCKET 8TN-80-S23 8KA0IT WCLEAR POWER PROJECT. UWIT 2 

V»l« a U 3,Dl!ctJ*!!! dtforred «< lupplamantal lacUont. 

KECGAa J E Pugat 8aunil Fewer t< Light Co, 79/08710 7pp A. AppHeatton/eonttructlen tteg* docuaenti E cerrtfpondinci 


--7909160396 "Rept ot Dialog Icel Inviit Igetloni In 1970-1979“ Voli a 1. 3 
Four ovoreliod drawing! end 

» Puget Bound Power 8i Light Co 79/08/10. aaipp 


7903310303 Reipandi to 700630 re<tue!t for addl gaeleglcal Info Forward! 
add! vuppartWe matl to "Kept of Deologlc Inveotlgationi In 
197B-1979 •' Ektenilvi geologic Inveetlgatlon! confirm ilti 
luCtabllltg, Rept end 

HECCAi J E Puget Bound Power t. Light Co 79/08/89 lOOpp 


g Adjudtcatorg correepondance 


7909MO1S9 Hotlon for leave to file interim itatement of letuet thru 
dage out of tlmaion 790318 

BUSCHrll M Evergrian Legal Sarvlcae HEANB. 0 8. Mean!. Donald B 
79/03/ I a. Spp. 


— 79Q91A0f61 Intervenor Trlbae Intarlm etatement of liiui! In raiponit to 
790a0B order. 

QlfSClI. n W Evergreen Legal Barvlcei, KEANS. D 8. Haani. Donald 8 

79/03/ ta aspp, 


7909a3001Q Foralaw! on Board/Coal Itlon for Bafa Powar'i etatamant of 
leeueii eubmltted par 790800 order Follow! applicant 790238 
ravieed e ta tement, Dlicuiao! anvlron Itauai. Cartif Icate of 
Svc «ncl 

BTACHOH. E 0 Coalition for Baft Powtr 79/03/16 4pp. 


7909010119 Forward! reguait for Board notification re noniafetg-gradi 
equipment to mltlgete tranolenti 

BCINTO. J F Hearing! Dlvlilon 79/04/08 3lpp 


7903090811 Forward! lunnarg of 790887 anting of Skagit Rlvtr Indian'! 
rapriaentatlvi! w/Houfi Committee on Interior 1. Iniuler 
Affair! 

LEECH. P H Environmental Project! Branch 8 79/04/10 tp 


*-7903090264 Summary of 7908S7 meeting w/repreeentatlvee of Indian trlbee 
in Haehington. DC re etudy. funded by Bureau of Indian 
Affairiiof potential impact of facility on local hydrology, 
foe loeconoAle condition! t Indian fitherlei 

KAHKERER.C Office of Cengreitionel Affalrt 79/03/03 8pp 


7909S308S6 Diicutfei delay! In lifuanci of CP in reiponie to 790318 
ttlcgram to Preiidint Carter 

STOLZiJ F Light Witer Reactor! Branch 1 79/04/16 3pp 


7909840887 Approve! requeet to withhold from public dltcloeure 790883 
t> 790416 Itrs re airomagnetlc data 

STOLZ.J F Light Water Reactor! Branch 1 79/04/30 4pp 


7908090090 Forwardi “Environ Aeieetment. DOA Plant AJifiiaent," In 
rieponia to NRC 760609 ragueit Recommend! modi re agt 
requirement! In applicant'! mitigation plan Enel 
available In Central Fllei 

BER0LAND.8 Apr Icul tore, Dept of 79/09/02 app 


7909160347 Forward! "Rapt of Oeelogical Inveitlgatlonl In 1970-1979.* 
Vol! 8 & 3 Diecueeee deferred L eupplemental lectlon! 

MECCA. J e Puget Bound Power 6 Light Co 79/08/10 7pp 

— 7903160336 "Rapt of Oeologlcel Inveetlgatlon! In 197B-1979" Vol! 8 ». 3 
Four ovtrilted drawing! end 

» Pugat Sound Power t. Light Co 79/03/10 SBlpp 


—7903010186 Board notification etaff aeiaeiment ra noniafety-gradi 
mqutpmont to mitigate translente 

VA06AUL0. D U Aeeletant Director for Light Mater Reactore 
79/03/29 8pp, 


—7903010190 Board noli ficat Ion. rtcant leeua on nonaaf ety-grade 
aquipmant bo mltigat# tranelente Mora info ie raqulred 
TEOCBCa. R. L. Aeelftant Director for Reactor Safety 79/03/16 
3pp. 


7909230120 Forwarde policy etatement re NUREO/CR-0400. reactor eafety 
• tudy bi eurvoy of ueei made of HA8H-1400 M/o end. 

BLACKiR L. Branch 1. 79/04/04 Ip, 


7908310383 Reepond! to 700630 requfft for add! geological Info Forward! 
addl lupportlve matl to “Rapt of Oedogie Inveetlgatlon! In 
1978-1979. “ E»ten!ive geologic Inveetlgatione confirm elte 
euitablllty Rapt end 

MECCA. J E Puget Sound Power L Light Co 79/08/88 lOOpp 


0 Adjudicatory correepondance 


7905140139 Motion for leave to file 
day! out of time. on 790318 
BUSCH. R M Evergreen Legal Servlc 
79/03/18 app 


interim itatement of’ ieeuet three 
ei MEANS. 0 8 Mean!. Donald 8 


7909140030 Order for agenda of ’ eonf eranee 
OEALE.V. B Atomic Safety and Lleanelng 


echaduled for 790424—86. 
Board Panel, 79/04/10 


7pp 


79093 90ia0 Advleee that raeommanded 
Cauncll haaring examiner will be 
th«n Apr 1979. 

BANDVIH. R. M Oregon. State of 


ordtr of OR Energy Facility Biting 
teeuad In Aug 1979 rather 

79/04/17, Ip 


I. Financial Information 


79032 8 0 4 99 Forward! addl financial Info. a! requeetad by NRC 790408 Itr, 
Info InduSI^matl r. teetlmony 4. t! 

rabt rallif aetlona.BBC ^ •S"''*‘79/S8/17 ‘ asojp 

MECCA. J. E. Puget Bound Power 6 Light Co 79 / 00 / 1 / p 


—7903290469 "Annual Financial Rapt 
» Pugat Sound Power E Light Co 


1976. “ 
78/18/31. 


43pp. 


— 7908140161 Intervenor Trlbee 
790808 order. 

BUSCH. R H Evergreen Legal 
79/03/18. 83pp 


Interim itatement of lieuei In re<ponee 
Service! MEANS. D B Mean!. Donald B 


to 


7908830813 Fore law! on Boapd/Coal Itlon for P?"r;'*,5o888‘*"* 

l,.ua., .ubmltted per 790208 -rd.r Fo low. JPP 
revlted etatement Dlicueeei environ liiuet certtfieare 

IMmIe.O coalition for B.f. Power 79/03/16 4pp 

7903010118 Forw.rd. reque.t for Board notification re nen.af ety-grade 

equipment to mltigat# ,-. 04.02 3lPP 

8CINT0.J.F Hearing! Dlvlilon 79/04/08 aipp 


•790301 

aqul 

VA3( 

79/( 


—7903800478 " 

q Pacific 


Annual Financial Rapt 

Power Co. 78/12/31' 


1978" 

32PP 


7903310372 Baipond! J*5|’,hlb iti'^l ^Portland 06^“'^'”^'" 

.Exp.nduur., 

79/08/88, 400PP. 


■79030 

tqu 

TED) 

Spp 


7903280 

itudy 

BLACK 


Haaring tranaeripte on 


Board Panel. 79/04/84. I70pp. 


790514C 

DEALE 



DOCKETED ITEMS 


I. Financial InForinatlon 


7^0925049? Forward* add! flnaneial tndoi as riq.u«sttd by 790409 Itr 
Info tncludos matl r* tastlnony U axhlblts in nett ractnt 
rat* rtllaf actient< 6 EC prospaetut $i annual financial r*pts 
KECCAi J E Pugat Bound Pawtr l< Light Co 79/09/17 390pp 


— 7909290469 "Annual Flnaneial Rapt 1970 " 

■ Pugst Bound Power Light Co 78/tS/31 43pp 


7905220392 Act raeolpt of 741004 Ur ra^uoitlng approval of ABHE Cei* 

1481 for uf* in datign of hgdrogan rtcomblnor for pott-LDCA 
usa. Approval I* granted 

BCHROEDEft.F Atofflle Energy Commlasiom Diractorate o.f Lleaniing 
(Pr*-1979> 74/10/28 Ip. 


—7909280397 fiequaats authorl lation to ut* ABME Cod* Cat# 1892 in dlhl|n 
of hydrogen raeomhinart for poit-UOCA use W/litt of LMR 
proyaet* incorporating lubj criteria 

8 TONE 1 L R Rockwell International Oorp 70/04/14 2pp. 


— 7909290472 “Annual Flnaneial Rapt 1970" 
a Pacific Powar Co 76/12/31 32pp 


7909310372 Ratpondt to 790409 Itr Forward 1 financial Info form 
8 EC tO'Ki prospactuii testimongr eih it) its it "Portland GE 
Pro Forma Sourcat of Fund* for 8 g< Ulda Contt Espandlturei 
(• Capital Btructur* " Enel in Central Filat 
HECCAiJ E Puget Sound Powtr ti Light Co 79/0S/29 400pp 


T. Hearing tranecripts on non-anti trust matters 


7909140016 Transcript of 790424 meeting in SeattlajIfA Pp lit 776-il» 993 
DEALE.V B I UtNERBERGER. 0 t HOOPERi F F Atonilc Safety and Licensing 
Board Panel. 79/04/24 17epp. 


DOCKET 90-924 BARTONi UNIT 1 


0 Adjudicatory co'rrespondance 


790914O2BO Oescrlbas HRC notification to ABLAO during past year rs 
nuclear powar raaetorsifor info of Board 4 parties In 
procaadlng 

ORAYtJR Branch 1 79/04/18 3pp 


—7909140267 Discusses issue of neutron eipesur* at eomrntrcial power 
reactors No problein eslsts Questions data on which concarns 
were based 

EIBENHUTtDO Division of Operating Reactors VOLLMERtRH. 
Assistant Director for Site Analysis 79/03/09 2pp 


Q Inspection reportst IE Bulletin* 4 correspondence 


79091S0609 Forwards IE Insp Reptf 90-920/78-09 4 90-329/78-07 on 
761216-81 No noncompUance noted, 

VAN BRUNT, E E Region 9, Ban Francisco, Roactor Construction 4 

Engineering Support Branch 79/03/16 2pp. 


— 7909190620 IE Insp Repti 90-920/78-09 4 90-329/78-07 an 791210-21 Ko 
noncomplianc* noted Major aroa* Inspoctod* containment 
structural concrete, containment post tensioning sysi reactor 
vessel final alignment 4 electrical cable 4 components. 

HAYNES, R C Region 9, San Francisco, Office of the Diractor 
ECKHARDTiJ H , NARBUT, P P Region 9, Ban Franclcco, Reactor 

Construction 4 Engineering Support Branch 79/03/16 lipf. 


7909010283 Forwards IE Info Notice 79-06, "Btraii Analysis of 
Safety-Re latod Piping " 

ENOELKENrR H Region 4, Dallai, Office of the Director 79/63/23 

ip 


7909040076 Forward* IE Info Notice 79-07, "Rupture of Radwasta lanli * 
ENOeLKEN,R H Region 9, San Francisco, Office of the Director 
79/03/26 Ip 


7909290096 Respond* to IE Bulletin 79-03 Forward* 701117 Itr 
VANBRUNT, E E Arltona Public Service Co. 79/04/03, Ip 


7909010016 Forwards IE Bulletin 79-06A, "Review of aperattonal Errers 4 
Sys Kise 1 Ignms nt* Identified During TMI Incident " 

ENOELKEN, R H Region 9, San Francisco, Office of the Director 
t9/04/14. Ip 


—7909140892 Follows up 790306 memo 4 790301 4 OB meetings re OE's „ 

BHR-NSSS equipment adequacy evaluat ion. Describe s action plan 7909040907 Forward* IE Bulletin 79-068, "Review 0 # Operational Errsri t. 

which parallels program 4 proposed decision process plan 8 yi Misalignment* Identified During TMI Incident ' 

MATTSON, R J Division of By* toms Safety 70/03/16 4pp ENOELKEN, R, H. Region 9, Ban Francieeo, Office of the Director 

79/04/14, Ip 


—7909140299 Summary of 780301 meeting «/0E re OE's BHR-NBBB equipment 
adequacy evaluation for Hark 11 4 III plant*. U/supporting 
doeunantatlon 

MATTSON, R.J Division of Systems Safety, 7S/03/06 Slpp 


7909040614 Forward* IE Bulletin 79-08, "Events Relevant to BoiUtif 
Hater Power Reactors Identified During TMI Incident," 

ENOELKEN, R H Region 9, Ban Franclfco, Offico of the Dlrsclar. 
79/04/14. Ip 


DOCKET 90-929 BARTON, UNIT 2 


0. Adjudicatory cerretpondenct 


7909140880 Describes NRC notification to A 8 LAB during pest yoer r# 
nuclear power reactors, for info of Board 4 parties In 
proceeding 

ORAYiU R Branch 1 79/04/18 Opp 


—7909140287 Dlscustei issue of neutron eiposur* at commercial pouiar 
reactors No problsm esis ts. Questions data on which concarns 
were based 

EtSENHUTiD 0 Division of Operating Reactors. VDLLMER,R,H 
Aselstant Director for Site Analysis, 79/03/09. 8 pp 


—7909140298 Follows up 790306 memo 4 790301 4 08 meetings re OE's 
BHR-NBBS iquipment adequacy evaluation Describes action plan 
which parallels program 4 proposad dtclslen process plan. 
MATTBON, R J Division of eystams Safety. 78/03/16, 4pp. 


—7909140299 Summary of 760301 meeting w/OE re OE's aWR-NBBS equipment 
adequacy evaluation for Mark tl 4 HI plants W/supporting 
documentation. 

MATTSON, R.J. Division of Bysttms Safety. 76/03/06 Slpp 


DOCKET 8TN-90-S28 PALO VERDE NUCLEAR STATION, UNIT 1 
A Appllcation/censtruc tlon stage documents 4 correspondence 


7909880386 Requests authorlration to use end ABME codt eases in plant 
const. 

VAN DRUNTiE.E Arliona Public Service Co. 79/09/07. 2pp, 


7909070098 Forwards IE Bulletin 79-07, "Seismic Stress Analysis ef 
Befsty-Ralatsd Piping " Licensee action required. 

ENOELKEN, R. H. Region 9, Ban Francisco, Office of the Director, 
79/04/14 Ip 


7909030886 Forwards IE Bui Is tin 79-09, "Failures of OE Type AK-2 
Circuit Breaker in Bafety-Related By*. " Licensee action 
required 

ENOELKEN, R H. Region S, San Francisco. Office of the Director 
79/04/17. tp 


79090B0369 Forward* IE Bulletin 79-09B, "Nuclear Incident it 
TMI-Suppl " 

ENOELKEN, R H Region 9, San Francisco, Office of the Oirtctop. 
79/04/21. Ip, 


7909290072 Response to IE Bulletins 7S-12 4 7e-12A will be eutmlttlf by 
790913. Awaiting generic rept from C-E, 

VANBRUNT, EE. Arltona Public Service Co. 79/09/89. Ip. 


B Reportable occurrences, LERi 4 related cor respondanca 


7909190097 Forward* PN0-79-67L, 

ENOELKEN, R.H Ragion 9, San Franelice. Office of th« Dir peter 
79/04/06 Ip 


7909190169 Forwards PN0-79-67R 

ENOELKEN. R K Region 9, San Francisco. Office of the Dlrrctrr. 
79/04/11. Ip. 


7909040121 Forward* PNO-79-678. 

ENOELKEN, R K Region 9, San Francisco, Office of the Dlreetar 
79/04/12. Ip 


DOCKETED ITEMS 


2E7 


7905190136 Forward* PN0-79-67T 

ENCELKEKj R H. R^jlofi 3. 8«n Fr*nci*coi Offle« of th* Director 
79/04/13 Ip 


7903030090 Forward* PNa-79-67U 

EMOELKENi R H Rigioti 9i San Francl»coi Office of tha Dtractor 
79/04/14 IP. 


7903020325 Forward* PN0-79-67AA 

CM06LK.EN»R H Rigion 3. Ban Frartci*coi Office of the Director 
79/04/20 Ip 


7905010203 Forward* IE Info Notice 79-06i “Btre** Analyst* of 
8*f*ty-Iletat*d Plpina " 

ENOELKEN.R H Raglan 4. Oallaii Office of the Olr actor 79/03/23 
Ip 


790S04007& Forward* IE Info Notice 79-07> “Rgptura of Raduaete Tank*. 
ENOELRENi R H Region 5i San Franct«coi Office of the Dlr*ctor 
79/03/26 tp 


7903290036 Respond* to IE Bulletin 79-03 Forward* 701117 Itr 
VANBRUNTiE E Arliona Public Service Go 79/04/03 Ip 


7905010420 Forward* PN0-79-67AB. 

ENOEUKENt R H R*gion 3i San Francitcoi Office of the Director 
79/04/21. Ip 


7905010442 Forward* PN0-79-67AC U AD, 

ENOELKEHi R H Region Si San Franc lecOr Office of the Director 
79/04/23 Ip 


790SQI0456 Forward* PN0'79~67AE 

ENOELKEHi R H Region 9i San Fr>ncl*coi Office of the Director. 
79/04/24 Ip 


7903090038 Forward* PN0-79-67AF 

ENOELKENiR H Region Si San Francleeoi Office of the Director 
79/04/23. ip 


7903090093 Forward* PNQ-79-67A0 

ENOELKENiR H. Region Si San FranctscOi Office of the Director 
79/04/26 Ip 


7903090115 Forward* PNO- 79-67 AH 

EMOLEHENrR H Region 3i Ban Francl»coi Office of the Director. 
79/04/27 Ip 


7909070025 Forward* PN0-79-67AIi AJ & AK per NRG 790401 Itr tTeh*mt 1 1 Ing 
IE DuUetln 79-OS 

EHOELKENiR H Region 3i Ban Francl*eoi Office of the Director. 
79/04/30. Ip 


790S0403S8 Forward* PN0-79-67AL. par NRC 790401 Itr tran*ffllttlng IE 
Bulletin 79-03 

ENSEUKENiR H Region 3i San Franclecoi Office of the Director. 
79/09/01 Ip. 


7903010016 Forward* IE Bulletin 79-06Ai "Revlaui of Operational Error* & 
8y« Misalignments Identified During THt Incident," 

ENOELKENiR H Region 5i San Franc licoi Office of the Director. 
79/04/14. ip 


7903040807 Forward* IE Bulletin 79-06&I ‘'Review of Operational Error* & 
6yi Hlsallgnmenti Identified During TMl Incident '* 

ENOELKENiR H Region 3i Sen Franciecoi Office of the Director 
79/04/14 ip 


7905040614 Forward* IE Bulletin 79-001 “Event* Relevant to Bolling 
Hater Power Reactor* Idsntlfled During TMI Incident " 

ENOELKENiR H Raglan 3. San Francltcof Office of the Director 
79/04/14 ip 


7905070098 Forward* IE Bulletin 79-07, '‘aelsmlc Btrass Aralyei* of 
Safety-Related Piping " Licensee action raiiulrad 
ENOELKENiR H Region S. San Francisco. Office of the Director 
79/04/14 ip 


790S0302B6 Forward* IE Bulletin 79-09, “Fall urea of OE Type AK-2 
Circuit Breaker In Safety-Related 6y« Llconsee action 
regulr ed 

ENOELKENiR. K Region 3, Ban Pranclecoi Office of the Director 
79/04/17 Ip 


79030S036S Forward* IE Bulletin 79-09Bi "Nuclear Incident at 
TMI-Suppl " 

ENOELKENiR H Region 9, San Franc l*co> Office of the Olrector 
79/04/21 Ip 


7903290072 Roiponee to IE Sulletln* 78-12 It 7a-12A will ha submitted by 
790913. Awaiting generic rept fro* C-E 

VANBRDNTiE E Arlkana Public Service Co. 79/03/23 tp 


•7 909040330 PNO- 79-67 AL. summary of Info re nuclear Incident a* of 
790301. Descp Ibe* plant It environ statu* 

• Office of Inspiction It Enforcement 79/09/01 3pp. 


7909310039 Forward* PN0-79-67AM 

ENOELKENiR, H Region 5, Sen Franclicoi Office of the Director. 
79/&3/07. Ip 


DOCKET BTN-30-329 PALO VERDE NUCLEAR STATION, UNIT 2 
A App 1 Icat ion/construc t ton stage document* It corraspondenc* 


7903220386 ftigueit* authoriiatton to us* end ASME code cases in. plant 
const. 

VAN BRUNT, E E Arlione Public Servlcs Co. 79/09/07 Spp 


—7909820392 Ack 
14B1 for use 
use. Approval 
8CHR0EDER, F. 
lPr*-1978>. 


receipt of 741004 Itr ragucstlng approval of ASHE Cod* 
In deetgn of hydrogen recombtner for pott-LQCA 
Is granted 

Atomic Energy Commission! Directorate of Licensing 
74/10/22. Ip 


S Reportable occurrence*! LER* It related coTrespondence 


7903150037 Forward* PN0-79-67L 

ENQELKENi R K Region Si San Francttcoi Office of the Director 
79/04/06 Ip 


7905130165 Forward* PN0-79-67ft 

ENOELKENiR H Region 3. San Frenclscoi Office of the Director 
79/04/11 Ip 


7903040121 Forwards PNa-79-67S. 

ENOELKENiR H Region 3, Bam Franclsca, Offl'Ce of the Qlr«ctar 
79/04/12. Ip. 


7903130136 Forward* PN0-79-67T. 

ENOELKEN, R, H Region 3, Ban Francisco. Office of the Director. 
79/04/13. Ip. 


7903030080 Forward* PN0-79-67U 

ENOELKENiR K Region 3, Ban Franc icco. Office ef the Director 
79/04/14 IP 


■7905280397 Requasts authorl (atton to use ASME Code Ceie 1392 in deelgn 
Of hydrogen rscomblnar* for post-LOCA us* U/ll*t of LUR 
praiects Incorporating subj criteria 

STOI^iL, R. Rockwall International Corp 76/04/14, 2pp, 


0 Inspection reports, IE Bulletin* N correipondenc* 


7903020329 Forward* PNQ-79-67AA. 

ENOELKENiR H Region S, San Franclsca, Office of the Director. 
79/04/20 ip. 


7905010420 Forward* PNQ-79-67AB. 

ENOELKENiR H. Region 3, San Franclicoi Office of the Director, 
79/04/2t ip. 


7905130609 Forward* IE Insp Rspts 30-588/78-09 6 50-389/78-07 on 
781218-21. No noncompl lane* noted. 

VAN BRUNT, E.E, Raglon 3, Ban Frenclteo! Reactor Construction It 
Engineering Support Branch. 79/03/16 2 pp, 


—7903180620 IE Insp Rept* 30-328/78-09 I« 30-829/78-07 on 781818-81, No 
noncompllance noted Major area* Inspected, containment 
structural concrate, containment post tensioning sys, reactor 
vetiel final allgnnant It electrical cable 6 component* 

KAVNE8, R. C. Region S, San Francisco, Office of th* Director, 
ECKHARDT, 0. H. , NARBUTtF.P Regions, Ban Franctico, Reactor 

Construction It Engineering Support Branch 79/03/16, lipp. 


7903010442 Forward* PN0-79-67AC 6 AO. 

ENOELKENiR. H Raglan 9, San Pranelteo, Office of the Director 
79/04/23. Ip 


7903010496 Forwards PNa-79-67AE 

ENOELKENiR. H Ragien 3, Ban Frencitco, Office of the Director. 
79/04/24. Ip. 


7903090036 Forward* PMQ-79-67AF 

ENOELKENiR H Region 3, Ban Francisco, Office of tb« Director. 
79/04/83 Ip. 




DOCKETED ITEMS 


7908090053 Forward* PNO-79-67A& 

ENOELKEMtR H Raglort Si 8*n Franctseoi 0#<le§ of tha Otractor. 
79/'04/ai Ip 


7905090115 Forward* PN0-79-67AH 

EMOLEKENiR, H Raglon Si San Franciacoi Of flea of tha Dlraetor 
79('04/27 Ip 


7908000365 Forward* IE Bullatln 79-OSBi “Nuclaar Incident at 
TMI-Suppl. '■ 

ENOECKENiR H Region 3i San Franclfcoi Office of the OfTaclar 
79/-04/21 Ip 


7908290072 Retponte to IE Bulletlna 78-12 tt 7e-i2A will be totaUtld be 
790913, Awaiting generic rept from C-E 

VANBRUNTi E. E Aritona Public Service Co 79/03/25 Ip 


7908070023 Forward* PNO-77-67Ali AJ ti AK per 
IE Bulletin 79-03 

ENOELKENiB H Region 5i San Franc laeoi 
79/04/30 Ip 


NRC 790401 Itr trentml ttlng ' 
Offic* of the Director 


7903040353 Forward* PNO-79-67AL per WRC 790401 Itr tranamittlng IE 
Bulletin 79-05 . 

ENOELKENiR H Region Si Sen Franc lacoi Office of tha Director 
79/08/01 Ip 


7905310059 Forward* PNO-79-67AM 

ENOELKENiR H Region 5t Sen FrenetacOi Office of tha Director 
79/05/07 Ip 


8. Reportebte oecurreneeti LERt h related correepondtnee 


7905150037 Forward* PN0-79-67t. 

ENOECKENiR H Region 3i San Franc itcoi Office of the Director 
79/04/06 Ip 


7905150165 Forward* PN0-79-67R 

ENOELKENiR H Region Si San Franc l«eoi Office of the Director 
79/04/11 Ip. 


7905040121 Forward* PNO-79-678 

ENOELKENiR H Region 5. San Francltcoi Office of the Diricter 
79/04/12 ip 


DOCKET 5TN-S0-330 PALO VERDE NUCLEAR BTATIONi UNIT 3 
A Appllcatlon/conetruetlon itage doeomente *< corretpondanee 


79051S0136 Forward* PN0-79-67T 

ENOELKENiR H Region 5i Ban Francitcoi Office of the Director 
79/04/13 Ip 


7905100029 Suggecti NRC eommand 4i control etr w/eomnunlcation* link 
thet eutametlcellg recalvee data from operating raactore h 
ehtppere of 8NM 

PODOLAKiE. K Radiological Health Standarde Branch 79/04/17 

»P 


7905220386 Re<iue«ti author 1 latlen 
conet 

VAN BRUNTiE E Ariiona Public 


to u*e enc 1 ASHE coda cate* 
Sarvice Co 79/08/07, 2pp 


in plant 


— 7905220392 Ac k racalpt of 741004 itr rnuaitlng approval of ASHE Code 
1481 fo'f use in daiign of hydrogen raconbiner for pott-LOCA 
ui# Approval le granted. 

SOHROEDERiF Atomic Energy Coflunleeloni Directorate of LIean»lng 
<Pra-197S) 74/10/22 Ip 


7905030030 Forward e PN0-79-67U 

ENOELKENiR. K Region Si San Franc Itco. Off lea of tha Director 
79/04/14 IP 


7905020328 Forward* PN0-79-67AA 

ENOELKENiR K Region Si San Franc i«cOi Office of the Dirtctor 
79/04/20, ip 


7908010420 Forward* PN0-79-67AB 

ENOELKENiR. H Region Si San Franc i«coi Office of the Director 
79/04/21 Ip 


7905010442 Forwarde PNQ-79-67AC L AD 

ENOELKENiR H Region 5i San Franc If coi Office of the Diricter 
79/04/23, ip. 


--7903220397 Request! authori cation to uie ASHE Coda Caea 1392 in dttign 
of hydrogen r ecomblnare for peet-LOCA uia.tf/llet of LWR 
project* incorporating lubj criteria 

STONEiL.R Rockwell Intarnatlonal Corp. 78/04/14 2pp. 


790?0104S6 Forward* PNa-79-67AE 

ENOELKENiR H Region 5, Ban Francttcoi Off lea of tha Diricter 
79/04/24. ip. 


a Inipectlon reporte> IE Bulletin! h eorritpondence 


7908010263 Forward* IE Info Notice 79-06i "Stre** Analyiit of 
Safety-Related Piping." 

ENOELKENiR. K Region 4i Dalla«i Office of tha Dlraetor. 79/03/23. 
tp 


"ward* IE Info Notice 79-07i "Rupture of Radwiste Tanke " 
I Region Si Sin Franciecoi Office of the Director 


IE Bulletin 79-03 Forward! 781117 Ur, 
na Public Service Co, 79/04/03, ip. 


'tin 79-O6A1 "Review of Operational Errori L 
ed During TMI Incident " 

San Franeiicoi Office of the Director. 


tin 79-O6B1 "Reviaw of Operational Errore It 
ed During TMI Incident." 

San Franclecoi Office of tha Director. 


tin 7?-08i "Event* Relevant to Bailing 
Ifltd During THl Incident," 

San FranclfcOi Office of the Director, 


tin 79-07i "Saieetie Btraii Analyftle of 
eaneac action raqulred 
San Franetecoi Office of tha Diraetor 


tin 79-09i "Fallurae of OE Type AK-2 
Related Bye. " Llcaneae action 


7905090038 Forward* PN0-79-67AF 

ENOELKENiR. H Region 5i San Franclicoi Office of the OiricUr 
79/04/28 ip 


79080900S3 Forward* PNO-79-67AO 

ENOELKEN. R.H Region 5i San Franclecoi Office of the DirKtor 
79/04/26 Ip 


7908090115 Forward* PN0-79-67AH 

ENOLEKENi R. H. Rag ion Si San Franclecoi Office of tha Director 
79/04/27. tp 


790307002S Forward!* PN0-79-67AIi AJ h AK per NRC 790401 Ur trantaUltni 
IE Bullatln 79-03 

ENOELKENiR. H Region Si San Franclecoi Off lea of the Diricter 
79/04/30 ip 


79030403SS Forward* PN0-79-67AI. per NRC 790401 Ur trantnUtin* IE 
Bulletin 79-05, 

ENOELKENi R. H Region 81 San FraneUcoi Office of the Dirtcler. 
79/05/01. Ip, 


7908310089 Forward* PN0-79-67AM 

ENOELKENiR H. Region 5i San FrancUeoi Office of the DIreeter 
79/08/07, tp 


DOCKET 8TN-80-331 eE6BAR-231 


J. In«urance h indemnUy information 


79030705S2 Confirm* Incraata in liability limit to «36iOOOiOOO fer 
pol le i at HF-28i 26i 29i 38. 39. 44. 46. 47. 49. SO. 91. S2i 53. 94. 99. 86. 

87, 58. 60. 61 1 64. 66. 67. 68. 69. 70. 71 , 72. 74 1 76i 77. 701 79. SO. 96. 07, 
88,90.91.92,93.94.95 h 96 

ROBERTS. D. M, Mutual Atomic Energy Liability UnderwrUere 79/05/01 
ip. 


San Francieeo. Office of tha Director. 


DOCKETED ITEMS 


2S9 


DOCKET 8TN'90-93a BOP BAR 


A. Ap( 1 teattan/constructlon ct^ga documanta tt corraapondanca 


7W9a40&76 Notlllaa that atplratlan data for Praltihlnarg Daalgn 
Approval 9 it axtandad to BlOS07i baaad on raviau of Atnand 9 
to application 

BBVDrR B Dlvlalon of Projact Managamant 79/09/03 SPP 
DOCKET 90-937 Clinch Rivar Braadar Raactor 


Appllcation/conatructlon ataga 


Forwardt affidavit confirming dlatrlbutlon of P8AR Aoiand 49 
to daaignatad local public offlciala It EPA rapraaantativat 
COPELANPiR L Enarggt Dapt ofi Clinch Rivar Braador Raactor Plant 
79/04/29 2pp 


DOCKET 50-930 MEMPHIS STATE UNIV RESEARCH REACTOR 


J Inauranca t< indamnlty infarmatlon 


7903160232 Foruarda Ainand S to Indamnttg Agraamant E-99tpar 10CFR140 
changatrra liabllltg Inturanca Incraata Prom P140 mllllan to 
4160 flllllon> affactiya 790901. Supporting documantation and 
SALTZHANiJ Antitruct b Indamnltg Group 79/09/01 9pp 


0 Inapaction raportit IE Bullatlnt b corr aipondanca 


7909070153 Forward* IE Bullatlnt 79-09, 79-05A b 79-06 rt nuclear 
Incident at THI 

O'RElLLViJ. P Region 2, Atlanta, Office of the Diractor 
79/04/13 Ip 


DOCKET BTM--90-846 MARBLE HILL NUCLEAR STATION. UNIT I 


A App I icatlon/conttruct Ion ttaga documantt b cor rat pondanca 


7909090292 Raipondt to commantt ra application for contt oP pumphouea 
Intake b dltcharga itructura H/781016 Itr from Attornag 
Oanaral of KY to Corpi of Englnaara, Loultvllla re dredge b 
fill application of Public Svc Co of IN 

IfHITLOCK.U N Army Dapt of, Corpi of Englnaara 7B/11/06 7pp 


— 7909090296 Nokiflat of llcantae't mitigation plan to racovar 
archeological raiourcas dltturbed bg contt of intake b 
dltcharga itructura* U/IN Dapt of Natural Raaourcat Itr 
dlicuttlng plan 

BALLARD, R L Environmental Project* Branch S 79/09/22. app. 

7905020*49 Forward* NURE0~0931 j " Invattigatlon b Evaluation of Strata 
Corrotlon Cracking in Piping of LHR Planti" b notice of 
latuanc* b avallabilltg U/o and 

VAS8ALLQ, D B Attlitant Director for Light Uatar Raactor* 

79/03/23 3pp. 


7909020921 Raipondt to 790403 Itr ra cubicle coolari w/lmproparlg 
Inskalltd gatkett. Matter util be ravlauad In future Intp 
FIORELLI.O Region 3. Chicago, Office of the Diractor. 79/04/17 
Ip 


7909100171 Notification of 790903 moating w/util In Bathooda, MD to 
dltcutt Cateload Foracatt Panel '■ astlmata for fuel load 
date b tubmlttal data for FSAR. 

UAROAiB. A Light Water Raactor a Branch 4. 79/04/23, 4pp, 


7909190296 Notification that lack of aipactad prahlttorlc ratourcat 
juatlflaa termination of mitigation affort 

BALLARD, R. L. . Environmental Project* Branch 1. 79/04/30 2pp 


7909(yfl0419 Dltcutta* NRG intention to delay FSAR ravtau until and of 
gaar.Oalag la uhaccaptabla, at bated on average conit 
tchadula Util It hatter than average b unit la commltad for 
1982 operation FSAR will be filed in June 1979. 

CIKJOHLIN, J, Public Service Co. of Indiana, Inc 79/03/04. 4pp. 


0 Adjudlcatorg correipondanca 


7909190220 Motion to reopen tafetg hearing* to dlacuti HA8H-1400 b 
harblcida "2, 4, 9-T ■< 

DATTILO.T. H Dattilo, T. M. 79/03/22. 2pp, 


7909020448 Forward* NRC mama dtacuiting prohlamt a xper lanced w/plda 
support bat* plate datlgn Piping datlgn anaigal* on cate-bg- 
caea bail* being reviewed under 8RP Section 3.9.2. 

BRENNER, L. Branch 3 79/04/09. 2pp 

7905020496 Forwardt 780929 memo from Diractor of Ofc of Nuclear Raactor 
Ragulation to Commlaeionorti dticuealng fir# protection 
roiaarch teat ratuli* conducted bg UL. 

BRENNER, L. Branch 3 79/04/09. 2pp. 


7909160209 Forward* latait motion to raopait lafctg hearing* hg T 
Dattilo on behalf of Savt the Vallag — Sava Harbla Kill 
Forwards ravlalon* to draft motion* attachad to 790402 
mama 

MURRAY, J P Rulemaking b Enforcamant Division 79/04/03 2pp. 


— 7909160212 Motion to lutpand b ravoka CP for propotad facllitg bkcausa 
of THI incident 

DATriLO, T. M Matford b Dattilo 79/04/04 3pp 


7903110419 Raspon** to ALAB-909 ra radon amission* b da minimus thsorg 
from Parkin* record Cartlficata of Svc ancl. 
eCINTO, JF Hearing* Division 79/04/11. 49pp 


7909140S19 Rasponta to 790404 brlaf of Phlladalphla Electric Co.PSEbO b 
Atlantic Cltg (NJl Electric Co ra da minimus thaorg 
Certificate of Svc ancl 

KEPFORO, C H Cltlians for Safe Environment 79/04/11 Bpp 


7909240791 Act racaipt of 790404 petition to Institute const suspension 
procsadlngs Dscislon under consideration Forward* 790412 
FR notice 

DENTON, H R Office of Nuclear Reactor Regulation 79/04/12 Ip. 


—7909240813 FR notice of rtRuast to raopan safatg hearing 

BOYO.R S Office of Nuclear Reactor Regulation 79/04/12 2pp. 


— 790924OS90 Forwarde motion of Intervanor to raopan safotg hearing, 
petition to rsvofca CP b FR notice. 

DENTON, D R Office of Nuclear Reactor Regulation 79/04/12 
5pp 


— 7903240872 Motion for A8LAB to reopen tafetg hearings 

DATTILO, T.M Save the Valley - Sava Marble Hill. 79/04/12 2pp 


—7909240964 Motion to reopen tafetg haarlngs due to ERA ban on herbicide 
b invalldltg of WA8H-1400 

DATTILO.T H Sava the Vallag - Sava Marble Hill 79/04/12. app. 


7909140332 Notifies of consolidation of five intervanor groups re radon 
amltslont Ittuo Parties have until 790S2S In which to fils 
for summary disposition 

DUFLO, H E. Atomic Safatg and Licensing Appeal Panel 79/04/23 
13pp 


H Oaneral correspondence 


7909240789 Dltcutaea ability of Commissioners ta reach objective 
decisions ra nuclear power, In light of ivc In promotlnnal 
capacity u/NRC Suggests addl govt funding for rassarchlng 
civilian ansrgg nstdt 

WATSON, a. Kentucky, Stats of 79/04/20 2pp. 


<t. Inspection reports, IE Bulletins b corr espondenc a 


7905090386 Forward* IE Insp Repts 90-546/79-02 b 90-347/79-02 on 
790227-0301 b notice of violation. 

FIORELLI.O Rsgton 3, Chicago, Reactor Construction b Enginaaring 

Support Branch 79/03/14 3pp 


— 7903090390 Notice of violation from insp on 790227-0301. 

O Region 3, Chicago. Office of the Director. 79/03/13. Ig. 


—7903090393 IE Ine 
Noncomp I lance n 
instruction for 
BCHWeiBINZ.E. R. 
Office of tf - 


79090102. 

Safety 

KEPPLEI 

Ip. 


79090400 

KEPPLE 

Ip. 


7905030C 
Bgs Ml 
KEPPLE 
IP 


7905010( 
Bys K 
KEPPLI 
Ip. 
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7909040429 F<irci)a.r45i IE Bulletin 79-0&B> “AeVleu of Operational Error* b 
By* Htia 1 ignmant* Idvnttf lad During TKI Incldant " 

KEPPLERtJ 0 Region Oi Chicago. Office of tha Director 79/'04/14 
ip 


790504098? Forward* IE Bulletin 79-03. "Event* Relevant to Bolling 
Uater Power Reactor* Identified During THI Incident. " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/04/14 
IP 


790907O1A7 Forward* IE Bulletin 79-07. "Solamlc 8tre«« Analgsl* of 
Bafetg-Rolated Piping " Liccnioe action required 

KEPPLER.%1 0 Region 3. Chicago. Office of the Director 79/04/14 
IP I 

7903010411 Forwards IE Info Motlce 79-10. "Nonconforming Pipe Support 
Strut* " 

KEPPLER.J 0 Region 3. Chicago. Office of tha Director 79/04/16 
IP 

7909030241 Forward* IE Bull*tln 79-09. "Falloro* of GE Type AK-2 
Circuit Breaker In Saf oty-Rola ted Syi " Llcaniee action 
required 

KEPPLER.J O Region 3. Chicago. Office of the Dlroctor 79/04/17 

IP 

7909080907 Forward* IE Bulletin 79-038. “Nuclear Incident at 
THI -Sup pi “ 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/04/21 

ip 

7909140091 Act receipt of 790410 Itr InPormlng NRC of stepi taken to 
correct violation* notod In lE tn*p Rapt* 90-946/79-02 ti 
90-947/79-02 

FIORELLI.O Region 3. Chicago. Reactor Conttruction b Engineering 

Support Branch 79/04/23 Ip 


— 7909140097 Refpond* to NRC 790314 Itr ro violation* noted in IE In*p 
Rept* 30-946/79-02 b 50-347/79-02 ■Corrective action* apace 
heater* energired b shafts rotated. 

COUOHLIN. J Public Service Co of Indiana. Inc 79/04/10 2pp 


7909890433 Respond* to IE Bulletin 79-03 re piping mfg by Youngstown 
Ueldlng b Engineering Co Piping not in use at facility 
COJOHLIN. J Public Service Co of Indiana. Inc 79/03/03 ip. 


7909100171 Notification of 790903 meeting w/uttl In Batheeda, HD to 
discuss Caseload Forecast Panel '* estimate for fuel load 
data b submittal date for FBAR 

OAROA. S A Light Uater Reactors Branch 4 79/04/23 4pp 


7909190296 Notification that lack of oxpocted prehistoric reiources 
justifies termination of mitigation effort 

BALLARD. R L Environmental Projects Branch 1 79/04/30 2pp. 


7909000413 Discusses NRC Intention to delay FSAR review until tnf of 
year Delay is unacceptable. as based on average const 
schedule OttI is better than avorage b unit is commlted for 
1902 operation FSAR will be filed In June 1979 

COUOHLIN.J Public Service Co of Indiana. Inc 79/03/04 4pp 


0 Adjudicatory correspondence 


7903190220 Notion to reopen safety hearings to discuss HA9H-I400 b 
herbicide "2.4. 3—T " 

DATTILO.TH Dettilo. TH 79/03/22 2pp 


7909020448 Forwards NRC memo discussing problems ocperltncod u/pfpe 
support base plate design Piping design analysis on case-by- 
casc basis being reviewed under 8RP Section 392, 

BRENNER. L Branch 3 79/04/09 2pp 


790S030436 Forwards 780929 memo from Director of Ofc of Nuclear Reacter 
Regulation to Commlsilanert. dlscuseing fire protoetton 
research test rosult* conducted by UL 
BRENNER. L Branch 3. 79/04/03 2pp 


7905160209 Forwards latest motion to roopon safety hsarlngs fay T 
Dattllo on behalf of Bave the Valley - Save Marblo Hill 
Forwards revisions to draft motions attached to 790402 
memo 

MURRAY. J P Rulemaking b Enforcement Division 79/04/03 2fp 


— 7903160212 Motion to suspend b revoks CP for proposed facility bicause 
of TMI incident 

DATTILO. TH Hetford b Dattllo 79/04/04 2pp 


7903110418 Response to ALAB-909 re radon emissions b da minimus theory 
from Perklni record Certificate of 8vc end. 

BCtMTD. JF Hearings Divlelon 79/04/11. 49pp 


6 Reportable occurrences. LERs b related correspondence 


7909230329 Forwards K Beheld 791121 Itr b HE Jamison 790319 Itr ro 
cufaiclo cooler defects b repair* 

HARR IS. R Trane Co 79/04/03 Ip. 


7909160400 Potential RO on 79'0409 two const cranes collided b fell, 
striking containmint liner Vertical angle itiffener. 
horliontal reinforcing bars b circular CQ ring stiffener 
were damaged Evaluation rept to follow 

COUOHLIN.J Public Service Co. of Indiana. Inc 79/03/09. If. 


7909310420 Provides interim rept of RO on 790416. post Ible damage to two 
post-tensioning trump late* b surrounding concrete Caused by 
overheating from propane fired torcho* used to repair tendon 
duct Repair procodures studied 

COUOHLIN.J Public Sorvtce Co of Indiana. Inc. 79/03/16 ip. 


7903140319 Rsspanse to 790404 brief of Philadelphia Electric Co.PGEbO b 
Atlantic City (NJ) Electric Co re de minimus theory 
Cartlflcata of Sve end 

KEPFORD.C R Clttiani far Safe Environment. 79/04/11 8pp 


7909240791 Ack receipt of 790404 petition to institute const suspension 
proceeding* Decision under consideration. Forwards 790412 
FR notice. 

DENTON. H R Office of Nuclear Reactor RegMlation 79/04/12. Ip 


— 790'S240613 FR notice of request to roopon safety hearing 

BdYD.R S Office of Nuclear Reactor Regulation. 79/04/12 3pp 


— 7909240830 Forwardi motion of Intervenor to reopen safety hterlng4’ 
petition to revoke CP b FR notice 

DENTON. D R Office of Nuclear floactor Regulation. 79/04/12 
9pp 


! 


t 1 

■ i 



DOCKET BTN-90-947 MARBLE HILL NUCLEAR STATION. UNIT 2 
A. Appllcatlan/constructlon Stage documents b correspondence 


7909090292 Responds in co.mm*ntt ro application for const of pumphouse 
Intake b discharge structure. U/76iOl6 Itr from Atturncy 
Osneral o-f KY to Corps of Englnosrt. Louisvlllo re dredge b 
fill application of Public Dve Co of IN. 

WHITLOCK. UN Army. Dopt, ofi Corps of Englnears. 76/11/06 7pp. 


— 7909090296 Notlfto* of licensee's mitigation plan to recover 
archtologlcal resources dlsturbS'd by const of intake b 
discharge structures. U/IN Dept of Natural Resource* Itr 
discussing plan. 

BALLARD. R L Envlronmantal Projects Branch 2. 78/09/22. 2pp 


7908020449 Forwards NURE0-0S31> “ Investigation b Evaluation of 8tras* 
Corrosion Cracking in Piping of LWR Plants" b notice of 
Issuance b aval lab 1 1 Ity. U/o end. 

VA88ALL0. 0 D Assistant Director for Light Uater Reactors 
79/03/23, 3pp. 


7909020321 Rasponds to 790403 Itr re cubicle cooler* w/lmproporly 
installad gaskets, Matter will bo rtvleued In futura Intp. 

FIORELLI.O. Region 3. Chicago. Offict of the Director. 79/04/17 

Ip. 


—7909240872 Motion for ABLAB to roopon safety hearing! 

DATTILO. T H Save tha Valley - Save Marble Hill. 79/04/12 app 


— 7909240964 Motion to roopon safety hearings due to ERA ban on herbicide 
b invalidity of UA8H-1400 

DATTILO. T H Sava the Valley - Save Marble Hill 79/04/12 3pf 


7909140332 Notifies of consolidation of five tntorvonur group* ra radon 
emissions issue Parties have until 790923' In which to file 
for summary disposition 

DUFLOiM.E. Atomic Safety and Llcenelng Appeal Panel 79/04/23 
13pp. 


H. Oenoral correipondence 


790S240723 Discusses ability of Commieslonert to reach objective 
decisions ro nuclear power. In tight of sve In pranotlonal 
capacity w/NRC Suggest* addl govt funding for researching 
civilian energy needs. 

WATSON. 8. Kentucky. State of. 79/04/20. Spp. 


DOCKETED ITEMS 
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a tiitp»ctlqn rtportsi IE Bulletin* & carreipondence 


7903090386 Forward* IE Insp Rept* 30-S4&/79-02 6 30-547/79~02 on 
790287-0301 << notlc* at violation 

FI0RELL1>0 Region 3i Chlcaga< Reactor Conttruction It Engineering 
Support Branch 79/03/14. 2pp 


—7903090390 Hotic* of violation from Inep on 790227-0301. 

• Region a. Chicago. Office of the Director 79/03/13 Ip 


— 7903090393 IE Inep Rapt* 30-346/79-02 t< 50-347/79-02 on 790227-0301 
Noncompl iance noted failure to have epecial storage 
inetructlon for caf etg-re lated pump ff motor 

8CKUEIBINZ.E R . KAXHELL. 0 F , KNOP. R C Region 3. Chicago. 
Office of the Director 79/03/13 lOpp 


7905010263 Forward* IE Info Notice 79-06. "Stre** Anal get* of 
6af etg-Related Piping " 

KEPFLER.J 0 Region 3. Chicago. Office of the Director 79/03/23 

Ip 


7903040031 Forward* IE Info Notice 79-07. "Rupture of Radwaete Tank* " 
KEPPLER.O 0 Region 3. Chicago. Office of the Director 79/03/26 
Ip 


7903030049 Forward* IE Bulletin 79-06. "Review of Operational Errori V 
Sg« Mlealignment* Identified During Till Incident " 

REPPLER. JO Region 3. Chicago. Office of the Director 79/04/11 
Ip. 


7903160400 Potential RO on 790409 two const crane* collided & fell, 
•trlking containment liner Vertical angle *tlffener. 
horiiontal reinforcing bar* t circular CB ring stiffener 
were damaged Evaluation rept to follow 

COUGHLIN. J Public Service Co of Indiana. Inc 79/03/09 Ip 


7905310420 Pro.widB* Interim rept of RO on 790416 poeelhle damage to two 
poit-tcns lontng trumptates ii surrounding concrete Caused bg 
overheating from propane fired torchee used to repair tendon 
duct Repair procedures studied 

COUGHLIN. J Public Service Co of Indiana. Inc 79/03/16 Ip 


DOCKET 30-84Q FORT CALHOUN STATION. UNIT 2 


O Adjudicatorg corroipondence 


7903240989 Foruarde Info on iodine bahavor during postulated generator 
tube rupture accidents 6 ECCS performance characteristics 
ORAY.J R. Branch 1 79/G4/10 Spp 


— 7903241001 Otscussae accumulator deliverg comparisons for LOFT tests 
Ll-3a 6 Ll-4. fc effect on ECCS performance 

ROSS. D F Assistant Director for Reactor Safety 7B/02/0a 

2pp 


7909100110 Forward* notification* r* UL fir* protection tast.Lsuls 
Cemmltts* Rept. “Transportation of Radionullde* in Urban 
Environ" It ntutron dosimetry 
GRAY. 0. R Branch 1 79/04/12 4pp, 


7903010602 Forwards IE Bulletin 79-06Ai "Review of Operational Error* b 
8gs Misalignments Identified during TMI Incident." 

KEPPLER. J 0 Raglan 3, Chicago. Office of the Director 79/04/14 
Ip 


790S040423 Forwards IE Bulletin 79~06B. "Review of Operational Error* b 
8gs Hlfal Ignmenta Identified During THI Incident " 

KEPPLER. J.O Region 3. Chicago. Of flee of the Director 79/04/14 

Ip 


7903240801 Bubmlti semiannual rept on behalf of utll.Laweuit brought 
bg NE Public Power District against util has been settled 
Requests further licensing procedures be held in ebegance 
due to parallel suit 

VOIGT. M H. LeBoeuf, Lemh. Leiby b MacRae 79/04/30 ip 


DOCKET 90-349 GREENE COUNTY NUCLEAR POWER PLANT 


A. App t Icatton/coni tr uc ttan stage documents b correspondence 


7903040389 Forwards IE Bulletin 79-08. "Events Relevant to Bolling 
Hater Power Reactors Identified During TMI Incident " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director. 79/04/14 

Ip 


7905070167 Forwards IE Bulletin 79-07, "SeUmIc Stress Anelgsls of 
Saf etg-Releted Piping " Licensee action required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/04/14 

Ip 


7903030330 Comments on ''Federal-State Authorities b Cooperation In 
Nuclear Power Plant Licensing" outlines changes to NY siting 
law b attampti to ellnlnat* dufllcatton of regulatorg 
process** between fadaral b state agencies 
SHOLINBKY.J New York, State of. 79/04/24 Spp 


O Adjudicatory correependence 


7903010411 Forwerd* IE Info Notice 79-lOr "Nonconf orml ng Pipe Support 
Struts " 

KEPPLER. J 0 Region 3. Chicago. Offlca of the Director 79/04/16. 
ip 


7903030241 Forward* IE Bulletin 79-09. “Failure* of OE Type AK-2 
Circuit Breaker In Safety-Related By* " Llcantee action 
r*qulr*d. 

KEPPLER, d 0, Region 3, Chicago. Office of the Director 79/04/17. 

Ip 


7905030239 Forward* interrogatories by NY Dept of Environ Conservation 
to NY Dept of Public Bve 

ENGEL. D. A NewYork. Skate of 79/03/09. Ip 


— 7903030247 Interrogator ia* of NV Dopt of Environ Conservation to MY 
Dapt of Public Bvc. 

BISHOP. M 0 . BMOLINSKY. JH New York. State of. 79/03/09 Spp 


7903160163 Forwarde Board Notification 79-10 on roactor Insp actor 
concern* re BbU p lants, Certificate of Sve encl 
aciNTO, J F. Hearing* Division. 79/03/29. 14pp 


7903080307 Forwards' IE Bulletin 79-OSB. "Nuclear Incident at 
TMI-Suppl. " 

KEPPLER, J.O Region 3, Chicago. Off tea of tha Director. 
Ip 


79/04/21 


7903140091 Act receipt of 790410 Itr Informing NRC of *tep* taken to 
correct violation* noted In IE Insp Repts 30-346/79-02 b 
30-547/79-02. 

FtoRELUliG. Region 3, Chicago, Reactor Construction b Engineering 
Support Branch 79/04/23 ip. 


7903230841 NRC motion for mod of 790323 Joint Board ruling extsndlng 
scheduled dates tn proceeding. Moves for stay of filing dates 
pending util's rapt to be filed on 790320. Certl ficate of Bve 
encl 

LEWIS. S.H. “ ■ " /oo WnA 


7903010113 
•qulpmen 
SC INTO, J 


— 79OSI40O97 Respond* to NRC 790314 Itr re violation* noted In IE Insp 
Repts 30-546/79-02 b 80-347/79-02. Corrective actions- space 
heaters snergiied b shafts rotated. 

COUGHLIN. J Public Service Co of Indiana, Inc. 79/04/10. 2pp 


—79030101 

equip* 

VASSAL 

79/03/ 


7905280433 Responds to IE Bulletin 79-03 re piping mfg by Youngstown 
Welding b Engineering Co. Piping not In ueo at facility. 

CDUOHLIN.J. Public Sorvlce Co. of Indiana. Inc. 79/03/03. Ip. 


8 Reportable occurrence*. LERs b related corTatpondance 


7908230329 Forward* K Beheld 791121 Itr b ME Jamison 790318 Itr rs 
cubicle cooler defects b repair*. 

HARRIS, R. Tran* Co. 79/04/03. Ip. 


— 79030101 
• quip* 
TEDESi 

app 


790307013' 
potentl 
fuel. U/ 
LEWIS. 8 



260 


DOCKETED ITEMS 


79090404S9 Foruirfi tE Bulletin 79-'06'Bi ''Review of Operational Errore ti 
8^1 Hlial t gnmenti Identified During TMl Incident " 

KEPBLERiJ 0 Region 3i Chicago. Office of the Director 79/04/14 

Ip 


7909t00i71 Notification of 790903 meeting u/util in Betheada.HD to 
dleeuft Caseload Forecast Panel 's estimate for fuel load 
date submittal date for FBAR 

l/AROAiS A Light Mater Reactors Branch 4 79/04/33 4pg 


7903040989 Forwards IE Bulletin 79-08. "Events Relevant to Baiting 
Hater Power Reactors Identified' During TNI Incident." 

KEPPLER.J 0 Region 3. Chicago. Office of the OiTaeter 79/04/14 
IP 


7909070167 Forwards IE Bulletin 79-07, "Seismic Stress Anelgsli of 
Safstg-Relatf d Piping " Ulcenste action rsituired 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/04/14 


7909190396 Notification that tact of expected prehistoric resources 
justifies termlnetlon of mlttgetion effort 

BALLARD. R L Environmental Projects Branch t 79/04/3D 3pp 


7909080419 Discusses NRC intention to delag FSAR ravitu until end of 
gear Dslag Is unac ceptab le. as based on average const 
schedule Util is better than average & unit is commttsd for 
1983 operation FSAR will be filed in June 1979 
COUGHLIN. J Public Service Co of Indiana. Inc 79/09/04. Afp 


7903010411 Forwards IE Info Notice 79-10. '■'Nonconforming Pips Support 
Struts “ 

KEPPLER.J 0 Region 3, Chicago, Office of ths Director 79/04/16 
tp 


7909030341 Forwards IE Bulletin 79-09. "Failures of OE Tgpe AK-2 
Circuit Breaker in Safetg-Relatcd Sgt " Licensee action 
reiioired 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/04/17 
tp 


7909080907 Forwarde IE Bulletin 79-09B. "Nuclear Incldank at 
TMl-8uppl 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/04/31 

tp 


7909140091 Ack receipt of 790410 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-946/79-02 6 
90-947/79-02 

FIORELLI.G Region 3. Chicago, Reactor Construction li Enginearing 
Support Branch 79/04/29 Ip 


”7909140097 Responds to NRC 790314 Itr re violations noted In IE Insp 
Bspts 90-346/79-03 t 90-947/79-03 Correctlvs ictlons specs 
hiaters snsrglied ti shafts rotated 

COUOHLIN. J Public Service Co of Indiana, Inc, 79/04/10 Spp 


0 Adjudicatorg correspondence 


7903190320 Hot ion to reopen eefetg hearings to discuss UA8H-140D 6 
herbicide "2,4,S-T •' 

DATTILO.TM Dettilo, TM 79/03/33 3pp 


7903020440 Forwards HfiC memo discussing problems SKperlanced w/p(pe 
support bass plate design Piping design analgsis an eas»-bg- 
cass basis being reviewed under 8RP Section 3.9.2 
BRBNNER.L Branch 3 79/04/0S Spp. 


7909020496 Forwards 700939 memo from Director of Ofe of Nuclear Reactor 
Regulation to Commies toners. d Iscuss tng fire protection 
rtssarch test results conducted bg UL 
BRENNER. L Branch 3 79/04/09 3pp 


7909160SOB Forwards latest motion to reopen safetg heerlnge bg T 
Dettilo on behalf of Sava the Valleg - Save Marble Hill 
Forwards revisions to draft motions attached to 790402 
memo 

HURRAVrJP Rulemaking li Enforcement Dlvllton 79/04/03 3pp 


—7909160212 Kotlon to suspend it revoke CP for proposed facllltu beeauia 
of TMI Incident 

OATTtLO.T M Hetford it Dettilo 79/04/04 Spp 


7909390433 Responds to IE Bulletin 79-03 pa piping mfg by Voungstown 
Heldlng & Engineering Co Piping net in use et fecllltg 
COUGHLIN. J Public Service Co of Indiana. Inc 79/08/03 tp, 


7909U0418 Response to ALAB-909 re radon emlfftone ii d# minimus theory 
from Perkins record. Certl f Icate of Svc end 
SCINTOrJ F Keepings Division 79/04/11 49pp 


8 Reportable occurrences. LERs ti related correspondence 


7905330929 Forwards K Beheld 791131 ttr & ME Jamison 790319 Itr re 
cubicle coaler defects it rtpelrs 
HARRIS, R Trans Co 79/04/03. Ip 


7909160400 Potential RO on 790409. two const cranes collided it fell, 
striking containment llntr Vertical angle stiffener, 
horiiontal nlnforetng bars it circular C8 ring ttlffanar 
were damaged Evaluation rspt to follow 

COLWHLIN, J Public Servles Co. of Indiana, Inc 79/05/09, ip 


7909310420 Providis interim rapt of RQ on 790416 poitlble damega to two 
post-tensioning trumplates & surrounding concrote Caustd bg 
overheating from propane fired torchee uiad to repair tendon 
duct Repair procedures studied 

CQUOHLIH.J Public Service Co of Itidiena, Ine 79/09/16, Ip 


7909140819 Response to 790404 brief of Philadelphia Electric Cot P3EL0 9 
Atlantic Cltg CNJ) Electric Co re da minimus theorg. 

Certificate of Svc end 

KEPFORD, C R Citlcens for Safe Environment 79/04/11 Bpp 


7908240791 Ack receipt of 790404 petition to Inetltute const tutpentlon 
proceedings Decision under cons ideretion Forwards 790412 
FR nobles, 

DENTON, H R Office of Nuclear Reactor Regulation 79/04/18 ip 


•••7^09240813 FR notice of request to reopen eafetg hearing, 

BOVDi R 8, Office of Nuclear Reactor Regulation. 79/04/12 2pp 


--7909240890 Forwards motion of Intervenor to raopen safetg hearing, 
petition to revoke CP (< FR notice, 

DENTON, D.fi Office of Nuclear Reactor Ragulatlon 79/04/12 
Spp 


DOCKET eTM-90-947 MARBLE HILL NUCLEAR STATION. UNIT 2 

on/conetruetlon ttege doeumente & correspondence 


ts re eppllcabion for const of pumphouse 
' H/761016 Itr from Attornag 
glnsers, Louisville re dredge t 
VC Co of IN. 

Cores of Englnitrs, 78/11/06 7pp. 


I plan to recovsr 
. of intake fc 
Resourcse Itr 

Branch 2 78/09/82 2pp 


on 4i Evaluation of Stress 
" 4c notice of 

ght Mater Reactor, s. 


•7909240872 Motion for A8LAB to reopen safetg hearings 

DATTILO.T M. Save the Vallsg - Sava Marble Hill 79/04/18 Spf 


•7909840964 Motion to reopen sefatg hearings due to EPA ban on herb Ic Ido 
4( Invaltdltg of MA8H-1400 

DATTILQ, T. M Save the Valleg - Save Marble Hill 77/04/12 3pf 


rwoinujua nocifiet of coniol Idetlon of five Intervenor groups re radon 
emissions issue Parties have until 790989 in uhleh to flit 


for sumceerg disposition 
DUFLOiM, e. Atomic Safetg end Llctnelng Appeal Panel 
13pp, 


79/04/23 


H. Oanaral correspondence 


dtcltjoht Pt TjuclMT poutnin light of «vc In promoUan«l 
capacltg w/MtC. Sugg ests addl govt funding for researching 
civilian energg naeds 

HATSON.S Kentuckg. State of, 79/04/80, app. 


ceolars w/improperlg 
in future Insp, 
f the Director 79/04/17 



DOCKETED ITEMS 


261 


^ Inipictlsn rtportti IE Bulletint (t correspondsnca 

^905090386 Forward* IE In*p ReptS SO-546/79-02 «c 30-547/79-02 on 
790327-0301 notice of violation 

flORELUliO Region 3i Chlcagoi Reactor Construction t> Engineering 

Support Branch 79/03/14 2pp 


-••7903090390 Notice of violation from inep on 790237-0301 

* Region 3i Chicsgot Office of the Director 79/03/13 Ip 


--7903090393 IE In*p Kept* 30-546/79-02 fc 50-347/79-03 on 790227-0301 
Honcomptlance noted failure to have ipectal storage 
instruction for safetg-related pump fc motor 

SCKUEIBINZ. E R . HAXUELLrO F . KNOP. R C Region 3, Chlcegor 
Office of the Director 79/03/13 lOpp 


790S0102&5 Forwards IE Info Notice 79-06i “Stress Analgel* of 
Sef etg-Related Piping “ 

KEPPLERi J 9 Region 3i Chlcagor Office of the Director 79/03/33 


7905040051 Forwards IE Info Notice 79-07i "Rupture of Raduasts Tanks “ 
KEJPPLERaJ O Region 3i Chlcagoi Office of the Director 79/03/26 
IP 


7903030049 Forwards IE Bulletin 79-06< “Revleu of Operational Error* ti 
&9< Nleellgnitients Identified During THI Incident " 

KEPPLERiJ 0 Region 3, Chlcagoi Office of the Director 79/04/11 
*P 


7905010602 Forwards IE Bulletin 79-06Ai "Revleu of Operational Errors 6 
8gs Nlial Ignments Identified during TMI Incident " 

KEPPLERiJ 0 Region 3t Chicago. Office of the Director 79/04/14 

Ip 


790504042S Forward* IE Bulletin 79-06Bi "Review of Operational Errors 4i 
8gs Hlsal Ignments Identified During TMI Incident." 

KEPPLERiJ, 0 Region 3i Chicago. Office of the Director 79/04/14 
Ip 


790S0405S9 Forwards IE Bulletin 79-OBi “Events Relevant to Bolling 
Water Power Reactors Identified During TMI Incident " 

KEPPLERiJ.O Region 3. Chicago. Office of the Director. 79/04/14 

Ip 


7903070167 Forwards IE Bulletin 79-07. "Seismic Stress Analiisli of 
Bafetg-Rilatid Piping " Licensee action required 

KEPPLERiJ 0. Region 3. Chicago. Office of the Director 79/04/i4. 

if 

7909010411 Forwards IE Info Notice 79-10, "Nonconforming Pipe Support 
Struts “ 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/04/16 

Ip 


7905030241 Forwards IE Bulletin 79-09. "Failure* of OE Tgpo AK-2 
Circuit Breaker in Safety-Related Bgt, " Licensee action 
required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/04/17 

Ip 


790S0BOS07 Forwards IE Bulls tin 79-OSB, "Nuclear Incident at 
THt-Buppl « 

KEPPLER.J. 0 Region 3, Chicago, Office of the Director 79/04/21 

Ip 


7905140091 Aek receipt of 790410 Itr informing NRC of steps taken to 
correct violations notid in IE Intp Repts 50-546/79-02 
50-547/79-02 

FIORELLIiO. Region 3, Chicago. Reactor Construction 6 Engineering 
Support Branch. 79/04/25 Ip 


— 7905140097 Responds to NRC 790314 Itr re violations noted in IE Insp 
Repts 50-346/79-02 6 SO-S47/79-02.‘Carrective act ions . space 
heaters tnergiisd h shafts rotated 

COUOHLIN.J Public Sarvles Co, of Indiana, Inc, 79/04/10. 2pp. 


7903230433 Responds to IE Bullstln 79-03 re piping mfg by Youngstown 
Melding 6 Engineering Go, Piping not in use at facility 
COUOHLIN.J, Public Service Co. of Indiana, Inc. 79/05/03. Ip. 


8 Reportable occurrences. LERs 6 related correspondence 


7903230929 Forwards K Sehsld 791181 Itr & HE Jamison 790315 Itr rs 
cubicle cooler defects h repairs, 

HARRIS. R Trane Co 79/04/03 Ip. 


7903160400 Potential RO on 790409 two const cranes collided 6 fell, 
striking conka infflen t 1 iner Vertical angle stiffener, 
horiiontal rstnforclng bars t< circular CB ring stiffener 
ware damaged Evaluation rept to follow 

COUOHLIN.J. Public Service Co of Indiana, Inc 79/03/09. Ip. 


7903310420 Provides Interim rept of RO on 790416 passible damage to tuo 
post-tens lonl ng trumplates L surrounding concrete Caused by 
overheating from propane fired torches used to repair tendon 
duct Repair procedure* studied 

COUOHLIN.J Public Service Co of Indlane. Inc 79/03/16. Ip 


DOCKET 30-34B FORT CALHOUN STATIOM. UNIT 2 


O Adjudicatory correspondence 


7905240989 Forwards info on iodine behavor during postulated generator 
tube rupture accidents 6 ECC8 performance characteristics 
ORAY.J R Branch 1 79/04/10 3pp 


— 7905241001 Discusses accumulator delivery comparisons for LOFT tests 
Ll-3a 6 Ll-4. 6 effect on ECCS performance 

ROSQ, 0 F Assistant Director for Reactor Safety 76/03/03. 

2pp 


7903100110 Forwards notification* re UL fire protection test.Leuls 
Committee Rept. "Transportation of Radlonulldes in Urban 
Environ" b neutron dosimetry 
ORAY.J R Branch 1 79/04/13 4pp 


79D3340B01 Submits semiannual rept on bahalf of util Lawsuit brought 
by NE Public Power District against util hat been isttled 
Requests further licensing procedures be held in abeyance 
due to parallel suit 

VOIOT.H H LeBocuf, Lamb, Leiby A HacRaa 79/04/30 Ip 


DOCKET SO-S49 OREENE COUNTY NUCLEAR PONER PLANT 


A App llcatian/constructlon stage documents tr correspondence 


7905030350 Comments on “Federal-State Authorities A Cooperetlon In 
Nuclear Power Plant Llcens Ing". outl Ines changes to NY siting 
law A attempts to eliminate duplication of regulatory 
processes between federal A state agencies 
SHOLINSKY, J Maw York, State of 79/04/24 2pp. 


0 Adjud Icatory correspondence 


7905030239 Forwards Interrogatorl cs by NY Dept of Environ Conservation 
to NY Dept of Public Sve 

ENOEL.D A, New York. State of 79/03/09 Ip 


— 7905030247 Interrogatories of NY Dept of Environ Cons vrva tldn to NY 
Dept of Public Bvc. 

BISHOP. H 0 . BMQLIN8KY. J H New York, State of 79/03/09 3pp 


7903160163 Forwards Board Notification 79-10 on reactor Inipector 
concerns re BAM plants Certificate of Sve and. 

SCINTOiJ.F Hearing* Division. 79/03/29 14pp 


7905230841 NRC motion for mod of 790323 Joint Board ruling extending 
scheduled dates In proceeding. Moves for stay of filing dates 
pending util's rept to be filed on 790320, Certi flcata of Bvc 
encl 

LEMtS, 8. H Branch 2 79/03/29. 9pp 


7905010115 Forwards request for Board notification rs nonsafety-grade 
equipment to mitigate translente. 

8CINT0. JF. Hearings Dlvlalon. 79/04/02. 31pp. 


—7903010156 Board not If Icatlon: staff assessmant re nonsafety-grade 
equipment to mttlgata transients, 

VASSALLOi D, 8. Asslita'nt Otr actor for Light Mater Reactors 
79/03/29, 2pp. 


—7905010198 Board notlficat Ion' recent lesue on nonoa/ety-grade 
equipment to mitigate transients. Kora info is required. 
TEDEBCO.R.L Aeslstant Director for Reactor Safety 79/03/16 
3pp. 


7905070134 Forwards transmittal nemo for document which contains Info 
potantlaijy relevant to lesue of labotage of spent nuclear 
fual.H/o end, 

LEWIS, 8.H. Branch 2. 79/04/08. 8pp 
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—7903070141 For«*P«J6 <»r*7t r»(it on ***’'>‘*9* ,?**f*‘* 

tran.oortotlon *«• R«Pt I* tlvtt r. hljh \*v»V 

• iplotlvt «tUtlt on *p»nt #u*l *"» ‘‘fj* i"* ‘ 

CARTER. T F DJvlilon of Sofojoorf* 79/01/22 2(>|>. 

7903160112 Bo*r4 noUflcjtlon oucloor Incttfont ** 

on cifoa Involving DW rooetop* be gpovUod w/lE BoUotlA 
79-03 fc PKO-67 6 67A. B. C. 0. E. F> 0 1* H ^ „ i. 

VASBALLO. 0 B Atilitant Dlroctor for Light Hater Rtactori 
79/04/03 2pp 


seeoritg, e-.dlcal. er^ergeneg k fir* 


7903300462 ForwarB* -ddl p..pon«. to 

fir# hPiapd. analggli Ineluda. Propo.#d d.olfln ch«ngo* to 
fire protection ««* Roauette «arlg moetiog to di»c«»» 

S”KS.je leg Author Itg 79/03/20 9pp 

0 Ad^udleatorg eopfeepoodonce 


7903230000 Suiponds further hearing! re utll'i application for 
certificate for authority to conitruct 1* °P**-* «• ?**''* 

Orant! 790329 interlocutory appeal of State of NY Dept of 

Public 8vc certificate of Svc end 

HAD! SON. 5 R New Vort. State of 79/04/05 llpp 


7903100130 Forward! raqueited lunmary of 790410 telcon w/utll ri 
par«li!ion to conetruct nuclear facility 
HOORE. J E Branch 2 79/04/12 2pp 


7903240903 Notion by Greene County ti towns of Atheni fc Cafcetlll in 
support of NRC ti NY Dept of Public Svc 790403 aotlon to 
disnlss application << terminate proceeding b in oppoeltton 
to applicant'! 790416 alternative reguoit 
BUTZELiA K Butial b Kail 79/04/22 2pp 


7903300367 Forwards draft “Historical b Cutural Contest of Propoeed 
Ortene County Nuclear Power Plant." Requeiti cartaln matl 
not be reproduced due to copyright! 

LEWIS. S H Branch 2 79/04/23 Ip 


7903240374 Riq.uasts adoption o# 
Certificate of Svc end 
BANOERi H 8 Tennessee Valley 


de fflln'lmus theory of Perkine A8L8 
Authority 79/04/06 llpp 


7903110413 Reeponse to AUAB-309 re radon omlyloni *. da mCnleius theerg 
from Pirlclni. r#cofrf Certificate of *« 

SClNTOiJF Hearingi Olvliion 79/OA/ll Aopp 


7903140519 Response to 790404 brief of Philadelphia EloctMc Co.PeEtOt 
Atlantic City <NJI Electric Co ro de mlnleius theory 
Certlficete of Svc end 

KEPFORD. C R Cttiiene for Safe Enwlrannent. 79/04/11 app 


7903140332 Notifies of consolidation of five intorvonor 
missions issos Parties have until 790323 in which to 
for summary dlspoeltlon , „ . 

DOFIO. H E Atomic Safety and Licensing Appeal Panel. 
13pp 


grotipe re raian 
file 

79/04/23. 


Q Inspection reports. IE Bulletins V corraspondanee 


I 


J Insurance b indemnity Information 


7903010211 Forwards IE Info Notice 79-06. "Strose Analyetf of 
Safety-Related Piping " t 

O'REILLY.vf P. Region 2. Atlanta. Office of the Director 
79/03/23 2pp 


7903070497 Confirms increased liability limit to *124.000.000 for 
policies NF-1.2S.43.76.03. 100. Illrl40. 146. 131, 161. 164. 170. ' 

173, 174, 178, 179. 180, 182, 185, 166, 187. 188. 189. 192. 193, 194, 193. 

197, 198, 200, 201, 204< 206. 207. 208, 210. 212. 2 14. 213, b othors 
ftUATTROCHHI. J Amsrican Nuclear Insurer*. 79/03/01 Ip 


7903070382 Confirms Increass in liability Unit to *36.000.000 far 
pal tcloi HF-22, 26, 29. 38, 39, 44, 46, 47. 49. 30. SI, 52. 33, 34. S3, 36. 

37, 39, 60. 61. 64, 66, 67. 68, 69. 70, 71. 72. 74, 76. 77, 78. 79, 30, 86. 87, 
86,90.91.92.93,94,93 b 96. 

ROBERTS.O H Hutual Atomic Entrgy Liability Underwriters 79/03/01 
Ip. 


7908030368 Forwards IE Bulletin 79-07. "Selimlc Streo* Analyolt of 
Safety-Related Piping " Licensee action required 
O'REILLY. JP Region 2, Atlanta, Office of the Director 
79/04/14 3pp 


790S040233 Forwards IE Bullotln 79-06B. "Ravlow of Operational Errors I 
Bys Hltallgnmont* Identified During THI Incident '* 

O'REILLY, J P Region 2, Atlanta, Office of the Director.' 

79/04/14 3pp 


8 Reportable occurrences. LERs b related correspondence 


7903110203 Board notification aeabrook refueling water storage tank 
design deficiency 

SCINTO. .1 Hearings Division 7?/’03/29 30pp 


DOCKET STN-80-330 0E8SAR-23e-SaP INTERFACE 


J. Insurance b Indeeinlty Information 


7903070SS2 Confirms increass in liability limit to *36.000.000 fur 
pal ides HF-32, 26, 29. 3B. 39. 44, 46. 47, 49. 80. 31. 32, 33, 54. 33. 36, 

37, 38, 60. 61. 64, 66, 67, 68, 69, 70, 71, 72. 74, 76. 77, 78, 79. BO. 86. 87, 
88,90,91.92.93,94.93 b 96. . 

ROBERTS. D.N Hutual atomic Ensrgy Liability Underwriters 79/03/01 
If 


DOCKET BTN-30-5S3 PHIPPS BEND NUCLEAR PLANT. UNIT 1 


A Appllcation/constructlon stage documents b corrospondsnce 


7903100093 Discusses 790329 sits visit re addl fault found In core 
cooling water trench Util to provide description of trench 
fault, discussion of fault's relationship to regional geology 
b fault area mapping 

HELLER, L.H Oeotclancts Branch 79/04/17. 2pp 


7903040349 Forwards description of addl fault dlscovsrad beneath 
componant cooling wattr pumping station. Fault not considered 
to bs cepable Ona over* lied drawing sncl 
OILLELAND, J. E Tennassae Valley Authority. 79/04/30. 2pp, 


79030SOS41 Dlfcusies util poeitlon on leak testing, pressure St taeip 
requlriments of ACI 8tdi 318 b 349 for piping to bo ambadded 
In concrete Revltione to PBAR re ambadded piping will be 
Implemented tsueedtatclli, 

OILLELAND. U E, Tennessee Valley Authority, 79/03/03. 3pp. 


7909140270 Doicrlhei adjueted route for transporting raactor preeeura 
vessels. Util finds environ impact to be within ecope of 
orlglnel anelysls 

OILLELAND. J E, Ten’neseeo Vallsy Authority. 79/03/07. tp. 


7903110363 Forwards IE Bullotln 79-OD. “Eventi Relevant to Soltinf 
Hater Power Reactors Idantlflod During TMI Incident.” 

O'REILLY, J P. Region 2. Atlanta. Office of the Director 
79/04/14 ip 


7903010341 Forwards IE Info Notlc* 79-10. "Nonconforming Pipe Oupport 

O'REILLY, J P Region 2. Atlanta. Office of tha Director 
79/04/10. ip 


7908030172 Forwards IE Bullstlii 79-09, "Failures of OE Type AK-S 
Circuit Breaker In Safety-Related 8ys. " Licensee action 
required. 

O'REILLY. J P. Region 2, Atlanta. Office of the Director 
79/04/17. 2pp 


7903020479 Forwards IE Bulletin 79-06A. Revlsl on 1. "Review of 
Operational Errors b 8ys Misalignments Identified During THI 
Incident " 

O'REILLY. 0 P Region 2. Atlanta, Office of the Director. 
79/04/10 app 


7903300233 Submits supplemental reeponse to IE Bullotln 77-07. Or Ig I nsl 
response submitted 780120, Provides addl Info received from 
menufacturer b descrlbas plant in area of electrical 
penetrations. 

OILLELAND. vi. E Tennessee Vellay Authority 79/04/27. 9pp. 


S, Reporteble accurrencos. LERi b related correspondenca 


7909140470 Forwards final rept of reportable condition rm BHR/A HPCB 
local control panels. <NRC OE-79-01 > 

OILLELAND, J E Tonnes eeo Vallay Authority. 79/04/09. tp. 


—7909140482 Reportable condition on 790306. OE determined that defect 
eslsted in HPCS panel H22-p02a. Caueed by Installation of 
nonqualified type relay Procaduree revlead b QA program 
aodlf ted 

• Tenneseta Valley Authority 79/04/09. 3pp, 
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DOCKET S7W-50-954 PHIPPS BEND NUCLEAR PLANTt UNIT 2 


A App llcation/eonttructlon documant* U corraapondanca 


79O5I0&O73 Oltcuiiaa 79033? «lta vlflt ra addl fault found tn cor* 
cooling utter tranch Util to provide deacrtption of trench 
fault* d letutt Ion of fault's ratatlonahlp to regional giologg 
ti fault area mapping 

HELLER. U H Gaoaciencee Branch 79/04/17 Spp 


790S’D40349 porwarde deecriptlon of addl fault diecoverad binaath 
eoffiponant cooling water pumping station Fault not conildered 
to be capable One overiltad draulng and 

OILLELAHD, J E Tanneeiea Vallai; Authority 79/04/30, Spp 


79OS0BO941 Dlscuasee util position on leak tas t ing . pr aisura tt tamp 
raq,ulramantf of ACl Stdi 31B t< 34? for piping to ba embeddad 
In concrate Ravlsion to P8AN re embedded piping Mil 1 ba 
Implamanted Immediately 

OILLELAND.JE Tannissae Valley Authority 79/09/03 3pp 


7909140S70 Describes adjusted route for transporting reactor prassure 
vassals 'Util finds environ impact to be ulthin scope of 
original analysis 

OILLELAND, J E Tennessee Valley Authority 79/09/07 ip 


F Becurlty, medical, emergency 4 fire protection plans 


790S3004&2 Forwards addl response to 7B0926 meeting minutes re STRIDE 
fire harards analysis Includes proposed design changes to 
fire protection sys Requests early meeting to discuss 
rasponsas 

OILLELAND.JE. Tennessee Valley Authority 79/09/30 9pp 


R Adjudicatory corrispondence 


79D911041B Rasponse to ALAB~909 re radon emissions & de minimus thtory 
from Parkins record Certificate of Svc end 
BCIMTO.J F Hearings Division 79/04/11 49pp, 


7909140519 Response to 790404 brief of Philadelphia Electric Co.FSEtiO Si 
Atlantic City (NJ) Electric Co re de minimus theory 
Certificate of Bvc end 

KEPFORDiC R Cltlxns for Safe Environment. 79/04/11 Spp, 


7905140339 Notifies of consolidation of five intervener groups re radon 
emissions issue Parties have until 790339 in which to file 
far lunmery dtiposltlon. 

DUFIO.K E. Atomic Bafety and Licensing Appeal Panel 79/04/S5 
13pp. 


0 Inspection reports. IE Bulletins it correspondence 


7905010311 Forwerds IE Info Notice 79-06. ’'Btress Analysis of 
Safaty-Rilatad Piping," 

O'REILLV, JP Rsglon 3. Atlanta, Off let of the Director 
79/03/23 3pp. 


790500036B Forwards IE Bullatln 79-07. "Seismic Stress Ana lye It of 
Bafstg-Rslatsd Piping." Llcanses action required 
O'REILLY. J P Ragion 2. Atlanta. Office of the Director, 
79/04/14 3pp 


7908040233 Foruardi IE Bulletin 79-066. "Review of Operational Errors ii 
Sys Hlial Ignmants tdentlflad During TMI Incident," 

O'REILLY. J P Region S. Atlanta. Offlca of the Director 
79/04/14. 3pp 


7909110369 Forwerds IE Bulletin 79-08. "Events Relevant to Bolting 
Hatar Power Reactors Identified During THI Incident." 

O'REtLLY.J P Region 2. Atlenta, Office of the Director, 
79/04/14, ip. 


7903300293 Submits supplemsntal response to IE Bulletin 77-07. Orlglnel 
response submitted 7B0 130. Provides addl info received from 
manufacturer L describes plans in area of dactrtcal 
penstrat ions. 

9ILLELAND. J E Tennessee Valley Authority 79/04/27 5pp 


S Reportable occurrences. LERs & related corrsepondence 


7909140478 Forwards final rapt of reportable condltlo-n ra BWR/6 HPOS 
local control panels (NRC 0E-79-O1 } 

OILLELANDiJ E Tennessee Valley Authority 79/04/09. Ip 


--7909140482 Reportable condition on 790303 OE determined that defect 
edsted in HPCS panel M22-P026 Caused by installation of 
nonqualified type relay Procedures revised fc QA program 
mod If led 

e Tennessee Valley Authority 79/04/09 Spp 


DOCKET 8rN-90-986 BLACK FOX STATION, UNIT I 


A, App 1 tea tion/cane true t Ion stage documents & correspondence 


7909030492 Forwards NUREO-OSSl. “Investigation ti Evaluation of Strass 
Corrosion Cracking in Piping of LUR Plants" i. notice of 
issuance it availability N/o end 

VASSALLO, D B Assistant Director for Light Uater Reactors 
77/03/23 app 


7909190641 Natificatton of 790903-04 geologic site visit w/utll in 
Inoia.QK to observe site excavation fc geologic mapping 
activities 

THOMAS, C 0 Light Hater Reactors Branch 1 79/04/06 4pp. 


E NRC Bafety Evaluation Report (SER). suppls & correspandene a 


7905070663 Forwards Suppl 3 to BER 

VAROA.S.A Light Hater Reactors Branch 4 79/04/09 Spp. 


0 Adjudicatory correspondtnea 


7909160904 Rasponse by util in opposition to Interveners' 790301 motion 
to suppl record u/"Tulsa Metropolitan Area, Tulsa Urban 
Study r Draft. Summary Rept. Stage S Study" prepared by Tulsa 
Army Corps of Engineers M/Cer tlf Icate of Svc 

MURPHY, P.M., BIELAHSKI.A, P I sham, Lincoln 6 Beale 79/03/14, 6pp 


7909090IB9 Appllcant'e response to Intervanors' 790307 motion to file 
supplemental brief Si to intervanore' supplemental hrlaf 
itialf Brief concerns failure to consider Class 9 accidents 
in environ review Certificate of Bvc encl 

MURPHY, P.H , BIELAHSKI.A P. leham. Lincoln h Beats 79/03/16. 7pp, 


7909070021 NRC reeponse In oppoiltion to intervanors 790301 fflotton to 
suppl racord w/"Tuisa fletropol 1 tan Araa Urban Study. Draft. 

Summary Rept. Stag# 2 Study" prepared by Tulsa Army Corpe of 
Engineers Certificate of Bvc encl 
DAVIBiLD Branch 4 79/03/19. Bpp 


79090901B2 NRC response to interveners 790304 motion to file 
supplemental brlaf re letter's Exceptions iiS tn tl3 
Certificate of Svc encl. 

DAVIS, D L. Branch 4. 79/03/23 App 


7909010119 Forwards request 
equipment to mitigate tr. 
aCINTOid F. Hear 


—7909010 
■ quip 
VA88A 
79/03 


7909010341 Forward! IE Info Notice 79-10. “Noneonf ormlhg Pipe Support — 790SOIO 

Struts " equip 

Q'flEILLY.J P, Ragion 2. Atlanta. Office of the Director. TEDE6 

79/04/ia. ip Spp 

7909030172 Forwards IE Bulletin 79-09, "Failures of OE Type AK-S 790929025 

Circuit Breaker In Baf aty-Retated Bye." Ltcansae action facte I 

rtquired. FARRIB, 

O'REILLY. J. P. Ragion 2. Atlanta. Office of the Director 
79/04/17. 2pp 

790924021 
law an 

7909020479 Forwards IE Bullatln 79-06A. Ravlsion 1. "Rsvlaw of THOMAS, 

Optratlonal Errors V 8ys Misalignments Identified During TNI 
Incident. " 

O'REILLY, J.P. Region 2. Atlanta, Office of the Director. 79051300' 

79/04/18 2pp. DAVIB.I 
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7903330062 Forward* orrata *fi«6t eoprocttnj optop* In findin}* o# 
Si conclution* at lau tubmittod 7903S6 % Z8 
OALLOi ij I*ham> Lincoln & B«al* 79/04/09 3pp 


790S3302S9 Ditctfi*** regulations po intope oonaction ot *v* of both 
poactorsiln event o# accident at one peactor a^factlns safe 
operation at other reactor. 

0AVI8. L D Branch 4 79/04/11 2pg 

790S140S47 Notice of filing of intervonor* Cltlien* for Safe Encrggi 
L Burrell U I Vounjheln propoted finding* of facti 
cone lus lens of |au tt proposed order In form of partial 
Inltal decision Certificate of 8vc end 

FARRIS. J.R Oreen. Feldman. Hall & Uoadard 79/04/13 4pp 


--79O914OSS0 Intervenors Cltlsens Action for Safe EnerggiL Burrell ti 
I Voungheln proposed finding* of fact, cencluelonf of lau U 
proposed order in form of partial Initial decielon re 
radiological health ft eafetg matter* 

FARRISrJ R • HDODARO. J fl Green. Foldman. Hall h Hoodard 
79/04/13 77pp 


7903100336 Propofid finding* of fact 6 concluilens of lawiln form of 
initial decltlon ro radiological health L safety natter* 
U/supporting documentation 

DAVIS. D L • PATONiU 0 Branch 4 HOODHEAD.C P Branch 3 
79/04/13 161 pp 


7909320064 Request* Read rept L sub task rtpts bt returned to GE Reptt 
will he made aveilable for NRC review, if neodtd Certlflcets 
of Sve end 

EDGAR. 0 L Hergan. Lewis & Bockius 79/04/13 4pp 


7909100318 Requests ectension until 7904S6 to file ECC3 portion of 
propossd findings of fact 6 conclusions of law Cert if tea to 
of 6ve and 

DAVIfl. L D Branch 4 79/04/16. 3pp 


*—7908100319 Proposed findings ef fact 6 conclusions of law in form of 
Initial dteislon re radiological health 6 safety matters. 

W/o sees section Certificate of Sve encl 
DAVIS. L D Branch 4 79/04/16 2pp. 


7908240879 Requests Raed Rept be maintained in confidence pending 
A3UB ruling on whether rept should be returned to 3E 
EDGAR. 0 L Morgan. Lewis & Bodiiue 79/04/13 2pp 


7909130063 Moves for Indefinite stag ef proceeding concerning issuance 
of Initial decielont pend ing Investigation of THI~3 6 
hearings re faeilitg financing Certificate of Sve end. 

THOMAS. 0 . ROeERB.C S . CARTHBIOHT. J E Oklahoma. Skato ef 
79/04/19 llpp 


7903190491 Ack receipt of 790418 Itr Requeet basis is hgpotheticalino 
NRC parsonnel have requested ABLS for access to Read Rept 
NRC technical 4. legal staff will not havt access to report 
until 790430 

WOLFE. B J. Atomic Sefatg and Licensing Board Panel 79/04/19. Ip 


7998830799 Advises that motion has been filed to stag issuance of 
Initial dedslon. 

ROOEAS.C. Oklahoma, State of 79/04/19 Ip 


7998390179 Errata sheet 6 table of content! to applicant* 790436 reply 
to proposed finding* of fact 6 conclusions of law filed by 
NRC 6 intervenors 

* I sham. Lincoln h Beale 79/04/26. 2pp. 


7909240934 Retpontf by Intervenors Cttliens Action for Bifs Fouer. 
L Burriil 6 I Younghsln supporting adoptian of motion by 
Btota of OK for Indefinite stay in issuance of initial 
decielon. Cortifleate of 8vc encl. 

FARRIS, J.R. Green* Feldman, Hall 6 Hoodard 79/04/27. 10pp. 


7908280174 Forward* info re «chedul* & coi,t analysl*. Conmercial 
operation for Unit 1 ehall begin on 880701 & for l/nlt 2 on 
860301 Applicants flleiT reply to HRC 6 Intervenors 'proposed 
findings of fact U conclusion* of law on 790426 
GALLO, V Ilham, Lincoln 6 Boate. 79/04/30 ISpp. 


7908230S6G Orants aitenston until 790809 to file proposed finding* of 
fact r* ECCS. per NRC 790426 request 

WCX.FE;S,J Atomic Safety and Licencing Board Panel 79/09/01. Ip 


7903230870 Grant* » tans ion. until 790911 fop util 4 NRC to file answer* 
to notion by Stele of OK for indefinite stay of ifiuanes of 
initial decision. 

U0LFC,6. J, Atomic Safety and Licensing Board Pansl. 79/09/01. tp 


H General correspondence 


7903130279 Requotts info re June 1979 hearing in Phoenix, AZ Group 
want* to sand dalogatien to hearing 
* Nuclear Free State 79/03/2B Ip. 


7903100333 Believes OE Should publish Rted Rept re unresolvetli lafpty 
issues Opposes nuclear plant const Supports solar 6 wind 
power research 

BELCHER. T Affiliation Unknown 79/04/16 tp 


7909310397 Urge* NRC to release all portions of transcript* of sefsty 
htarlng*. Including portions dealing w/Reed Ropt 
GARNETT, H , GARNETT. 0 Affiliation Unknown 79/04/17 If 


I Financial information 


7909290029 Request* addl financial info on updated cast estleiitiii In 
order to complete review of pevtisd financial info. 

EHINO, T N Public Service Co ef Oklahoma 79/08/07 3pp 


790S0903S7 “Annual Financial Rept 1978 “ 

e Central U Southwest Servleos. Inc. 79/03/09 40pp 


790909033? “Annua! Financial Rept 1978 •• 

* Public Sorvleo Co of Oklahoma 79/09/09 39pp 


7909230424 Submits addl financial Info in res p onto to NRC 790807 
request Previous info was solely to advise of cost 4 
schedule study 4 not In responso to motions to intervene 
8 VC list end 

EMINOiT N Public Service Co of aklahoma 79/03/14. 2pp 


7909240393 Responds to NRC 790901 rcqueit for addl info Util 79013G Itr 
Includad all available financial info 

EMINOiT N Public Service Co of Oklahoma 79/08/14 Spp 


Q Inspection reports, IE Bulletins 4 correspondence 


7903130364 Forward* IB Insp Repts 30-886/79-03 fc 90-397/79-03 en 
TROSOh-OG. He noncompllanca noted 

8EI0LE,M C Ray ion 4, Del las. Reactor Construction 4 Engineering 

Support Branch 79/03/23 2pp 


“7909180870 IE Imp Rept* 50-986/79-03 4 90-887/79-02 on 7 90306* G9 Ha 
nonconpliancc noted Major eroae Intptcbod. const status, 
dsvelopment of conerst* mlic design, training 4 Indoctrination 
4 GA 

HUBACEK>U Q , CROSSHANiM. A • HALL. R E Region 4, Dalle*. Offlc* 
of the Director 79/03/23 7pp 


DOCKET STN-80-897 BLACK FOX STATION, UNIT S 


A Apf licatlon/constructlon stage documents 4 correepondenct 


7908030492 Forwards NURE0-0S3t, “Investigation 4 Evaluation at 6 ire it 
Corrosion Cracking in Piping of LHR Plant**' 4 notice of 
l««uance 4 aval lability M/o and. 

VASSALLDiO B Aieietant Director for Light Mater Reactor l 
79/03/23 Spp 


7909180641 Notification of 790803-04 geologic ilte visit w/utll 1« 
InolatOK tm ebtsrve ilte sicavatlon 4 geologic mapillng 
actlvltle*. 

THOMAS, C.O Light Mater Reactor* Branch I 79/04/06, 4pp 


E. NRC Safety Evaluation Report iSER), suppl* 4 correspondenca 


7903070669 Forward* Suppl 3 to SER, 

VARGA. 8. A. Light Water Reactor* Branch 4 79/04/08 Opp. 


0. Adjudicatory eorreepondonce 


7908160904 Respen*# by util in oppoiition to Intorvanor*' 790301 notion 
to *uppl record w/“Tulia Metropolitan Area, Tulsa Urban 
Study, Draft, Summary^ Rapt, stage 2 Study* prepared by Tutia 
Army Corps of Englnoers.N/Certlticate ef Bve, 

MURPHV.P.H. , BieUAHSKI, A.P. I«hem, Lincoln 4 Bella. 79/03/14. «pp. 


7909090188 Applicant's response to intervenors' 790307 motion to flit 
supplemental brief 4 to Intervenors' supplemental briaf 
Itsalf. Brief conctrns failura to consider Class 9 aceidenta 
in environ review. Certificate of Sve encl. 

MURPHY.P.M. , BIELAHSKI, A.P lehaai, Lincoln 4 Beela. 79/03/16. 7pp. 
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7^M}70O21 NRC r*iponi« tn oppofltion to Intefvonort 790301 motion to 
toppl roeord «/“Tul»« MstropoUtan Area Urban Btudyi Drafti 
Suiutarif ReptiStage 2 Study" prepared by Tulea Army Corpe of 
Engineer* Certificate of Svc end 
GAVISiC D Branch 4 79/03/19 Spp 


7905090192 NRC re*pon*B to Intervenori 790304 motion to file 
aupplemental brief re letter's Exception* 112 1< 113 
Certificate of Svc end 
OAVIBiD L Branch 4 79/03/23 App 


7909010119 Forward* reitua«t for Board notification re noniaf ety-grade 
equipment to mitigate trantlent* 
aCIMTO.J.F Hearing* Dlvlelon 79/04/02 3lpp 


— 790301019b Board notification (taff aeeessment re nonsaf *ty~grade 
equipment to mitigate trantlent* 

VABSALLOi D B Adlitant Director for Light Uater Reactor*. 
79/03/27 2pp 


— 7909010178 Board notification recent ii»u« on noniaf ety-grade 
equipment to mitigate transient* More Info 1* required 
TEOeSCO.R U Assistant Director for Reactor Safatu 79/03/16 
OPP. 


7909290273 Requests extension until 790412 to file proposed findings of 
facts it conclusion* of lau Certificate of Svc end 
FARRIS. J R Cltliens Action For Safe Energy 79/04/03 Spp 


7705240279 Declines to file proposed findings of fact & conduilons of 
lau on limited record Certificate of Svc end 
THOMAS. 0 . HOOERS, C S, Oklahoma. State of 79/04/09. Spp. 


79031S0039 Forward* NUREO-0190. Mar 1979. Suppl 2 to 6ER 
DAVIS.L D Branch 4. 79/04/09 Ip 


790S220062 Forwards errata sheet correcting errors In findings of fact 
it conclusions of law submitted 790326 h 28 
OALLO. J Isham. Lincoln it Beale 79/04/09 2pp 


7903230299 Discussas regulations re Interconnection of syi of both 
reactor*. in event of accident at one reactor affecting safe 
operation at other reactor 
DAVIS. L D Branch 4 79/04/11, 2pp 


7909140547 Notice of filing of Intirvenor* Cltliens for Safa Energy. 
L Burrell 1. I Vounghetn proposed finding* of fact, 
conclusions of law proposed order In form of partial 
Lnltal decision Certificate of Svc end 

FARRIS, JR. Oreen. Feldman. Hall 1< Woodard 79/04/12 4pp 


— 7903140390 Intervenors Cltliens Action for Safe EnirgyrL Burrell U. 
I Vounghetn proposed findings of f ac t. conduslon* of lau 
prapostd order in form of partial Initial decision re 
radiological health U safety matters 

FARRie. J. R ■ WOODARD. J R Oreen, Feldman. Hell it Woodard. 
79/04/12 77pp 


7903100226 Proposed findings of fact It conclusions of tau.ln form of 
Initial decision re radiological health it safety matters 
M/supportlng documsntatlon 

DAVie.D U , PATONiW. D. Branch 4. WOOGHEAD, C. P, Branch 3. 
79/04/13 I6lpp. 


7909220064 Requests Reed rapt It subtask repti be returneif to OE.Rept* 
will be made avallabla for NRC review. If needed Certificate 
of Svc end. 

EOOAR.O L. Morgan. Lawt* It Bocklue 79/04/13. 4pp 


7909100213 Raquast* extension until 790426 to file EGCS portion of 
proposed findings of fact i< conduslon* of lau Certificate 
ef Svc end 

DAVIS, L 0. Branch 4. 79/04/16 Spp 


— 7903100219 Proposed findings of fact it canclusions Of lau tn form of 
Initial decision re radiological health ti safety matterc 
W/o ECCS section Certificate of Svc end 
DAVtS.L. D Branch 4. 79/04/16. 2 pp. 


7903240879 Requests Reed Rept he maintained in confidence pending 
ASi.B ruling on whether rapt should be returned to OE, 

EDOAR.O L. Morgen. Lewis & Bocklue. 79/04/ie, 2pp 


7903150063 Moves for indefinite stay of proceadlng concerning lesyanea 
of initial decision, pend ing Invostlgetion of TMI-2 fc 
hearings re fedllty financing Certificate of Svc end. 

THOMAS, 0., RD0ER9, C 8., CARTWRIGHT. J, E. Oklahoma. State of. 

79/04/19. llpp 


7903130491 Ack receipt of 790418 Itr Request basis is hypo the t tea 1 1 no 
NRC personnel have requested ASLB for access to Reed Rapt 
NRC technical U legal staff will not have access to report 
until 790430 

WOLFE. B J Atomic Safety and Licensing Board Panel 79/04/19 Ip 


7903230759 Advises that motion has been Piled to stai; issuance of 
initial dec Is Ion 

RQOERB.C Oklahoma. State of. 79/04/19 Ip 


7909280179 Errata sheet fc table of content* to applicants 790426 reply 
to proposed findings of fact It conclusions of lau filed by 
NRC I, intervenors 

» Isham. Lincoln 6 Beale. 79/04/26 2pp 


7909240924 Response by Intervenors Cltliens Action for Safe Power. 
L Burrell 6 I Youngheln supporting adoption of motion by 
State of OK for Indefinite stay in Issuance of Initial 
decision Certificate of Bve end 

FARRIS. JR Oreen. Feldman. Kali & Woodard 79/04/27 lOpp 


7909290 1 74 Forwards Info re schedule 4i cost analysis Commercial 
operation for Unit t shall begin on 890701 It for Unit 2 on 
SBOSOl Applicants fllsd reply to KRC 6. Intervenors 'proposed 
Findings of fact i. conclusions of lau on 790426 
OALLO. J Isham. Lincoln & Beale 79/04/30 12pp 


7903230360 Grants extension until 790S09 to file proposed findings of 
fact re ECCS. per NRC 790426 request. 

WOLFE. 8 J Atomic Safety and Licensing Board Panel 79/03/01. Ip 


7903230570 Grants extension until 790311 for util It NRC to file answer* 
to motion by State of OK for indefinite stay of Issuance of 
initial decision 

WOLFE. 8, J Atomic Safety and Licensing Board Panel 79/03/01 Ip 


H General correspondence 


7905190279 Requests info re June 1979 hearing In Phoenls.AZ Group 
wants to sand delegation to hearing. 

* Nuclear Free State 79/03/28. Ip 


7909100333 Believes GE should publish Reed Rept re unresotvable sefety 
Issues Oppose* nuclsar plant const Supports solar h wind 
power research 

BELCHER.T. Affiliation Unknown. 79/04/16 Ip. 


7909310397 Urge* NRC to ralsase all portions of transcripts of safaty 
hoar Ingsi Inc lud Ing portions dealing u/Recd Rept 
OARNETTiH . OARNETT. 0 Affiliation Unknown 79/04/17 Ip 


t. Financial Information 


7909230029 Requet ti addl financial Info on updated cost estimatas.in 
order to complete review of revised financial Info 
EWING. T N Public Service Co of Oklahoma 79/09/07. Spp 


7903090337 "Annual Financial Rapt 19/w. * 

e Central fc Southwest Service*. Inc 79/03/09. 40pp 


7903090399 "Annual Financial Rapt 1978 " 

a Public Service Co. of Oklahoma 79/09/09. 39pp. 


7909230424 Submits addl financial Info tn response to NRC 790907 
raquast Previous Info was solely to advise of cost t, 
schedule study 6 not in response to motloxii to Intervene. 

Svc list and 

EWINO. T N, Public Service Go. of Oklahoma. 79/03/14. 2pp. 


7903240393 Retpond* to NRC 790901 request for addl Info.JtJl 790430 Itr 
Inclwdsd all available financial info 

EMINO. T. N. Public Service Co, of Oklahoma 79/05/14. 2pp. 


O Inspection report*. IE Bulletin* 6 correspondence 


7903190864 Forwarde IE Insp Rept* 30-396/79-02 t. 30-997/79-02 on 
790306-09. No noncompliance noted. ' 

BEIDLEiU. C. Region 4. Dallas. Reactor Constructlan &. Engineering 
Support Branch, 79/03/23. 2pp, 


—7909190970 IE Insp Rept* 90-996/79-02 ti 50-997/79-02 on 7'tOMi,~07 No 
nancompliance noted Major areas inspsetad , const status, 
davolopment of cenereta mlK design, training It indoctrination 
6 DA, 

HUBACEKi W. 0. , GROSSMAN. W. A. . HALL, R. E. Region 4 . Dallae, Office 
Of the Director, 79/03/23. 7pp 
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DOCKET 50-564 NUCLEAR FUELS RECOVERY & RECYCLE CENTER 


•J Iniurantt ^ Indecnnltg Informafeton 


7Y05070497 Confirm* inere4*ed ll«blliii/ limit to *184.0001000 for 
lioliclsi NF-I.as, 43. 76.03. 100. 111. 140. 146. 151. 16i. 164. 170. 

173. 174, 17B, 179, t0O. 182. IBS. 186. 187. IBB. lB9i 192. 193. 194, 195. 

197, 196.200, 201, 204. 206, 207. 208. 210. 212,214, 215, L oth«ri 
QUATTRDCHHI, J American Nuclear Insurer* 79/03/01 Ip 


7905070582 Confirm* Increase In llabilUv limit to *36,000,000 for 
polieie* MF-22, 26, 29. 35, 39, 44,46, 47. 49, 50, SI, 52,53, 54. 35, 56, 

57, 56, 60, 61.64,66, 67. 60. 69. 70,71, 72. 74, 76, 77,79.79, 50. 66, 87, 
08,90,91,92,93,94,95 U 96 

ROBERTS. 0 H Mutual Atomic Energg Liability Underurlter* 79/03/01 
‘P 


DOCKET STN- 50-566 YELLOW CREEK NUCLEAR PLANT, UNIT I 


A App 1 1 eat lon/con* true t Ion itage documents 6 corretpondence 


7905060541 Discusses util position an leal testing, pressure 6 temp 
requirements of ACI 6tds 318 t< 349 for piping to be embedded 
in concrete Revlslan ta PSAR re embedded piping uilt be 
implemented Immediately 

OILLELAND, J E Tennessee Valley Authority 79/05/03 3pp 


Q. Inspection reports, IE Bulletins L correspondence 


79DS010311 Forwards IE Info Notice 79-06, "Stress Analysis of 
Safsty-Related Piping " 

0'REILLy,J.P Region 2. Atlanta, Office of the Director 
79/03/23 2pp 


7909030366 Forward* IE Bulletin 79-07, "Seismic 6tre*s Analysis of 
Safety-Related Piping '' Licensee action required 
O'REILUY.JP Region 2. Atlanta, Office of the Director 
79/04/14 3pp 


7905040233 Poruaro* lE Bulletin 79-066. "Review of Operational Errori 1, 
Sy* Misalignments Identified During TMt Incident " 

O'REILLY.J P Region 2, Atlanta. Office of the Dlractor 
79/04/14 3pp. 


7905110365 Forward* IE Bulletin 79-08. "Event* Relevant to Boiling 
Hater Power Reactors Identified During TMI Incident " 

O'REILLY.J P Region 2, Atlanta. Office of the Director 
79/04/14 Ip 


7905010341 Porward* IE Info Notice 79-10. "Nonconforming Pipe Support 
Strut*. " 

O'REILLY.J P Region 2. Atlanta, Office of the Director 
79/04/18 Ip 


7905030172 Forward* IE Bulletin 79-09, "Failure* of OE Typa AK-2 
Circuit Breaker In Safety-Related 8y* '< Licensee action 
required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 
79/04/17 2pp 


/90302047 9 Forward* IE Bulletin 79-06A, RevI slon I, "Review of 
Operational Error* 1, 8ys Mi la 1 Ignments Identified During TMI 
Incident “ 

O'REILLY, J,P Region 2, Atlanta, Office of the Director 
79/04/18, 2pp 


7905230698 Acb receipt of 790409 Itr Informing NBC of «tap* taken to 
correct violation* noted in IE Insp Repts 50-566/79-04 6 
30-367/79-04. 

MURPHY. C.E Region 2, Atlanta. Reactor Con* true tlon fc Englnearlng 
Support Branch 79/04/19 Ip 


•7905230733 Respond* to NRC 790315 Ur re violations noted In IE Insp 
Rapt* 50-866/79-04 6 50-567/79-04 Correctiv# actions’ 
concrete cylinder curing tank temp was reaudlted t< Immersion 
heater* wtri installed 

OILLELAND, J E Tennessee Valley Authority 79/04/09. 3pp, 


■7903230740 Forward* IE Insp Rapt* 50-566/79-04 (t 50-567/79-04 an 
790220-22 k notice of Violation. 

MURPHYtC.E, Region 2, Atlanta, Reactor Construction li 
Engineering Support Branch. 79/03/15. 2pp. 


—7905230753 IE Imp Rep I* 50-566/79-04 k 50-567/79-04 on 790220-22 
Noneomp 1 lance noted QA audit daflclenclee 
COUOE, K J Region 2, Atlanta, Office of the Director 
HEftOT, A R Region 2, Atlanta, Reactor Csnstructien k 

Englnearlng Support Branch 79/03/14 6pp 


DOCKET 9TN-50-367 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


A App 1 Icatton/canstruetion stage documents k corr espondance 


7905060541 Oltcussas util position on leak testing , pressure t, ttap 
requirements of ACI 8tds 316 k 349 for piping to be embedded 
in concrete Revisions to P8AR re embedded piping will be 
implemented Immediately 

OILLELAND, J E Tennessee Valley Authority 79/05/03 3pp 


0 Inspection reports, IE Bulletins k correspondence 


7903010211 Forwards IE Info Notice 79-06, "Stress Analysis of 
Bafaty-Related Piping " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/23 2pp 


7905030360 Forwards IE Bulletin 79-07, "Seismic Stress Analysis of 
Safety-Related Piping " Licensee action required, 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/04/14 3pp 


7905040233 Forwards IE Bulletin 79-06B, "Review of Operational Errors I 
8ys Misalignment* Identified During TMt Incident '* 

O'REILLY.J P Region 2, Atlanta. Office of the Director 
79/04/14. 3pp 


7903110365 Forwards IE Bulletin 79-08, "Events Relevant to Boiling 
Hater Power Reactors Identified During TMI Incident " 

O'REILLY, J F Region 2, Atlanta, Office of the Director 
79/04/14, Ip 


7905010341 Forwards IE Info Notice 79-10, "Nonconforming Pip* Support 
Strut* " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/18. Ip 


7905030172 Forwards IE Bulletin 79-09. "Failure* of OE Type AK-8 
Circuit Breaker In Safety-Related Sy* " Lieentea action 
required, 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/04/17. 2pp 


7905020479 Forward* IE Bulletin 79-06A, Revl* Ion 1, "Review of 
Operational Error* k 6ys Misalignments Identified During THI 
Incident " 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/04/18 2pp 


7905230698 Aek receipt of 790409 Itr informing NRC of steps taten ko 
correct violatlene noted in IE Insp Repts S0-S66/79-04 k 
50-567/79-04 

MURPHY, C E Region 2, Atlanta, Reactor Conetructlon k Eng Ineiring 

Support Branch 79/04/19, Ip 


•7905230733 Respondf to NRC 790315 Itr re violations noted In IE Insp 
Rfpts 50-566/79-04 k 50-567/79-04. Corrective actions' 
conerstt cylinder curing tenk temp was reaudlted k immeriien 
heaters uera Installed 

OILLELAND, J E Tennessee Valley Authority. 79/04/09. 3pp 


—7905230740 Forward* IE Insp Rapt* 50-566/79-04 k 50-567/79-04 on 
790220-22 k notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction k 

Engineering Support Branch. 79/03/15, 2pp 


—7905230747 Notice of violation from insp on 790220-22. 

« Region 2, Atlanta, Office of the Director. 79/03/14 Ip. 


■7905230753 IE Insp Repts 50-566/79-04 k 50-567/79-04 on 790220-22 
NoneompUance noted QA audit deficiencies 
OQUOE. M J. Region 2, Atlanta, Office of the Dlraetar 
HEROT, A R Rsglon 2, Atlanta, Reactor Conetructlon k 

Engineering Support Branch 79/03/14. 6pp 


—7905230747 Notice at violation from insp on 790220-22, 

• Region 2. Atlanta, Office of the Director. 79/03/14. tp. 
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DOCKET STM-S0-34a NEP NOCUEAR, UNIT I 


O Ai) judlcatorii eorretpon4*nc« 


7*^OS^4D64t Changai tiiuanee data Tor DE8 to tarly May 1979 
CUTCHIN. JH Branchs 79/04/18 Ip 


7903240940 Utthdraus appaaranea on bohalf of intarvanor Concarnad 
Citltena of RI<affacttvo 790402 Capttficata of Svc ancl 
COLLtHS.C 0 Affiliation Unknoun 79/04/13 4pp. 


t Financial information 


7903290240 Notlflaa of denial of raRuait to uithhold from public 
dtacloiurat Ravialon 3 to gonaral It financial info taction of 
llconia application Forwarda REC Itr 

PARR.O D Light Water Reactor* Branch 3 79/03/18 4pp 


—7909230249 Aaspond* to NRC 780S09 Itr ra public aval lability of 
financial Info lubmltted for llcenva application Submltflon 
of financial Info for public dltcloiura doe* not contravene 
SEC raqulr ament* 

COQKt d R Sacurltiaa It Enchanp* Conmlislon 76/13/14 Spp 


DOCKET STN-90-9ii9 NEP Nuclaar. Unit 2 


A App 1 itatlon/conitruc tlon (tag* 


7909240&41 Change* iiiuanc* data for DES to early Kay 1979 
CUTCHINid M Branch 3 79/04/12 Ip. 


7909240940 Withdraw* appearance on bohalf of intorvonor boncarnad 
Cttlian* of RIi affective 790402. Car t If leata of 9vc ancl 
COLLINStC.O Affiliation Unknown 79/04/13. 4pp 


79DS8S0240 Notlfla* of denial of raquo«t to wlthihold from public 
dltclofurai Rovltion 3 to general It financial Info, tcctlon of 
licania application Forward* 8EC Itr 

PARRtO 0 Light Water Reactor* Branch 3 79/03/12 4pp 


— 7909290249 Retpond* to NRC 760809 Itr ra public availability of 
financial info «ubmlttod far llconta application Submlaaian 
of financial info for public dlacloeur* doe* not contravene 
EEC raqulr ament* 

COOKtd R Sacurltiaa It Enchanga Commit* ton. 78/18/14 3pp 


DOCKET aTN-90-974 8A0NAC NUCLEAR POWER’ PROJECT 
0 Adjudicatory corro«pand#nco 


7909240168 Oppoioi lieenitng Of prepotod Woitinghouia nuclear powtr 
plant In Philippine* 

AINiF P. Another Mother for Peace. 78/10/31 Ip 


7909190899 Requett* denial of nuclear reactor export license to 
Phtlippino* Reactor design 1* uneafaiilted on earthquake 
faultthaar four active voleanoa* t< In tidal wave xonai thuo 
jeopard! ling US told lor nearby 
HURLEY. J Nautilui Alliance 78/11/86. Ip 


DOCKET 8TN-90-g80 ERIE NUCLEAR PLANT. UNIT 1 
A Applicatlon/cone truction stags documante N eorreipondence 


7909190783 Ferwardi request for addl Info to continue review of CP 
application 

RCOAN. U H Environmental Project* Branch 8. 79/04/06. 17pp. 


7909840936 Raqueits addl Info ra new mgt organ! satlon to he 
Incorporated Into P8AR Amend 21, 

BAERiR, L Light Water Reactors Branch 2, 79/04/30. 3pp. 


0. Adjudicatory correependence 


7909160163 Forward e Beard Notification 79-10 on reactor Inopector 
concerni ro BRW ptante, Certificate of Bve end. 
eciNTO. J. F Hearings Division. 79/03/29. lApp. 


7909010119 Perwarde roqueat for Board notification re noneafety-gTade 
equipment to nitigato trantlsnt*. 
eciNTQiJ.F, Hearing* Dlvltlon 79/04/02 3tpp. 


— 7909010196 Board notification' ttaff atiettmant re nontaf«ty-*gradt 
oRUtpMont to mitigate trantlentt 

VASSALLOi D. B. Atslttant Dlrocter for Light Water Reactors. 
79/03/29. 2pp. 


— 7908010198 Board not If ication recent Ittue on nontaf ety-grade 
equipment to mitigate trantlentt Mor* info it riqulrcd 
TEDESCO.R L Atflttent Director for Reactor Safety 79/03/16. 
3pp 


7903160112 Board notification nuclear Incident at TMI Recommend* boards 
on catet involving Bfcu reactor* be provided u/tE Bulletin 
79-08 it PNO-67 «. 67A.B.C.D.£.F.O 1. H 

VASSALLO. D B Ate it tent Director for Light Mater Reactor*. 

79/04/03 8pp 


790S07022S Forwerdt memos re problem* of pipe support bate plat* 
design. 

BARTH. C A Branch 3 79/04/03 81 pp 


7909080377 infami that NRC ha* recently .iltcovered document potilbly 
relevant to sabotage of spent fuel Info Is classified 1. may 
never be' published In final farm Forward* TF Carter 790182 
memo Info attessmant will follow whon available 
BARTH. C. A Branch 3 79/04/09 8pp 


7909190688 Forward* aspects of PMR accumulator delivery re ECC8 
performance characteristic* 

BARTH. C A. Branch 3 79/04/09 9pp. 


B Reportable occurrence*. LCR* t. related correspondence 


7909110203 Board notification Qeabrook refueling water itorege tank 
design deficiency 

8CIMT0. 0 Hearing* Dlvltlon 79/03/89 30pp 


DOCKET 8TN-90-981 ERIE NUCLEAR PLANT. UNIT 2 


A. App Lieatlon/construetlon stage documants N correspondence 


7909190783 Forwards rsquast for addl Info to continue review of CP 
epp llcetion 

REOAN. U H Environmental Project* Branch 2. 79/04/06 17pp 


7909240936 Request* addl Info ra now mgt organiiatlon to be 
(ncorporeied Into P8AR Am*nd 21, 

BAER.R.L Light Water Reactors Dranch 8 79/04/30 3pp. 


7909160163 Forwards Board Notification 79-10 on reactor inspector 
concerns r* BEW plant* Certificate of Bve end 
8C1NT0.J.F Hearings Division 79/03/29. 14pp 


7909010119 Forwerda requett for Board notification rs nansafoty-grade 
equipment to mitigate translente 

SCINTO. J F. Hearings Division. 79/04/02. 31pp. 


—7909010196 Board notification Staff assossment re nonsafety-grade 
equlpnank to cnitlgeta translants 

VASSALLOi D Q. At* It tan t Director for Light Water Raactort. 
79/03/29 8pp . 


— 7909010198 Board notlf tcatton: T ocent letue on nonsaf ety-grado 
equipment to mitigate transients. More Info Is raqulrad 
TEDESCOiR. L Assistant Director for Reactor Safety. 79/03/16 

app- 


7909160118 Board notlf Icatlonsnucloar Inddont at TMI. Recommends boards 
on catas Involving Bt.W reactors be provided w/IE Bulletin 
79-09 6 PKO-67 S. 67A. B, C. Oi E. F. 0 1. H. 

VASSALLO. D B Aeetstant Director for Light Water Reactor e. 
79/04/03. Epp 


7909070223 Forwarde menoe re protleme of pipe eupport baea plate 
design. 

BARTH, C. A Branch 3. 79/04/09 21pp. 


7909080377 Inform* that NRC has racsntly dlscovsred document possibly 
relsvant to sabotage of spent fuel Info 1* clesslfied E may 
never be published In final fur* Forward* TF Carter 790128 
memo. Info assessment will follow whan available. 

BARTH, C A Branch 3. 79/04/09 8pp 


7909190689 Forwarde eepect* of FUR accumulator delivery re ECC8 
performance character t* tic*. 

BARTH. C. A. Branch 3 79/04/09 9pp. 


B Reportable occurrences. LERe 9c related corrsepondance 


7909110203 Board notlf tcatton. Seahroofc refueling water eterage tank 
deetgn dsficlancu. 

SCINTO, J. Hearing* Division. 79/03/29 30pp. 
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DOCKET 8TN-90-994 OIBSSAR. OIBBS & HILL 


A. Appl Icatlon/construe tion (tag* docvn«n<;t & cerrci pondenc* 


79091001L7 Forward* Flr*t round rr^uett* For addl Info to coraplrtt 
riviau of OIBSaSAR Al«a forward* Q-1 '< L 0~S'« for purpoft 
of eomplotlng formal retard of revlau 

HELTEMES. C J Standard 1 cat Ion Branch 79/04/27 93pp 


K Utility Final Safety Analyels Report <FSAR) ti amend* 


7909090278 Forward* Amend 13 to OIBBSSAR BOPBSAR. ref erene tng RE8AR-414 
Include* retpon*** to NRC Oueettons 032 B-032 32<e>cept 
032 19 & 032 27 Affidavit end 

PRIETO, R OIbb* «t Hill, Inc (*ub« of Oravo Corp I 79/09/04 

2pp 


— 7909090274 Amend 13 to OIBBSSAR BDPBSAH referencing REaAR-414 

• Olbb* It Hill, Inc (*ubt of Dravo Corp ) 79/09/04 i79pp. 


7909230432 Forward* Amend 14 to BDPSSAR, Inc lading T*<pan*ee to NRC 
qua*tlan* Table h 219 reissued in amend, due to praprodue tlon 
error In Amend 13 

PRIETO, R Olbb* (> Hill. Inc (subs of Dravo Corp ) 79/09/lS 

2pp 


— 7909230439 Amend 14 to BQPSSAR 

e Olbb* t> Hill, Inc (sube of Dravo Corp,) 79/09/la 13bpp 


DOCKET 8TN-90-392 PALO VERDE NUCLEAR STATION, UNIT 4 


A Appl ication/canstruc tlon stage deeumente & correspondence 


7909020316 Act 790409 tetcon It confirm* 790486 meeting in Los Angeles, 
CA 

OOLDBERO.Jfi Anti-rru*t Division 79/04/09 ip 


790924021S Detail* chronology far period from BAR docketing through 
Itiuance of 5ER 

STRIOHT.R L Light Water Reactor* Branch 3 79/04/09. 4pp 


79090901 BO Summary of 790389 L 0406 meetingi -w/ut 1 1 , consul tan ti L ACR8 
In Phoenii.AZ 6 Uashi ng ton, DC, r espec 1 1 veig, re replication of 
CP for addl unit* 

LICITRA.e A Light Water Reactor* Brench 3 79/04/13 3pp 


7909310378 Forward* Info re plant saapage ana lysis, eonslt ting of 
listing of “Simulation Condltlns 4i Assumption* for 
Predictive Model Presented In PSfdl Section 2 4. 13 1 2“ It 
natrlh table an sensitivity of seepage model 
VAN BflUNT.E E Arltona Public Service Co 79/09/17 9pp 


D, NRC Draft/Ftnal Environmental Statements, supple te corrcspahdenoe 


7909280098 Forwards DES for revleu W/o end. 

REOAN, W.H Environmental Projects Branch 2 79/04/18 2pp, 


7909090349 Submit* no comments on DES. 

BARROWS, H.L Agr Icu 1 ture, Dep t of, 79/09/03 Ip Available at NRC 
pdr 


7909S4099S Requests 30-dag extension of comment period for DES 
URBAN. H California, State of. 79/09/14. Ip 


7909310349 Comments on 0E8. d leeusscs soil surveys drainage areas & pH 
organic mattar content L texture of sails. 

RDCKENBAUCH, T, Agr Icul ture, Dep t , of , 79/09/23 Ip 


7909310482 No comments on DES 

OtLLABOUOK.N, Transportation. Dept of 79/09/84 Ip. 


0. Adjudicatory correspondence 


7909190187 NRC response to amended contention of L Bard, Opposes 
admission of contentions re transportation of spant fuel, a* 
Issue In controversy, Certificate of 8vc and. 

SOHINKt.SH Branchs. 79/03/81 7pp. 


7909090178 Palo Verde Nuclear Intervenori' petition to intorveno Is 
defeettvs for untlmellness L lack of standing Denlas 
pstltlon but grants Intarveners oppertunltv to cure defects 
by filing amended petition within ten dagt, 

LAZO, R, H, Atomic Befatv and Licensing Board Panel 79/03/88 7pp. 


7909100332 Amended petition for co-intervention filed In risponte to 
NRC 790306 response to first petition for co-intervsntian It 
granted co-lntarvenor status, uilt eensolldats w/L Bard 
RHODES, L.i DANIELSON,! , FULLINWIDER, 8 P Palo Verda Nucliar 
Intervanor* 79/03/87 3pp 


7909100008 Joint applicants' response to undated third anendid 
contention of L Bard Submits that Bard failed to file an 
admissible contention on transportation of hatardous 
matl* Suggests that contentions be limited to 790211 order, 
OEHR, A C , BISCHOFF.C A Snell L Wllmer 79/03/30 Bpp 


7905220061 Request* development of nuclear power in US be stoppil far 
sake of safety 

JOSEPH, P Af f i I la t Ion Unknown 79/04/09 Ip 


7909190740 Forwards NRC rapt, “Inquiry inquiry Into Allegation of 
Employee Misconduct by Restricting Investigation to 
Oeterinine Reliability of Power Orld Serving St Lucie “ 
SOHINKI.S M Branch 3 79/04/11 ip 


7909300937 Discusses evaluation of new info re C-E flow blockage 
model for ECC8 In order to determine tyi design conformance 
to requirements of App K, tOCFRSO 46 
SOHIMKI.S M Branch 3 79/04/11 2pp 


7909840133 Forwards DES for facility W/o end 
SOHINKI.S M Branch 3 79/04/17 Spp 


H Oeneral correspondence 


7909840908 Confirms agreement to meet w/reclplant It E Rass in Anahtlra, 
CA an 790429 

QOLDBERO.J R Anti-Trust Division 79/04/10 tp. 


I Financial information 


7909300616 Request* addl info re ownership, sources of funds b annus 1 
rapt* to complata financial review Previous rssponset, dtd 
790111 b 790409, have net been adequate 

P^R, O D Light Water Reactors Branch 3 79/04/83, Spp 


7909190208 Forwards addl financial info Info wl thh eld ( rsf 10CFR3 7901 
JOHNSON, g J El Paso Electric Co. 79/04/26 Spp 


7909090069 Forwards “Sources of Funds for Sys Wide Const Eipendltures 
During Period of Const of Subj Nueleer Plant," 
w/app 1 Ication to withhold document 6 affidavit of R Korpan 
Proprietary Info withheld <ref 10CFR8 790) 

HASTER.V P San Diego Oas b Electric Co 79/03/03. Spp 


7909300387 Forwards "Addendum 2 to Osnaral Financial Info " 
VAN BRUNT, E E Arlsona Public Serviea Co 79/09/83 3pp, 


— 7909300892 "Addendum 2 to Oeneral Financial Info. " 
» Arliona Public Service Co 79/09/83, 600pp 


DOCKET STN- 90-993 PALO VERDE NUCLEAR STATION, UNIT S 


A. App lleatlon/constructlon stage documents b correspondence 


7909020316 Act 790409 telcon «* confirm* 790426 meeting Iti Lai Angelas. 
CA 

OOLOBERO, J. R. Anti-Trust Division 79/04/09 Ip 


7909840810 Detslts chronology for psrlod from BAR doctetlng khratifh 
Issuenee of 8ER, 

BTRtOHT,R. L Light Water Reactor* Branch 3. 79/04/09. 4gp 


7909090180 Summary of 790329 b 0406 noetlng* w/utll. consultants 1> ACR'S 
in Phoenix, AZ b Washington, DC, respective ly, re replicatidn sf 
CP for addl units 

LICITRA.E, A Light Water Reactors Branch 3. 79/04/13. 3fg 


7909310378 Forwards Info rs plant ssspagt analysis, consisting sf 
listing af “Simulation Condltlns t. Assumptions for 
pTsdictlvs Model Presented In P6AR Section 8 4, 13. 1,2'' 6 

matrix table on sensitivity of sstpags model. 

VAN BRUNT, E.E, Arlxona Public Service Co. 79/09/17, Spp 


DOCKETED ITEMS 
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)> NHC DrAf Envlronmantjl Stat«in«nts> supplt (i carraspondanca 


79O3SfS00S9 Forward* DEB for ravlaw H/o and 

REOANtM. H Envlronmantat Prajacta Branch 2, 79/04/12 2pp 


T90S090349 8ub«)it« no comment* an DE8 

BARROWS.H L Agrleultura.Dapt of 79/03/03 Ip Aval lab la at MRC 
Pdr 


79OSIS4059B Reiiueit* 30-da9 axtknfton of comment period for DE8 
URBAH^H California, State of 79/03/14 Ip 


7909310349 Commanti on DEQ dltcuisei loll turvegie drainage araai ti pH 
organic matter content ti texture of eolli 
ROCKENBAUOHi T Agriculture, Dept of. 79/05/23. Ip 


7909310422 No commontx on DES 

DILLABOUOHtN Tranxportatlon, Dept of 79/09/S4 Ip. 


0 Adjudlcatorg corratpondance 


7909130127 NRC re«pon** to amended contention of U Bard Oppoeei 
adnlotlon of contention* r# tranipor tation of «pant fuel, a* 
Istue In controvcrig Certificate of Svp end 
SOHINKIjS M Branch a 79/03/21 7pp 


79OSO9017B Palo Verde Nuclear Intervenor*' petition to Intervene 1* 
defective for untlmellno** V lock of otandlng Denle* 
patltlon but- grant* Intorvenori opportunltg to cure defect* 
bii filing amended petition within ten dag* 

LAZOtR H Atomic Bafotg and Llcandng Board Panel. 79/03/22 7pp 


7909100333 Amendad pafcltlon for co-intorvantlon fltad In roeponfo to 
NHC 79030& ra«pon«a to flrit patltlon for co~lntervintlon If 
granted co-'lntorvenor *tatui,uill contolldata u/L Bard 
RHODES. L., DANIELSON, T , FULLINWIDER. 8 P Palo Verdi Nuclear 
Intervanor*. 79/o:^/27. 3pp 


7909100002 Joint applicant*' raipon** to undated third anandad 
contantlon of U Bard Submit* that Bard failad to flla an 
admtsalbla contention on tran* por tatlon of haiardou* 
eiatl* Suggest* that contentions b* llnltad to 790211 ordor 
OEHR, A C . BISCHOFF.C A Snell fe Milner 79/03/30 Spp. 


79093200A1 Request* development of nuclear poiuor In US be stopped for 
sake of safety 

JDBEPHiP. Affiliation Unknown 79/04/05, Ip. 


7909180740 Forwards MRC ropt, "Inquiry Inquiry Into Allegation of 
Employ** Mteconduct ty R*»trletlng Invcttlgatlon to 
Datormln* Reliability of Power Orld Serving St Loci* '• 
aOHINKl.S M Branch 3 79/04/11 Ip 


7903940337 Dlicui«a« evaluation of now info ra C~E flow blockage 
nodal for ECCB In order to datormln* ey* daslgn conformance 
to raqulroment* of App K, lOCFRSO AA 
BOHIHKI.B H Branch 3. 79/04/11 2pp 


7909240133 Forward* DES for facility M/o and 
SOHtNKI,S M. Branch 3. 79/04/17. 2pp 


K. Oenaral corratpondanc* 


7903240302 Confirm* agreamont to moat w/raclplont Si E Ro** In Anahalm, 
CA on 790423 

OOLDBERO.J R. Antl-Truit Dtvl*lon. 79/04/10. Ip. 


1. Financial Information 


7903300516 Reque«t* addl Info ro ownership', source* of fund* Si annual 
rapt* to complete financial ravtau Pravtou* responses, dtd 
790111 S< 790409, have not boon adoquat*. 

PARRiO. D. -Light Hater Reactor* Branch 3. 79/04/23 8pp 


7909190282 Forwards addl financial Info. Info wlthholdlrof iOCFR2.79(». 
VQHNSaN.H.J. El Paso Electric Co. 79/04/26. 2pp. 


79090900B9 Forwards "Sourcas Of Fund* for Sys Ntda Const Expondltura* 
During Period of Const of Subj Nuclear Plant, '■ 

«/appllcation to withhold document !• affidavit of R Korpan. 
Proprlotary info withhold (rof 10C«^2,790). 

RASTER, V.P. Ban Diago Oa* St Electric Co. 79/09/03. 3pp. 


7909^00287 Forwards "Add and um 2 to Oonaral Financial Info. " 
VAN BRUNT, E.E. Arltona Public Sarvle* Co. 79/03/23. 3pp. 


— 790930029S "Addendum 2 to Oenoral Financial info " 
* Arltona Public Bervlca Co 79/09/23 6D0pp. 


DOCKET 8TN-30-976 NEW HAVEN, UNIT I 


A. Appl Ication/constructlon stage documents & corratpondenca 


7909290093 Forwards requested R8 Boyd 790119 Itr to A Klntlgh re 
altornats sit* analysis M/o and. 

SMANSQN, D. T Branch 1 79/03/2a Ip 


7903010664 Forwards proposed schedule for radiological safaty review 
BOTD, R 0 Division of Proiact Hanaganent 79/04/13 3pp 


7905020390 In raspont* to 790327 Itr, forwards signed agroamont* for 
technical support in review of facility 

DEY3UN0, R C Division of Site Safety ft Envlronnental Analysis 
79/04/13 2pp 


7949070070 Requests addl Info for completion of PSAft ravlaw Natl 
concerns discrepancy In partic ipat Ion of operator license 
candldoto* in slmllator training course 

COLLINS, P F Operator Licensing Branch 79/04/13 2pp 


7909030330 Comments on "Federal-State Authorltte* b Cooperation In 
Nuclear Pow«r Plant Licensing out 1 Ines changes to NY siting 
law h attempts to cltmlnat* duplication of regulatory 
processes between federal 4 state agencies 
0MQLtN5K.Y, J New York, State of 79/04/24. 2pp 


7905230037 Informs of establishment of schedule for radiological safaty 
ravlaw of application for CP estimates prospective decision 
data to he 010706 

BQYOaR B. Division of Project Hanagament 79/04/24 4pp 


7909290107 Notification of 790300 meeting w/utll,NY state 
raprasentatlves 4, ANL In naxlcoiNY to acquant local 
residents w/status on envlrnn ravlaw 

SELLS, D E. Envlronnental Projects Branch 2. 79/04/24 2pp 


7903010494 Forward* "1978 Hudson Rlvor Shortnoso Sturgeon Study, Scop# 
of Work. " 

RAY.N. J New York State Electric it Oa* Corp. 79/04/29 22pp. 


7909290066 Raquast* addl Info In ordar to continue avaluatton of P8AR 
Specific Info raquastsd concerns areas of containment *ys> 
affluent treatment «yi, rad lolog leal asa«*<ment, geology it 
seismology h operator training. 

PARRiO. D. Light Mater Reactors Branch 3. 79/04/27 19pp, 


7909310464 Forwards previously omitted page from 790427 Itr ra 
Quastlons 361.24 t, 36t 29, 

PARR. 0.0. Light Water Reactor* Branch 3. 79/09/03. 3pp. 


7909220120 Respond* to 790427 Itr requesting addl info Info will bo 
fubislttod as PSAR amend by mid-July. 

KtNTtOH,A.E Now York State Electric M Oa* Carp 79/09/14 Ip 


B. Utility Prallmlnary Safety Analyil* Report, amends 


7909310342 Forwards affidavit of sve for Amend 3 to PSAR t> CP 
application 

KINTIOH.A.E Now York Stat* Electric li Oas Corp 79/08/16. 4pp. 


C. Utility Environmental Raport (ERk, amends It cor raopondonce 


7909070316 Raquasts addl info ra analysts of cooling towar li thornal 
discharge, Amend to environ rapt containing response* to 
and qui«tlan« should b* submittad by 790619 In order to 
continue environ ravlaw. 

REOAN, M. H. Environmental Projects Branch 2. 79/04/23 4pp, 


7909070467 Raquaot* extension to file prallmlnary draft of first 
chapt*r« of environ statomant. 

BNOLINSKYiJ. New York, State of. 79/04/26 app. 


7909300477 Amend 9 to environ rapt. 

KINTIOH.A.E N«w York Skabo Electric h Qa« Corp 79/09/24. 303pp. 


0. Adjudicatory corroapondanco 


7909290393 Petitions to tntarvana In proctadlng . A***rtt health ti 
safety will ba advarsaly affected by plant. 

MEBER,S. , DALYtH. Eco-legy Action of OsUago, 79/03/0B. 3pp. 
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790»2400fa Potltlon to Irtirvan*! iub«i t tti bg l« Countg. NVr Tout) 

o# 8togvB»4inti NY 4i C«ne#rn«iJ Cltli«n« Per fi*## Entrag* Inc 
KAFIN.R J Kifln.R. J 7^/03/12 2pp 


— 7909240106 Support* petition to intarVBnt lubnitttil bg Columbia County< 
HY'Toun of Stugvaiantr NY <i Cencarnad Citilan* for Safi 
Energgrinc Netlca of appaaranca it Cartlficata of 8vc and 
KAF!N> R J Kafln.R J 79/03Y12. iOpp 


7909230390 Patlblons to intarvena In praeaeding Atsarta haalth h aafatg 
will ba advanalg affactad bg plant 
CLARK. L Safa Enargg for Haw Kavan 79/03/16 3pp 


7905230409 Kld-Hud«an Nuclaar Opponanta' patitlon to Intarvana aa full 
party ra altarnata slta coni tdarationi. nead for facility, 
financial qual if Icat i ona of applicant! L eeib of propeiad 
p lant 

BftOHN.P D Hid-Hudfon Nuclaar Opponanta. tnc 79/03/19 3pp. 


7909290369 Hotica O'f appaarance on babalf of util 

aCHUTT.R . ZE8RAK. 1 L Hubar. Kagllli Lawr anca «. Farral 1 79/03/30 

Ip 


--7909250370 Aniwar to Intarvantlon patltlona of various groupi. inc ludlng 
NY Stata Enarpg Ofe.Oswago Countg Farm Sur aau. Ccotogg Action 
t< Safa Enargg for Now Haven. Cartificata of 8vc and 
aCHUTTifi . ZEBRAK. t L Kubar. HagiU. Lauranca 6 Farrall 
79/03/20 Spp 


790910017a Raiponaa to petltioni to intarvana filad In Columbta/Ulatar 
County araa during liar 1979 Intarvanon failad to aatabllah 
f tandlngj pat i tlens should ba daniad. 

Cartificata of Sve and 

8HANB0M. DT Branch 1 79/04/02. 12PP 


7909240160 Anauar saaklng denial of 790319 petition to Intarvena filed 
by Hid-Hudion Nuclear Opponanta . Inc Cartificata of 8vc ancl 
6CHUTT.R . ZEBRAK, t E New York Stata Electric k Oaa 79/04/03 

6pp 


7909190266 Foruarda first sat of interrogator iaa to util froai NY Bt 
Oapt of Environ Conaarvatlan 

EMOEL.D A Now York, Btata of 79/04/04 ip 


—♦7909190271 Flrat set of 1 ntarrogator i as for util from NY Bt Dipt of 
Environ Conservation 

a New York. Stata of 79/04/04 Bpp 


7909190164 Raquaats copy of 790402 ‘^NRC Anauar to Patltlona Vo 
Intarvana Filed in Columb ia/Uls tar County Area " 

ZEBRAK, I, L Huban Magtll. Lawranca <« Farrall 79/04/06 2pp. 


7909240148 Raquasts laava to Intarvana In prccsadtnga ra talaetion of 
altarnata 1 1tas. Protai ta previous dental of Intarvanor 
a tatuf. 

KEEPINO. H. Gardiner. NV. 79/04/12 ip 


H. Oanaral eorraspondenca 


7909290347 Notice to all parties 4t intarastsd parsons to ssnd documents 
for U Jordan to 881 Heat Outer Drive. Oak Rtdga.TN 
tfCNNERi 8 Atomic Bafatg and Licensing Board Panel, 79/04/20. Ip 


7909190119 Forwardf Info raquaitad in 790131 Itr ra nuclear reactor 
const for utlli 4i schools 

REOAN.H, H. Envlronmsntal Projsets Branch 8 79/04/30 9pp 


DOCKET BTM-90-997 NEW HAVEN, UNIT 2 

A. Appl leatlon/construc t Ion stag# documents 6 corraspondancs 


7909290093 Foruarda raquastad R8 Boyd 790119 Itr to A Klntlgh ra 
altarnata site analgsla N/o ancl, 

SHANBONi D T Branch 1 79/03/28, tp 


7909010664 Foruardi proposed schedule for radiological safety review 
BDYD.R. S. Division of Propaet Hanagamant. 79/04/13, Spp, 


7909020390 In rtaponsa to 790327 Ur.fctwarda signed agraamants for 
technical support in raviaw of facility. 

DEYOUNG. R C. Division of Slta Safety 6 Environmental Analyal* 
79/04/13. 3pp. 


7909030330 Comments on "Faderal-Stats Authorltlsi li Cooparaticn In 
Nuclsar Power Plant Licensing" outlines changes to NY siting 
law li attempts to altmlnata duplication of regulatory 
proeasaas batwasn federal 6 stata aganeiai 
8H0LIN8KY. J New York, Btata of. 79/04/24. 2pp 


7909230337 Informs of sstab llshmant of schedule for radiological safakg 
review of application for CP Estimates proipactiva daeleion 
data to ba 810708 

BQYO.R 8 Division of Project Hanagamant 79/04/24 4pp 


7909290107 Notification of 790908 masting ui/utll.NY state 
rajirisentativas 4i ANL in Kaslco.NY to sequent local 
residents w/status on anviron review 

SELLS. D E Environmental Rrojecti Branch 2 79/04/24. Spp 


7909010494 Forwards "1978 Hudson River Bhortnosa Sturgeon Study.Bcopa 
of Work " 

RAY.K J New York Stata Electric 6 Gas Corp 79/04/29 22pp 


7909290066 Raquasta addl info In order to continue evaluation of P8AR 
Specific Info requested concerns areas of containment ays. 
affluent treatment aya . radlolog leal aasassmantr geology ti 
salamologg 6 operator training 

PARR.O. D Light Uatar Raaetera Branch 3 79/04/27 13pp. 


7905310464 Forwards previously omitted page from 790427 Itr re 
Ouastlons 361 24 k 361 29 

PARR.O 0 Light Hater Reactors Branch 3 79/09/03 Spp 


7909320120 Respond f to 790427 Itr requesting addl Info Info util ba 
aubnlttad as P8AR amend by mid-July 

KINTIOH. A E New York Stata Electric It Gas Corp 79/09/14 ip 


B Utility Preliminary Safety Analysis Raporti amends 


7909310342 Forwards affidavit of sve for Amand 3 to PSAR & CP 
appl Icatien 

KINTIOH. A E. Ntw York State Electric 6 Gas Corp 79/09/16, 4pp 


C 'Utility Environmental Report (ERl. amende 6 eorraspondenca 


7909070316 Raquasta addl info re analysis of cooling tower 6 tharaal 
discharge Amand to anviron rapt containing rasponsas to 
and quastloni should bt submlttad by 790619 In order to 
continue environ review 

REOAN. M. H. Environmental Projects Branch 2 79/04/23. 4pp 


7903070467 Rsquaits aKtenslon to file preliminary draft of first 
chaptsrs of anviron statsmant, 

SHOLINBKYiJ New York. Stata of 79/04/26. 8pp. 


7903300477 Amend 8 to environ rapt. 

KINTIOH. A E New York Stata Electric k Gas Corp 79/09/24. 303pp 


0 Adjudicatory corraspondancs 


7909290393 Pstltlons to intervene In proceeding. Aster ts haalth b 
safety will ba adversely affected by plant. 

UEBER.e, . DALV.H. Ecology Action of Oawage. 79/03/08 3pp 


7909240098 Petition to Intarvana. submi tted by Columbia CauntyiNY* Faun 
of Stuyvaeant.NY k Concarnad Cltltans for Safa Energy. Inc. 

KAFtN.R.J. Kafln.R J 79/03/12. 8pp. 


— 7909840106 Supports patitlon to intarvana submlttad by Columbia County, 
MY. Town of atuyvesantiNY k Conearned Cltiians for Safa 
Energy. Ine. Net let of appearanea 6 Certificate of Bve ancl. 

KAFIN.R.J, Kafln.R J, 79/03/18 10pp. 


7909290390 Petitions to tntsrvana in preeaading Assarts haalth It tafoty 
still bt adversely affected by plant. 

CLARK. L, Safa Energy for New Haven. 79/03/16 Spp. 


7909230409 Mid-Hudson Nuclaar Opponanta' petition to intarvana 41 full 
party ra altarnata slta cone tdarattona. need for facility, 
financial qual If Icatlone of applicants li cost of proposed 
plant, 

BROWN. F.D. Mid-Hudson Nuclear Opponents. Inc. 79/03/19 Opp 


7909290369 Notice of appearance on behalf of util. 

BCHUTT.R,. ZEBRAK. t.L Huber. Maglll. Lauranca •< Farrall. 79/03/20 
If 


7909070070 Raquasbi addl info far completion of PSAR ravlaw. Matt 
cencarna discrepancy In par tlclpatlon of operator Ileanta 
candldataa in slnl labor training course, 

COLLINS. P.F. Operator Lleaniing Branch. 79/04/13. 8pp. 


DOCKETED ITEMS 


271 


’790S2S0370 An»<i)»r to Inttpyantilon pa^ttloni al vaplsui Qroupti Including 
HV State Enargg OfoOtuiago Countg Farm Buraau. Eeo (agq Action 
A Safa energy for Neu Haven Certificate of 8vc end 
SCHUTTiR I ZEBRAKi 1 L Hubert Haglllt Lawrence A Farrell 
79/03720 8pg 


790SIQOI7B Retponee to petitions to Intervene filed in ColumbU/Uleter 
County area during Mar 1979 Intervenore failed to cstatlleb 
itandingj petltieni should be denied 
Certificate of 8vc end. 

8MANSOM. S T Branch 1. 79/04/02 12PP 


ZgoSStOlAO Answer eeektng denial of 790319 petition to Intervene filed 
by Hld-Kudson Nuclear Opponentsi Inc Certificate of Sve end 
eCHUTTiR . ZEBRAKt I E New Yort State Electric b Oae 79/04/03 

fcpp- 


?909'1302Ab Forwards first set of interrogatories to util from NY St 
Oept of Environ Conservation 
ENOEL.D A New York, State of 79/04/04 Ip 


>-7909190271 Flret set of interrogatories for util from NV 8t Dipt of 
Environ Conservation. 

• New York. State of 79/04/04 8pp 


7909190184 Ra,(uests copy of 79040S "NRC Answer to Petitions to 
Intervene Filed In Coluoibla/Ulster County Area " 

ZEBRAKrI L Huber. Meglll. Laurence b Farrell 79/04/06. 2pp. 


790S240664 Forwards magnatic tape containing hourly meteorological 
obearvatlon data for 760BOI-770731. in response to RC 
DeYoung 790404 reRuest 

KAUOHTQN.U F C ammo nu«a 1th Edison Co. 79/09/09. 7pp 


7909170264 Notlflcetlon that U80S quadrangla maps have been forwerffod 
under ceperata cover, In response to first part of aoestlon 
361.4 

NAUOHTON, U F Commonwealth Edison Co 79/09/11 4pp 


7909220102 Forwards Amend 1 to application fur CP b aarly slto rovlsM, 
REED, C Commonwealth Edison Co 79/09/iQ tp. 


'--7908220107 Afflsnd 1 to appttCntion for CP b aarly site rsview 
Amend comprises util resppnses to NRC quostions re site 
suitability gansrated during early cite review acceptance 
« Commonweal th Edison Co 79/09/ IB ASOpp 


7909310393 Forwards affidavit certifying 790923 distribution of site 
sultab 1 llty /site safety rapt, Amend 1 

NAUOHTON. H F Commonwealth Ed lion Co 79/09/28 3pp 


0 Adjudicatory correependance 


7909190260 Notice of heering re rayuest for early site review b CP 
CHILKi S J Office of the Secretery of the Commlselon 79/OS/Ot 
7pp 


790924O14S Reyussts leave to Intervene in proceedings re setecsiun of 
eltarnate sites Protests previous denial of Intervenor 
statue. 

KEEPING. M Gardiner. NY. 79/0V12 Ip 
H Oonsrat correspondence 


7905290347 Notice to all parties b interested persone to send documents 
for M J'ordan to 081 West Outer Drive. Oak Ridge. TN 
HENNEA.e, Atonic Safety and Llcenelng Board Panak 79/O4/S0. Ip. 


7909190113 Forwards info reiiuastad In 790i31 Itr re nuclear reactor 
const for utils b schools 

REGAN, U H Environmental Project! Branch 2 79/04/30 9pp 

DOCKET 90'.099a NORTHWESTERN UN IV 

A App llcetion/constructlon stage documents b corraapondance 


7909170243 Reauests that application for CP b OL for Hodol AGN-201. 
Serial 114, nuclear reactor he withdrawn 
BTHt>TZ,R H Northwestern Unlv 79/03/19 tp. 


DOCKET 90-600 CARROUt. FACILITY 11 


A App licatlon/constructton stage dttcufflants b correspondenco 


79091S0789 Notification of 790909 mooting w/utll In Bethesda.HD 
for protendering dtscusslons involving certain NRC branches- 
Instrumentation b Control. Reactor 8ys Core Performance b 
Analysis b Cgntalitnsnt Sys 

BlRKELfR A Light Hater Reactors Branch 2. 79/04/26. 2pp 


7909290091 Notification of 790902 mooting u/utt 1 , ANL, SPA, DDI h 
Corps of Enginoars in Savanna, I L to discuss environ 
Issuee related to NRC llconslng rovlew 

HAUPTiC.A Environmental Projocte Branch I 79/04/86. Ip. 


7909090360 Forwards “Site Invsstl got ions of Areas Along N8 b Lower ZL 
Rivers," Aug 1974, "Erie Slto Geotechnical Evaluation," 

May 1979, "Preliminary Bite Evaluation. La Salks b Putnam 
Gountlee, It, " 771301. U/o end. 

NAUOHTON, U.F. Commonwealth Edison Co. 79/09/07. 2pp. 


DOCKET 80-999, CARROLL FACILITY I 

A AppllCf tton/construetton stage documents b corrospondciico 


7909170246 Forwards rspts In response to NRC 790404 ktr rs site 
InYostlgatlons b evaluations for areas along HB b louiar IL 
rivarsiEris Sita, Oladstons North & ftotetta Meet eite, 
Guad-CltlstiLasallo b Putham Counties, IL sites. U/o and. 
NAUOHTON, W F Commonwaakth Edison Co 79/0S/G7. Spp. 


7909190799 Notification of 790S09 meeting w/utll In Bethesda.HD 
for pretendering discussions Involving certain NRC branches 
Instrumentation b Control, Reactor 8yi Coro Performance b 
Analysis b Containment Sys 

81RKEL,R A Light Hater Reactors Branch 2. 79/04/26 2pp 


7909340914 Forwards FR notlca re CP application for info, duo to 
proilmlty of proposed site to MI state bordir U/o end. j 
BALLARD, R.L. Environmental Projects Branch 1. 79/09/07. Ip. 


7908890091 Notification of 790902 mooting u/util, ANL. EPA, DOt b 
Corps of Engineers in Savanna, IL to discuss environ 
Issues related to NRC licensing review 

HAUPTfC.A Environmental Projects Branch 1. 79/04/36 Ip 


7903090360 Forwards "Bite Invee tigatlone of Areas Along MS b Lower IL 
Rivers," Aug 1974, "Erie Bite Geotechnical Evaluation." 

■ May 1979, "Preliminary Site Evaluation, La Balia b Putnam 
Counties, IL, H 771201 U/o end. 

NAUOHTON, H.P Commonwealth Edison Co 79/08/07. Spp. 


7903240919 Forwards FR notice ra CP application for 
BALLARD, R.L Environmental Projecte Branch 1 


Info. U/o end. 
79/09/07. Ip. 


7903340986 Forwards FR notice re CP application for Info, due to 
proslnity of site to lA steta border. U/o end 

BALLARD, R.L. Environmental Projects Branch 1 79/OS/Q7. Ip 


7908240966 Reyuasts comments on site auitabllity environ rept hy 
790903. 

BALLARD, R L, Environmental Projects Branch 1. 79/08/OB 4pp. 


7908170346 Forwards repts in response to NRC 790404 Itr re sits 
investigations b evaluations for areas along NB b Lower IL 
rivers, Erie Bits, Gladstone North b Roietta Host site. 
Guad-Cltlof , Laialit b Putham Counties, IL sites U/o end. 
HAUOHTONiU F Commonwealth Edison Co. 79/03/07. Spp 


7908340664 Forwards magnetic tape containing hourly ncteoroleg leal 
observation data for 760801-770731, in retponee to RC 
DeYoung, 790404 roAueet 

NAUGHTON.HP Commonwealth Edison Go 79/09/09. 7pp, 


7905240914 Forwards FR notice re CP application tor inf o, due to 
predmity of proposed eito to HI state border. U/o, end. 

BALLARD, R L. Environmental Projects Branch 1. 79/09/07 Ip. 


7909170864 Notification that USG0 quadrangle maps have been forwarded 
under eeparata cover, in r«sponse to first part of Queetlon 
361. 4 

KAUOHTON.H.F Commonuoalth Edison Co. 79/09/11. 4pp. 


7908340919 Forwards FR notice re CP application for 
BALLARD, R L. Environmental Projects Branch 1, 


info M/o end. 
79/08/07 Ip. 


7908S3O1OS Forwards Amend t to application for CP b early cite review 
REED, C. Commonuaalth Edison Co, 79/08/18 Ip 


7908340926 Forwards FR notice re CP application for info. due to 
prodmity Of site to lA state border. U/e end 

BALLARDiR.L. Environmental Projects Branch k 79/08/07, Ip. 

790SS4D966 Requests comments on site suitability environ rept hy 
790903, 

BALLARD, R.L. Environmental Projects Branch 1. 79/08/00. 4pp. 


“7908230107 Amend I to application for CP b oarly slto rovlew. 
Amend comprlsee util responses to NRC questions re slto 
suitability gonerated during early site review acceptance, 
e Commonwealth Edison Co 79/08/10. 690pp, 


Z72 


DOCKETED ITEMS 


T^OSaiOaM Foruardi affidavit etrtlfglng 790933 dlt tr Itut Ion of ilta 
1 ultab 1 1 i tg/< 1 1« oafatg rajitiAmand 1 

MAUOHTDM.W F Commonwaalth Edlaon Co 79/09/88 Sf)> 


0 Ad jud lea t org correi pond one t 


7903190860 Notice of hearinj re rebuilt for earlg »tte review & CP 
CHILKtS J Office of the Beeretarg of the Commleelon 79/OS/O! 
7pp. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 7O-OO0B Battelle Columbue Lebora t oriee 


7903180819 Forwards "Site Becurltg Pereonnel Training Plan for 
FaclUtg ” Enel ulthhald iref lOCFftS 790) 

TOYi H L. Battalia Kamorlal Instltutaj Columbus Laboratories 
79/03/30 3pp 


7903010191 Forwards IE Info Notice 79-OB. "Interconnection of 
Cant amtna ted' Sg « u/8ve Air Sgs Used as Souree of Breathing 
Air " 

KEPPLER. J 0 Region 3. Chleano. Office of the Director 79/03/26 
IP 


7903180790 Forwards 790308 Itr renueitlng fee for review of eecurltg 
training & 4 ua 1 1 flea t ion plan Requaste fee be forwarded 
within IS dage \4/o end 

MEISSiO License Fee Management Branch 79/04/24 Ip 


DOCKET 70-0023 ROCKMELL INTERNATIONAL CORP 


7903010239 Forwards IE Info Notice 79-OBi "Interconnection of 
Contaminated Sg t u/3ve Air Sgs Used as Source of Breathing 
Air " 

ENOELKBNtR.H Region 5i San Franelscoj Office of the Director 
79/03/20 Ip 


790924007S Forwards revision to HFIR project safeguards contingincg 
plan for final acceptance review Plan withheld (ref Atomic 
Energg Act of 1934 ti Energg Reorganilatlon Act of 1974 h 
BHERMANrF U < GONZALES, B Texas Instruments, Inc 79/04/18 Zfg 


DOCKET 70-0102 AMHERST COLLEGE 


7909100422 Discusses IE Insp of Licensts 80-03970-02,20-03970-03, 
20-03370-06 6 8NM-94 on 790308 No noncomp 1 iance noted 
Major areas inspected examinations of procedures U 
rtpressntatlve records ti interviews w/personntl. 

MCCLINTOCK.R 0 Region i, Phi ladelph la. Office of the Dlreclor. 
79/03/20 Ip 


DOCKET 70-0138 Babcock 4. Kilcox Co 


7909090060 Forwards revised organisation chart for PA operations k 
updated position description for nuclear matl control t< 
eccountab 1 1 1 tg personnel, excluding BNH custodian L 
technician post t ions, which were not changed 

AUSTIN, H A Babcock k Uilcox Co , Nuclear Material Div 79/08/26 

16pp, 


7908080027 Responds to 790130 Itr to LC Rouse Agrees to assignment of 
Qris as compliance section manager k deletion of regulatorg 
projects coordinator position Assignment of Congedo as 
licensing k nuclear safetg specialist is conditional 
CROU,M. T Division of Fuel Cgcle k Matorlal Bafatg 79/03/16 

8pp 


7909240394 Forwards Table 6 1, "Comprehensive Listing of Btoragi Arsa 
Codes" enumereting current matl balance areas k item control 
areas Table was omitted from BkM 7B1813 Itr 
AUSTIN,M A Babcock k Uilcox Co 79/04/06 2pp 


7909220072 Ack receipt of 790220 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 70-0139/70-30 k 
70-0364/76-32 

MARTIN, U 0 Region 1, Ph lladelphie. Safeguards Branch 79/04/10 

Ip 


DOCKET 70-0027 BABCOCK k UILCOX CO 


7903040103 Ack receipt of 790323 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 70-0027/79-02 
KENNAiN B. Region 2, Atlanta, Bafeguarde Branch 79/04/03 Ip 


--7908040I14 Rasponds to NRC 790309 Itr re violations noted in IE Insp 
Rapt 70-0027/79-02 Corrective actions withheld 
Iref 10CFR2. 7901. 

EMlNOiJ F Babcock k Uilcox Co 79/03/23 Ip 


— 7908040118 Forwards IE Insp Rept 70-0027/79-02 on 790213-16 Notice of 
violation withheld Cref iOCFR2 790) 

KENNA, H. 8 Region 2, Atlante, Bafeguerds Branch 79/03/09 

8pp 


■7909220077 Responds to NRC 790130 Itr re violations noted In IE Inef 
Repts 70-0139/78-30 k 70-0364/78-32 Corrective action 
withheld (ref I0CFR2 790) 

AUSTIN, K A Babcock k Uilcox Co , Nuclear Material Otv. 79/03/20 
tP 


—7909220087 Forwards !E Insp Repts 70-0139/70-30 k 70-0364/70-38 on 
781106-1201 Notice of violation withheld (ref 10CFfl2. 790), 
MARTlNiHO Region 1, Philadelphia, Safeguards Branch 

79/01/30 2pp 


—7909220092 IE Insp Repts 70-0138/78-30 k 70-0364/78-32 on 701106-1201. 
Noncompliance noted failure to maintain etds program for 
crant scale k failure to asture gross weights and 
measurements of element Details withheld (ref 10CFR2, 790) 

KU9HNER,H,L , JOYNER, JH Region t. Phi ladelph la, fisfieuarde 

Brench. 79/01/88 Ip 



IE Insp Rept 70-0027/79-02 on 790213-16, Noncomp Uanee noted 
o include weight measurements of fabrlcetlon 
esldues In limit of error calculations, Deteils 
Cref 10CFR2, 790) 

ReglO'n 2, Atlante, Office of the Director 
' H. Region 2, Atlenta, Safeguards Branch 79/03/09 


itus of efforts to develop new LEMUF model 
1701 Including addt time required to 
or validation Procedural mods will 
0101 

Uilcox Co 79/04/23 tp. 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC. 


7908230877 Forwards IE Insp Rapt 70-0033/79-02 on 790280-22 No 
noncomp 1 iance noted 

MARTIN, U 0. Region i, Philadelphia, Safeguards Branch 79/03/14 

8pp. 


— 7909230288 IE Insp Rapt 70-0033/79-02 on 790220-82 No noncompl lence 
noted. Major areas Inepeeted- ph^etcal tnventorg verification, 
k eieaeurement k statlstleel control of nuclear matl. Details 
withheld <ref 10CFR2 790), 

ZIBULSKYiH., COHEN, I . Raglan Ir Philadelphia, Office of the 
Director JOYNER, J, H Region 1, Philadelphia, Safeguards 

Branch. 79/03/14 Ip 


7909230048 Responds to 790221 Itr requesting aeseesment of potential 
magnitude of HUF bias due to dtgraa of verification 
currentlg performed No eddl measurements required for 
verification Forwards measurements control plan. W/o and. 

AUSTIN.M A Babcock k Uilcox Co. 79/04/20 2pp 


7909240796 Ack raealpt of 790416 Itr Informing NRC of step* titen to 
correct violations noted in IE Insp Repts 70-0138/79-01 k 
70-0364/79-02, 

MARTINiU 0 Region 1, Philadelphia, Safeguards Branch 79/04/26 

Ip 


—7903240763 Responds to NRC 790320 Itr ra violations noted in IE Imjx 
Ripts 70-0139/79-01 k 70-0364/79-02. Corrective actions 
shop talk will be scheduled to review 8NM custodian 
responsibilities, 

AUSTIN.M A Babcock k Uilcox Co. 79/04/16. 2pp. 


—7909240778 Forwards IE Insp Rept 70-0139/79-01 k 70-0364/79-02 on 
790103-0202. Notice of violation wlthheldCref lOCFRS 790). 

MARTIN, U.O. Region 1, Ph iladelphla. Safeguards Branch 
79/03/20 3pp 


•7909240784 IE Insp Rept 70-0138/79-01 k 70-0364/79-02 on 790103-02*3 
Noncomp 1 iance noted’ failure to advise NRC of changes to 
internal control egs k failure to adhere to control 
procedures for 8NM. Ditalls withheld (ref lOCFRS 790), 

KUSKNER.U. L. Region 1, Philadelphia, Office of the Director 

JOYNER, J H Region 1, Philadelphia, Safeguards Branch. 

79/03/19. 3pp 


DOCKETED ITEMS 


7W!>3009a3 Accept* end prapoied contlngenctj pUn to provide eceeptetli 
level of phifelcel protection In event of itrikeiee diieutted 
li epreed upon during Hvl Defllllppl 790423 vltit Plen 
withheld '(ref 10CFR2. 7901. 

HCC0nK(.E<O M Phyilcet Security Llceniing Branch 79/04/2&. 

2pp 


POCKET 70-0143 NUCUEAfl FUEL BEflVICES, INC 


7T(>90902A9 Raipond* to NFS 701009 Itr transmitting dacammlsstanlng 
program for U-239 facilities (i requesting that Part 2 be 
withheld I ref 10CFR2 7901 Request denledi considerations are 
not spec If Ic enough 

CltaUiil. T Fuel Process it Fab. Branch 79/03/09 3pp. 


7^09230684 Forward* IE Insp Rept 70-0143/79-08 on 790226-0302 No 
nonco^epllance noted. 

KENHAiU. 8 Region 2< Atlantar Safeguards Branch. 79/03/19 2pp 


-79032306P9 IE Insp Rept 70-0143/79-08 on 790226-0302 No noncompliance 
noted. Major areas Inspec ted ’ record* t repts, 

IKlOOEOi Ji M Region 2i Atlantai Office of the Director 
OJLLESPlEi F P Region 2 p Atlantai Reactor Construction b 

Engineering Support Branch 79/03/19 3pp 


7f091S0&64 Informs that Info requested re emend to Certificate of 
Conp Hence 6400 wilt be lubmltted by 790430. 

HICHEUiC. vl Nuclear Fuel Servleesi Inc (subs of Oetty Oil Co. I 
79/03/23, Ip. 


7909100423 Roquost* Amend HHP-1 to Llcenee SNH-124 Detail* wlthhald 
(Tof 10CFft2 7901, 

IIENSLEVfK 0. Nuclear Fual Sarvlcati Inc. <eube of Oetty Oil Co.), 
79/03/29. 2pp 


7909290839 Forward* projact rapt on sy* analysis study Study 
Withheld tref 10CFII2. 7901. 

HANSEfliM. C Nuclear Fuel Servlcesi Inc (subs of Oetty Oil Co 1 
79/04/03. Ip. 


7909190139 Responds to 790423 Itr requesting tie* eitsnslen for 
conducting low enriched U Inventory Request 1* granted 
PWlTLOHiJC Material Control Licensing Branch 79/04/36 Ip 


7909230844 Determines that revised b corrected sefeguerdi contingency 
plen is acceptable License Condition* 9 1 b 9 2 are being 
amended Physical protection requlreoente end 
MCCORKLEtO W Physlcel Security Licensing Branch 79/05/02 

2pp 


7909010137 Forward* IE Info Notice 79-08i “Interconnection of 
Contaminated Syi w/Svc Air Sys Used es Bourse of Breathing 
Air “ 

O'RElLLViJ P Region 2i Atlantai Office of the Director 
79/03/28 Ip 


DOCKET 70-0190 PURDUE UNtV 


7909110041 Forward* IE Insp Repts 90-182/79-01 b 70-0190/79-02 on 
790213-19 Notice of violation withheld (ref tOCFR2 7901 
• Region 3i Chicagoi Sifeguards Branch 79/03/26 2pp 


—7909110047 IE Insp Repts 90-182/79-01 b 70-0190/79-02 on 790213-19 
Noncompliance noted teysilocti b hardwere deficiencies for 
fast breeder blantet facility Detail* withheld (ref 
10CFR2. 790) 

CHRISTOFFERiO M, MADEDA. T J Region 3i Chieagoi Office of the 
Director HINDiJ A Region 3i Chlcsgoi Safeguards Branch 

79/03/21 ip 


D0CW:T 70-0364 PARKS T0HN8H1P BITE, BABCOCK b WILCOX CO 


7909090060 Forward* revised organliatlon chart for PA operations b 
updated position description for nuclear mitl control b 
accountability personnoli exelud Ing SNM custodian b 
technician posltloni, which were not changed 

AUBTINiM A Babcock b Hllcoi Co i Nuclear Material Dlv 79/02/26 

16pp 


7909190024 Submits propoeed new Section 7 7 of fundamontal nuclear matl 
cantTPl plan for approvaliin response to 790112 Itr 
OttaUs withheld (ref 10CFR2 790) . „ , 

MANSERi Lf. C. Nuclear Fuel Servleee, Ine (subi, of Oetty Oil Co 1 
79/04/06. 2pp 

7909020417 Atk rocalpt of 790403 Itr Informing NRC of ittpe taVon to 
corract violation* notod In IE lo 

HENNAiH D. Region 2i Atlanta, Safeguardt Branch 79/04/12 Ip. 

—7909020429 Respond* to NRC 790312 Ur re violation* noted In IE Insp 
R«pb 70-0I43/79-07. Corrective actions re safeguard measure* 

wllhhald tref 10CFR2 790) . , u .a n.tt,, nil co ) 

NANOENiMiC Nuclear Fuel Servlcfi, Ine, (tube of Oetty Oil Co ) 

79/04/03 Ip 

—7909020433 Forward* IE Insp Rept 70-0143/79-07 Notice of violation 

withheld tref lOCFRR 790) — « j* 70/03/12 

KENNAiM. n. Region 2i Atlanta, Safaguard* Branch, 79/03/12 

-7909020439 IE Insp Rept 70-0143/79-07 on 790110-0209 Noncompliance 
mSttd-falluri tS clleolate blae associated w/m..iurem.nt of 
mrocesi holdup b etack b laundry dlscharga* 

LEEsT D. Region 2, Atlanta, Office of the 79/03/O7 

HILUlAMa.O H Region 2, Atlanta, Bafeguarde Branch, 79/03/07. 

tp. 

7909240344 Ac k receipt of IE Insp Rep* 70-0143/79-19 on 790414 18. No 

KSIrafS'c' ‘Slo... F».l STVIC. Inc »•<•« ““ 

79/04/20. Ip 

—7909240302 Forward* IE Insp Rept 70*0143/79-19 on 790414-19. No 

BpneompUanee noted. „e the Director. 79/04/80, 

KEHWA.H. B. Region 2, Atlanta. Office of the Dirtcsor. 

(P- 



opBratlan* nfflea of the Director. 79/04/19. 

HENNA, M B Region 2, Atlanta, Office or 

app. 


7909140141 No 
control piP' 

condition 2 
accordingly 
PABTLOH. 0. 0 


Notifies that 

:‘S"l*orMlnS M to Liens. 8NN-ia9 1. revised 

V.V heterlel control- Licensing Branch. 79/04/24, 8pp 


7903190137 Request* edmtnlstratlvi change to License 8f»1-4 1 4. changing 
livele of U enrichment in metl limltetlons portion of Tech 

AUSTIN, M A Babcock b Wileos Co 79/03/0! 3pp 

7909080027 Respendi to 790130 Itr to LC Rouse Agree* to assignment of 
Qrtt as compliance section meneger b deletion of regulatory 
project* coordinator position Assignment of Congedo a* 
lleonilng b nuclear eafety specialist Is conditional. 

CROW, W T Division of Fuel Cycle b Material Safety 79/03/16 

2pp 

7909220072 Act receipt of 790220 Itr ln'«r"ln9 *' ‘M'? ****'' 
correct vlolatloni noted In IE Imp Rept* 70-0135/78-30 b 

M^TIN^W^O Region 1, Philadelphia, Safeguard* Branch 79/04/10 

»P 

—7909220077 Respond* to NRC 790130 Ur re violation* noted In IE Insp 
Rept* 70-0139/78-30 b 70-0364/70-32 Corrective action 

mlrmn i’^MSeoUb’SIlcox Co., NucUar hat.rial Dlv 79/02/20 
Ip 

—7908220087 Forward! IE Inip Rept* iOCFR^790>* 

‘7AilOA-i201 NoUct of violation «ithhtl4 10CFR2 f’fv} 

JSfiTINiW 0 Region I, Philadelphia. Bafeguarde Branch 

79/01/30 2pp 



Branch. 79/01/22 Ip. 

/9O3a4OO09 Forward! revlitone^ to gr790288"ur%uS* 

IrSrilSmlc Imrgy Act of 1984 b Energy 

b muor co.. Nuclear Material Dlv 79/04/18 

7PP" 

- B ha 790221 Ur requesting assessment of potential 

7908290048 Respond! to 79«2i » r q verification 
magnltudo of ^JSurament* required for 




DOCKETED ITEMS 


7V030S0930 R««pen<}« te 760683 Itr D«t« gintratvd in P(i glovchox Uni 
miiit ba triatad Individually 

PARTLQUiJO Hatartal Cantrol Llcatvilng Branch 79/04/24 Ip 


7909110092 Forward! 790383 Ur ra^uatblng *190 ta» tor iwtnd to dally 
Pu phgileil Invintory ftaquaats paymanti with In IS day* ot 
racatpt of Itr 

UEISSi 0 Lleenia Fas Hanagemant Branch 79/04/24 Ip 


7909230706 Bunniary Of 790420 neatlng u/8tcU ro rcvltloni to Bictlan II 
of Utcinia SNM-414 re ifflpTovomant of Pu facility fire 
protection ti ventilation eye 

BURKKARDL If Fuel Reproceti Ricyete Branch 79/04/26 Ip 


790S2407S6 Act receipt of 790416 Ur informing NRC of ttepe talen to 
correct vlolatloni noted in IE Inep Rept* 7'0-0139/79'01 It 
70-0364/79-08 

HARTIN.M, 0 Region 1. Phlladeiph iir Bafeguarde Branch 79/04/26 

tp 


— 7909240763 Reeponds to NRC 790320 Hr re vlolatloni noted In IE Inip 
Repti 70-0139/79-01 b 70-0364/79-02 Corrective actioni 
■hop talk will be icheduled to review SNH cuetodlen 
reiponilbl'lltlee 

AUSTIN. K A Babcock ti Ullcoi Co 79/04/16 2pp 


“790S24077S Forward! IE Inep Rept 70-0133/79-01 b 70-0364/79-02 on 
790103-0202 Notice of violation ulthheldiref I0CFR2 790> 
NARTIH.U 0 Region i. Ph 1 lade Iphia. Sefeguardi Branch 

79/03/20 3pp 


— 79092407B4 'IE tnsp Rept 70-0139/79-01 b 70-0364/79-02 on 790103-0202 
Noncomp 1 lance noted failure to advlee NRC of chengei to 
internal control eye b failure te adhere to control 
pTocedurei for SNH De telle withheld (ref 10CFR2 790) 
iilfSHNER.U L. Region 1. Ph 1 Lade Iph ie. Office of the Director. 

UOVNER. J H Region 1. Ph i lede Iphia. Safeguarda Branch 

79/03/19 3pp 


DOCKET 70-0734 GENERAL ATOMIC CO 


7909010234 Ferwardf IE Info Notice 79-OBi "Intcrcannectlon af 
Contaminated Sya w/6vc Air 8y« Used e« Source of Breathing 
Air " 

ENGELKENiR H Region 9. San FrancUco. Office of the Director 
79/03/28. Ip 


7909100048 Aek receipt of 790330 Ur in retpente to 7903OB nstfc* of 
violation Corrective actioni will be reviewed during next 
phyilcal protection imp. 

NQRDERHAUOiL R Region 3> San Franc If co> Bafcguarde Branch 

79/04/03 ip 


DOCKET 70-0794 VALLECIT08 NUCLEAR CENTER. GENERAL ELEGTEIIC CO 


7909230730 Forward* detail* of propoial to eliminate need for grantlnf 
of exemption* re exce** 8NM holding* at facility Proposal 
withheld ircf 10CFR2. 790) 

KOSCHNERiR A General Electric Co. .Nuclear Energy Products Div, 
79/01/11. app. 

7909290062 Feruerd* security training b qualification plan. Plan 
withheld (ref tOCFR2 790) 

CUNNINGHAM. 0 E, Oeneral Electric Co .Nuclear Energy Product! Dlv 
79/02/16 2pp 


7909010230 Forward* IE Info Notice 79-OB. "Interconnection of 
Contaminated 8yi w/Bvc Air Bye Used e* Source of Breathing 
Air " 

ENOELKEN.R H Region 9. Ban Francisco. Office of the Director 
79/03/20 Ip 


7909290218 Forward* «af*guerd* contingency p ten. w/commente on rivliioni 
suggested in NRC 790207 itr Plan b comments withheld 
(ref 10CFR2 790) 

CUNNINGHAM. O E General Electric Co .Nuclear Energy Product! Dlv 
79/04/09, 2pp 




7909300983 Accept! and propoeed contingency plan to provide acceptahle 
level of phyelcal protaetion In event of strlkeii* discuesed 
b agreed upon during HJ DefilllppI 790423 visit Plan 
withheld (ref iOCFR2 790) 

KCCORKLE.O H Phyeicsl Becurity Licensing Draneh 79/04/26. 

2pp 


7909160116 Forwards Amend i to Indemnity Agreemsut 0-1. per 10CFR140 
changes, rs liability Iniuranct inereaie from *140 million 
to *160 ml 1 1 ion. ef f eetlvs 790S0t Supporting documantatlon 
enc 1, 

BALTZMAN.J Antitrust b Indamnlty Group 79/03/01 Spp, 


7909110209 Confirms 790901 teleon tncraaeing liability limit to 
*36 million for MAELU Policies MF-9.HF-04 b MF-BS 
ROBERTS. D, Mutual Atonic Energy Liability Undarwr Iters 79/09/02 
tp. 


7909290410 Forwarde executed Amend t to Indemnity Agreement 0-1, 
LENIS. U R Babcock b Uilcox Co . Nuclear Hater lal Otv 79/09/21 
2pg 


7909010080 Forwards IE Info Notice 79-08. "Interconnection of 
Contaminated Bye cj/Sve Air By* Used at Bourca ef Breathing 
Air " 

ORIER. B.H. Region 1. Phi lade Iph ia. Office of the Director 
79/03/28 Ip. 


DOCKET 70-0371 UNITED NUCLEAR CORF 


7909290099 Forward! Naval Product! Olv training b qualification plan. 
Plan withheld (ref 10CFR2.790) 

KlRKtM.F. United Nuclear Corp 79/02/13 2pp. 


7909230798 Risponde to 790303 request to use bolt type leal on drums 
for burial, Request referred to Qfc of Std* Development 
PARTLOWfU 0 Material Control Lleenting Branch. 79/04/09, Ip 


7909240984 Reeponds to 790410 Itr requaiilng txamptlon from License 
Condltton 3, 1 b iOCFR70. 98E. Adninl* tritlve amtnd fee Is 
required 

NEIsg. D. License Fas Henagainent Branch, 79/04/17. ip. 


7909230990 Respond! to 790330 Ur re fee for guard training b 
qualification ptan.Purposa of review b approval of plan Is 
to detirmlne whether licensee meets requlremsnts of 
regulations. Amend fee of *8.300 It rtquirid. 

HILLER. H 0 License Fsa Hanagement Branch. 79/09/06, 2pp. 


7909300680 Rsaponds to 790ill Ur Agrees w/eoncept of tailored 
fundamental nuclear metl control b accounting. program for 
Advanced Fuel Lab Any request for mod to plants plan should 
{nelude description of process equipment b flows 

PARTLOU. J, 0. Hatsrlal Control Licensing Branch 79/04/83 tp 


7909160191 Forwards Amend 1 to Indemnity Agreement 0-4. per tOCFnt40 
changes. re liability Insurance increase from *140 ml 1 1 ion te 
*160 mi 1 1 ion. effective 790901. Support ing documentation end 
8ALTZMAN.J. Antltruit b Indemnity Group 79/09/01. Spp 


7909240230 Determines request for amend to License 8NK-960 contains 
admlnlf trattve changes requiring *190 administrative fe«. 

HEIBS. 0 Llcanie Fee Hanagement Branch, 79/09/02. Ip. 


7909190382 Amend 1 to Indemnity Agresment 0-4. 

SALTZMANiU Antitrust b Indemnity Group, DARMITZEL. FI U Oaniral 
Electric Co 79/09/00 Ip, 

DOCKET 70-0820 United Nuclaar Carp 


7909190628 Forwards fuel recovery operation training b qual if Itbtfons 
plan. Plan withheld (rsf 10CFR2,790>, 

OIOLlOTTIiR United Nuclear Corp. 79/01/19 2pp. 


7909110029 Forwards IE Insp Repts 70-0020/79-09 b 70-2760/79-01 on 
790209 No noneamp 1 lance noted, 

HARTIN.N, 0. Region 1. Philadelphia. Bafsguarde Brainch 79/03/07 

Spp 


—7909110036 IE Inep Repts 70-0820/79-09 b 70-2760/79-01 on 79020S ffa 
noncompllanee noted, Major artas Inspected ' oxport ehlpMent 
of BNM, 

6HITH.0.C . HCKEOMNiL. Rtgion t. Philadelphia. Office of ik« 
Director JOYNER. J H. Region 1. Phi ladelnh !«. Safeguard's 
Branch. 79/03/02. Ip. 


7909220032 Notifies that response to 790300 Ur re propated vault madi 
is not axpteted until further advice from licensee. 

HCCORKLE.O N Phyelcal Security Licensing Branch. 79/03/19 |p. 


7909290236 Forwards addl Info In form of rtvltsd pages rs conel Of 
recovery bay authorliad by Amend 4 to License aNH-777. Info 
dose net involve changes In proceai. b Idg location or safety 
b environ controls. N/encl drawings, 

BONERS. C E United Nuclear Corp. 79/03/26. 7pp. 


7909220067 Fo^rwarde fee for eefoguerds tnsp conducted on 780D39l''a4 
Payment Is submitted under proteit, Requests refund II 
decision Is rtversed. 

8CHUTZ.D K. United Nuclear Corp, 79/04/06, 8pp. 


DOCKETED ITEMS 


BKCftptlon to Lies no 
'c<.nkr*ctor vivhicl,. to b. D..S to 
within pr(jt«tt«il oraa Each vohlclo to"bS 
,u«r<S outfldtt ar«a •«Eortsd bi^ armad 

OlOtlCTTUR: 0 Unltad Nuclear Corp, 79/04/07 ip 

790 J<a Itr Plan ulthheld (rai' Atomic Enorgu Act of 19S4 >< 

Eitargii naarganl latton Act of 1974 

BOHEROi C E. United Nuclear Corp 79/04/ao 2pp 

••»» 0 uard contingency plan changei la 
ultnnald trap Atomic Energy Act of 1934> ’ * 

a Unltad Nuclaar Corp 79/04/34 Ip. 


276 


KAPLAN.AL Oanaral Etactrlc Co 79/04/09 ip 

^’'S“J?ulat5Vn;o*‘'* ?0-Ul3/79-rO an 790320 No 

79/04/18 ^ Electric Co 1 Nuclear Energy Product! Olv 

““”nSnu°c:"o;al^ HO 

l^ira^ch" 79/o5;Si" a;p*“*''‘'‘ 


OOCKET 7O-0a2<l DAOCOCK «i WILCOX CO, 


7903140140 Forward! Amend 1 to indemnity Ajraement O-Si per 10CF8140 
tneuranco increaee from *140 million to 
7^0301 aupportlng documentation end 
SAUTiHANi J Anlltruit h Indemnity Group 79/03/01 Spp 


/903lloa{>3 Confirm! 790301 telcon increaalng liability limit to 
136 mill ton for tlAELU PoWcle! MF-s# MF-flA it MF-85. 
flOHCnTOt U. Mutual Atomic Energy Liability Underuriter! 79/05/03 
ip 


7903240944 Natlfiei nt-W of overpayment of Iteanie amend fee Refund ulll 

b* tent 

llElGOi 0 Llcenaa Fee Management Branch, 79/03/03 Ip 


DOCKET 70-09D4 PACIFIC NORTHWEBT LAD 


Na ,or arJ: 70-1113/79-10 on 790320 Ho noncompUanc. noted 

Inipected dettrainatlon of eite boundary 
“''plenned ralaaet on 781203 

Atlanta. Office of the Director 

IS 79/04/06” 3pp®‘ «. Material. Saf.ty 


7903340811 Ack receipt T>f reeult. of 790336-30 Intp conducted at full 
fat»riC4tion plint. 

79/04/ia Elaetrle Co .Nuclear Enargy Product! Olv 


7905220033 Forward! ravlitd virilon of App 0 to eoergency plan re doe* 
dlitancB plot! 

KWLANi A L General Electric Co .Nuclear Energy Product. Olv 
79/04/19 lOpp 


790S390032 Act receipt of 790406 Itr Informing NRC of .tep. taten to 
correct violation! noted in IE Imp Kept 70-1U3/79-07 
BUTHERLANDiJ T Region 2. Atlanta. Fuel Facility 6 Hatarial. 

Safaty Branch 79/04/30 Ip 


7933010333 Forward! IE Info Notlca 79-08. "Interconnection of 
Conlamlnatod By. w/Bvc Air Byi U.ed a* Source of Breathing 
Air. • 

ENOCLHRNa It H Region 8. San Franclfco. Office of the Director 

77/o:«/aD ip 


BOCHET 70-10071 OCNCRAL ELECTRIC CO 


■7905390087 Re.pondi to NRC 790339 itr re violation, noted In IE In.p 
Bept 70-1113/79-07 Corrective action, new procedure 
Implemented re poftlng of docunenti reeulred by NRC 
KAPLAN. A L. Oeneral Electric Co 79/04/06 Spp 


-<-7905390092 Forward! IE Infp Rapt 70-1113/79-07 on 790326-0302 6 notice 
of violation 

SUTHERLAND, J T Region 3. Atlanta, Futl Facility 6 Kittrlal. 

Safety Branch 79/03/29 2pp 


/9090 I033D Forward. IE Info Notlca 79-OB. "Intarconnactlon of 
Cantam.ln.Atad Byi u/Bve Air 8y« U«ad a« Source of Breathing 
Air " 

ENOllKCN. n H Region 3. Ban Francltco, Office of the Director 
79/03/30 Ip 


7909340300 Forward. "Annual Financial Rapt 1978 " 

CUNtllNOMAMi 0. E Oeneral Electric Co .Nuclear Energy Product. Dlv 
79/03/30 Ip. 


DOCKET 70-1006 WEBTINOHOUBE ELECTRIC CORP 


7903230307 Foruarde “Bemiannual Effluent Monitoring Rapt." 
Jul-D«c 1978. 

NAiflDI* A J Heetlnghouee Electric Corp, 79/03/03 ipp. 


—7908380314 "Semiannual Effluent Monitoring Rapt." Jul-Dac 1978 
NARDI.A, J Heetlnghouee Electric Corp, 79/03/03, Ip 


DOCKET 70-1100 COHBUQTION ENOINEERINO, INC 


7908240269 Fprwarde emergency plan for low enriched U oxide fuel 
febricatian plant In Hlndeor.CT. In reeponee to 790215 Itr. 
LICHTeNOEROER Cofflbuetlon Engineering, Inc 79/04/10. Ip 


—7908340276 Emergency plan for low anrlchad U oxide fuel fabrication 
plant in Windeor. CT W/700613 ti 700614 Itre. 
a Combuetlon Engineering. Inc 79/04/01. aspp. 


— 7909390094 Notice of violation from Inep on 790236-0302 

• Region 3. Atlanta, Office of the Director 79/03/39 Ip 


“7909390099 IE Inep Rept 79-1113/79-07 on 790236-0302 HoncompUance 
notedifallure to po.t reeponeee to notice of violatlone 
KAHLE, J.B Region 2. Atlanta, Office of the Director 
potter, J.P Region 3, Atlanta. Fuel Facility 6 HaterUle Safety 

Branch 79/03/29 Bpp 


7909340333 Revlewi 790321 itr to OAO re racord-teep Ing reeutraaente 
found in 10CFR40. 61, Record, retained for five yeare unleee 
part of Inveetlgatlon 

PARTLDUi J 0 Material Control Licaneing Branch 79/09/03 Ip 


DOCKET 70-1143 HESTINOHOUSE ELECTRIC CORP 


7909340036 Foruardi amend fee re eafeguarde contingency plan review 
Submlte fee under proteet 

DIPIAZZA. R P Heetlnghouee Electric Corp 79/01/30. Spp 

7909390206 Forward. Revt.lon 6 to "Plan for Providing Phy.leal Security 
at Cheiuilek Site " Revlilon ulthheld (ref 10CFR2 790). 

DIPIAZZA. R P Heitlnghou.e Electric Corp 79/02/19 Ip 


7909010086 Forward. IE Info Notice 79-08, "Interconnection of 
Contaminated Sye u/Bvc Air Sy* Utid.ae Source of Breathing 
Alt* ** 

DRIER. B.H Region 1. Philadelphia. Office of the Dlractor. 
79/03/20 Ip. 


DOCKET 70-1U3 OENERAL ELECTRIC CO. 

7909140309 Forwardi reqoeeted revlelone to Wilmington Mfg Dept'e 
«iaergancy plan. Change* reflect uee of protective egulpment fc 
evppllaii notification of offelta aganclee tt reetoration of 
plant to eafi itatue ^ ^ 

ROPLAN.A U. Oanaral Electric Co. .Nuclear Energy Product. Div, 
79/04/04. 9pp 

7909340600 Extend, appreciation for guidance ri reporting of propoeed 
thangte to fundemantal nuclear matl control plane. Agreae 
v/NRC poeltion re prompt eubmltbal of plan change. 

KAPLAN. A. U. Oeneral Electric Co,.Noclaar Energy Product. Dlv, 
79/04/04 ip 


7909110072 Ack receipt of 790316 Itr 

correct violation, noted in IE In.p Reptf 70-1143/79-01 6 

IkITH?o''k"‘'^' Rtgion l< PhlUdelphle. Fuel Facility 6 Mat.rlal. 
Safaty Branch. 79/04/04 Ip 

--7909U0077 Reipond. to NRC 790236 Ur r« violation, noted In IE Inep 
Rept. 70-1143/79-02 6 30-6134/79-01 Corrective act lone: more 
datallad ly* of control ha. baan *'*•****'***[._,, ^ _ 

MOORE. J. 0, He.tlnghou.i Electric Corp 79/03/16 3pp- 


Z76 


DOCKETED ITEMS 


--790SU0108 Forward* IE In*? Rapfc* 70-1143/79-08 i 30-6134/79-01 on 
790183.84. 31 6 0801 & nokica of vioUtlen 

8H1TH.0 H Rajion li Phi Udalf (i !•< F«al Faetlltg k Katarlal* 
Safety Branch 79/0S/36 Spp 


—7905110105 Notice of violation from imp on 790183.24,31 & 0201 

SHITH.O L Region 1, Philadelphia. Foal Pad tttg !• Material* 

Safety Branch 79/02/26 Ip 


—7905110113 IE In*p Repti 70-1143/79-08 & 30-6134/79-01 on 790183.84,31 
b 0201 Noncompllanee noted failure to perform bioaieay 
anatg * i* 

CLEHONS.P , NIHITZ.R. L. Region 1, Philadelphia, Office of the 
Director CROCKER, H H. Region 1, Philadelphia. Fuel Faetlltg 6 
Material* Safety Branch 79/02/81 llpp 


7909160103 Forward* Amend 1 to Indemnttv Agreament 0-5, per 10CFftl40 
changet.re liability iniurance incrcae* from *140 million to 
*160 ml II Ion, affective 790501 Supporting documentation end 
SALTZHAN, J Antltru«b & Indemnity Group. 79/05/01 5pp 


7905110209 Confirm* 790901 telcon Inereailng liability limit to 
*36 million for MAELU Polida* MF-5.MF-84 k HF-SS. 

ROBERTS, 0 Mutual Atonic Energy Liability Underurtter* 79/05/02 

Ip 


DOCKET 70-1191 NE8TINCH0USE ELECTRIC CORP 


7905230681 Re^uaat* Itcenea amand to accumulate contaminated low 
enriched icrap w/uncertatnty of greater than lOK for period 
not to exceed Jul 1980, Contaminated scrap will be purified 
through lolvent e* tree t ion. Data 1 1 * withheld <ref lOCFRS 790) 
OIPIAZZA.R.P Heetlnghouee Electric Corp 79/08/13 2pp 


7905300718 Request* forwarded matl MRD-l.St.S-668 be withheld from public 
dleclofure (ref tOCFRS 790) 

DIPtAZZA, R P We*tlnghQu*e Electric Corp 79/03/88 ip 


7909140321 Clarifle* letuei dlceueied in recant telcon re raRUeet for 
Llcanie SNM-il07 exemption from regu la tiene, Includ Ing 
accumulation of scrap centalnar* 

FOSTER. H Uestlnghouse Electric Corp 79/03/83 ip 


7909890474 Forward* rovi*od Page 3 of 790328 eubmlttal of propoead 
solid waste fixation, traniportatlon (« burial info, in 
risponte to 790383 telcon. 

REiTER, E K Mestinghouae Electric Corp 79/03/83 Spp 


—7909890477 Forward* propoted solid waste f 1 xatlon, traniportatlon 6 
burial Info describing operations at Columbia sits 
REITER.EK Uestlnghouse Electric Corp. 79/03/88. Spp 


7909100419 Confirms 790387 telcon reciueit for extension of next BNM 
physical inventory from 790483 to 790919 Details reaeone 
for riguest 

FOSTER, H. Heetlnghouie Electric Corp. 79/03/87 Ip 


7909840333 Forwards IE Insp Rapt 70-1151/79-04 an 790886-83 No 
noncompllance noted, 

KENNA.W B Region 8, Atlanta. 3afaguardt Branch. 79/03/87. Spp. 


—7909840336 IE tnsp Rep t 70-1191/79-04 cn 790886-83 Mo noncompllance 
noted Major areas Inspactad ‘ export licenie, container 
identification 6 documentation 6. radiation ti contamination 
monitoring 

CLAYiE. L , OILLESPIE.F P. Region 8, Atlanta. Office of the 
Director. 79/03/87 4pp. 


7905140319 Clarifies Issues dtscuseed in recent telcon re request for 
Lteensa 8NM-il07 exemption from regulatlone. including amO'Unt 
of incinerated ash k contaminated scrap w/D content, 

FOSTER. H. Uestlnghouse Electric CO'rp. 79/03/89, Ip. 


7909840895 Forwards IE Insp Rapt 70-IISI/79-09 on 790319-21 
No noncompllance noted. 

KENHA.U.B Regions, Atlanta. Safaguard* Branch. 79/03/30. Spp. 


—7909240318 IE Insp Rapt 70-1151/79-09 on 790319-81 Mo noncompllance 
noted. Major areas inspected' export llcanie, shlpp ing 
procedural 6. tachnlquts it radiation t, contamination 
monitoring, 

CLAVtE.L. . OILLEBPIE.F, P. Region 8, Atlante. Office of the 
Director 79/03/30 4pp. 


7709090190 Requests emend to Llcenet 8NH-1107 author 1 ting operations 
w/BNM in expansion of Columbia facility, per and 
appl Icatton. Proprietary portion to be tranimltted under 
separate cover. Forwards faa. U/supporting documentation 
DIPIAZZAiR P. Ufstinghousa Electric Corp. 79/04/03, 93pp, 


7909080(87 Forwards application for amend to License 6NM-lt07 to 
authorise operetlone w/BNM in expanded Columbia Facility 
Riplaeet earlier submittal of 790309 Application withheld 
(ref 10CFR8 790) 

OIPIAZZA, R P. Msstingheuse Electric Corp. 77/04/04. 8pp 


7909080146 Ack receipt of 790409 Itr informing NRC of steps tatin to 
correct violations noted in IE Insp Rept 70-1151/79-03 
KENNA, U B Region 8, Atlanta. Safoguards Branch. 79/04/IS ip 


— 7909080150 Responds to NRC 790313 Ur re violetloni noted in IE Insi 
Rept 70-1151/79-03 Corrective actions withheld 
<ref lOCFRS 790) 

OaOOUlH.H L Uestlnghouse Electric Corp. 79/04/05 Ip 


—7909080156 Forwards IE Insp Rept 70-1151/79-03 on 790206-09 Notice 
of vloletion wlthhcldCref lOCFRS 790) 

KENMA, H B Region 8, Atlanta, Bafaguardi Branch 79/03/13 
Spp 


7909080(61 IE Insp Rapt 70-1171/79-03 on 7908066-09, Noncompl iancs 
notid fallura to follow approved plan for sampling Lf oxide 
pellets Oetells withheld (ref lOCFRS. 790) 

BATES, J M , ROBERTSON, J 8 , UILLIAH8.0 H Region 8. Atlanta. 
Office of the Director 79/03/13 Ip 


7909070869 Forwards IE Insp Rept 70-1191/79-07 on 790409-t8 No 
noncompllance noted. 

KENNA, U B Region 8, Atlanta, Safoguards Branch, 79/04/83 Ip 


—7909070883 IE Insp Ropt 70-US1/79-07 on 790409-18 No noncompl line* 
noted Major areas Inspected onelte records it repts. Details 
withheld (ref 10CFR8. 790) 

OILLESPIE.F P Region 8, Atlanta, Safeguard* Branch 

MODOESi J U Region 8, Atlanta, Office of the Director 
79/04/10 tp 

7909830892 Formal lies 790417 dlecustlon re current LEID model 
Uest inghouse-Co lumb la model needs to be modified to ensure 
proper treatment of systematic arrori 

PARTLOU, J. 0 Material Control Lieonting Branch. 79/09/09 Ip 


DOCKET 70-il73 MERCYHURBT COLLEOE 


7905300091 Ack receipt of ^90427 Ur identifying inaccurate emend 
numbers in NRC 790409 itr Forwards correctsd pagas.Enct 
wlthhatdCref tOCFRS 790). 

MCCORKLE, 0 M, Physical Becurlty Licensing Branch, 79/05/07, 

8pp 


DOCKET 70-1193 CIMARRON FACILITY, KERR-MCOEE CORP. 


7905010197 Forwards IE Info Notice 79-00, "Interconnection of 
Contaminated Sys w/6vc Air Sys Used as Source of Breathing 
Air “ 

KEPPLER.JO Regions, Chicago, Offlea of the Director. 79/03/30. 
ip. 


7909830796 Cancels Amend MPP-8 (t Issues end safeguarde Amend HFP-3 fcr 
License 8NM-it74 

BURNETT, R.F. Division of Bafeguards. 79/04/09. Spp. 


—7905830771 Amend MPP-3 to License BNM-1174 re requ Iroment* far cont(«l. 
accounting k phyetcel eecurity of BNM, 

« Division of Safeguards. 79/03/31. llpp 


7909840139 Rasponds to 781189 Itr rt dismantling It removal of eelvent 
extraction sys, Forwards lietnse Amend 3. Comments on 
deletions k revisions to lietnse which were rendered 
obsolete by change in operation. 

BURNETT, R F Division of Safeguards, 79/04/09 Spp. 


—7909840146 Amand 3 to Lleenee BNM-1174, requiring Measurement of U<Fw • 
U-S39 content of 8NM receipt, ihipmente It matl Inventeriedr 
except where epseified In Condition 8.1. 

* Division of Safeguards, 79/03/31, llpp. 


DOCKET 70-1801 UF 6 CONVERSION FACILITY, BABCOCK k WILCOX CO 


7905190118 Forwards IE Insp Rept 70-1801/79-09 on 790387-30 «e 
noncemp lianee noted, 

KENNA, U.B. Regions, Atlanta, Bafeguards Branch. 79/04/13. 
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■770MS01I6 IE In*p Rept TO-laOtm-o? on 790327-30 Mo noncompl Unco 
notoit Kojor oreao Inopectod liconooo octton on provloutl^ 
(dontlflod tt«m« (i mooouronionti ti ototlsticol control 
Dctollo Dilthhoid <r»f 10CFR2 7901 

JONES. D M , WILKINS, T.D. Rojlon 2. Atlanta, OPflca Of tha 
OlractoT OIULESPIE.P P Region 2, Atlanta, Safeguard* Branch 

79/Q4/'09 Ip 


7905070240 Ack receipt of 790412 Itr Informing NRC of atope taken to 
correct violation* noted in IE tn<p Rept 70-1201/79-06. 

HENNA, M B Region 2, Atlanta, Safeguard* Branch. 79/04/20 tp 


— 790i23O442 IE In*p Rapt 7O-130B/79-02 on 790228.0301-02 fa 07. No 
noncomp 1 lance noted Hajor area* Inipected emergencg 
planning fa fir* protection 

AXELSON.W L , E88IO,T.H Region 3, Chicago, Office of tha 
Director 79/03/21. 9pp 


7903100426 Forward* reaponaei to NRC 790301 Itr re deconinl** toning plan 
for Morrli Operation 

DAWSON, D H General Electric Co , Nuc lear Energg Product* Dlv. 
79/04/04 4pp 


•7903070245 Reipond* to NRC 790326 Itr ro vtoletlon* noted In IE Imp 
Rapt 70-1201/79-06 Correctlvo actions withheld 
Iref 10CFR2 790), 

SILK.E J Babcock fa Wilcox Co 79/04/12 Ip 


■7905070252 Forward* !E In*p Rapt 70-1201/79-06 on 790226-0301. Notice 
of violation withheld iref 10CFH2 790) 

KEHHA.H B Region 2, Atlanta, Safeguards Branch. 79/03/26 

2pp 


■7905070239 lE In*p Rept 70-1201/79-06 on 790226-0301 Noneompl iance 
noted. failure to detormlne measurement bla* from itds 
program Details withheld (ref 10CFR2 7901 

WIl.LIAn3.0 H . ROBERTSON, J 8 C Region 2, Atlanta, Safeguard* 
Branch 79/03/22 Ip 


7905300016 Forward* IE In«p Rapt 70-1201/79-11 on 790419-20 No 
noncoopl lance noted 

KENNA, W B Region 2, Atlanta, Safeguard* Branch 79/03/02 2pp 


—7903300021 IE 
notad. Major 
followup on 
iref 1DCFR2 
rODO. 0, A 
QILLESPIE.F 
tp 


Insp R»pt 70-1201/79-11 on 790419-2'0 Mo noncompl lance 
area* Invpactad ttoraga fa internal control fa 
pravlou* enforcement matter* Detail* withheld 
790) 

Region 2, Atlanta, Office of the Director 
P Region 2, Atlanta, Safeguards Branch 79/0S/'0i. 


79052S01S4 propose* adding new license condition* to Amend MPP-2 to 
allow for procedure* In fundamental nuclear matl control 
plan contrary to Itr of regulation. Request* responie a* to 
acceptabtiitg of amend 

PARTUOW, j 0 Material Control Llcenting Branch 79/05/08 3pp. 


7903240370 Forward* Amend 7 to License BNK-1263 8NH-1281 1* terminated 
ROUSEiLC Fuel Reprocess faRecgcls Branch 79/04/10. 2pp 


— 7905240383 Amend 7 to License 8NM-1263, terminating Llcenia SHM-12al fa 
incorporating operation ipec* of cansolldatcd SAR Chapter 
10 

ROUSE.L, C. Fuel Reproce** fa Recycle Branch. 79/04/10 2pp. 


7903150297 Ack receipt of 790404 Itr informing NRC of step* taken to 
correct violation noted In IE Insp Rept 79-1300/79-01 
Details withheld Craf 10CFR2 790) 

HIND, J. A Region 3, Chicago, Safeguard* Branch 79/04/20 2pp 


— 7905150301 .Retponde to NRC 790316 Itr re violation* noted In IE Insp 
Rept 70-1308/79-01 Corrective action* withheld Iref 
10CFR2 790) 

ZAHN,L. L Oenaral Electric Co , Nuclear Energy Product* Div. 
79/04/04 Ip 


7905150744 Forward* IE Insp Rept* 70-1303/79-04 fa 70-1309/79-01 «n 
790410-12 No nonconpliance noted 

HIND, J A Reglo’n 3, Chicago, Safeguard* Branch 79/04/26 2pp 


— 7905150754 IE Insp Rept* 70-1308/79-04 fa 70-1309/79-01 on 790410-12 No 
noncompl lance •noted Major area* Inspacted review of BNM 
record*, Pu-241 decay calculations fa nuclear matl 
transaction Detail* withheld iref 10CFR2 790) 

Flt&EV.A 0 > PATTERSON, J P. Region 3, Chicago. Offlc* of the 
Director HIND, J. A Region 3, Chicago, Safeguard* Branch 

79/04/26 tp 


DOCKET 70-1309 HOBRie OPERATIONS, SOURCES fa STANDARDS. QENERAL 


DOCKET 70-1257 MIXED OXIDE FABRICATION PLANT, EXXON NUCLEAR CO . INC 


7905150686 Forward* IE Insp Rapt 70-1237/79-01 on 790212-16 No 
noncompllance noted 

BOQK.H E, Region S, Ban Francisco, Fuel Facility fa Materials 
Safety Drench 79/03/16 2pp 


— 790Si50701 IE ln*p Rapt 70-1237/79-01 on 790212-16. No noncompl lance 
noted. Major areas Inspected- safety committee activities, 
training, calibr, criticality saf ety, emergsncii planning fa fire 
fa radiation protection 

COOLEV.U U , ZURAKAWSKI.P R. Region 5, San Francisco, Office of 
the Director BDOK.H E Region 3, Ban Francisco, Fuel Facility 

fa Hatcrial* Safety Branch 79/03/16 11pp. 


790301022S Forwards, IE Info Notice 79-08, "Interconnection of 
Contaminated Sys w/8vc Air Sys Used as Source of Breathing 
Air. " 

EM9ELKEN, R. H Region 5, Ban Francisco, Office of the Director 
79/03/28. ip. 


790S1302S9 Forward* IE Insp Rept 70-1237/79-02 on 790326-31 Rept 
withheld (ref I0CFR2 790). 

NOROERHAUO, L R. Region 5, San Francisco, Safeguards Branch. 
79/04/24 2pp 


7905160123 Forward* Amend 1 to Indemnity Agreement 0-3, per 10CFR140 
chengetire liability Insurance from . Increase from *140 
nilllon to *160 ml 1 1 ton, effective 790301. Supporting 
documentation encl, 

SALTZMAN, J. Antttruet fa Indemnity Group 79/05/01. 3pp 


DOCKET 70-1308 MORRIS OPERATIONS, GENERAL ELECTRIC CO, 


7903140305 Forwards table Indicating no etatu* change for fuel stored 
In Jen fa Feb 1979 

DAWSON, D H General Electric Co , Nuclear Energy Product* Dlv, 
79/03/08. 2pp. 


7903230437 Forwards IE In*p Rept 70-1308/79-02 on 790228,0301-08 fa 07. 
No noncompl lance noted. 

DAVIS, A. a. Region 3, Chicago, Futl Facility fa Matarlals Safety 
Branch 79/03/26. 2pp. 


7908240370 Forward* Amend 7 to License BNM-1265. BNM-1231 1* terminated 
RQUBE,L C Fuel Reproce** & Recycle Branch. 79/Q4/iO, 2pp 


— 7903240303 Amend 7 to Lice-nsa 8NM-t263, terminating License 8NM-1281 fa 
Incorporating operation spec* of consolidated BAR Chapter 
10 

HOUSE, L C Fuel Reproce** fa Recycle Branch 79/04/10. 2pp 


7905130744 Forwards IE Insp Rept* 70-1308/79-04 fa 70-1309/79-01 on 
790410-12 No noncompl la nee noted. 

HIND, J. A, Region 3, Chicago. Safeguards Branch 79/04/26. 2pp 


—7903150754 IE Insp Rapt* 70-1308/79-04 fa 70-1309/79-01 on 790410-12. No 
noncompliance noted Major areae 1-nepactcd: review of BNM 
records, Pu-24t decay calculation* fa nuclear mat! 
transaction Details withheld Iref 10CFR2 790) 

FINLEV'.A 0., PATTERSOM.J P Region 3. Chicago. Office of the 
Director. HIND,0 A Region 3. Chicago, Sefaguard* Branch. 

79/04/26 ip 


DOCKET 70 


7903 I 1002 
STUKENS 


79032200: 
ML NucI 
rad Inai 
1 leans, 
CUNNINI 
79/04/ 


DOCKET 7 


79032400 

survey 

dacont 

CROH.M 
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WICKET T0-13SS ARMY. DEPT OF 


7709f00374 IE Imp Flntfingi «< Llcintca Adc.dtd 7?0306i of Llcami* 
29-0 l02B-0e. 29-01 0 2 a- 1 1 . 29-Ot 0S2- IZ, BUB - 1 1 50. 6MB- 1327 t. 

BNM-ISZ? Inip findings no noncomp Hand notad 

FRIEDMAN. L F Riglon 1. Phi ladtlph la. Offlci of ths Dlraclor 
79/03706 tp 


DOCKET 70-1379 PARKHECL LAaORATORIES. INC 


7905290183 Forwards guldallnas t. Info ra daeontifflination of faclLttlai 
t. radiation turvagi. par 79031Z talcon Rtqutsis 
implainantatlon schadula ul-thln tuo waaks 

KEPPLER, J 0 Raglon 3. Chicago. Offica of tha Dlractor 79/03/14 
9pp 


790513063* Forwards IE Insp Rapt 70-1379/79-01 on 790301 6 notiea of 
violation 

DAYISiA B Rapton 3. Chicago. Foal Facility 6 Matartala Safaty 

Branch 79/03/27 Spp 


— 7903150640 Notice of violation from Insp on 790301 

* Rtglon 3i Chicago. Fuel Facility * Materials Safety Branch 
79/03/19 Ip. 


—7903150646 IE Insp Rapt 79-1379/79-01 oh 790301 Noncompl lanci noted 
possession of licinsed natl w/q llcensa 

FINN. J A . JANUSKA. A O . PAOLIARO.J A Rtglon 3. Chicago, Offica 
p# the Director. 79/03/19. 7pp. 


DOCKET 70-1B21 PLUT. PROD FACIL . ALLIED GENERAL NUCLEAR SERVICES CORP 


7905130660 Respond s to 790206 Itr requesting refund of application 
fat paid by A1 1 1 ed-Oanaral Nuclear Bvcs In Jan 1973 for 
propQitd Pu product facility Ulll notify ra refund request 
upon collsctlon of complata cost data 
DONOOHUE. D J. Offica of Administration. 79/04/it Ip 


— 7903130665 Requests refund to All 1 ed-Oaneral Nuclear Qvei for 
application fee paid to NRC on 730124 for Pu product 
facility Application ulthdrawn due to tusptntlon of design 
work 

BOBKEY. B. Volpe. Bosksy h Lyons 79/04/11. 4pp. 


— 7903130669 Forwards questions re Initial review of 740703 appHcetton 
to construct Pu product feelllty 

ROUSE. L C Atomic Energy Commission (Pra 1973) 74/12/10. 2pp. 


•7903150674 Forwards Category i B fae for Pu processing t. fabrication 
plants 

NEUMAN. R I Allied General Nuclaar Services 73/01/24 3pp 


— 7905130679 Act receipt of 730115 Itr re etatus of const at Pu 
processing t. fabrication plant Dticusiei problems of license 
review. design k const resulting from GESHD k safeguards 
stud I fs, Requests mestlng 

OOBBICK.C, V, Office of the EsecwtWe Director for Operations. 
73/02/03 2pp. 


■790S1S06B3 Notlfias of, suspension of ditlgn work for Pu product 
facility. 

PRICE. N J, AH lid Oansral Nuclear Servlets. 75/01/15 4pp. 


DOCKET 70-2428 8T FRANCIS GENERAL H08P. PI. PENNSYLVANIA 


79051S07Z7 Discusses IE Insp of License 8NM-1689 on 790205 No 
noncomp 1 lance noted. License Is Inactive k llcenied matl hae 
ntvar been used under authorisation of licenie 

MCCLINTOCK.R 0 Region 1. Philadelphia. Office of the Director. 
79/02/26. Ip. 


DOCKET 70-2623 MCGUIRE SPENT FUEL POOL. DUKE POWER CO, 


7903110040 Applicant servei interrogatories k requests to produce 
documents on Carolina Action, per 790223 ordsr. Certlf tcata 
of 8vc and. 

MCOARRY. J, M Duka Powar Co. 79/03/16, 33pp 


7903090430 NRC sacond sst Of Intarrogator 1st servad on Safa Enarau 
All ianca. Certlf icate of Bve encl 
HOEFLINO.R.K, Branch 4 79/03/23. 9pp, 


7903090440 Requasts that Bafs Enargy Alliance permit Insp k 
copying of documsnte Idanttfled in responeas to NRC sacond 
set of interrogatories Certificate cf Sve end, 

HOeFLINO.R K, Branch 4, 79/03/23. 3pp. 


7905230766 First set of tnterrogetortes submitted to NRDC CertifUekp 
of 8vc end 

HOEFLINO.R K Branch 4 79/03/23 ISpp. 


— 7903230773 Requests production of all documente idantlfied by NRDC in 
response to NRC first of Intarrogetarles 
HOEFLINO.R K Branch 4 79/03/23 Ip 


7905110037 Applicant's retponss to NRDC Intsrrogatorlas to applicant 
Supporting doeumantat Ion k Certificate of 8vc end 
MCOARRY.J M Duka Power Co 79/03/27 22pp 


7905090164 Rtqussts Itr either withdrawing 790213 original eicurlky 
plan eubmlttal or aefc It for racord as original plan 
ROUSE. L C Fuel Reprocess, k Recycle Branch, 79/03/29 2pp 


7905240317 Forwards statements of qualifications of DH Stcrratk.SS 
Hagtr.HT Snead k RW Bostiah at enperts Intending to testify 
for applicant in answer to NRDC interrogatories 
MQOARRY. J M Dtbtvolse k Llthtrman 79/03/30 7pp 


790S1S0440 Motion to dismiss Safe Energy Alliance as active partUlpant 
in proceed Ing. due to Alliance's failure to comply M/AaLD 
790223 order Certificate of Sve end. 

MCOARRY.J M Duke Power Co, 79/04/02 3pp. 


7905240482 Serves NRC requtst for admission of mattirs k facts upon 
app Hcant. Csrtlf icate of 8vc end. 

RQIBKAN. A Z Natural Resources Defenss Council. 79/04/02 7pp, 


7905030103 NRC motion to compel Carolina Environ Study Qroup to reeponl 
to 790306 Interrogatories Bupporting brief . proposed form, 
original interrogatories k Certificate of 8vc end 
KETCHEN.E G Branch 3 79/04/03 I4pp 


— 7905030116 NRC motion to compel Carolina Action to respond to 79030& 
Interrogatories. Supporting brief. proposed farm of order, 
original Intsrrogatorles k Certificate of Sve end. 

KETCHEN.E 0 Branch 3 79/04/03 14pp. 


—7905030120 NRC motion to compel Davidson College chapter of NC Public 
Interest Group to respond to 790306 interrogatories 
Supporting brief, proposed form of ordsr. or tg Inal 
interrogatarlei k Certificate of Sve and. 

KETCHEN.E 0 Branch 3 79/04/05 16pp 


7905310132 Oaecribes event re packaging to be uiid by util for shlfsibnt 
of spent fuel, Defect may substantially dtcrease 
iff aettvaness of packaging Certlflcata Of Sve end. 

CUNNINGHAM. R. E. Division of Fuel Cycle k Material Safety 
79/04/1,1, 4pp 


— 7905310192 Forwards NMB8 790406 order re use of Model NF8-4 pecletlnt 
DIRCKS. W J, Office of Nuclear Material Safety k Bafaguarde. 

79/04/06 2pp 


7903090138 Forwards Yaquast for addl info ra proposed amend of LIcenea 
8NH-1773 to ship spent foal from aconee to McGuire, Raquttts 
raponaa by 790423 

ROUSE. L C, Fuel Reprocess, k Recycle Branch. 79/04/12 3pp. 


7903220048 Dismisses Safe Energy Alliance as party inter venor. 
HILLER. H.E Atomic Safety and Licensing Board Panel 79/04/12 

2pp. 


7903230666 Orders interveners Carolina Environ Study Group. NC PIBO 
chapter k Carolina Action to interrogatories within five 
days. Adopts schedule to govern summery disposition, 
dlscoviry.dlreet testimony k evidentiary hearing 
MILLERiM E Atomic Safaty and Licanslng Board Panel. 79/04/12 
3pp. 


7903220463 Forwards modlfltd Iqterlm sseurlty plan for fuel storagt 
bldg k Interim safeguards contingency plan, Plans withheld 
(ref iOCFRZ, 790), 

PARKER, M.O Duke Power Co 79/04/13. 3pp. 


7903140079 Ray panda to util's Interrogatories. Aff Idmvlta of TB Cothran 
HR TmmpHn k AZ Rolsman k Csrttflcata Of 8vc and, 

COCHRAN.T.B , TAHPLIN, A. R. , ROISKAN.AZ. Natural Rasourclt Dadtng a 
Council 79/04/16, a2pp. 


7903240921 Raquasti notification of any addl Witnesses to be inciw4*d 
In proceedings. 

PORTER.H L, Duke Power Co. 79/04/19. Ip. 


7903240938 Confirms 790312 telcon re vital areas during atorapt ad 
spent fuel, Irradiated futl must be protected ae vital 
squlpmant. 

MCCDRKLE. 0, U. Physical Security Licensing Branch. 79/04/20, Ep 
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7WMW<'79 Otcond nat of Intarroyatoriai tufamlttad to «ppltc«nt 
(|(]|0HW^t A. Z. NAturaL Raaooreai Oafanio Council 79/04/<23 9pp 


7)09340470 Hatton for ordar to ditmlat Carolina Action at actlva 
pirticlpant in (trocaad ing dua to failuro to provida anawart 
|o a})(il leant 'a Intarrogatortaa of 790316 Cartificate of Sve 
incl 

HCOARHYiJ M Duka Power Co 79/03/03 Spp. 


COCKfiT 70-2780 HOLYOKE MOBP MO, MAaSACHUSETTS 


7)09390136 Ack racalpt of 790323 Itr informing HRC of ttapi taken to 
carfact deviation noted in IE Intp Raptt 30-1073/79-01 t 
70-2733/79-01 

KCCl-lhtTOCK, R 0 Region l, Philadelphia. Off tea of thi Oiracter 
79/04/09 Ip 


•7903290161 Reapondt to NRC 790309 Itr ra davlatlon notad in IE Imp 
fltpt 30-1073/79-01 6 70-2793/ /9-01 C or r actlva act loot no 
food! or drink* allauad in araat uharo radloaetiva natla ara 
uted or -ttorad. 

KAYtlARD. 0 lloliioka Moep HQ. Haatachuaatti 79/03/23 ip 


DOCKET 71-0008 COMMONUEALTH EDISON CO 


7905130076 Ratpondt to 790319 ra^uitt tg r.ytdr, #., 11 ,,.,., ... 
prograa to a«,t ratuirtaint. of toCFR7t Si 
QA Prog ran for Huclaar Ointratin. Btatlent.' CE-l-A 
Ravifion 6. fvlfllli oa rigulraaint, 

HEED.C CamoRHaalth Ed 1 ton Co 79/04/1* 2 ,, 


790S240847 Fereardt QA prograa approval for radtsaett,# aatl 
HACOONALD. C E Tramportit Ion Branth 79/09/01 tp 


fatiait 


■7909240834 QA program approval for radlaattlvt aatl paclait OOOCO 
Ravltlon 0 

HACDQNALO. C E Tramportat Ion Branch 79/03/01 ip 


DOCKET 71-0024 HITTMAH NUCLEAR t DEVELOPMENT CORP 


7909240046 Forwardi rai^uatt for addl info to ccaplitt ravlev e* %A 
program 

MACDONALD. C E Trantpertatlon Branch 79/04/27 13, , 


-7909290169 Dltcuatfo IE Intp Ropt 30-1073/79-01 U 70-2783/79-01 on 
790216 Noncempl lonca nntad drink pormtttod to bo ttorod in 
tane araa whara radloaetiva matl ttarad. 

HCCLINTOCK.It, O tlagtan 1. Philadalphta. Offlea of tha Dlraetor 
79/03/03, 2pp. 


POCKET 70-2760 UNITED NUCLEAR CORP. 


7903110029 Farwarda IE Intp Raptt 70-0020/79-09 6 70-2760/79-01 on 
790209. No noncompllanca notad 

KARTIH.II 0 Hag ion 1. Phlladalphla. flafaguardt Braheh 79/03/07 

2pp. 


-7903110036 IB Intp Rapte 70-0020/79-09 6 70-2760/79-01 on 790209 Mo 
nancomp 1 lanCB notad. Major araat intpactad. atport thlpmsnt 

•>* bnh 

BHITH.O C. • MCKCQHN.L Raglon 1. Phlladalphla. Offica of tha 
nirfCtor UOVNCR.O H flagion 1. Phlladalphla. Bafaguardt 

Branch. 79/03/02 Ip 


DOCKET 71-0031 MARYLAND 6H1PBUIL0IN0 6 DRY DOCK CO 


7909190149 Propotad QA program dot* not aaat rocuiraaantt of A»f E ta 
10CFR7I Forwardi tanpit QA prograa for Induttrlal 
radiograph) licantaai. dtd 790402, to attltt in application 
ravltlon Raguattt rtvition kg 790327 

MACDONALD. C E Tramportat I on Branch 79/04/27 3»t 


DOCKET 71-0033 IND TEST LAB SERVICES COfiP 


790S13026S Foreiardt ‘OA Progran for Uli.Halnt 6 Rapalr of 
Packagat for Spaelal Fora Radloaetiva Matl.’ Ravltlon 1 
KAMDRAKAM.E Induttrlal Tatting Laboratorg Strvicti Carp 79/Q4/1* 
If 


“7903130274 *QA Prograa for Ut# Hatnt 6 Rapalr of Shipping Packagit for 
Bpteial Fora Radloactlvt Natl.* Ravltlon 1 
HAHORAKAN. E Induttrlal Tatting Laboratorg flarvUat Corp 
79/04/16 Spp 


DOCKET 70-2030 CINCINNATI 0A8 6 ELECTRIC CO^ 

79092 4 0100 Amandt Ulctnie 8NM-1023 Ilomt 4 6 9 ra oxplratlon data 6 
iddt Itemt 6e.0c 6 14. 

CROW.R. T. Dlvltlon of Bafaguardt 79/03/06 2pp. 


-7903240100 Raeommtnda approval of 790202 amand PhR"!?** 
oiplratlon data changio to allow uto of nominal 8 Cl 
Pw-berg ll lun» neutron tourea. 

DELAHCY, J.C ftlvltlon of Bafaguardt 79/03/06. 2pp 

PACKAniNQ OF RADIO ACTJVB MATERIAL FOR TRANSPORT ANP 
tRANSRORTATIpN OF RADIOACTIVE. MATERIAL UNDER CERTAIN 
CONDITIONS 


DOCKET 71-0001 ANEFta. INC 

7903170270 FoPWardit TaRUOtt for addl Info to eompleta ravlaw of OA 
HuicSwALQiC, e. Tranapoptatlon Branch. 79/03/29. if. 

790329Q146 Forwardi ravlaod QA program for ahtpplng paekagot for 
radloactlvt matl 

MURPHYrJ. D Anafco.lne. 79/05/03 Ip 


-79O329Q140 OA program for 'tipping P«= 
MURFHY. J. 0 Anafeo. Inc. 79/08/01. 


kagat for 
29pp. 


radloaetiva matl. 


DOCKET 7l-CX30a CHEM-NUCLBAR SVBTE Ha. INC. 

7903240041 Forward* TiRUOat for addl Info to eomplata ravlaw of 
kM,CDWALQ.C. E. Tranaportatlon Branch. 79/04/27. I3pp 


DOCKET 71-0034 BABCOCK 6 WILCOX CO^ 

7905020198 Forward, r.Ruatt for addl Info to coaplat. ravlaw of <U 
?1 a?&D.CE Tran.port.tlon Branch 79/04/13 2fP 


DOCKET 71-0036 ITT ORINNELL CPRP^ 

7909080128 Forward. OA program. In r.tp.n.. to 790321 r.tuo.t for .4d» 
TH«l8CH.H intornotlonal T.l.ph.m 6 T.l.gr.fb Corp 79/04/04 
2pp. 


docket 71-0038 CRANE^C0_ 


—7909180333 OA program approval for 

MAC^^O?C E. Tranoportatlon 


radloaetiva matl paciaga 0039. 
Branch 79/03/22 IP 


5T 71-0039 WALWORTH CO. 

j.... nat maat raRUlfamantt of *ff ^ 
840140 Propotad OA f^*?]!** 1?,,* for Induttrlal 
CFR71 Forward, ‘•*j‘Jt2\|55o2, to atfltt In appiuatios 


HOCKEY 71-0006 UNITED 

7903020169 Forward, roRuoik for addl Info to eomploto rovlo 
W;SgSi;:i.D.CE. Tr.n.port.tlon Branch. 79/04/11. i2pp. 
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DOCKET 71-0047 CAPITOL INTERNATIONAL AMVS , INC 


79091S0739 Foru^rdl re4.uast far ^iddl info to camplote ravltu of OA 
proBTOm 

mCDONALO.C E Tr am parto Uon Branch 79/04/-13 Spp 


79031S0692 Forwardt QA rai^ui ran ants for transportation pactap Ingt In 
rtiponsa to 790426 talcon 

ePARKStE Capitol Intarnattonal Alruausi Inc, 79/04/87 tp 


—7909150699 "OA Roqoi ramanta for Trantpor titlon PaekajlnB (10CFR7I) A< 
Applicable to Industrial Radiography Licanaaae " 

• Capitol International Alruagi, Inc 79/04/27. 6pp 


DOCKET 71-0040 INTERflOUNTAIN PIPE «. HELBIKO 


7909190176 Propotad OA progran does not ntab requlrenientf of App E to 
10CFR71. Foruardi tampla OA program for industrial 
radiography 1 leans eas. d td 790402< to atslst in application 
ravlsion Requaats revision by 790527 

HACOONALDiC E Transportation Branch 79/04/27, 3pp 


DOCKET 71-0050 MIDLAND-ROSS CQRP 


7905150318 Fertaards SA program approval for radloactlva matt packagt 
MACDONALD, C E Transportation Branch 79/03/22 Ip 


—7909190323 QA program approval for radloaetivt matl package 0090, 
Revision 0 

HACDaNALDiC E Transportation Branch 79/03/22 tp. 


DOCKET 71-0055 H R INSPECTION SERVICE 


7905840904 Faruardi add I Info for approval of QA program 
ROGERS, H N H R Intpeetlon Service 79/03/02. Spp 


DOCKET 71-0056 PHILADELPHIA ELECTRIC CO 


7905840104 Informs that Amend 33 to FSAR contains axlsting OA program, 
in response to NRC 790321 request. 

DALTROFF,SL. Ph i ladelph la El ec tr Ic Co 79/04/10 Ip 


DOCKET 71-0057 EXXON CO USA, EXXON CORP. 


79053006SB Forwardi Radiation Safety Cammlttac arganl lat Iona 1 chart, in 
reiponsa to NRC 790413 Itr. 

MEtLANO, R U Esxon Corp 79/04/30 Spp 


DOCKET 71-0063 OZARK AIRLINES, INC. 


79091906S8 Forwards request for add 1 Info to complete review of OA 
program. Request! statement that scope of audit prdgram wilt 
Inetuda annuel audit rs personnel tra tnlng> personnt 1 
quatif Icatlons 4( rocord keeping, 

MACDONALD. C.E Transpor tatlon Branch 79/04/13 Spp 


7909190084 Forwards QA Program for License 84-13991-01. 
YOl/NO, R e Qiark Airlines 79/04/83 Ip 


”7909180094 QA Program for License 24-13991-01, 
* Oiark Airlines. 79/04/83. 4pp, 


DOCKET 71-0068 H. P »< ASSOCIATES, INC 


7909840988 Proposed QA program does not meet requirements of App E to 
10CFR7i. Forwards sampls QA program fo^r industrial 
radiography 1 Icansaes, dtd 790402, to assist (n application 
ravlslon, Requas ts revision by 790903. 

MACDONALD. C, E. Transportation Branch. 79/04/87, Spp, 


DOCKET 71-0066 CERTIFIED TE8TINO LABS , INC, 


7909190160 Proposed QA program does not meet requtramsnts of App E to 
10CFR71 Forwards sample OA program for industrial 
radiography 1 icanseoei dtd 790408ito assist in application' 
ravtsion. Requests revision by 790487 
MACDONALD, C E. Transpor tatlon Branch, 


DOCKET 71-0068 YANKEE ATOMIC ELECTRIC CO 


7908240311 forwards QA program approval for radioactive matl pictsga 
MACDONALD.C E Transportation Branch 79/08/04 Ip 


--79OS84O310 OA program approval for radioactive matl paclags 0069. 
fieviston 0 

MACDONALD.C E Transportation Branch 79/0S/O4 Ip 


DOCKET 71-0070 GENERAL MOTORS CORP 


790SS40S69 Informs that proposed QA program does not meet requirements 
of App E to 10CFR71 Forwards sample QA program for 
industrial radiography 1 leensees, d td 790402. to assist in 
application ravtsion Requests revision by 790920 
MACDONALD, C £ Transportation Branch 79/04/80 ip. 


—7909240569 "OA Program far Industrial Radiography Licensees * 
I Transportation Branch 79/04/02 Spp 


DOCKET 71-0072 BABCOCK ti UILCOX CO 


790S110069 Proposed QA program does not meet requiraments of App E lo 
10CFR7t Forwards sample QA program for industrial 
radiography 1 leensees, dtd 790402, to assist in application 
revision. Requests revision by 790502 

MACDONALD, C E. Transportation Branch, 79/04/87 Spp 


DOCKET 71-0074 NUCLEAR WELDING, INC 


7908110071 Proposed QA program does not meet requirements of App E t« 
lOOFR7t Forwards sample QA program for industrial 
radiography licensees, dtd 790402, to assist in application 
revision Requests revision by 790902 

MACDONALD, C. E Transportation Branch 79/04/87, 3pp 


DOCKET 71-0077 MIDSTATE TESTINO LAO 


7908080899 Forwards QA Program for Lleanse 13-11028-01 

KEILMAN, T.J Midstate Testing Laboratory, Inc. 79/04/09 tp, 


--7903080889 QA Program for License 13-11022-01 

KEILMAN, TO Midstate Testing Laboratory. Inc, 79/04/05 App. 


790924016S Forwards request for eddl info to complete review of QA 
pregrem 

MACDONALD. C, E Transportation Branch 79/04/87 Spp 


OOCKET 71-0007 NAVY. DEPT. OF 


7905110804 Proposed QA progrem dees not meet requirements of App E to 
tOCFR7t, Forward s sample OA program for Industrial 
radiography 1 icenseet. dtd 790402. to assist in applleatlan 
rsvlslon. Requests revision by 790380. 

MACDONALD.C E Transportation Branch. 79/04/80 Spp. 


DOCKET 71-0000 BABCOCK t. WILCOX CO 


7909020407 Forwards request for addl Info to complete review Of OA 
program. 

MACDONALD.C E. Transportation Branch, 79/04 /tl ISpp 


DOCKET 71-0009 NAVY, DEPT. OF 


790S07O867 Forwards raquait for addl info ta comp lata review of OA. 
program 

MACDONALD.C. E. Transportation Branch 79/04/13 8pp. 


DOCKET 71-0090 COMBUST tON ENGINEER! NO CO. . INC 


7909230013 Responds to rsqusst for add! info re QA program. Will 
continua to use eslstlng QA program until approval of QA 
Program CENFN-UH is obtalnsd. Supporting documentation enet 
LiCHTENBEROER.H Cenbustlon Engineering. Inc. 79/04/11, 4pp. 


79/04/87. 3pp, 



DOCKETED ITEMS 


2B1 


tXKKET 71-0099 FOSTER WHEELER ENEROY CDRP 


7905970273 FotujjriJ* r9iiue«t for oddl Info to comp lets rtvloui of QA 
pragron 

flACOQHALDiC E Tran«por tot ion Branch 79/04713 Spp 


DOCKET 71-0103 TWIN CITY TESTINO U ENOR LAB 


7905070137'? Foruards request for eddl info to completa revieui of OA 
program. 

KACDQNALO’. C E Transportation Branch 79/04/13 2pp 


DOCKET 71-0104 CHICAGO BRIDGE St IRON CO 


7905070292 Foruards request for addl info to complete rovleui of QA 
program 

HACDQNALDi C, E Transportation Branch 79/04/13 2pp 


7905290311 Foruards QA program for License 12-OS&37-01 
WEHHLE. n R Chicego Bridge U Iron Co 79/04/lB 2pp 


— 7903290514 QA program for License ia-OSi39-01, 
• Chicego Bridge S' Iron Co 79/04/10 4pp 


DOCKET 71-0107 UNION CARBIDE CDRP 


7909241000 Forwards request for addl Info to complete review of SA 
program 

HACDOHALD.C E Transportation Branch 79/04/20 lapp. 


BOCKET 7t-01l0 BUCKEYE STEEL CASTINGS 


7904200311 Forwards request for addl info to complete review of OA 
program 

HACDQNALD.C E Transportation Branch 79/04/06 Hpp. 


7909240616 Forwards QA program for Industrial radiography re handling 4t 
shipping of isotopes 

KRAHERiJ F Buckeye International! Inc, > Steel Castings SLv. 

79/04/27 3pp 


— 7905240719 QA program for Industrial radiography 

a Buckeye Internet tonali Inc i Steel Castings Dlv. 79/04/27. 
4pp 


iXKKET 71-0111 MATERIAL TESTING LAB. OF VIRGINIA. INC, 


79091 10G7S Proposed QA program does not meet requirements of App E to 
10CFR71 Forwards sample QA program for Industrial 
Tadlography I icsnsaii. dtd 790402. to assist In application 
revision Requests revision by 790S02 

MACDONALD, C E Transportation Branch. 79/04/27. 4pp 


DOCKET 71-0116 NAVY, DEPT. OF 


7909110210 Proposed QA program dots not meet requlremants of App E to 
10CFR71 Forwards samp la QA program for Industrial 
radiography 1 tcensees. d td 790402. to assist In application 
ravls ion, Requests revision by 790320 
MACDONALD Transportation Branch 79/04/20 Spp 


DOCKET 71-0119 INOER30LL-RAND CO. 


7909070257 Forwards request for addl info to complete review of QA 
progren. 

KACDOHALD.C E Trensportatlon Branch. 79/04/13. 2pp 


DOCKET 71-0120 DANIEL INTERNATIONAL CORP, 


7905110078 Proposed OA program does not meet requirements of App E to 
10CFR71, Forwards sample QA program for Industrial 
radiography I Icsnstss. d td 790402. to aislet In application 
revls Ion, Request revision by 790502, 

MACDONALD, C.E. Trensportatlon Branch. 79/04/27 3pp< 


DOCKET 71-0121 NEUTflON PRODUCTS, INC 


790924019& Forwards request for addl Info to complete review of QA 
program 

MACDONALD.C E Transportation Branch 79/04/27 12pp 


DOCKET 71-0126 8TANWICK CORP 


7909190742 Forwards requsst for addl info to complete review of QA 
program 

MACDDNALH.C E Transportation Branch 79/04/13 2pp 


DOCKET 71-0127 NATIONAL ANNEALING BOX CO 


7903070282 Forwards requsst for addl Info to cumptctc review of QA 
program 

MACDONALD.C E Transportation Branch 79/04/i3 2pp. 


7909100104 Forwards or gani la t Iona I chart requested by NRG 790413 Itr. 
FRANTZ. J.R National Annealing Box Co 79/04/16 2pp 


DOCKET 71-OlSB AMOCO OIL CO 


79051I00BI Proposed QA program does not meet requirements of App E to 
10CFR71. Forwards sample QA program for industrial 
radiography I icons ess. d td 790402, to assist In application 
revision Requests revision by 790S02 

MACDONALD.C E Transportation Branch 79/04/27 Spp 


DOCKET 71-0130 CHICAGO BRIDGE U IRON CO 


7903070237 Forwards requsst for addl info to complete review of QA 
program 

HACDDNALDi C.E Transp ortat t on Branch 79/04/13 2pp 


DOCKET 71-0131 HELDINO INSTITUTE OF ALASKA 


790S140119 Propased OA program does not meet requirements of App E to 
IOCFft71 Forwards sample QA program for industrial 
radiography 1 Icensess, d td 79 0402. to assiet in application 
revision Requests revision by 790927 

MACDONALD, C, E Transportation Branch 79/04/27 3pp. 


DOCKET 71-0137 METALS TESTING CO , INC. 


79091S007S Forwards "Shipping Containir QA Requirements." 
DELIBLE.R, Metals Testing Go. , Inc 79/04/16. Ip. 


—7903190068 "Shipping Container QA Requirements " 
# Metels Testing Co , Inc 79/04/16 6pp. 


DOCKET 71-0141 ROCKWELL INTERNATIONAL 


7909110084 Proposed QA program does not meet requirements of App E to 
10CFR7i Forwerds sample QA program for Industrial 
radiography 1 icenseesr dtd 790402, to assist in application 
revision Requests revision by 790S02. 

MACDONALD.C E Transportation Branch 79/04/27 app. 


DOCKET 71-0143 RANCHERS EKPLORATION DEV. CO 


7909240161 Forwards requast for addl info to complete review of QA 
program 

MACDONALD, C. E. Tranepor tat i on Branch. 79/04/27. 3pp. 
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DOCKET 7t-0l91 HESS OIL VtRSIN ISLANDS CORP 


7T091S02&S Reipond* to request tor addl Info n CIA program Dlicussas 
organliattoni doeunant controlrhandllng< atoraga b ahtppingi 
inspi records b audits 

PHELAN. H K Hess Oil Virgin tsianda Corp 79/04/1& 6pp 


DOCKET 71-0154 OENERAL DYNAMICS 


7705890916 Informs that terra, "radiation satatg officer" has been 
raplaced u/"radlatlon protection, officer" for License 
20-11919-01 

ROBERTS. V t1 Oeneral Dynaralca Corp . Quine v Shipbuilding DW 
79/04/16 Ip 


DOCKET 71-0186 INDUSTRIAL FABRIC ATI NO CO 


7909110063 Proposed OA program does not mset raquirementt of App E to 
10CFR71 Farwards eampla OA program, for industrial 
radiography licensees, dtd 79040Si to assist in application 
revision Requests revision by 790302 

MACDONALD. C E Transportation Branch 79/04/27 3pp 


DOCKET 71-0150 X-RAY INDUSTRIES. INC 


7905240283 Forwards info to clarify Qa program for Llcanie 81—03478-01, 
In rssponsa to 790413 Itr 
THAK8.R N X-Ray, Inc 79/04/24 Spp 


DOCKET 71-0161 CURTIsa-WRIOKT CORP 


7905290334 Rsf ponds to NRC 790406 Itr re radioactive sealed source 
shipping procedure Foriuards revised OA program 
JACK60N.C. Curtlss-Urlght Corp 79/09/01 ip 


—7903230366 Revised OA program 

UACK60N.C Curtlss-Urlght Corp. 79/09/01. 4pp. 


DOCKET 71-0162 EBA8C0 SERVICES, INC 


790S010189 Poruards request for addl Info to complete revleui of QA 
program 

MACDONALD, C E. Transportation Branch 79/04/13 2pp 


DOCKET 71-0166 NEH YORK TEST I NO LABS, INC 


7903190179 Foruards request for addl info to complete review of OA 
program 

MACDONALD, C E Transportation Branch 79/04/13. Spp 


DOCKET 71-0167 FINLAY TESTINO LABOftATORIES 


790S010169 Forwards request for add! Info to complete review of QA 
program 

MACDONALD, C E Transportation Branch 79/04/13 2pp 


DOCKET 71-0168 DUALITY ASSURANCE LABS 


7909190209 Forwards raquast far addl info to complata ravlsw gf QA 
program 

MACDONALD, C E Transportation Branch. 79/04/13 2pp 


DOCKET 71-0169 FLORIDA POWER «< LIOHT CO. 


7909240834 Forwards OA program approval for radioactive matl packagss 
MACDONALD, C E Transportation Branch 79/09/04 ip. 


”“7909240639 QA program approval for radioactive matl paekagai 
MACDONALD, C E Transportation Branch. 79/09/04, Ip 


DOCKET 71-0174 SOUTHERN CALIFORNIA ED ISOM CO. 


docket 71-0179 CC SERVICES. INC 


79090S0394 Forwards request for addl info to complete review of OA 
program 

MACDONALD, C E Transportation Branch 79/04/13 2pp. 


DOCKET 7I-017B ENERGY PRODUCTS GROUP 


7903030399 Forwards request for addl info to complete reviau of QA 
program 

MACDONALD, C E Transportation Branch 79/04/13 2pp 


DOCKET 71-OtaO HARTFORD STEAM BOILER CD 


7905020392 Forwards request for addl Info to complete review of QA 
program 

MACDONALD, C E Transportation Branch 79/04/13 Spp 


DOCKET 7l-0iai CONSOLIDATED X-RAY SERVICE CORP 


7903110099 Proposed QA program does not meet requirements of App E to 
10CFR71 Forwards sample QA program for industrial 
radiography licensees, dtd 790402, to assist In application 
revision Requests revision hy 790902 

MACDONALD, C E Transportation Branch 79/04/37 3pp. 


DOCKET 71-0180 MAYNARD STEEL CASTING CO 


7909130197 Proposed QA program does not meet requtrsments of App E to 
10CFR71 Forwards sample QA program for Industrial 
radiography llcenseas, dtd 790402, to assist In application 
revision Requests revision by 790387 

MACDONALD, C E Transportation Branch 79/04/27 3pp 


DOCKET 71-0189 TODD SHIPYARDS CORP 


7909190169 Proposed QA program does not meat requirements of App E to 
t0CFR71. Porwerdt sample QA program for Industrial 
radiography licensees, dtd 790402, to assist In application 
ravlston Requasts revision by 790337 

MACDDNALO, C E. Transportat Ion Branch 79/04/87. Spp 


DOCKET 71-0202 PACIFIC GAS b ELECTRIC CO 


7903290011 Responds to 790313 Itr Llets references to specific 
docketed info describing operational QA program 
CRANE. P A. Pacific Gas b Electric Co 79/04/80 Ip. 


DOCKET 71-0205 QUALITY TESTING, INC. 


7903230016 Forwards QA program for use of approved packages In thlp»«nl 
of sealed sources 

MA3TER80N,D J. Quality Tasting, Inc 79/09/01. ip. 


— 7909230019 OA program for use of approved packagas In shlpmant of 

tealed tources. 

MASTERBON.D U Quality Tooting, Inc 79/09/01 Spp. 


DOCKET 71-0207 CONNECTICUT YANKEE ATOMIC POWER CO 


790S840503 Informs that latest revision to operational OA program |q 
described In Revision 3A to QA ropt NU-QA-1, forwarded to NRC 
on 790486 

COUNSILiH 0. Connecticut Yankee Atomic Power Co. 79/04/26 tp 


DOCKET 71-0209 JACKSONVILLE SHIPYARDS, INC 


790311Q069 Proposed QA program does not meet requlrenientt of App E to 
10CFR7i Forwards sample QA program for Industrial 
radiography licensees, dtd 79040S, to assist In application 
revision. Requests revision by 790902. 

MACDONALD, C. E, Transportation Branch. 79/04/87. 3pp. 


7908240399 Forwards chronoloiy of F8AR amend ro QA program, In response 
to NRC 790320 request 

BASKIN, ,K.P Southern California Edison Co. 79/04/87 Spp. 
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DOCKET 71-0213 IMTERMQUNTAIN TESTINO CO 


7905020386 ForiaaMls raquest for addi Info to complete review of OA 
ppogrAir 

HACDOflALDi C E Transportation Branch 79/09/13 2pp. 

DOCKET 71-0214 GAS RENTALS. INC 


7905110067 Proposed QA program does not meet requirements of App E to 
IOCFft71 Forwards sample GA program for Industrial 
radiograplig I Icensees. dtd 790402. to assist in application 
revision Requests revision bg 790502 

KACGONALD. C E Trans por ta t i on Branch 79/04/27 3pp 


DOCKET 71-0215 SPACE SCIENCE SERVICES 


7905100340 Proposed QA program does not meet requirements of App E to 
10CFR71 Forwards sample QA program for industrial 
radlographg 1 icensees. d td 790402. to assist in application 
revision Requests revision bg 790502 

HACDDNALD.C E Ti ans p Or ta fc 1 on Branch 79/02/15 3pp 


DOCKET 71-0216 NUCLEAR ENERGY BERVICEB. INC 


docket 71-0234 X-RAV, INC 


790S250066 Proposed OA program does not meet requirements of App E bo 
tOCFR71. Forwards sample QA program for industrial 
radiographg I Iceni tes. d td 790402. to assist in application 
revision Requests revision bg 790S27 

MACDONALD. C E Transportation Branch 79/04/27 3pp 


DOCKET 71-0235 ARMY. DEPT OF 


7905100342 Proposed QA program does not meet requirements of App E to 
10CFR71 Forwards sample QA program for industrial 
radiographg I Ic ensees. d td 790402. to assist In application 
revision Requests revision bg 790502 

MACDONALDiC E Trahsp ortat 1 on Branch 79/04/27 3pp 


DOCKET 71-0230 AGRICULTURE, DEPT OF 


7905100167 Proposed QA program does not meet requirements of App E to 
10CFR71 Foruards sample QA program for industrial 
radiographg I icensees. dtd 790402. to assist in application 
revision Requests revision bg 790502 

MACDONALD. C E Transportation Branch 79/04/27 3pp 


7905020384 Foruards request for addl Info to complete review of QA 
program 

KACDDNALD. C E Transportation Branch 79/04/13 2pp 


7903240632 Foruards QA Program 99-QP-002 

GAMBLE, 0 C obsolete code , 79/04/27 Ip 


— 79 0 5240638 Responds to Dec 1978 application requesting approval of QA 
program Requests addl info re operating logs St results of 
tnsp 

MAC DON At D. C E Transportation Branch 79/04/13 Spp 


“79OS240643 QA Program 99-QP-002 

OAMDLE.O obsolete code 78/11/01 9pp 


DOCKET 71-0239 NAVY, DEPT QF 


7905020191 Forwards request for aoo i info to complete review of QA 
prog ram 

MACDONALD, C E Transportation Branch 79/04/13 2pp 

DOCKET 71-0241 UNITED NUCLEAR CQRP 


7905240974 Forwards request for add) info to complete review of QA 
progrem 

MACDONALD, C E Transportation Branch 79/04/20 i Ipp 


DOCKET 71-0251 WEETINQHQUSE ELECTRIC CQRP 


DOCKET 71-0217 PULLMAN KELLOGG. INC, 


790S250227 Forwards request for addl info to coirplete revteu of QA 
program 

HACDDNALD.C E Transportation Branch 79/04/06 2pp 


790515064? Responds to 790406 Itr requesting addl Info re OA program 
far License 42-165/3-01 Lists changes which will be 
Incorporated into program 
TURNER. J E Pullman. Inc 79/04/17 Ip 


DOCKET 71-0220 GENERAL DYNAMICS CQRP 


7905Q2D376 Foruards request for addl info to complete review of QA 
program 

HACDDNALD.C E Transportation Branch 79/04/13 2pp 


docket 71-0222 ST LOUIS TESTING LABS, INC 


7905240293 Responds to 790406 request for info re QA program sections 
concerning radioactive matl shipping paclage design ti 
responsib 1 1 i tg for performing critical handling D storage 
TROWBRIDGE, C D St Louts Testing Labs, Inc 79/04/24, Ip 


DOCKET 71-0233 B F SHAM. INC 


7905240291 Forwards request for eddl info to complete review of QA 
program 

MACDONALD. G E Transportation Branch 79/04/13 2pp, 


t»CKET 71-0225 NAVY, DEPT OF 


7905020196 Forwards request for addl info to complete review of OA 
progrem 

KACDDNALD. C. E Transportation Branch 79/04/13 2pp, 

DOCKET 71-0226 NEM YORK, STATE UNIV. OF 


7905020193 Foruards request for add! Info to complete review of QA 
pregrem 

MACDONALD, C E. Transportation Branch 79/04/13, 2pp 


7903290096 Responds to 790320 Itr Confirms that paclage suppliers 
natd not have QA program approved per App E of 10CFA7t User 
Is responsible tn ensure that all transpor tati on activities 
meet specified criteria 

MACDONALD, C E Transportation Drench 79/04/26 Ip 


DOCKET 71-0235 HALWaRTH CO 


790S10D347 Proposed QA program does not meet requirements of App E to 
10CFR71 Foruards sample QA program for Industrial 
radiographg licensees, dtd 790402, to assist In application 
revisl an. Reques ts revision bg 790502 

MACDQNALD.C E Transportation Branch 79/04/27 3pp 


DOCKET 71-0257 INDU8TRIAL LAUfi, INC 


79051003SS Proposed QA program does net meet requirements of App E to 
10CFR71 Forwards lemple OA progs'an for induetrlal 
radiographg 1 Icensees. d:td 790402. to assist In application 
revision, Requests revision tg 790502 

MACDONALDiC E Transportation Branch 79/04/27. 3pp 


DOCKET 71-0260 ABTROTECH. INC 


7905110199 Proposed OA program does not meet requirements of App E to 
10CFR7i. Forwards sample QA program for Industrial 
radiography licensees, dtd 790402. to assist in application 
revision Requests revision bg 790-320 

MACDONALDiC E Transpor tetion Branch. 79/04/20 3pp. 


DOCKET 71-0261 NAVY, DEPT dF 


7905290255 Proposed QA program does not meet requirements of App E to 
10CFR71 Foruards sample QA program for Industrial 
radiographg 1 icensees. dtil 790402. to eeslst in application 
revision Requests revision bg 790302. 

MACDQNALD.C E. Transporta t Ion Branch. 79/04/20 3pp. 
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DOCKET 71-0264 DUKE POWER CO 


790 52402H Comnlti tp app-lylnj Rcvislan 4 to 04 topical Tept» DytB-l-A« 
to comply (i(/lOCFR71 15- re^i/l reinervts. in pe*pon«* to 790402 
I tr 

Parker, H o Duta poubp co 79 / 04 /n ip 


7905240839 Forwards QA propTam approval for radioactive matt package 
hACDONALDi C E Transportation Branch, 79705/01 Ip 

— 7905240Q45 OA program approval for radioactive matl packages Issued to 
Duke Power Co 

MACDONALD, C E Transportation Branch 79/05/01 Ip 


DOCKET 71-0260 NAVY, DEPT OF 


7905100339 Proposed OA program does not meet requirements of App E to 
10CFH71 Forwards sample QA program far industrial 
radiography i ic snsees, d td 790402, to assist In application 
revision Requests revision by 790502 

MACDONALD, C E Transportation Branch 79/04/20 3pp 


DOCKET 71-0273 NAVY, DEPT OF 


79D5I00448 Proposed QA program does not meet requirements of App E to 
tOCFR7t Forwards sample QA program for industrial 
radiography I Icensees, d td 790402, to assist In application 
revision Requests revision by 790502 

MACDONALD, C E Transportation Branch 79/04/30 3pp 


DOCKET 71-0277 ALLIED CHEMICAL CORP 


7903070229 Forwards request for addl info to complete review of QA 
program 

MACDONALD, C E Transportation Branch 79/04/11 12pp. 


79Q5240-B67 Responds to 790411 1 tr Will discuss OA program during 
790502 meeting Mill roturlte program to meet NRC 
requirementi 

NEWMAN, n I Allied Chemical Corp 79/04/27 Ip 


DOCKET 71-0200 ABCO PERFaRATOHa, INC 


79051S02I4 Forwards QA program for License 4-1723, authorlling shipment 
of radioisotopes 

COOK/C L Abco Perforators. Inc 79/03/12 2pp 


— 7909150474 OA program for License 4-1723, author i ting shipment o-f 
radio! fotopes 

COOK, C L Abco Perforators, Inc 79/03/12 3pp 


DOCKET 71-0202 WKH WELLHEAD SYETEMa, INC. 


7905290291 Forwards OA program for License LA-2363-LOI 
CANNON.E WKM Wellhead aystemsi Inc 79/03/14 3pp, 


DOCKET 71-0286 BPB INSTRUMENTS. INC 


7905190026 Forwards QA program for License 13-17342-01 
ORACEiJ, 0 BPB Instruments. Inc 79/03/19. Ip, 


7909190027 QA program fo-r License 13-17342-01 . for compliance ui/iOCFR71) 
App E. 

ORACE, J, 0 BPS Instruments, Inc 79/03/19 App 


DOCKET 71-0207 CARSON NON-DESTRUCTIVE TESTINO 


790529031a Forwards request for addl info to complste review of QA 
pregram 

MACDONALD, C. E Tranepor tation Branch. 79/04/13 2pp, 


DOCKET 71-0200 NORTH DAKOTA STATE MATER COMMISSION 


7905100393 Forwards QA program for License 33-06501-01 
BURKE. P A North Dakota. State of, 79/03/16, ip. 


—79051^98 "QA program of MD State Mater Commlssien" for compliance 
u/10CFR71.App E, 

BURKE, P, A North Dakota, State of 79/'03/l5 3pp 


DOCKET 71-0290 UNITED TE8T1N5 SERVICES, INC 


7905290201 Forwards QA program of United Tasting Bvc Implemented for 
LA-2717-L01 par 10CFR7l,App E requirements W/two oversiied 
pages 

» United Testing Services, Inc 79/03/20 4pp 


DOCKET 71-0296 IOWA ELECTRIC LIGHT t POWER CO 


7905100400 Plans to modify QA program In order to implement shipping 
activities No further shipments of Type D raduaste ultll he 
'made until approval is recolvod from NRC 
LIU, L toua Electric Light 6 Power Co 79/03/16 ip 


7905150723 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 79/04/10 Spp 


DOCKET 71-0297 E LEWIS COOK I- ASSOCIATES 


7909290463 Forwaide QA program for License R~3333-L5 

HUCKABEE, K W E Lewis Cook 6 Associates 79/03/21 tp 


—7905290469 QA program for License R-3333-L5 

HUCKABEE, K W E Lewis Cook 6 Associates 79/03/21 4pp 


DOCKET 71-0299 QUALITY CONTROL SERVICES, INC 


7905240175 Forwards OA program for License 13-14056-01 
SACHSE, sJ Quality Control Services, Inc 79/03/30. tp 


—7905240193 QA program for License 13-14896-01 

SACHSE, J Quality Control Services, Inc, 79/03/30, 24pp 


DOCKET 71-0300 INDEPENDENT TESTINO LABORATORIES 


7905170296 Forwards QA program for Lteonse 03-19981-02 

SWAIN, U E Independent Testing Laboretoriei 79/03/36 tp 


—7903170299 QA program for License 03-13901-02 

SWAIN, W E Independent Testing Laboratories 79/03/26 9pp 


DOCKET 71-0304 TELEDVNE BROWN ENOINEERINO CO, 


7905290305 Forwerds QA program for State of AL License 599 
MEYER,M A Teledyne Drown Engineering Co 79/03/27 ip 


— 7905290309 QA program for State of AL License 599 

MEYER, H A Teledyne Brown Engineering Co 79/03/27 Spp 


DOCKET 71-0305 AMERICAN X-RAY U INSPECTION, INC 


7905100361 Forwards OA program for License 21-15455-01 
0RA8HAW, T D American X-Ray fc Inspection 79/03/30, Ip. 


— 7905100365 QA program for License 21-13455-01, 

0 RASH AW, T D, American X-Ray ti Inspection 79/03/01. Bpp 


DOCKET 71-0307 TEXAS PIPE BEND I NO CO OF PUERTO RICO 


7903100368 Forwards QA program for License 52-13632-01 
WARREN, K,C, Texas Pipe Banding Co Isube of Bondik Coro ). 
79/03/30 Ip. 


—7905100369 QA program for LI cane e 52-13632-01 

WARREN, M C, Takas Pipe Bending Co, tsube of Bendix Corp I. 
79/03/29 Spp 


DOCKET 71-0309 WORTHINGTON PUMP CORP. (UBAI 


7903150763 Forwerds QA program for License 29-02210-02 
MOLYNEUXiE.L Worthington Pump, Inc, (eube of atudebaker-Moythtna tc 
n, Inc.). 79/03/30, Ip ■ ™ 
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p7‘K>5ia0766 OA program for License S9-02210-O2 
hOLVNEUX.E L HortMngton Pumpi Inc (subs of 
St Jdebaker-MoPthington. Inc ) 79/Ol/Ot 7pp 


DOCKfeT 7t-031l LOGWELL, INC 


7905130609 Foruiarda OA program for License 35"t3365-01 
fAIL^,F 0 Logsjell 79/03/30 Ip 


DOCKET 71-5791 MODEL A1-M6, ENERGY- DEPT OF 


7905230691 Informs that A1 buciu erctue Operations Ofc 790130 Itr 
responding to NRC 731101 request for aidl info for Models 
AL-M3 5 AL-M6 packages did not fullg ansuer questions 
Reques ts advisement of further info uithin 30 dags 
MACDGHALD.CE Ti a resp 0 r ta 1 1 on Branch 79/03/30 Ip 


DOCKET 71-579S MODEL NONE, ENEPf}/, DEPT OF 


— 7905150693 QA program for License 3S-13565-01 
BAIVEY. F 0 Loguell 79/03/00 4pp 

DOCKET 7l-0'ai2 METALFORMS, INC 



7905160033 Foruards 7902?6 Itr requesting registration as user of ORNL 
foamglass shipping container Since this is DOE.-ap proved 
paclagetDQE field ofc should be contacted 

MACDONALD, C E Transportation Branch 79/04/13 Ip 


7955150626 Foruiards QA program for License 8-2261. 
BENNETT.C Metalforras, Inc 79/03/29 Ip 

— 7905150632 OA Program. for License 8-2261 

BENNETT. C Matalforms. Inc 79/03/29 43pp 


— 79O316003B Requests au thor 1 i a t i on as shipper qf ORNL foamglass shipping 
container undei same terms 6 cond-itions listed in 
Certificate of Camplianco 5795 

KEENEY, W P Argoiine National Laboratorq 79/02/26 Ip 


DOCKET 71-5005 MODEL ATCOR VNDB CASK, ATCOR. INC 


DOCKET 71-0317 HUDSON PRODUCTS CORP 


790S240S06 Forwards QA program for License 8-2370 

BENEFIELD, U E Hudseh Products Corp 79/04/16 Ip 


7905230B47 Requests ad d 1 info to complete review of 790121 application 
for amend to Model Vaiidenburgh packaging Requests 
delineation of changes made to Drawing 0999-0-07. Rev i s ton F 
MACDONALD, C E Transportation Branch 79/05/10 Ip 


—7905240210 QA program, for License 8-2370 DOCKET 71-5900 MODEL DOT-GM TYPE U. RABCaCK t WILCQK CO 

BENEFIELD, W E Hudson Products Corp 79/04/16 4pp 


790S30049O Requests revised Certtficte 3908 for 6M packaging 
Morr.we Energu. Dept of 79/04/20 Ip 


DOCKET 71-0322 CONTROL COMPONENTS INTERNATIONAL 


7905290091 Forwards QA program of Control Components Int 1 , itnpl eman t ed 
lor Ltcense 3265-30i State of CA 
LAHHEMCe, M Babcock & Wilcox Co 79/04/11 Ip 


— 7705240084 QA program implemented for License 3265—30 State of CA 
LAMflENCE.M, Babcock «< Mllcok Co ' 79/04/11 3pp 


DOCKET 71-4906 MODEL RA-2, EXXON NUCLEAR CO .INC 


7905240017 Forwards Revision 4 of Certificate of Compliance 4966 for 
shipping package Models RA-l,2i3 5 J 

HACDONALDiC E Transportation Branch 79/04/26, 2pp 


— 7903240020 Certificate of Compliance 4906, Revf 1 1 on 4, for radioactive 
natl shipping package Models RA-i,2,3 6 J 
MACRON AL D, C E Transportation Branch 79/04/26 6pp 


DOCKET 71-5026 MODEL BC-4a-220, ATCOR, INC 


7903240608 Informs that operations h assets of Pratective Pac tag log, Inc 
were transferred from Nuclear Engineering Co to Teledyna 
Energy 6yi in Uen 1979. Requests applicable certificates of 
compliance be changed to this effect. 

KALLiUC, Teledyna, Inc 79/04/06, ip 


docket 71-5450 MODEL RCC-I,-2, -3, WESTINOHOUSE ELECTRIC CORP, 


790SO2O3D7 Withdraws proprietary portion of application for revision of 
Certificate of Camplianco 5450, to include authorization of 
ftCC-4 type shipping package Matl being reclaieiPied ag 
aonpreprletary 

DIPIAIIA.R P, Mestlnghouso Electric Corp 79/04/06 Ip, 


79052401^09 Requests registration as user of Model 54S0 
OUNN.C N Duqussna Light Co 79/04/10 Ip. 


DOCKET 71-5790 MODEL AI-M3, ENOERY, DEPT OF 


DOCKET 71-3926 MODEL 100, GENERAL ELECTRIC CQ 


7905)30627 Forwards updated version of drawings of OE Model 100 
shipping container due to incremental editorial changes 
M/)2 drawings 

CUNNINOHAH, 0 E General Electric Co 79/04/09 3pp 


DOCKET 71-3957 UDDEt DMI-l. ENE ROY. DEPT OF 


7909000180 Notification of registration as user of Model BMI~1 in 
response to 790223 request 

MACOaNALD, C E Transportation Branch 79/04/20 ip 


DOCKET 71-6OS0 MODEL 83-1, NUCLEAR ENGINEERING CO 


7903070047 Notifies that Model B3~l packaging mag rot conform to design 
approval in Certificate of Compliance 6058, Re vis i on 3 Users 
should confirm that packages were properly fabricated before 
use. 

MACDONALD, C E Transp ortat 1 on Branch 79/04/03 2 pp 


— 7909070098 Follows up 790312 Iti re review which disclosed that 
shipping cask Model 93-1 lifting lugs have been fabricated 
out of stainless steel rather than Coi — ten as specified in 
Certificate of Cempllanca 6050 
VOTHfM H Union Carbide Corp 79/03/22 Ip 


7908240600 
were tran 
Energy By 
camp I Ijnc 
HALL, N C 


7903190291 
Heat s h 1 e 
J( found c 
VOTHiM H 


7909100126 
Rad i oact j 
Inc Bhipi 
qf cask 
BUR I AW, R, 
79/04/21 


7909230691 Informs that Albuyuerijua Operations Qfc 790130 Itr 
TCgpending to NRC 7B1101 request for addl infq for Models 
AL-H3 h AL-M6 packeges did not fully answer questions 
Reqvifts advisement of further info within 30 days, 
KACDONALDiC. E Transportation Branch 79/03/30 Ip 


7905230219 

Shipping 

HACDONALI 
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— 7908230226 CerUflcat* at Cotupllance 603St Revi »lon 4. f ot padloactiv* 
matl chipping package Model B3-1 

MACDOMALDjC E Transportation Branch 79/04/'27 3pp 


DOCKET 71-6144 MODEL 6144, NUCLEAR ENOINEERINO CO 


7905240608 Inform* that operation* 8< asset* of Protective Pec kaging, Inc 
were transf erred from Nuclear Engineering Co to Teledgne 
Energg 8ga in Jan 1979 Rociuast* applicable eeptlflcate* ot 
compliance be changed to this effect 
HALLiW C Teledgne. Inc 79/04/06 ip 

7908070078 Forwards Revision 3 of Certificate of Compliance 6144 for 
thlpplng package Model 6144 

HACDQHALD. C B Transportation Branch 79/04/23 3pp 


— 7905070081 Certificate ot Compliance 6144. Revi » Ion 3. for radioactive 
matt shipping package Model 6144. 

MACDONACOiC E Transportation Branch 79/04/23 3pp 


DOCKET 71-6244 MODEL 6244, CHEM-NUCLEAR SYSTEMS, INC 


7903240107 Notifies that Info requested In 790316 Itr will be forwarded 
by 790930 

REYNOLOSiU E Chetn-Moc lear Sgstemsi Inc 79/04/11. Ip 


790S240112 Notifies that Certificate of Compliance 6244 for shipping 
package Model 6244 eepires 790931 Renewal most be requested 
MACDONALD, C E Transportation Branch 79/04/12 Ip 


7909300636 Responds to 790412 notice of 790531 ecplratloo of 
Certificate of Compliance 6244 Espects to sobinit application 
for llcanse renewal 1* amend bg 790530 

HEYNOLDSiLE Chem-Nuclear Sgstems, Inc 79/04/20 Ip 


DOCKET 71-6278 MODEL POLY PANTHER, NUCLEAR ENOINEEfitNO CO 


7909240609 Inform* that operations U assets of Protective Packaging, Inc 
were transferred from Nuclear Engineering Co to Teledgne 
Energg 8gs In Jan 1979 Requests applicable certificate* of 
compliance be changed to this effect 
HALL, W C Teledgne, Ine 79/04/06 ip 


7909070302 Forwards Revision 2 of Certificate of Compliance 6272 for 
shipping package Model Polg Panther 

MACDONALD, C E Transportation Branch 79/04/23 2pp 


"7909070307 Certificate of Compliance 6272i Re vl slon 2, for radioactive 
matl shipping package Model Polg Panther 

MACDONALD, C E Transportation Branch 79/04/23 2pp. 


DOCKET 71-6273 MODEL' 4eX, F. A, V. ALLIED-OENERAL NUCLEAR SERVICES 


7903240128 Responds to 731100 Itr requesting review of "U Hexafluoride 
Handling Procedures h Container Criteria, "QRO-ASl, 

Revision 4<dtd Apr 1977 Unacceptable replacement for 
Revlelen Sigtnaral notes deleted 

MACDONALD, C E Transportation Branch 79/04/26. Ip. 


DOCKET 71-6346 MODEL- FSV-l, OENERAL ATOMIC CO. 


790S0203B7 Forwards addl info supporting application for shipping cask 
dastgn using altarnats closure configuration Derived 
analgsei show Impact limiter protecte cask c losure, assuring 
radioactive metis will not be released to environ. 

MOURV. N R Oeneral Atomic Co isubs. of Oulf Oil Carp 1 79/04/06 

S3pp. 


DOCKET 71-6306 MODEL 239R001, ENEROY, DEPT, OF 


7903390341 Forwards Revision 4 of Certificate of Comptlancs 6386 for 
thlpplng package Model 23SR00t. 

MACDONALD, C. E. Transpor tatlon Branch. 79/09/01 Ip. 


— 7908280346 Certificate of Complianet 6396, Revision 4, for radioactive 
matt shipping package Model 339R001, 

MACDONALD, C E Traneportat 1 on Branch. 79/09/01, 3pp 


DOCKET 71-6307 HODELthO, BATTELLE MEMORIAL INSTITUTE 


7909020270 Forwarde 790319 Itr from HEDL requeetlng mode of NRC 
certificate of compliance to reflect new types h tliee of 
fuel pins 

FITZSIMMONS. T R Energy. Dept of 79/04/03 Qpp 


DOCKET 71-6400 MODEL-SUPER TI6ER, WE8TINOHOU8E ELECTRIC CORP 


7909190664 Informs that Info requested re amend to Certificate of 
Compliance 6400 will he submitted by 790430 

VlICHEL.C J Nuclear Fuel Services, Inc (tube of Getty Oil Co ) 
79/03/23 Ip 


7903300136 Forwards request for exemption from 10CFR71 42{bl re 
shipment of waste matt in Model Super Tiger shipping 
conta Iner. 

DIPIAZZA, R P Hestlnghouse Electric Corp 79/04/03 Ip 


— 7909300142 "Info for Pu Haste Drum Shipments " 
t Westinghoose Electric Corp 79/04/03 9pp 


7903240608 Informs that operations 4, assets of Protactlve Packag Ing, Inc 
were transferred from Nuclear Engineering Co to Teledyne 
Energy Sys in Jan 1979 Requests applicable certificate! of 
compliance be changed to this effect 
HALL, HC Teledyne, Inc 79/04/06 Ip 


7905240036 Forward* Revision 9 of Certificate of Compliance 6400 for 
shipping package Model Super Tiger 

MACDONALD, C E Transportation Branch 79/04/26 3pp 


--7909240039 Certificate of Compliance 6400, Revi* Ion S, for radioaetlvi 
metl shipping peckagt Model Super Tiger 

MACDONALD, C E Transportation Branch 79/04/26 6pp 


DOCKET 71-6533 MODEL PADUCAH TIOER, ENERGY, DEPT, OF 


7905240120 Respond* to 781108 Itr requesting review of "U Hexafluoride 
Handling Procedures 6 Container Criteria, "080-651, 

Revision 4, dtd Apr 1977 Unacceptable replacement for 
Revision 3igeneral notes deleted 

MACDONALD, C. E Transportation Branch 79/04/26 Ip 


DOCKET 71-6679 MODEL 1/2 SUPER TIGER, NUCLEAR ENOINEERINO CO 


7909240600 Inform* that operation* L assets of Protective Packaging, Inc 
were transferred from Nuclear Engineering Co To Teledyne 
Energy By* in Jan 1979, Requests applicable certificates of 
eompliane* be changed to this effect X 

HALL, M C Teledyne. Inc 79/04/06 Ip 


7908230303 Forwards Revision 2 of Certificate of Compliance 6679 for 
shipping packag* Model Half Super Tiger 

MACDONALD, C. E Transportation Branch. 79/04/26. 2pp 


--7909290316 Certificate of Compliance 6679, Ravi* ion 2, for radioactive 
matl shipping package Model Half Super Tiger 
MACDONALD, C E Transportation Branch 79/04/26. 9pp. 


DOCKET 71-6697 MODEL- 0300 PKO, GENERAL ELECTRIC CO. 


7909240327 Forwards Rtvislen 4 of Certificate of Compliance 6697 for 
shipping packag* Model OE-6900 

MACDONALD, C E, Transportation Branch 79/09/00. 2pp 


—7909240331 Certificate of Compliance 6697, Revision. 4» f or radioactive 
matl shipping package Model QE-8900, 

MACDONALD, C E. Transportation Branch 79/05/00. 2pp 


DOCKET 71-6698 MODEL. NFS-A, NUCLEAR FUEL SERVICES, INC 


7909020292 Reports deviation of NAC-1 cask from specs In certificate «t 
eamptlanc* Corrective action being taken 
ROLLINS, J D. Nuclear Assurance Corp, 79/04/02 2pp 
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7?{^502017& Taruardi ordsr to thou causoi effect iva Intmed iete lij t uh 1 ch 
fTOhtblte further uie of Kodel Nrs-4 pec V«ge> requ Ir ee 
eveluetion of devlatlone from design approval b requires 
further order of NRC to return packaging* to *vc 
OlRCKStU J Office of Nuclear Material Safety (< Safeguard* 
79/04/0& Spp 


— ‘T^OSOSOISO Order to shot) cause< effective immed la te Ig i prah lb 1 1 Ing 
further uie of Model NFS-4 packagei requiring evaluation 
of deviation* from design approval ti requiring further 
order of NRC to return packaging to sve 

OIRCKSaU vl Office of Nuclear Material Safety S> Safeguard* 
79/04/06 3pp 


7'!O53O0669 Roipond* to NRC 790406 Itr Util ha* no plan* to U 4 * NFB-A 
packaging to ship nuclear fuel In near future. 

BAYMARDaP Y Florida Pouer Carp 79/04/16 Ip 


T90S240414 Riqueits ectension until 790S1S to respond to 790406 order 
to ehou cause re Nuclear Assurance Corp cask Model NFS-4. 

HCCARRYi J M Debevolse V Lleberman 79/04/30 Ip. 


WKKET 71-6744 MODEL POLY TIOERr NUCLEAR ENOINEERINO CD 


7905240603 Informs that operations fr asssts of Protective Packag tngi t nc 
war* transferred from Nuclear Engineering Co To Toledgne 
Cnergg Sys in Jan 1979 Requests applicable cortlficates of 
conptiance be changed to this effect 
HALL. If C Teledyne, Inc 79/04/06 Ip 


79050900B9 Forwards Revision 2 of Certificate of Coitip k lane e 6744 for 
shipping package Model poly Tiger 

MACDONALD. C E Transportation Branch 79/04/E4 9pp 


DOCKET 71-6771 MODEL 3N-1. NUCLEAR ENGINEER I NO CO 


7909S4060B Informs that operations k aseets of Protective Pac kag ing. Inc 
ware transferred from Nuclear Engineering Co to Taledyno 
Enargu By* In Jan 1979 Requests applicable certificates of 
conpllanct be changed to this effect 
HAULaV C Teledyne, Inc 79/04/06. Ip 


7905070290 Forwards Revision 2 of Certificate of Compliance 6771 for 
shipping package Model bN-1 

MACDONALD, C E Transportation Branch 79/04/24. 2pp 


— 7909070293 Certificate of Compliance 677i . Revls i on 2. f dr radioactive 
mail shipping package Model 8N~1 

MACDONALD, C E Transportation Branch 79/04/24 2pp. 


DOCKET 71-9009 MODEL FL 10-1, GENERAL ELECTRIC CO 


79G9S40910 Request* amend to Certificate of Gompllance 9009a Revls Ion S 
re Model FL 10-1 shipping package Diagram of container 
arrangement end 

CUNNINGHAM, 0 E General Electric Co , Nuclear Energy Product* Dlv 
79/04/16 4pp 


790929Q09I_ Fj>ruariltLJBq.YLi»ion_3 of Certificate of Compliance 9Q09 for 
shipping package Mode'l FU 10-1 

MACDONALD, C E Transportation Branch. 79/09/04. 2pp 


—7905290046 Certificate of Compliance 9009, Revl* 1 on 3a for radioactlva 
matl shipping package Model PL 10-1 

MACDONALD, C E. Transportation Branch. 79/09/04 4pp. 


DOCKET 71-9010 MODEL' NLl- 1 /2, NL INDUSTRIES, INC. 


7909290071 Requesti registration of listed parties as users of Model 
MLI-1/2 calk. Deere hay* Revlelen 4 of certificate of 
coBpllenci Riquete forwarding of future revtaion* 

ROSSiD, H Energy, Dept Of. 79/09/01 Ip 


79091 90376 Notlflcatton of registration a* user of Model NLt-l/S 
pecicags 9010, In response to llcinsee 790301 request 
MACDONALD, C, E Transportation Branch. 79/09/02 Ip. 


DOCKET 71-9023 MODEL NL 1-10/24. NL INDUSTRIES, INC 


7903290211 Informs that Licensee will provide requested info by 790615 
UlLLIAMS, C E NL Ind U« tr i e s , NL Nuclear Dlv 79/03/2B Ip 


DOCKET 71-9033 MODEL. 660 6 660E. TECHNICAL OPERATIONS. INC 


7909240348 Requests revision to Certificate of Compliance 9033, Revision 
2, te include correct address for American Airlines 
ANDERSONaC R American Atrllnsi, Inc 79/04/06 tp 


BOCKET 71-9044 MODEL OE-1600, GENERAL ELECTRIC CO 


7903290076 Requeels registration as user of Model &E-1600 rAdloactlv* 
matl shipping package 

OPEKA.J F Northeast Utilities 79/04/27 Ip 


DOCKET 71-9070 MODEL N-3S, ENERGY, DEPT. OF 


7909240244 Notification of registration as user of Model N-83, in 
response to lictnsee 790222 request. 

MACDONALD. C E Transportation Branch 79/09/04 Ip 


DOCKET 71-9079 MODEL: HN-lOO SERIES 2, HITTMAN NUCLEAR k DEVELOPMENT 


790S100079 Responds to 790312 Itr re driver checklists lubmlttad w/ 
SARs for various radiuast* packages Unless checklists are 
speciflcallq required by certificate of comp I lane e, users 
may develop their awn proeedurei 

MACDONALD. C.E Traniportatlon Branch 79/04/13 ip 


DOCKET 71-9080 MODEL HN-600, HITTMAN NUCLEAR L DEVELOPMENT CORP 


7905100079 Responds to 790312 Itr re driver checkklste lubmltted w/ 
BAR* for various radueste packages Unless checklists are 
specifically required by certificate of comp 1 lane s> user s 
may dtvelop their own procedures 

MACDONALD, C E Transportat 1 on Branch 79/04/13 Ip 


DOCKET 71-9006 MODEL HN-100 SERIES 1, HITTMAN NUCLEAR fc DEVELOPMENT 


7905100079 Responds to 790312 Itr re drlvfr checklists submitted u/ 
BARS for various radwaete packages Unless eheckllefcs are 
specifically required by certificate of comp Hence, users 
may develop their own procedures 

MACDONALD, C, E Transportation Branch 79/04/13 Ip 


DOCKET 71-9089 MODEL NH-100 8 , HITTMAN NUCLEAR V DEVELOPMENT CORP. 


790S100D79 Respond* to 790312 Hr re driver chackllsti submitted *// 
BAR* for various radweste packages. Unlee* checkllite are 
specifically required by certificate of comp 1 lance, ui ere 
may develop their own procedure*. 

MACDONALD, C E Treneportet 1 on Branch 79/04/13 Ip. 


DOCKET >1-9090 MODEL' 490H, ALLIED CHEMICAL CORP. 


7909240188 Reipond* to 781100 Itr requesting review of "U Hesaf luor ida; 
Handling Procedure* & Container Crlter la, "080-631, 

Revision 4, dtd Apr 1977, Unacceptable replacament for 
Rivislon 3> general note* deleted. 

MACDONALD, C E Trineportatlon Branch. 79/04/86 Ip. 


DOCKET 71-9091 MODEL 30 Ai OCHERAL ELECTRIC 00- 
« 

790S240128 Respond* to 781103 Itr requesting rsvtew of ”U 
Hesaf lour lds:Han<t ling Procedures 1 , Container Criteria," 

0 fiD- 6 Sl, Revision 4, dtd Apr 1977, Unaccep table 
rsplacament for Revision 3j general note* daleted 
MACDONALD, C E Transportation Branch 79/04/86. Ip. 
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DOCKET 7J-’?0‘72 MODEL HN-300, HITTMAN NUCLEAR U DEVEIOPMENT CORP 


7905100079 Respond* to 790312 Itr re driver eheckllsti submitted u/ 
BARS for various raduaste packages Unless checklist* are 
speclficatlg required bij certificate of conp Hancei user • 
may develop their oun procedures 

MACDONALD. C E Transportation Branch 79/04/13 Ip 


DOCKET 71-9093 MODEL HN-400, HITTMAN NUCLEAR li DEVELOPMENT CORP 


7909100079 Responds to 790312 Itr re driver checklist* submitted u/ 
BARS for various raduaste packages, Unl ess checklists are 
specifically required by certificate of comp I lancei users 
may develop their oun procedures 

MACDONALD. C E Transportation Branch 79/04/13 Ip 


DOCKET 71-9116 MODEL CN6-60B, NUCLEAR PACKAOINO. INC 


7905240497 Requests Info re status of application for certlflcats of 
compliance aOthorlting shipment of nuclear leatl in NuPac 
CN6-B0B shielded cask 

HANSEN. L J Nuclear Packaging, tnc 79/04/26 ip 


DOCKET 71-9120 MODEL TN-12, TRAMBNUCLEAR COHP 


7905150789 Withdraws method proposed In 790131 Itr to defnoiistrato 
fracture toughness of Tn-12 containment vessel steels 
Outlines neu aproach 

GOLDMAN, K Transnuc 1 ear . Inc 79/04/0A 3pp 


7905230066 Forwards Revision 1 to SAR of TN-t2 packaging. In response to 
780907 request for addl info 

HACRLIN.L Transnuclear. Irtc 79/04/30 500pp 


DOCKET 71-9132 MODEL T-3. NUCLEAR PACKAGING, INC 


7905150786 Notifies that licensee will respond to 790305 request for 
addl Info re T-3 shipping cask by 790601 
BIHCHUK.J D Nuclear Packaging, Inc 79/04/05 Ip 


DOCKET 7l-950fa MODEL MS276a4-2, ENERGY. DEPT OF 


7905220105 Forwards drawings for shipping container Model 9506.41 
Vequcstsd In 790302 memo 

DLAUVELT.R K Monsanto Co 79/03/27 IBpp 


7905240099 Requests addl Info re Model MB 276S4-S package Albuquerque 
Operations Qfc 790302 response not sufficient Requests 
30-day notification If Info will be provided 
MACDONALD, C E Transportation Branch 79/04/27 Ip 


DOCKET 71-9705 MODEL SZW/aZHA. ENERGY. DEPT OF 


79050a0'264 Forwards response to NRC 701221 comments re BAR for shipment 
of 82H/B2Wa spent core cartridge shipping container. 

BRODSKY. R S Energy. Dept of 79/04/05 12hp 


DOCKET 71-9352 MODEL DT-I4, ENERGY, DEPT. OF 


7905020170 In ref to 700302 Itr. requests addl Info far review of 
Model DT-14 shipping package 

MACDONALD, C E Transportation Branch 79/04/06 2pp 


NONDOCKETED ITEMS 


7^41130020 InforM of rtvltw of oil eotogorg AiB<C 4( Q g*nort« 
Itckhltol ocItvUU* 4« eotoforliAtlen According to rlotc. 
fto^ifiitt conmont* on Qfc of Nueloor Rtgulatorg Rt«o«rch 
rogt ti draft CoMitolon paper bg 7B1101. 

CrrOONOiR C Olvialon of 81ta Safatg It EnvlronMantat Analgola. 
7«/I0/27 app 


7^04160269 PoTwardi Rapt 7 on atatua of gtnarle itama ra UWRa In affart 
la alaptlfg rcfaranclngtnuMbar Ing aga for ganarlc Itona haa 
latn ravlaid 

UMBOHrM W ACR5 - Advtaerg Ca«u<tittao on Raactor Safoguarda 
72/03/21 aspp. 


Tt<04170021 Raaaareb Info ttr 46 dlacuaiaa affaetlvanaaa of cab la brag 
coating «ata li barrlara In rabardlng coMbuatlen of cafala 
Iraga tobjactad to aapoaura firaa 4< In pravantlng 
gropagation batwaan cable traga. 

UEVINE, S Dlvlalon of Raactor Safatg Raaaareb 79/02/04 11pp. 


7904170363 Raaponda to 780906 mamo ra NKSB/KmC Intarfaca on input fron 
ilffarant tranehaa. Environ (’rojactoiOaoaciancaa* 

Hataorology/Mgdrologg 6 Accident Analgila. 

OEVOUNOiR.C. Oiviaion of Site Safatg A Envlronnental Analgtia. 
78/10/26 6pp 


—7904300298 Hatla under Ltcanaa 20-9838-2 have baan tranafarrad to 
Curtiaa-Ur Ight Co. 

A Natali A Gontrola Corp. 63/09/20 Ip 


— 7904300319 Application tor anand of Natl/Bgpraduet Lleanaa 30-OS830-1 
autbortitng 8t- 90 ta ba uaad In bata gaug« 

SANCeRB.H. E. Mata 1 a ti Control! Carp. 34251. 61/04/27. 8pp. 


— 7904300328 Cartlficate Of dlapotltion of natla under Ltcanaa 
•K-09Q3S-03 dlapoalnfl of Sr-90 bg burial at Muclaar 
Englnaarlns alta In HorahaadiKY on 770638. 

JOLAMiD 8 Taaaa Inatrumantat Inc. 3101. 77/08/22. Ip 


— 7904300341 Cortlflcata of dlapotltion of iMtla undor Licanoa-0863a-0a 
80>oa838-03 tranifarrlng Ca-60 to Tracarlabi Inc 
WEISS. MM. Natal! L Controla Corp. 96494 67/09/18. Ip 


— 79O4300342 Natl /Bgproduct Lleanaa 20-09838-3 for Natal! 6 Centrola. Inc 
la aaandtd par 690820 application author Ixlng ang byproduct 
watli Co-60 6 Sr-90 to bo uaad for repair 6 and of non-fual 
raactor coaponanta 6 fllw tallbr 

BRINKHANift.E Atomic Enargg Coawnlaalon (Pra 197SJ. 69/09/16. 

3pp 


7904170921 Raaponda to raiiutat for coounanta on U Hill Tailing! 

Ridlottan Act of 1978 HflC baa raguloterg jurladletlon ovar 
■111 tailing! until 811109 A ahoutd conduct apoelflc mill 
toll Inga lleanalng proeaodtnga. 

acHIFTER. ft.Q Frlad. Frank. Harrla. shrlvar V Kampalman. 79/03/30 
3pf 

7934180171 Foruarda rapt of Roviaw Group for EPA. "Rlab Aaaoaamant of 
Radtoactlva Woata laolatlon in Dotp Otologic Forouitlona * 

ROBERTS. 1 C. Aaaiatant Director for Siting Standard!. 

DULLINOFCftD.N, Frobabt llatlc Analgata Branch 79/03/16 3pp. 

—7904180179 ”Rlat Aaaaaanant of Radloactlva Waata' laolatlon in Oaap 
Ooolaglc Formation!.” from 781204-08 moating of Roviaw 
Group for EPA, 

a Aoa latent Director for Siting Btandarda. 79/12/08 99pp 

— 7904160179 Ratpondt to 781129 mamo ra atatua of AD Ltttla rapta A EPA 
planned uaa In developing radloactlva waata atdo. Rapta are 
In draft atagea A will be uaad aa partial aupport for waata 
a id a 

HMITIW. JE Environmantal Protaetlon Agtncg. 78/11/30 Ip 


7904190311 Soamarg of 781111 meeting w/NRC OA Ravloui Team re plana to 
ravltw OA practice!. 

BEI94ETT. 9. L. Raaaareb Support Branch. 79/04/12. aOpp. 


— 7904300394 Certificate of diopealticn of matlo undor Lleanaa 
20-09838-03 bg tranafar of Co-60 to Tracer lab. Inc. 
weiBS. N. N Taiaa Uatrumanta. Inc 30169. 72/08/89 tp 


7904300893 Emphaaliaa importance of naad for free A open communl cat lone 
batwaan all organlaatlonal level* In couraa of managing NRC 
conflrmatorg lafatg raaaareb program. 

KQUTS.H d Office of Nuclear Ragulatorg Raoaarcb. 76/03/04 Ip 


7904300260 Notlflaa Qf paraonnal change In Power Raactor Lleanalng Oiv. 
as of 790919. 

NIMZlNQArW 0. Ganoral Atomic Co. (tuba, of Gulf Oil Carp. ). 

79/04/20. Ip 


7909010032 Appeal of Initial t^IA daclalon to dang ra4.uaat for Soctlon 
4 C of contract batwaan Dow Chemical Co A Conoumert Power 
Co. 

FREEDKIN.B. Public tntaraat Raaaareb Group. 79/03/lS, 2pp. 


7909010041 Raaponaa to appeal of denial of FOIA roRuoat for Section 4. G 
of 780621 ganoral agraaoant contraet batwaan Dow Chamlcal Co 
A Coniumort Power Co RaRuaatad Info romaino exempt from 
public dlaeloaura. 

GOSBIGKiL. V. Office of the Exacutlva Dlraetor for Oparmttona. 
79/04/23. 2PP. 


7904210061 Bunaarg of 790406 maatlng w/Raaaarch Review Oroup ra future 
couraa af project "Poat-Llcanalng Studlaa of Soc loacononle 
lapacta of Muclaar Pewar Plant Siting. " 

fRICKARDiC. Envlranmental Effect! Raaaareb Branch. 79/04/06 
3pp. 


7904210768 Raaponda to 790224 Itr ro porlnotar fence roRulramentfl. 
Forward! portion of "Barrier Tocbnologg Handbook” which 

dlfcuaaea parlnotor fencoa. 

FseU-fd. A. Safaguarda Standard! Branch, 79/03/19. 21pp. 


7909010473 Forwarda raaponaai to NRC 790227 resuaat far addl Info ra 
topical rapt ATC-132-A ltd 790227. 

BROWNSTEIN.H ATCOR. EO 2999. 79/04/24. 68pp. 


7909010996 Raguaato Executive Branch pea It Ian ra Ed lew Inti Ce 
applicatlan for lleanaa to export apeclml nuclear matl ta 
Argentina. 

0QS8ICK.L.V. Office of the Exacutlva Olraetar far Qparatlono, 
79/04/13. Ip. 


“7904210770 Raaponda to 790224 Hr ro porlmottr fence ragulr amenta. 
InRUtrg haa baan foratardad to NRC boadRUartora. 

AIRAKANiK. Region 1. Pbiladatpbta. Offleo of the Director. 
79/02/88. Ip. 


■7904210774 RoRuaeti info ro rogulationa A atda ra fence daaign for 
nuclear planta. 

SCDTTrR. Bartlabt Cenaolldatad. Ine. 79/02/24. Ip. 


7904140389 Forwarda product promotional Info for Iron oxide mortar to 
It uaad aa fall-aafa paaalva baat alnk for rametara.if each 
plant c4n contain worat poaalbla aceldanti antinuclear 
forcat will ba randarod Ineffoctlva. 

HRU-fW.C. Cftamtrae Corp. 79/04/12, 2pp. 


—7904240392 Act rocalpt of 760809 Itr eoncorning reduction of 
irababllltg of txtandod reactor outagaa tg uxlng hlab 
Ibarma! raactlvltg concrete. NRC cennet mandat* u«« of 
PTed:uct, Urgaa eontlnuad acalaa effort. 

HEINEMAH.R.e, Dlvielen of Sgatame Safatg, 76/08/31. 1*. 


7904240399 Aeeurad Above A Below Ground Containment of a Giaao 9 
- ** • Mucloor Power Raactor. * 

NALLtW. C, Chamtraa Corp. 79/03/30, 21pp. 


C*''^****** ** diapoaltlon of motla undor Llconeo 
‘•'•"•♦•rrad to Trocar Ubi Inc. 

iCtaSiN.M. Natela A Control! Corp. 70740. 69/08/13, tg, 


7909010960 In roeponao to re^uaot for addl Info re G^ eero aprag 
diatrlbutlen pregrami forwarda "Protoat Prediction for Soctor 
Siaam Te*t Factlitg Cora Sprag Toata. * 

LEVINE>A. J. Oanaral Electric Co. ^Nuclaar Enargg Product! Olv, 
NFW-106-79. 79/04/17. tpp. 


—7909010961 "Pratoot Prodletton for Sector 6toam Teat Poellltg Caro 
Spray Toata. * 

RHOW.S.K. I SANOOZtS.A. Ganarat Eloctric Ce. <Nuclaar Energy 
Product* Dlv, 79/04/13 36pp. 


7909010648 FOIA raRUoat for Info ro gevt contraeta on low lovol 
rodioaetivo waata mgtinomt of contraet on contract numbora 
beginning A complotlon datoc A brlot daacrlption of purgoaa. 
LOORABILL.T NWS Corp. OANSD 79^087. 79/03/23, Ip. 


7909010692 Raoponao to FOIA rasuaot for Info ra govt canbracta on lew 
lavol radleaetlvo waata mgtinomo of contraetori contract 
numbar A atari A coaptation data*. Far war da llata of 
contract*. W/o end. 

FELTONoJ. H. Dlvlalon of RulOB and Roeordo. 79/04/39. Ip. 


79O9O10694 FOIA roRUott for Info juablfylng provtou* falluro ta uao 
boron to flood faciltbgi phavonttng roloaoo of radleactlvltg 
Into atmofphora. 

SCOUTENf 0. H. Afflllat ton Unknown. 78/03/31, Ip. 
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7^09010657 Rtfponca to FDIA roquott for rieordt ro non-uio of boron to 
flood root tor cofo. rortiordo IE Qullotin 79“0SA fc dlicuioii 
roaetor s«r«n tncldont. W/o oncl 

FELTONiJ M Dlvtolon of Ruloo and Rocordo 79/04^24 Ip. 


7909010660 Rooponoo to FDIA roAuoot for tronocrlpti of clotod HRC 
ro TMl-l from 790328-790405 TTonocplpti for 
790330-0403 mtftlnpa an aval lab lo In PDft 

FEtTQMiJ. H Division of Rvlss and Ricords 79/04/23. tp 


7909030004 "Hiavy-Sac tlon aiail Tochnologv Progran". quarttrlu progrsis 
rapt for Qct-Doc 1978 

UHITHAH.O D r BRVAH. R H Oal Rldgs National Labaratorv FIN B-0119 
ORNL/NUREO/TH-a 79/04/30 72pp. 


7909020023 N<JRE0/CR-02S3 

"Sahavlor of Dafactiva PUR Fual Rads During Pawar Ramp li 
Film Boiling Oparaklon “ 

CRDUCHEfl.D.U Idaho National Englnssrlng Latopatorii. FIN A-6046 
TREE- 1267. 79/02/28 37pp 


7909020037 FOIA raquaat for Info rs tast scar as for llcsnslng C Fault It 
E Fradarlct at raacbor opsraters tt K Brgon A BO Bmltb at 
tan tor opsratora. 

SCHAKNEtR CBS Nsuis. CB8 j tne. 79/04/06. Ip. 


7909030038 parwardf par Public Law 99-60l( •’Maans for Improving Stata 
Participation in 81ttng< Llcanslng A Oavalopntnt of Fadaral 
Nuelaar HaataFaeilltlai.'' NUREO -0939 
HENDRIEiJ H. Coiiwnlaalon 79/04/19 Ip. 


— 7909'030063 NUREO-0939 

"tiaana for Improving 8tata Parttclpatlen In Biting. 
Uicanalng A Dtvalopmant of Fadaral Nuelaar Waata 
Faclllttsa " 

• Off tea of Stata Pro grama. 79/03/31. B2pp 


7909020093 Rtapensa to FOIA raquast for info rs taat sc or at for 
llcanting C Faust A E Fradarlct as rsactor opsrators A 
K Brgon A BO Smith as stnior opsrators. 

FELTON. J.H Division of Rulas and Rscards. 79/04/24. Ip 


7909030096 FOIA raquast for winning proposal ra avaluation of raaetor 
radiation atraamlng to ba provldad at raquaatad 790389 
dabr Itf Ing 

KERIOOLDjO 6c tones Applications. Inc K-1903 79/03/27. Ip 


7909020099 Rsipanss to FCIA rsqusst for winning props as 1 for RFP 
R6-RE8-78-193 Forwards rslovant corrsspondsnes consldsrad 
accoptabls for public dlscloturo W/a onci 

FELTON. J M Division of Rulos and Racords. 79/04/19. 3pp 


7909020080 FOIA rsquast for outltno of NflC structural organliatloni 
natura of admlnlatratlon's siiatanca. basic haalth A 
safaguard atdi A important easas of past A prasant. 

CONLEY. N E Bontlag Co Hogs 79/03/18. Ig. 


7909020064 Raiponst to FOIA raquost for various info ro NRC 
organltatlon A actlvltiss Forwards approprlata docUMonti. 
including organisation charts. 1978 Annual Rapt A othar NRC 
Istuancas. Olseussas two typos of NRC stds M/e and, 

FELTON. J.H. Division af Rulas and Racords 79/04/89. 2pp. 


7909020000 FOIA roqwost for final rapt on jan 1961 SL-l prototgpa 
rsactor aecidtnt roovlttng in doath of throa naval psrsonnol 
at Natl Rsactor Tasting Station. Idaho Falls. ID 
HONTER.R, Affiliation Unknown, 79/04/04 ip. 


7909020094 Rtsponss to FDIA rtqusst for final rapt on 1961 8L-1 rsactor 
acetdont at Natl (toactor Totting Station Forwards press 
announeamsnt A final invasttgatlon rapt. 

FELTON. J H. Division of Rulos and Records 79/04/29, 9pp 


—7909020101 Forwards final ropt on SL-1 aecldont occurring at Natl 
Raaetor Totting Station on 610103. Concludes main eauss was 
manual withdrawal of central control rod bladi from coro 
boyond sptelflsd limits. 

t^LBON.C.A. Atomic Energy CooMilsslon <Prt 1975). 62/09/09 lOpp 


7909020136 Llcsnsa for Hltsut A Co Inc to oxgort 39.463 pounds of 
Zlreale9-4 tubo shollt to Japan 

OFLINOER. 0, 0 Assistant Dlractor for Eaport/Import A International 
Safoguards 79/04/19. Ip. 


7909020142 Proposed Revision 4 to Rog Ouldo 8.8. "Info Rslovant to 
Ensuring that Occupational Radiation Exposuros at Nuclear 
Power Stations Mill Be As Low As Is Rsasonablg 
Aehlovablo, " 

a Offico of Standards Dovsiopmant. 79/03/31. 48pp. 


7909020191 ■'Invosttgatton of Post-Critical Heat Flux Trans for for 
Uatsr-Coolsd Reactor Application A Devslopmont of Two 
Phase Flow Instrumentation." progress ropt Oet-Dsc 
1978 

CHEN. JC . SUNDARAN. R. K. . LONDON. E J. Lshlgh Unlv. NRC- 04-74- ISO 
79/01/01 i9pp 


7909030194 “Crsars Roflli Effects Program." Craare Project 343-ia 
progrtts ropt Har 1979 

ROTNE.P H . CROWLEY, C J Crearo. Inc. NRC-04-79-162 79/04/09, 

3pp 


7909020162 Agenda of ACRB 7B1009 mooting to discuss FFTF project 
s ACRB - Advisory Cammtttos on Reactor Safeguards 78/10/09, ip 


7909030169 Application for sitonslon of time to respond to Inttrvtnari' 
A NRC commonts on Stanislaus commitments Csrtlflcato of Bve 
•nc 1 

WATTS. M J McCutchon. Doylo. Broun A Emerson 79/03/07, 9pp 


7909020177 Notification of contract oxacutton' "Sys Matnt PragroMiing. " 
awarded to Small Buslnssi Administration. 

KAOANi T F Administrative Contracts Branch. NRC-tO-79-372 
883-4-0-8{A)79-. 79/04/t0 Ip. 


— 7909020102 Contract for "Sys Halnt PregrammlnB* awarded to Saall 
Business Adniniitratlon 

HATSOH.C Admlnlxtratlv* Contracts Branch NRC-lQ-79-373 
NaC-10-79-372 79/04/02 t6pp 


7909020290 Raqusstt Amend 1 to Lie cnee ltT-0429 to oxtond oiplrotton 
fro* 791801 to 801201 

MATSON. V Transnueloar. Inc 79/04/09 Ip 


7909020297 Raquosts Amend to Lletnet XH-S490 to modify Intirmidlole 
censignoo U/o and. 

CROSS. H T. Fens tat I. Inc 79/03/28 ip. 


7909020328 Dlscutses LOCA evoluetion modal. Lei bntts rule approslmatlsn 
justification is approprlata A affect af high heat transfer 
on calculated peak dad tomp will result in roductlon by 
several hundred degreee 

8TR0UPE.E P Oeniral Electric Co. .Nuclear Energy Products Dlv KFH 
100-79. 79/04/19 llpp 


7909020348 In r aspens s to NRC 790424 masting w/BAU A 177 fuel 
aisimbly plant owners. SAW agreed to dsserlbs scops A status 
of addl analytical work Requasted Info should he provided by 
790504 

TAYLOR. J K Babcock A Wilcox Co. 79/04/25. 6pp. 


7909020349 Ltcsnsi for Usstlnghouso to export 92 Zr tubes 
A mlscsllaneouf spoclally dsslgnod or prepared parts A 
components for use in reactors to Italy. 

OFLINOER, 0. 0. Assistant Dirsetor for Export/tmport A Intornotlonal 
Safeguards. 79/04/13, ip. 


7909020399 Liesntt for Mitsui A Co Inc to export 77.600 lb of 
Zlrealoy-2 tubo shollt to Japan 

OFLINOER. 0.0 Assistant Dirsetor for Export/Import A International 
Safeguards 79/04/13 Ip 


7909020361 Licinst for Mltsutllno Travtl Sve of Amsrlea. Inc to Siport 
Miteallansous tpoclally dstlgnod parts for use in reactors 
to Jopan. 

OFLINOERiO 0 Assistant Director for Export/Import A Intsrnatlonal 
Safeguards. 79/04/13. ip 


7709030366 License for Mitsui A Co Inc to axport 25.463 lb of 
Zlrcaloy-8 tuba thalls to Japan 

OFL INOER. 0. 0. Assistant Dlractor for Export/Import A Intarnatlonil 
Safoguarda. 79/04/13 Ip. 


7909030381 Lletnia for Harihaw Chamieal Co to export two mCl 8r>90 
kata ray sourcas ineorporatad in 8r-90 calibrators to 
Paoplt's Ripubttc of China. 

OFLINOER. 0 0 Assistant Dlractor for Expert/Iisport A International 
Safoguarda. 79/04/13. 2pp. 


7909020389 License for Kawtckl Bsrylce Induatrtos. Inc to expert 417 35 
lb of Zlrcalov-2 ssamloss tubing to Canada. 

OFLINOERiO 0 Assistant Director for Export/Import A International 
Bafaguards. 79/04/17, tp 


7909030409 Lieansa for Utitlnghouso Eltetrlc Corp to axport fuel tube a. 
fuel rod springs. A end plugs (top A bottom) to Bwtdon. 

OFLINOER, 0. 0. Assistant Dlractor for Export/Import A Internet I enat 
Safeguards 79/04/17. ip. 
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;f0}0a0%34 I to Ucanta for Efxon Nuclaar Ca> Inc to lApOrt u 

froA Watt Qarmanti Incraaalng amount llcantad from 
WiatOVs \ k9 

OPi.lM»ERiO 0 A«o latent Olractor for Eiport/Import It Intarnattonal 
Sifaguardi 79/04/30 Ip 


jt030SO4A4 Tor Mar da matl daacrlblng procaaa for modal Ing procaduras for 
dtttr Ibut i on t« llcanaaaa 

(MfHONlaA, Lawranca Ltvarmora Laboratorg 9 79-349-0 79/04/23 

Off. 


7909030087 4atnd 3 to llctnta for OACt ••tondlng aiptratlon lit» fj»r 
a (port of matl to Japan 

OPLINOER.O 0 A(«{«tant DIrIctor for Ctpert/lmpart t l>ttar''atlc'<a I 
Safaguard* lEL-rdo 79/04/20 ip 


7903030090 Oapt of Hatar Raaogret* raplg to kriaf of Sawtttrn c* 
Edtaon Co uhlfk appaalf danjai of aotien to cuaih ibtattra 
ducat tacum Cartifleata of 8vc and 

8TRUHUA83EH, n J. DEUKflEJIAff, 0 . OflUSKlff.8 N Caitfornta. Stala of 
79/03/30 4<,pp 


7W}l>304i9 Motif Icatlon of contract aaacutloniHod 1 to "Economte 
Aiiittanca Ralatad to Antttruat Haarlngi for South TX 
frocaadlnga •* Contractor. Tranacomtut inc 

OtAO<M,At A. F, Technical AaaltVanca Contracta Branch FIN B-A8V3, 

(PtC-03- 79-131 79/04/12 Ip 


—7909030477 flod It attending period of parformanca until 790331 to 
‘Economic Aaclatanca Ralatad to Antltrutt Haarlngi for South 
TK PratO'ail Inge. ** 

IHllH2MFin.TVi D J, Technical Aaalatanca Contract! Branch FIN 

B-S993 79/04/12. Ip. 


7905030092 Porwardt application kg Edlow Inti Ca for llcantt ta tipart 
49,000 kg U-308 to Sradl 

HARMON, D H Edlow Intirnational Co UNO 3 79/04/J7 |p 


— 7905030100 Application bg EdJew Inti Co for Kcaott to uport 
48,000 kg U-308 to Bratil 

HARMON, DW Edlow Intarnationat Co 79/04/16 Ip 


7909030106 Application kg OE for llcknia to aipert tptcially dtdfnad 
pipe whip rottralntt to Btlglum 


79090304O3 Forwarda acceptance of Ravimlon 3 to QA topical rapt NU-QA-1 
pukmittpd 790309. 

ItAAOflfH. P Anaittant Dlractor for Qualltg Atmuranca h OparatloM 

79/04/13 Ip 


-./909<134493 evaluation of NO-QA-l Ravlaion 3Ai "Northaait Utlla OA 
Program Topical Rapt," Rapt l» accaptabla 
a Aaalatant Dlractor for Ogalitg Aaaoranca fc Oparationa 
79/03/09. app. 


7909030109 Application kg Slgaa Chaalcal Co for licanit to tiport 
oaulvalont of 3 kg 030 lUuld In coapounda cootalnlni 
rfoutarlun to Argantlna 

a Slgaa Chaalcal Co (futi of Sigma Aldrich Corp ) D-l3 
79/04/16 Ip 


7909030123 Application kg OE tor llcania to oeport 18,453 tg U02 pewdar 
HIL80N, B. 0 OanPral Elactrlc Co BDM-79097 79/04/13 Ip 


7909030403 ticama for Waattnghouaa to Import 93,361 kg U from Bwodan 
ORUIHOERiO 0 Aaplftant Director for Export/lmport It Intarnaklonal 
34fagward«. 79/04/30 3pp. 

7909030436 Uleanaa for Exxon Nuclear Co. Inc to import 40,000 kg 
U-330 fro* USSR. , 

OPtlHOen, O. O Aeal»tant Dlractor for Export/Import It International 
Baft guard*. 79/04/20, 2pp 

7«!M>a049» Licanaa for Waatlngboupa to export on# co/»pa»pat#d 
ieitl cation chamber to Heat Oermang. 

OPl-tHOERi 0, O, Aiptatant director for Export/Import h Intarnatlonkl 
Qafaguarda. 2C-10237 79/04/10. Ip. 

7909030306 LIcanaa far Trananoclaari Inc to export 3,099 73 mCl Cf-252 

QPluINOER^O^O. Aialatant Director for Export/Impart fc International 
Bafaguarda. 79-100/01 <TNP2. 79/04/IB 3pp 

7909020310 LIcanaa far Helen U8A1 Inc to export I BF-3 counter tgpa 

Bafaguarda. 79/04/18. Ip. 

7WSOaOSta Llcenae fur Trananuclaar, Inc to export 30 1 926 kg U-239 to 

W*IhS|«To"o Aaal.tent Director for Export/Import b tnt.rn.tlon.l 
Dafaguarde. 79/04/17. 3pp. 

7903020032 Lie ana* for 8lgma Chemical Co to export 1 kg haavg water 
^LINOCR.Q 0. Aaalatant Dlractor for Export/Impcrt It Intarnatlan 
Deftguarda, 79/04/16 Ip, 

isusrj.v 

7909030013 HURE0/CR-042A Vt Ooaratlng Nucliar Power 

■■ftadtatiQn Daaa to ConPt Morkara at Opera* g 

PUnt aitatxVol 1." ♦Ittal rept Per Dept 197a Bap P.clflc 

ENDREe. 0 H. , BMIPLBR. D. 8. BattalU JoL 1. 76/12/31- 

Horthuaet Lahoretorg. FIN 8-2073. 
iOOpg. Available at NT18 46,90. 

7903030060 Ltcenae for M***«'*‘*^{ ‘"J'dJjvS m2cM5li"*''*'*“*Ber 
tuhad. reactor PT*p'«^- vat.ela, 

OPtltWER* 0, 0. Aeeietant Olraetor for p 
flataluarda. 79/04/16. 8pp. 

»*'' •• •• 

sj.sui;";;"'" »..„•.»> *■ 

eafiguard.: T-.1491. 79/04/20. app. 


7905030127 Ulcania for Haatlnghouta to export praatura tukai. Ir tukai. 
control rod drive maehanlimt 6 other mlacallanaooa 

Ktissvr'’ 

Bafaguardk 79/04/13 IP 

7905030143 NUREO/CR-0494 . _ 

"Doia-Rata convaralon Factor* for ^’‘**^’'‘1 in 

Photon 2 Electron Radiation from ‘ 

Rootlna Ralaaiai from Nuclear fa'll 

KOCHER. D C Dak Rtdga National Lakoratorg FIN B 0188 
ORNL/NUREO/TH-2 79/04/30 16app 

7905030U4 Forward* OA Program In»p Rapt 99900533/79-02 on 790309-08 
4, Oalla., V.ndor Inap.ction Sranch 

79/02/32 2PP 

. M T,.,.* tf«nr 09900522/79-02 on 790205-06 No 

—7905030150 QA Program Inip Rapt 999W3«// • j 

ssiiMj.'rH 1'" «.,i™ <• 

Branch 79/02/30 8pp 

7905030157 Ack riealpt of JJ)Jllk”*t nuclear 

-7905030176 -8tudg to A..... Radoleglcal 8-B.t.,. P.t.ntial Of 
Operating Nuclear Power Plant* 

* Kite, IM 78/11/28 35pp 

7905030161 Tranicript of 790418 



79/04/84 If- 

*rem 790326 t* 790630, to 

—7905030104 J^^Sf^uSrthwa't^n**^ ** " 

iiSr 

”;s?3 
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NONDOCKETED ITEMS 


—7905030209 BAW- 10089 R3 

"Riaetor Pratictlan 8v«i*' Rtvlilan 3i nonpropr litary 
vtralon. 

OROERA. E 0.. OILBERTBDN1L.A . FAIRBROTHERrD Babcock It Ulleot Co. 
79/'03/3l 200pp 


7?OSO301^A Motif Lcaklon of contract axacu t lonr Moif 1 to ’LlRuafac 1 1 on 
In Laka Anatltlan Araa During Fab 197& Ouatamilan 
Earthquaka " ContractoT Unlv of CArrBartlty. 

HAOEy. H. Rataarch Contra eta Branch FIN B>-6379 NRC-0a-7B-219. 

79/04/24 Ip 


— 7905030203 Mod 1> changing par forma net data from 790531 to 790930 to 
"Ulqua fact ion in Lafct Amatltlan Araa During Fab 1976 
Ouatamalan Earthquake ” 

HQRTOM.K V Raaaarch Contracta Branch. FIN B-6279 

NRC-04-70-219. 79/04/02 2pp. 


7905030199 Not lea of taking of dapoaition of RH Oardaa on 790902 
Cartlflcata of Sre and 

HATT.P K Spiagtl & HcDlarmid 79/03/26. 9pp. 


7905030221 NV«e0/CR'-0S99 

"Analgata of auparhaotad Nall Effacta During Raflll at Small 
Scala. " 

CROWLET.C J, . ROTHe.P H. Crtari, Inc FIN A-4070 CREARE TN-2B7 
79/04/30 174pp Avallabta at MTIS. 0.00 


7905030226 Notification of contract acacutlon< Mod 1 to ‘Conf Irmatorg 
Raaaarch Ralatad to Dating of Oround Matar. " Contractor 
Unlv of A*. 

HVNATT^A Raaaarch Contract! Branch FIN B~&736 NRC-04-7B-27S 

79/04/19. Ip. 


— 790S030234 Nod l.lncraaatng funding from 4133,635.00 to 4109,14846 
li alloulng for purchaaa of gai chroMatograph-iiiiai 
apactroma tar to "Conf IrmatoTg Raaaarch Ralatad to Dating of 
Oround Uatar " 

MORTON, K V Raaaarch Contracta Branch FIN S-6736 

NRC-04-7a-272 79/04/01 4pp 


7909030231 NUREO/C.R-0446 

"Datarmlnlng Ef factl vanaai of ALARA Daaigti It Oparatlonal 

Faaturaa 

HALt.T.M , DODD, A M, , HAIOHT.B F Unltad Nuclear Corp FtM B”2069. 
UNt-TR-a. 79/04/30 932pp. AvallabLa at NTI8. 419,90 


7909030233 SupplamantaL anauara bg POtiE to third aft of Intarrogatorlai 
aubnlttad by CA Dapt of Uatar Raaourcaa Verlf Icatlona It 
Cartlflcata of 9vc and. 

DOVLE,H.K ■ HOULIHAN, TJ , ARMSTRONO, H. H MeCutchan, Oogla, Broun & 
Emaraon. 79/03/14. 10pp, 


7909030246 NUREO/CR-0523 

"HEBDDIF-1 I. Var labia Trajactorg Plumt Bagmant Modal to 
Aaaaaa Oround-Uavtl Air Coneantrationa It Dapoaition of 
Effluant Ralaataa from Nuclaar Powtr Fadllttaa “ 

POUELL.D.C , NEOLEY.Hl. > POX, T. D. Battalia Minorlal Inattbuta, 
Pacific Morthuaat Laboratorg, NRC-03-77-iai. PNL-a4l9. 79/03/31. 
320pp Avallahla at NTIB 411.79. 


7909030297 Notification of 790429 maatlng u/Eceon Nuclaar Co In 
Batbasda,MD to dlacuia Exon nautrontca calculation! for 
rsloada. 

HEI8S, 8.H. Raactor Safatg Branch 79/04/20 Ip. 


7909030340 Daacrlbai Hark III taata of praaiura tuppraailon taat 
facilltg,8arlat 6002 h 6003 

SODQNi L J. Oanaral Elactrlc Go. , Nuclaar Enargg Produeba DLv 
MFN- 118-79 79/04/27. 17pp. 


7909030396 ForMarda ichadula li icopa for rtllahllltg analgila of 
Intagratad control aga It achadula for davaloplng audllarg 
faadNator control Indapandant of intagratad control iga 
TAYLOR, U.H, Babcock (< Uilcoi Co, 79/04/28 4pp 


7909040003 Act racaipt of 790309 1 tr 'roquaat Ing MRC to Laaua 6-month 
aattnalon of commant parlcid ra NURE0-D499, "Pol leg 
Btatamant on Oanarlc Rulamaklng to Inprova Nuclaar Pouar 
Plant Lleanalng. " U/790409 Congraa a lonal corr lapondanca 
DENTON, K.R. Offlca of Nuclaar Raactor Ragulatlon. 79/04/04 3pp. 


— 7909040419 Roquaai for aatanilon of Initial commant parlod to parmlt 
adaquata public conaldaratlon of NUREO-0499, *'Pal{cg 
StataaLcnt on Oanaric Rulamaklng to Impreva Pouar Plant 
Licani Ing. " 

BROWN, J.N AfflUatton Unknown, 79/03/09. Ip. 


79Q9040024 Notification ef contract aaacutlon,Kod 9 to "8tudg of 
Pattarn N Ab** of Poat-NtianorphltM Fairlta In Part of 
Northern Piedmont of VA t, NG " Contractor VA Polg technic 
Inetltuta E 8tata Unlv 

HAOEY* H. Reaeareh Contract! Branch FIN A-9027 NRC -04 -79-237, 

79/04/24. Ip. 


— 7905040034 Mod 9, changing period of performance from 790114 to 79091} 
to "Studg of Pattern It Agta of Poit-Metaaiorphlam Fault-t in 
Part of Northern Piedmont of VA It NC " 

MORTON, K V. Raeearch Contracta Branch FIN A-9027 
NR C-04 -79-237 79/01/15 2pp 


7909040028 Poruardf raiponaa to NRC quaatlona re Hark tl Imprevad 
chugging load dafinltlon 

80B0N, L. J. Oentral Electric Co MFN-120-79 79/04/30 31pg 


7909040042 Notification of contract octeut ion, Mod 1 to "Axial 
Photographg for Droplet 8iia Diitribution of Tuo-Phaaa 
Dlaparied Flow Through Reactor Grid." Contractor. Hichlta 
State Univ 

HAOEY, H Raaaarch Contract* Branch FIN D-62SO NRC-04-77-I33 

79/04/24 Ip 


— 7905040052 Mod i, changing period of performance from 790630 to 004430 
to "Axial Photographg for Droplet 81ie Dlatrlhutlon of 
Tuo-Phaie Olaptrted Flow Through Reactor Grid " 

MORTON, K-V. Roiaareh Contract* Branch FIN 0-6290 
NRC-04-77-I33. 79/04/09. 2pp 


7903040064 Notification of contract exacut ion. Hod 2 to "Mataarologlcel 
Condition* Unique to Tornado Oavalopment Through Proximitg 
Analgalf " Contractor. Unlv of HO 

HAQEV.H Raaaarch Contract* Branch. FIN B-6196. NRC-04-77-095, 

79/04/24 Ip 


— 7909040069 Mod 2, changing parformanca data from 790331 to 790630 to 
"Mataorologlcal Conditloni Unique to Tornado Davalopmant 
Through Proximitg Analgaii " 

KORTQNiK.V Raaaarch Contracta Branch FIN 0-6196 
NRC-04-77-083 79/04/01 2pp 


7905040079 Notification of contract execution. Mod 5 to "Steadg &. 
Transient Natural Convactlon in Eneloaed Fluid Lager* u/ 

Volumetric Enirpg Source* " Contractor OH State Unlv 
Raaaarch Foundation 

HAOEY, H Reaeareh Contract* Branch. FIN A-4061. NHC-04-74-149 

79/04/24 Ip 


— 7909040090 Mod 9, changing period of performance from 790331 to 800331 
to "Steedii 1, Tranalent Natural Convactlon In Encla**d Fluid 
Lagsrs u/Volumetric Sourcea " 

HORTON, K.V. Retearch Contract* Branch FIN A-4061 
NRC -04-7 4- 149 79/04/01 2pp 


7909040098 Application bg Kauackl Berglco tndu«trli* for llcentt 
to export Zlrcalog tubing to Canada 

OILBERT.Y K Kauacki Sirglco Induatrtee, Inc. 79/04/16 2pp 


7909040137 Llcin*e for Trananuc lean Inc to Import 22 071 kg U from. 
France. 

□PLtHOER,0 G Aaalitant Director for Export/Import V Iiiternalton*l 
Safeguard* 79/04/20 2pp 


7909040190 aummarg of 780712 meeting w/Mark I owner* in Batheada,HO 
re nathodologg for defining lafatg relief valve discharge 
load* for quencher dlicharga device It etaam eondenfatlon 
observed in full icala test facllltg (R«-9A Mark I) 

GRIMES, O Plant Sgstens Branch. 79/04/26 3pp 


7909040171 Raque«t< Eieeutlvi Branch poeltlon re OE application lor 
licenio to export componente to 0elglum.W/a and. 

□PLINOER,0 0. Aselitant Director for Export/Impart 6 International 
Safeguardo. 79/04/18. ip. 


7909040177 Request* Executive Branch position re Hlteul I, Co (USA! 
application for license to export Zircalag-4 tube ehalle to 
Japan W/o end 

DPLINOER, o. O, Aesletant Director for Export/Import 6 Internet (entl 
Bafaguarda. 79/04/10. ip. 


7909040186 Request* Exaeutlve Branch poiltlon ra Mitsui L Co (U8A1 
application for lictn** to export Zircalag-2 tube shalka to 
Japan. W/o end. 

OPLINGER, 0. 0, Aaalitant Olractor for Export/Import tc Intarnat lonal 
8afaguarda 79/04/10. Ip. 


7905040189 Foruarda application for aeport llconao for minor nuclior 
export Ltr ef aaaurance required N/o end. 

OPLINGER, G. 0. Aeeiatant Director for Export/Import ti Intornattonal 
Bafeguarda, 79/04/16. tp 


790S040207 Commanta on propoaad rule 10c FR20; Ford, Bacon It Davie 
approach to Intrusion scenario undereatimatea data 
cosMltmenta bg aavaral orders of magnitude W/end 
handwritten nates L article from "Health Phyalce. " 

BARD, 8 T, Environmantat Protection Agancg. 79/01/22 10pp. 


NONDOCKETED ITEMS 


774S04O24? Commentt on propaisd rul* 10CFR19 20'«d*(tuat« b««tt 

<»*« not «it«t for calling haaring on occupational do«a 
ilAitIng itdt Studtaa rtfarrad to hava all baan rapudtatid 
(i pTopoaad aapotura limlti too low 
LEUI^tC. Edlaon Eloetrlc tnatltuta. 79/04/16 Spp 


790507080! Forwardi ’PretabU Kai Fleo< frea Canon da Ka»t»ai 
for Dtilgnlng U Tatllngi lapeundaant Oralnaga Olvariion 
Marguat.Ml “ U/«upp laaintal agraaatnt 
TOPPjA Raw MaiieO) Stata of 79/03/30 ipp 


t<alar«>«aa 


;f09040250 Comtnanta on propoaad rula iOCFRSO. oppotat ang propeaad 
rtiulatlan* which parmlt graatar fladbllltg in aaatlng 
fUbllc haalth «• aafatg »tda TMI-2 provat naad for mora 
ra f u1 at Inn 

OWtBiH A Affll lafclon Unknown 79/04/09, ip 


7909040261 Gowmanta an propoaad rula IOCFRSO; urgaa Connlaalon not adopt 
propoaad rula Raaaamlnatlon of ang ralaxatlon of 
«l^ulraM•nta ra nuclaar powar aafatg machanlaat should ba 
{onductad Tftl>*2 Indlcataa naad for mora atudg 
JuartCE>R,t Affiliation Unknown 79/04/03 ip, 


7909040 2 69 Coirunantt on propoaad rula 10CFR20 aupporti ravocatien of 
10CFft2O 004 

AAROEi H H. Vfaat VlrglnUi Stata of, 79/01/13 ip. 


7999040274 Commanti on prapoaad rula IOCFRSO, 790328 not lea was 
untlattlgi oppaaai atraamltnlng of llcanaing proeadura 
frcpoia'l to amand App II la good aa It will protact vassal 
Inlagritg, Oppoaaa changa to App 0. 

AWTREHflfJ C Affiliation Unknown, 79/04/16, tp. 


7909040203 Comoianta on propoaad rula 10CFR20, aneouragaa propoaad 
ckangta.Ang dlapoiat of rad lonuc 1 Idas should bs licanaad 
a Affiliation Unknown, 79/04/19 Ip 


7909040294 Coaunanta on propoaad rula 10CFR20, ealandar ((uartar should ha 
diflntd a« ttd quartar to avoid uaa of dlffarant data Info 
raportlng parloda 

RENDFROCRjt) U, Waahlngton Public Powar Bupplg Sgatam 79/04/06 
If 


"7905070813 "Probibla nai Flood froa Canon da Karsusi Watarttti 
Daslgnlnj U Talltnpi lapoundaant Dratnaga Diversion Sgt, 
Karquaii NM( Bokua Rtioureas Corp " 

81H0N8,D 8 . Ll.R M Colorado Stata Unlv 79/03/30 34gp 


7905070328 Raquatts P04£ aupplg Northarn CA Powtr Author ttg w/raaaa 
Of all parsons util datai to hava btin asatara of ‘central 
group” far parlodi froa which docuaants claiatd as 
privlladgad hava artsan 

ADRAONA.J H Splagtl tc KcOtarald 8 79/04/04 3gg 


7905070383 Coaaant a on propoiid rultoaklng IOCnt80-13 epposai pitktien 
6 balltvaa public esrtif leatlen program sufflctanl 
KASPERSKliD C Affiliation Unknown 79/04/10 ip 


7905070406 Coaaants on propoaad rulaaaktng 10CFR80-13 foraal 
eartlf leatlen of haalth phgtUlatf unnicttsarg 
SCHAFER.K K lowa-I llinoli Oat U eiactric 79/04/02 ?pp 


7905070417 Cenaants on propoaad ruiaaaking tOCFRS''6 strergiy supperta 
rtcognltlon that llcanslng precttdlngs should ba eonductad 
In tiatlg aanntr 

CA88AN-V J Powar Authorltg Stata of Haw Yort 79/04/06 3pp 


7905070484 Coaatnts on proposad rutamtlng lOCFRa-7 oppsias patitlon 
dua to potantlal for abuit t dtlags in iletnting precast 
a Ithaai Lincoln 6 Baata 79/04/06 3pp 


7905070438 Coaaants on proposad rulaaaklng 10CFfi2-7 raj acts prepsaal 6 
luggaats aora rigid rulas fc raqulraainta to pravant 
unnacataarg intarvantion 
a Affiliation Unknown 79/04/05 3pp 


7903040303 Camntonta on propodod ruU 10CFR19 k 20'auggaats wording be 
clarlfltd fc roplacaaont of word "dost" w/''oecupatlonal 
dp*«" sahirovar It occurs, b 

STAU.INOBiC M Virginia Electric k Power Co. 79/04/06 Spp 

7903040313 Coamente on proposed rules 10CFR19 fc 20, aoaa alrllnea uaa 
red Isil eotope 1 for Inap of alrerefts k englneaiaoat ATA 
aiaber airlines eupport proposal, Coanaente from American 
Alrllnaa 4< Alt Canada end, a„„ 

IIIOfiAErE.C Air Transport Association. 79/04/17 4pp 

7«»07<K>16 Cowmants on proposed rule re new 
using saegnetlc tape along w/trans crlpt Ion of ‘''«'*vlfual 
Interviews w/NRC emplogees, bel levee program mag contradict 
Prialdeftt Carter's wish to rsduce flRVt costs 
COONEYj M ul Affiliation Unknown. 79/03/24. Ip. 

7909070042 Ltr of assurance certlfglng matl 
fer llcenie to export 143,2 mg U containing 133.1 m» y-a35< 
k Iransfe* of UU matl 1. eubj to all tarme k condition, of 
600723 add 1 agrtement for cooperation, Id 

OOPPELtH, Gupatom Bupplg Agancg (Belgium). 79/03/20, ip. 

7W90700H5 Notification of 790426 Mdlng 
discuss two loop test apparatus k 
liODOGOjli H. Analgsls Branch 79/04/20. ip 

7909070094 Responses to NRC 781228 auesttons re “Mount Teglor U MIU 
:”i:?)’mrSS;;.'':‘'oSl?“Hln:;al Resource. CO 79/04/13, 46PP 

7909070108 Urges Issuance of lj«*"** 
centalntng U to India to replace failed detectors wnicn 

7nM70Ul CoMtnt, CEO 5*. NEPa'p"*!®" 

to procedural provisions ••‘•‘'llihed bg CEO for ^rn, r 
•f environ rept should contain dsserlptlon of mining 

Rockg Mountain Ensrgg Co. 79/03/14 4pp 

7909070171 CnmaientB on proposed ’;''‘;"*J|i??E,^Phuf ies^ I* 
certification by American Board of Health Phgs»e. 


preltrable to MRC certification ..g 

DULGY>0.bf. Affiliation Unknown. 79/04 /la. 


app. 


790M7O181 Commants on 55«>“**2B’'ui!?*RmlsS''2rRidUtlSn*** 
erapoiltlon k notes address of Metl Rsgissrg 


7905070442 Commsnti on propostd rulemaking IOCFRaO-13 oppetit pdlltton 
biceuft objectivsi are currentlg being aehiivtd under 
iiisting reguletlon* No evldinct of need for further 
reguietlon 

JENS, H H Detroit Edison Co 79/04/05 Spp 

790507049S Forwardt Initial eveluatlon of Oiv of Operating Reectori' 
fire protection needs for 1980 To/ne/no 

HALL.R E Brookheven Hetlonel Laborekorg 79/04/30 4pp 

7905070555 Forwardi proprleterg rept BAH-100a5P. Revision 6.*R#ectoP 
TAYUOr!j'*H ^''Babcock k HlUoi Co 79/04/12 2pp 

7905070564 Inform, that eddl "I t Ig.t In, c.p.bl U tg 

of ptanti which u,e C-E N8S8 will be eubmltted appror 

s::"" 

"srESf-'r”-;;;.;:::;';;-;!.!:." rai; 

-7905070660 Accepts Revision 3A to OA T9f‘e»» 

HAAaa.M P Quelltg A,, oranci Branch 79/03/13 »PP 



e Oualitg Aeiuranet Branch 79/03/09 »P 


—7905070666 NU-OA-l 


9lpp 


„05080088 FOIA r.gu.et for rept k lens 

■' 

KtON.J H Division ef RuU* R*c»rd.. 79/M/Ol Ip 

approval of P»W Mt«tl.n 

MlJa3«{l^TB.‘'’*0ffl«. of Standard. D.v.lop.ent 7B/U/1’ 


fpopeii 

tretectlen Technaleglits. 
BMItNiH-P. Affiliation Unknown, 


79/04/09 app 
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—7903090034 for ri/liniolclng to pronulgoto ngiilatlong f^r 

nucUar power plant daeonnlialoninp 

QCH(A.TZ<U B . ABBOTTS. J Public Inttraat Rtiaarch Qrou; 
77/07/03 tlpp 


— 790SOS0040 Porwardi caaMaanti lupportlng of pifeltiorvi In raiponca to 
770009 HRC not lea 42FR40043 Flv# aildl group » hava Paquaated 
(ncluilan aa cD~patitloiiara Forwardi aoianBadl petition 
Corracta arronaoua Hating of J Abbo-tta aa eaqulra 
ABBOTTSf'J. Public intaraat Raaaareh Oroup 77/^0/07 7pp 


— 7903090047 Forwarfa cowtianta In aupport of pati tlorii raaponrf Ing to NRC 
notice of 42FR39374 on 771114 Natl Conaumar Law Ctr Enargg 
Project raquaata participation aa co-pat 1 tlonar 

ABBOTTS.J > BANCRQFTiK H , SCHULTZ, H B Public Intaraat Raaaarch 
Oroup 70/01/03 ASpp, 


7905090033 'Rater Riactor Raaaarch Directorate Honthly Rapt, *' Fab 
1979 

yBARnaNDO. L J Idaho National Engineering Laboratorv 79/02/SS, 
ZOOpp 


7903090070 Tranacrlpt of 79041S meeting In Haahlngton, DC Pp 1-33 
Initial dlaeuaalon of upgrade rule Ic eupporttng guidance, 
Supporting docuiaentatlon ancl, 

eiLINSKV<V , KENNEDY, R T , BRADFORD, P. A Comm laa ton 79/04/10, 
34pp 


—7905080082 BECY-79-t87 

Dlaeuaaei atrengthened phvalcal protection r equlrencnta for 
full cyclf facllttlia h tranapor tatlon Involving forieula 
quentitlaa of itrataglc 8NH Supporting docunintatlon ancl 
HINOOOE, R B Off tea of Standardi Davelopaant DIRCKB, H. J Of flea 

of Nuclear Material Safety t< Bafeguarda 79/03/lA 17Zpp 


7903000001 Reapande to 7903ZZ Itr ra procatilng alte deilgnation for 
Canonaburg, PA, aupportlng draft anglneerlng evaluation t* 
environ analyaia repta Foruardi ralevant NRC coamenta Mill 
arrange meeting aa requeeted 

DIRCKSiN J. Office of Mud tar Hatarlal Safety b Bafeguarda 
79/04/ IS ip. 


— 7903080087 Comnanta on draft anginaarlng aaaaaimtnt by Ford, Bacon b 
Davla Utah of former Vitro Rare Metali plant at Canonaburg, 

PA dlacuaitf radioactive contamination ti coati of remedial 
actlona 

MARTIN, vl B Aaalatant Director for Fuel Cycle Safety It 
Licencing 78/08/21 2pp 


—7903090101 Ravlewa aummary evaluablon of radiation eapoiurea for 
workira at former Vitro Rare Metala plant in retponaa to 
7B1023 riquaat Propoaad EPA crltaria thnuld ba conaldarad In 
correctlva action laloctlon 

MARTINaO a Aaalatant Director for Fuel Cycle Bafety & 
LUentlng 78/11/24 Ip 


— 790308010S Reguaata ravlau of end propoaad deaignatlon of procaaalng 
alte at Canonaburg, PA. Requeatc meatlng betwain NRC ic DOE to 
dlacuaa alta li other relevant Info, 

CLU8EN. RC. Energy, Dept. of. 79/03/S2 4pp 


7908000109 TFBP-TR-209 

•PBF-LOCA Tilt Striae. Toe t LtK-ll ' 

LARSON, J.R., ALLISON, C K. EO h 0, Inc. FIN A-6041. TFBP-TR-209 
79/03/19. 87pp. 


7903000114 Forwarda raguaat for addl info to coMpioto rovlaw of OE 
rap ti NEDa-2t039, 'BUR Radioactlvo Uaato Traatmant Bye.' 

PARR.O D. Light Rater Raactora Branch 3. 79/04/19. 2pp. 


7905080137 Raipondi to 781224,790112 b 790202 1 tra noting Inatancea of 
lack of ttmallneaa t« auggoatlon that policy be Implamanted 
for prompt board notlfl cat Ion, Forwarda aya procadurei it caaa 
analytic of thoaa falluraa. 

DENTON, H R OffUa of Nudeor Reactor Rogu lotion. 79/04/lS. 2pp 


— 7903080144 Office Ltr 1? oatabllahlng proceduraa for board notification 
of relayant & niw Info Forwarda notification procedural 
J Yore 780207 nemo b A RoaanthaL 780209 mamo. 

GABE, E. 0 Off lea of Nuclear Reactor Regulation. 78/07/04 24pp 


—7903080134 Submlta A6LB commenti b euggeitlona re NRC board 
notification of relevant b naw info re llconalng catea. 
Suggeati dlffirant procedural before b after publication of 
refarancid NRC docunenta, 

YOREiJ. R. Atomic Bafoty and Licanilng Board Panel. 78/02/07. 
Spp 


— 7903080163 A8LAB commenti re NRC notification to boarde of relavant niw 
Info ri lieenaing caaet Endoriei ABLE auggeitlon of 
diffarent procadurei before b after publication of NRC 
documantatlon 

ROSENTHAL, A 8 Atomic 8afaty and Llcenitng Appaal Panal 
78/02/08 2pp 


“7903080171 Foruarda package of Info re clrltarla for buckling of ttaai 
containment thalla Info judged too preliminary for board 
notification at thta time U/o and 

VASBALLO, 0 B Aialatant Director for Light Uater Reactart 
7B/03/29 tp 


— 7903080178 Informt that Slhwall memo contalne eapart oplnlona which are 
ralevant Info for planta w/dyalgn concern of itail 
containment ahall buckling Raquaatf Identification of caeaa 
in htaring procaaa w/atmllar daalgn criteria 
OROSSHAN.MJ. Hearlngt Divlilon 70/04/10 Ip 


—7903080217 Board notif leatlon. buckling of itaal containment ahella Info 
la atill preliminary b NRC poaitlon not yat clear End 
quaatlon la rapreientative of Info tupplied to appllcanta 
Racomnandt conaldaratlon of free atandlng itaal ihalla 
VABSALLOi D B Aaiiatant Director for Light Mater Raactora, 
78/04/18 8pp 


— 7903DB0230 Board notification buckling of itael containment ahallt 
Rtcommendi waiting for reiulta from tachnical aaalitanca 
program before making further determination 
VASSALLQi D. B, Aaalatant Director for Light Mater Raactora. 
78/09/28, Ip 


— 7903080249 Eapraiaea pun lament over raaaona for not Informing boardt 
ra buckling of itaal contalnmant ahalla If Info Indicataa 
Inadequate or nonconaarvatlva tachnlquaa, boarde ihould ba 
Informed 

BCINTO, J F Hearinga Dtvialon 78/10/11, Ip 


— 7903080239 Board notif leatlon, containment buckling. Forwarda backup Inf* 
from original mamo b Hat of boardi to ba notif lad. Backup 
info conalata of AHana Creak P8AR quaitlona b antuari 
VA88ALLD, D B Aaalatant Director for Light Uatar Raactora 
78/10/31 7pp 


— 7903080263 Notai draft rapt on containment buckling it preliminary b 
will ba griatly ravlaad before laauanca in Fab 1979. Suggeata 
NRC wait until final rapt la laaued bafora notifying board. 
Supporting Info and 

BCKAUER.F Structural Englnaarlng Branch 79/01/11 lOpp 


— 7903080278 Board notification EObO, Inc analyata on aaymmatric load* 
Buggaati forwarding ancl R Stlger 771104 memo to boarde for 
PHR p lanta. Sample forwarding ltr and. 

VAB8ALLO, D B Aaalatant Director for Light Hater Reaetora. 
78/02/24 6pp 


—7903080286 Notea delay of almoat one year for relaaaa of rapt 
queatlonlng ateyl containment buckling criteria NRC ahould 
promptly tranamlt luch data to llcanalng boarda b public. 
ROISHAN, A Z, Natural Raaourcaa Defanaa Council. 78/12/26 2pp 


—7903080296 Forward! I Blhuell 780130 mamo ra nead to notify ACRB b 
lieenaing boarda on contalnmant buckling criteria. Hamo 
underacorea problami outHnad previoualy. 

ROIBMAN, A Z. Natural Raaourcaa Dafinia Council. 79/01/12 tp 


79030B0139 Forwarda MI Houta of Rapraaantatlvaa raaolution dimanding 
Invaattgatlon ra allagatlona of lafaty problama at planta In 

ftata, 

BRVANT.U.R Michigan, State of. 79/04/12. Spp 


7903080163 Raqueata Executive Branch poaitlon re OE application for 
llcanae to axport 18,432 kg U to Spain 

OPLINOERiO 0. Aaalatant Director for Expari/Impor b b Intarnitlonal 
Safaguarda. 79/04/23 Ip. 


7903000174 Forward! application by Trananudaar, Inc for llcanai for 
minor nuelaar export Ltr of aaauranea raquirad, 

OPLINOERiO. 0. Aaalatant Director for Export/Import b International 
Safeguard! 79/04/24 Ip 


7905080190 Forwarda 790409 export llcanae amend reqweet M/o ancl. 
OOSStCKi L. V Office of the Executive Director for Operattoni, 
79/04/24, ip. 
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79084^219 CoMAinlif on pFopoiod Rag Oulifa 1 144 fFa^utnCg af audita 
iSould bt aatablliliad baaad upon tgpa ot activlbgi aiptrlaTiea 
4< othar ralavant faetora ANSI N49 2 lS-1977 provldaa «uch 
latltudo 

LtNOrvI Aaarlean Soclaty of Mechanical Cnglneara 79/03/23. 2pp 


7905030242 Fotuarde "Operating Procedure Ouldellnea for 3«all Breatf " 
9 /back ground Info that will be uaed ea training aid fqr 
eparatora. 

Babcock It Hllcoa Co. 79/05/09 2app 


T9010B0354 Forwarda 790426 docuieenta re BtiU tranalent & accident 
bntlyala aathoda 

MATTSONiR 0 Dlvlalon of Syatema Safety. 79/04/26. Ip 


'790S0SO372 Forwarda background Info re BtcH operating plant reapone* to 
tranalanta w/poatulated aquipment nelfunctione. BhN will 
aubatt detellad enelyaea per achedule to be decided et 
790426 seating w/NRC 

ROy. D H Babcock tt Hllcoa Co 79/04/26. 64pp 


7905000393 Forwarda raaulta of LOFT Teat L2-3, In raeponaa to KRC 790117 
Itr 

0WSLEV*O.F Enron Nuclaar Co. » Inc, (auba. of Saxon Corp I, 

79/04/30 eipp 


7905080405 Forwarda handouta from 79020B mldyaar ravlaw It aubaaquant 
frogran ravlaw maettnga on ORNL aaf aty-ralatad operator 
action atudy Handouta include prellmlnerg reaulta re 
apfrator time margin 

FARHERiN. 8. Raaearch Support Branch 79/04/13 Upp 


7905090440 Forwarda “Teat Reaulta For Solenoid Valve Performance Teatt" 
final rapt>NE1}E-*23e37t par F Clamenaon raquaat, 

BHERHOODiO 0 ©antral Elaetrlc Co, MFN 110-79. 79/05/01 Ip 


—7905080442 NeDE-23087 

"Teat Reaulta For Solenoid Valve Performance Teafct " flnel 
rep t. 

e Qtneral Electric Co. 7B/04/30 I9pp 


7905090004 Llata ell NRC eontrecta It repta of 1973-79 re low level 
radloectlvi waate 
* Coaualaalon 79/04/25 5pp 


7905090011 FQIA riqueat for 197S d laryi calendar It telaphone log of 
ComAlaaioner Olllnaku 

HAnn. J.R. Affiliation Unknown. 79/04/02 Ip 


7905090013 Raaponaa to FOIA raquaat for 197B dlarut calandar It telaphone 
log of Coamlaalonar Oil inaky. Commlaaloner doaa not metntatn 
teiephona log or diary Celendar la being placed In PDR 
FEltONiJ M. Dlvlalon of Rulta end Racorda 79/03/01 Ip 


7905090014 Hotlca of 790315 moating w/ACRB Subcomiaittea on Fort St 
Vreln Nuclear Power StatloniUtll It NRc ateff om LongmontiCQ 
to review oparetlnp axpar iencti ref ua I ing opermtlona It 
fropoaed Hoda for facility, 

HOYLE) J C ACR3 - Advlaory Committee on Reactor SafiBuorda, 
79/02/22, 2pp 


7905090010 Notice of prop oa ad meet Inga from 790223-790512 of ACR8 
tubcomaltteae It working groupa, 

HQVLEiU. C. ACR3 - Advlaory Committee on Reactor Sefiguarde. 
79/02/22. 9pp. 


7905090023 Notice of propoaed maettnga from 790323-790719 of ACRB 
aubcoamlttaea t< working groupa meetlnga from 790333-0719, 
HOVLErU, C. ACRB - Advlaory Committee on Riactor Bafeguarde. 
79/03/20 Spp. 


7909090025 FQIA raquaat for info re conet of propoaed nuclear power 
planta bifore year 2000i apectf Ic locetlonat eve areea It 
HU output of each plant, 

DOMNESfL. T. Affiliation Unknown. 79/04/16 2pp, 


7909090038 Revlaad notice of 790405-07 meeting Of ACRS It NRC in 
UaahlngtoniDC to dlacuaa baala for abutting down five 
nvclear planta to roaolve piping quaetlona, Revlalon clkaa 
changei In meeting achedule. 

HOVLEiV. C. ACRS - Advlaory Committee on Reactor Safeguardt, 
79/03/36. 3pp. 


7908090030 Reaponae to FOlA raquaat for info re propoaed conat of 
nuclear power planta to be built by year 2000 It Info 
concerning preaantly operating planta, Forwarda aita map 
FELTON) vf.H Dlvlalon of Rulta and Racorda, 79/04/27, Ip 


7905090001 "PA 37 Pipe Rupture Study", 

CLARKE, H.L. Oanaral Electric Co, NRC -04-7 5-202 , 79/03/09, 4pp. 


7905090032 FOlA raquftt for outllni of NRC atructural organliatlan, 
nature of admlni atratlon 'a eatatenca, baalc health It 
eafeguarda atda L "Important poet" 6 preaent caaaa 
CONLEY, M E. Affiliation Unknown 79/03/18 Ip 


7909090034 Raaponaa to FOIA reqvaat for racorda re MRC OTganltatlon 
health & eafeguarda atda 6 "important" caaaa.Ltata documanta 
available from OPO 

FELTON, J, M Dlviiion of Rulea and Racorda, 79/04/25 2pp 


7909090043 NUREO-0953 

"Coat 6 Funding of State 6 Local Oovt Radiological Emergency 
Reaponae Plane It Praparadncaa in Support of Commerical 
Nuclaar Power Btatlona " 

BALOHONiB. Office of State Programa. 79/03/30, t31pp 


7905090111 Tranacrlpt of 790329 public meeting In We ah Ing ton, DC re 
continuation of diacuialan of SECY-79-34A, final rapt 
"Ragulatton of Federal Radioactive Waate Actlvitlae. " 

Pp t-Sl. SECY- 79-340 end, 

HEMDRIEiJM. , OILINBKY.V, KENNEDY, R T. Commlaalon. 79/03/29 
S2pp, 


— 7909090117 SECY-79-034C 

Providae followup to NRC requlrementa re Inital briefing 
on SECY-79-34A, draft rapt, "Regulation of F'edaral Radioactive 
Watte Actlvitlaa ” 

DENTQNiH.R Qffica of Nuclear Raecbor Ragulatton. 79/03/26 2pp 


7905090158 Reaponda to raquaat for info r# W Peeplea 790221 Itr 
protaaklng lDCrR71,App E hacauae tta packaging raquiremanta 
are unjuatifled Requlrementa apply generally to ahlppare of 
flaaila matl t> Type B quantltlae 

CORNELL, E K Office of the Eiacutlve Director for Operatlone, 
79/04/02 6pp 


7905090161 Mlnutaa 6 appa cf 781207-09 S24th ACRS meeting in 
Veahlngton, DC re NRC aefety roaearch program <NURE0-a496 1 , 
ATWS reialutlon Ic comblnetion of dynamic loada In nuclear 
tacllltlea deeign.FR notlci of meatlng and. 

a ACRS - Advlaory Committee on Reactor Bafeguarde 78/12/09 
ISOpp. 


7905090163 "Application of Internal Friction Nondeatructiva Evaluation 
Technique for Detecting Incipient Cracking of Bypaea Llnea 6 
Piped In SHR Piping" Progreea Rept 9. 

VEAOERiL L Qaeda lean Aaaodatae, tnc, NflC-04- 70-242 79/04/09. 

llfp. ' 


7909090I6B Forwarda ganartc letter to all BWR llcenaeea re relief 6 
aafety relief valvee which are Inttalled In reactor coolant 
aye 6/or automatic dapreaaur Itat Ion aya 
CLEMEN8DN, F Plant Syatema Branch 79/04/05 Ip. 


—7909090171 OoncLudea that Implementation of requirement for tneremeed 
turvelllance testing la not molt affective way of ataurlng 
aafety reltaf valve rel labi 1 1 ty. Rtquee ti anewera to 
queatlo-na ri target rock eafety relief valvei, 

MIMES, B. K Aaaiatent Director for Engineera 6 Projacte. 
79/04/09. 4pp. 


7905090176 Commenta an propoaid Reg Quids 3 0, Revision i: recent CEO 
rule for EI8 should bi reviewed Changes In EI8 proceaea 
could be uaed in guide. 

(fOLFF, T, Mew Mad CO, State af, 79/03/16 flpp, 


7905090192 Motif icatlon of ACRS Subcormmlttse on Waate Mgt 7904l8-t9 
meeting w/NRC ‘ " — " — ifcante in Richland, WA 

to dleeuaa ri 
vltrlflcatior 
CHtLK, S. J. c 
2pf 


7909090194 
790426-2S 
review 19 
CHILK, a. u 

2pp. 


7905090197 
Inatrumei 
BLOTCKY, , 


7905090203 
far Nucl 
arrestor 
alter nat 
THORPE, J 


—7905090: 
P lanti 

a Ofl 
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“790S0903S4 Pr^lliftlnarv 4s«4«iM«nt lupponcinj draft r*g 

guldit "Llghtfti ng Pr^tvctlon for Nuclaar P«u«r Plants * 

"Proposad Altsrnato Ragulatorij Position* and 
» Offiea of standards Ssvalop4ssnt. 78/ta'/13 Ip. 


790d090S4t Conatnts On propossd Rag Quids 8 erRsvlslon 4: notas 
adltorisl siistakas ra eartaln footnotas 
WEBER. ff D AMsrican Nudaar Sodstij. 79/04/lS tp. 


790S09O3&3 Commints on proposad Rag Quids 3 9'baliavts NRC should 
addrasi only radiation safaty tt not ganaral safstg 
Ke naad for dattilad corporats organiiatten rapts In 
application if ganaral eoapstanca is dascrlbad 
YELDERHANiO C US Stsal Corp. 79/03^19 3pp. 


79QS0902&6 Notlca of 790339 aisatlng of ACRB Bubcotuil ttsa on Palo Vards 
Nuclaar Oansrating 8tatlon>Unitt 4 & 9. its consultants h NRC 
staff in Washing tani DC to rsviaw const application 
KOYLEtJ. C. ACRE -* Advlserg Connittaa on Raacter Safaguirds 
79/03/08. 3pp 


7909090267 Notlca of data ehanga of naatlng of ACrb SubcoMlttsa on 
Evaluation of LEAs in Wash ing todi DC from 790383-34 to 
790382-34. 

, KOVlEt J. C. ACRE - Advlsorg Comnlttaa on Raictor Safaauards. 
79/03/09 ip 


7909090268 Forwards Rsvislon 1 to MPL-TOP-lAi “Dpsratlonal OA Manual*" 
par NRC 781211 Instruetlona 

REAVES. r E Mliilsslppi Poigar tt Light Co. AECK/79-36, 79/09/01 

Ip 


—7909090371 ■Oparatlonal QA Manual " 

BTAHPLEV.N L Miislsslppi Powar L Light Co 79/05/03 ISpp. 


7909090870 Notlca of 790403 matting of ACRS Suteanml t taa on Combination 
of Dynamic Loads, ita consultants it NRC in Wathingtoni DC to 
raviaw taenical basil of order to ohut down ftvs plants 
w/safotg-ralatsd piping nonconfornitlas 

HOVLEiJ C. ACRE - Advisorij Commlttso on Roacter Eafsguards, 

79/03/18 3pp. 


7909090876 Notlcs of 790323-84 masting of ACRS Bubco malt tat on 
Evaluation of LERsi Its consultants it NRC staff in 
Washington. DC to ravlau LERs of 1976-78 

HOYLE. j.C ACRB -■ Advisory Committss on Reactor Eafaguards 
79/03/01 8pp 


7909090890 Forwards ravilw of updated WCAP-8691i "Fuel Rod Bouing." 
Aectptabla basis has bsan providod for calculating critical 
hsat flus on bowed rods 

8T0LZ. 0 F Light Wator Raactora Branch i 79/04/09 Ip. 


—7905090394 Topical ropt svatuatlon of HCAP-e69t, "Fuel Rod Bouing * 
Rapt pravidas aceaptabla data bass for critical haat flus 
bowed to 89X of bow noeassary for contact 
• Light Uittr Roacters Branch 1 79/04/09. 9pp. 


7909090306 Oatalls changas to Taeh Space ra use of raflaetor alamants L 
fuel olomant positions 

BALDWIN, M.N. Babcock h Wtleos Co 79/09/08. 3pp 


79O909D337 Summary of 790486 maatlng st/Wai ting house to discuss 
capahllltlas of natural circulation for Wsstlnghouaa plants. 
Farwardi rosponsss to questions raised ra power oparated 
pratsurlsar ralitf valva opening 

ANDER80N, T. H. Waatinghousa Electric Corp NS-THA-S078. 77/09/01. 
Spp 


7909090366 Due to tneroaiod workload froai TN1,ATWS data par hHC 790S1S 
request will be submitted 790901. 

ANDERSON, T. H. Haatlnghouso El «c trie Corn, Na-TMA-2077. 79/09/01. 

Ip. 


7909090396 Notification of contract otacutioni "Design of NRC Supply (i 
Halnt Hoduiss of Property le Supply Syo, * Awarded to Bmall 
Business AdMlntstration & subeentraci asiardad to Rabat 
Oroup. Inc, 

HAOAN, T.F. Admlntstratlv# Contraeti Branch. NRC-10-79-378, 
BB3-44-BA79C44. 79/04/03, Ip. 


—7909090399 Contract for "Betlgn of NR,C Supply N Haint Module# of 
Property b Supply Syo* awarded to Small Bualnsst 
Adeinlstratlon b luteontract awarded to Rehab Oroup, Ine. 
MATT1A,M, J. Administrative Contracts Branch, NRC- 10-79-378, 
79/03/19. ISpp. 


7909090401 NUREO/0R-Oa99 

*CONTEHPT-LT/O88i Computer Pragram for Predicting 
Contalnmint Preisura-Tamp Rasponiaa to LOCA. * 

HARORQVEE. D. W. < METCALFE. L. U. E0 li 0, Inc. FIN A-6O09. 79/03/31. 

844pp. Available at NT18 


7909090406 NURE0/CR-07aa 

"Tsst Plan Large Scale Molten Salt-Water Vapor EspLoaion 
Btudiss to bt Conducted at Ispra, Italy * 

HENRY, R E. Argonnt National Laboratory FIN A-20a6 79/03/88 

37pp Availablo at NTIB ' 


7905090408 NUREO/CR-0590 

•An Evaluation of Fuel Rod Bohavlor During Test LQC-li," 

COOK, T F. EO h 0, Inc FIN A-6041 79/03/31 lOSpp Availablt at 

NTIS. 


7905090413 Forwards NRC computer security program, responsaa to OAO 
raconmandatlona b NRC Manual Chapter 3101 "NRC Saeurlty 
Program " 

HENDRIE, J H Commission 79/04/18 B7pp 


7905090416 Commsnts on propossd Reg Outds 1 38, Revision 2 langvigt of 
ANSI N49 8-1977 should be maintalnsd. Rsquirtmonts for 
sptclflc preesduros eliminate dasirablt f lat tb il tty. 

SULLIVAN, T U, Consumors Power Co 79/04/03 Ip 


7905090417 NUREO/CR-0794 

"An Eiploratory Study of Inhibition of Inttrgranular Strass 
Corrosion Cracking in Ssnsltlted Type 304 Stalnlass Steal." 
BROWNrB.F , O'DELLiC.S., FOLEY, R T American Unlv FIN B-9607 
79/04/30. ISSpp Available at NT18 


7905090433 NUREO/CR-064S 

"Rsf Critical Eiptrimsntsi " prograss rapt Qct-Osc 1978 
OOE8EL.O R « OH, I. , PECORA, D. Rockwell Intirnational Corp FIN 
A-t036 RFP-aaSS 79/04/30 59pp 


7909090430 NWE0/CR-0494 

"Effects of Nuclear Power Plants on Community Orowth b 
Residential Proparty Valuts," final rapt, 770930-7811 1$ 

GAMBLE, H 8 , DOWN I NO, R H , SAUERLENDER, 0 H Pennsylvania Stats Unlv 
FIN B-6i73 79/04/30 89pp Availablt at NTIS 96 00. 


7909090430 Comments on propossd rule lOCFRSO ra acceptable criteria for 
ECC8 for LURt, aupports ralavant raiearch b forwards Hat of 
rastarch rapts 

LEVENSONiM Eltctrlc Power Research Institute 79/03/19 tlpp. 


7909090431 Cornmants on propoitd rule ra generic rulemaking ta improve 
nuclear power plant 1 ictnilng* agrees u/NRC proposed change b 
forwards suggestions 

HEDEMAN, W, N Environmental Protection Agency, 79/03/19 4pp. 


7909090433 Commints on propossd rule ra generic rulanvaklng to Improve 
nuclaar power plant Hcenslng. endoreae concept If It doee 
not delay or eauee aspanslva b eomplieatad backflts on 
plant! already In Ileaniing proesse, 

LINBLAD, W J. Portland Otneral Electric Co. 79/03/09 3pp. 


7909090439 Commanti on proposad rulemaking 10CFR2-7: proposed ehanga has 
potential for addl cotts b delaye w/o corresponding hanoflts 
to publ Ic. Should not be adopted 

BAUK,E A Virginia Eltctrlc b Powar Co. 194 79/03/80. 8pp. 


7909100004 Forwards corractid motion to raichadula RK Qardas 
depoittlon on 790386. Certificate of Sve and. 

STREBELtS. J, Spiegel b McDlarmld. 79/04/18 Ip. 


—7909100007 Corrected motion for raschaduling of RH Qardas deposition 
ttrvtd on 790386. Cartlflcats of Sve and, 

MATT. P. K. , STRESEL. B J. Spiegel b McDlarmld. 79/04/18 7pp, 


7909100080 Transcript of 790419 trisflng In Wash ington. DC on 
operational safaty data-gathar Ing b analysts, Pp 1-99. 

OILINSKY.V , BRADFORD,?, A., KENNEDY, R.T Commission. 79/04/19. 
lOOpp, 


—7909100036 Rsqusits briefing on operational safety data-gathiring b 
•nalyels. Outline b ralavant LER and 

CHIU, 8. J Office of the Sacratary of the Commlsaton. 79/02/28 
I9pp. 


—7909100030 8ECY-79-807 

Propoeas Itr ta prepared from Sacratary denying Kranith FQIA 
Appeal 79-A-3. Ltr should stats that delated portiona are 
property classified, 

BICKWIT.U Office of the Oanaral Counsel 79/03/83 3pp. 


— 7909100049 Responds to FOIA 781107 rsqutit for transcript of 7BII06 
Comattaion masting rs Oosslck testimony. Portion# op 
transeript wtthhald. Apptal potslbl#. 

FELTON, J.M. Dlvlflon of Rules and Records. FOlA-78-318 
79/03/01, Ip. 
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'^-T909l<X>O47 Canod^flon tfitermlnAtton re public dlieloeure of 7G110& 
tranicrlpt of OoetteV teetimontj Portion* of record 
tfltblield. 

GHILKtS J Office of the Beereterg of the Commiivion 7‘?/0S/S'6. 
if 


'>-7909100090 Appeal* deletion* from 7Q110A ConuDiiiton meeting trantcript 
eupplled in reeponie to FDIA 7B-310. 

KRANISHiA Trend* Publt>hlng< Inc 79/00/0? Ip 


— 7^09100408 Respond* to 790309 eppeel of initial deterniinatian in 
FO!A 78-310 requesting transcript of Commission meeting on 
7S110& Oovt in Sunshine Act jirecludas making deleted 
portion* available 

GHILKiS J Office of the Secretary of the Commission 79/03/09 
If 


790S100021 “Bteainlin* Rupture Analysis for Oensrtc C-E Plant (Including 
Cencurrant Stsam Oanerator Tube Rupture) Phase 1." 

CQhINeLL.H R. I LEVIME.H H . SHIER. U 0 Broothaven National 
(laboratory. FIN A-3009 BNL-NUREO 29893 79/03/31. 72pp. 


7909100023 Informs of circuit breaker failure Indicating defect* 
affecting sefety of nuclear power plants Shaft mounting 
ratchad driving pawl broke at weld it cottar pin securing 
latching pawl shaft brake 

CONNORS. J E Oolden Oat* Switchboard Go 79/03/30 3pp. 


7909100091 Ack receipt of 790330 Itr re TKI Incident Compkete responee 
will be forwarded as soon as possible Forwards NRG press 
releases & preliminary notifications re incident 
KAHHERER.C Office of Congressional Affairs. 79/04/10 3pp. 


7909100101 Respond* to 790319 Hr Northern CA Power Authority IMCPA) 
doe* not agree that it Is time to eiovs ahead w/pravl ously 
authorised dlieovery directed toward individual MCPA manbar 
NCPAwill not permit util to saarch membar city flies 
MCOIARMIO. R C Spiagel & McDlarmld 79/03/30 2pp 


7909100136 Ack racalgt of 790409 Itr re TNI incident Comp late rasponse 
will be forwarded as soon as possible Forwards NRG pres* 
releases preliminary notifications re Incident 
KANHERER.C Office of Gongristliinal Affairs 79/04/10 3pp 


7909100138 Supports ASLB 7900129 order denying Southern CA Ed lean Go’s 
790309 motion to quash subpoena duces tecum. Supporting 
documentation & Cartlficate of Svc and 

OOLOBERO.J , VOLOER.B H Anti-Trust Oivlslon 79/04/10 49pp 


7909100142 Respansa by util to NRG bt Intarvsnors ' prslimlnary 
comment* re cammitmsnts, Oiscussae specific suggested changes 
to commitments Supporting documentation *t Certiflcat* of 
Svc end. 

DOYLE. ft N . ARKSTRONO.M H . MATTS. H J HcCutchen. Doyle. Brown 0 
Emerson 79/04/10 ISOpp 


7999100028 Responds to 790316 Itr re Lewis rapt. Mould uaicome 
epportunity to miet h discuss issue in future 
Teitlnsny of HR Denton on 790321 before Congress end. 
HCHDRIE, J. M CommlsfUn 79/04/23 Ip. 


— 7903100032 Believes NRG press release of 790119 was major source of 
confusion since positive findings of Lewis rapt were, not 
mentioned N ralees* put entire MA8H-t40O on same level as 
estcutlvt summary, 

ifJDSQN.O.R Illinois. State of 79/03/16. 3pp 


—7909100039 Transcript of 790321 statement before Subcommltte* on Energy 
1. Hater Development r* computer code reading* on seismic 
design of pipe stress analysis Supporting documentation 
end ' 

DENTON. H R. Office of Nuclear Reactor Regulation 79/03/21. 

S2pp. 


7909100036 Forwards notice of denial of petition for rulemaking re 
aasndlng t0GFR20( “Std* for Protection Against Radiation." 

Reg guide will be issued to clarify naaning of regulation 
HINOOUE.R. B Office of Standard* Devalopmant. 79/04/09 ip 


7909100043 Forwards relevant press releases V preliminary notifications 
issued to date in response t'o 790330 teles re TKI incident 
BAKMERER.C, Office of Congressional Affair*. 79/04/10 4pp. 


7909100049 Ack receipt of 790406 Itr re info on nuclear safety 
•Bsrgency evecuatlon plens. 

KAKMERERi C. Office of Congressional Affairs, 79/04/10, 4pp 


7909100193 Forwards revision to HPI operator Instructlans per IE 
Suliitin 79-oga 

TAYLOR, J H Babcock li Milcos Co. 79/04/17. 3pp. 


7909100199 Ack rtcalpt of 790402 Itr re TKI Inc tdant. Goap late response 
will be forwarded as soon as possible Forwards relevant 
reiaasas L preliminary notlf Icattons. 

KAKKERER.C Office of Cangrass iona 1 Affaire. 79/04/09 3pp 


— 790911)0166 Riqueets Info re design or operational problem* generic to 
BSiU facilities li relationship to similar problint 
eipariencid at TKI. 

FAZIO, V House of Rsp. 79/04/02. 3pp 


7903100163 NUREO/CR-0643 

"Matl Gonpatab t I ity Tests for LOFT Nuclear Reactor Fuel 
Centerline Thermocouple! " 

CHAN, A 1.1 MEVERS, S-G , BEOTLER, P. 8 Hanford Englnearlng Devalopmant 
Laboratory. FIN B-622B. HE0L-TKE-7a-73 79/03/31. 63pp 
Available at NTI8. *3.29. 


7903100176 Ack racalpt of 790403 ktr ra safety of Bouth TK project In 
light of TMl 

HAKKEHER.C, OffUe of Congr esetonai Affair* 79/04/10. 3pp 


7703100180 Forwards third submittal to App D of NEOG-2401 1-P-A 
"Oeneric Reload Fuel Application '* End withheld 
(ref 10GFn2 7901. 

QUIRK, J F. Oeneral Electric Co , Nuclear Enargy Product* Div, KC 
682 79/09/08 app 


7909100091 Ack receipt of 7904Q2 Itr requesting eecurtty status ript 
on tscurlty at Oconee 1,2 6 3 In light a# TKI incident 
KAKMERER.G. Office of Congraisiiinal Affairs. 79/04/10, 4pp. 


7909100033 BECV-79-270 

Forwards, for Commission cons Ideratlon. appl Icatlon IromEdlow 
Inti Co for licanse to export U hexaflourtde to Argentina 
6HEA.J R Office of International Programs. 79/04/16. Ip 


7909100096 Racommsndi licanse be granted to Meetinghouse to import 
92.201 kg U from Sweden Request* notification of licansea. 

CHILK, 8 J. Office of the Secretary of the Commission. 79/04/20. 

Ip. 


7909100099 Draft evaluation of Bokum Resourca* proposal will not 
(ncluda radiological assassmant section due to Insufficient 
Info. 

SCARANOiR.A. Assistant Director for Waste Management (Pre 790901), 
79/04/09, ip. 


7909100082 Forwardt JR Cavanaugh 790403 lip aspreeelng eupport for 
fadsral central etatue etr for US nuclear plant! Request* 

(nfa ntesssary for reply, 

PRICE. M. House of Rep. 79/04/09, 9pp. 


7909100090 Minute* of ACR8 A/E Balence of Plant Subcommittee 790126 
meeting in Hashlngton.DC to review Fluor Power Sve.e.inc 
B0P8SAR t. relatlonehtp to BhU Std Ref Bye BSAR-SOS for 
prelimlnery design epproval 

• ACRB - Advisory Committee on Reactor Safaguerds, 79/01/26, 16pp. 


79091 00190 NUREO/CR-0736 

"Traneportat ion of Radioactive Mail in IL. " 77Q606-7B0606 
e Illinois. State of. 79/04/30 30pp. Available at NT19 44.90, 


7903100194 Forward* second submittal to App O of NGDE-a40l t-P-Ai 
"Oensrlc Reload Fuel Application " End ulthheid 
Cref iOCFR2.790). 

QUIRK. J.F. Oeneral Electric Co. .Nudaar Energy Producte Div. MC 
682 . 79/02/20. 4pp. 


7909100198 In response to 790401 Itr re TMI Inc Ident. forward* prase 
release H preliminary notifications iesuad to date 6 NRC 
rtsponse to Oovernor Brown's request to dose Rancho 8oco. 
HAMMERER. C. Off ice of Congressional Affair*. 79/04/10. 3pp. 


7909100213 (4ORe0/CR-0673 

"Radiation Dose Estimate* 4 Haxard Evaluations for Inhaled 
Radlonulc 1 ides. " annual progrees rapt. July 1977-Ju'ne 1978. 
MEMHIMNEY. J. A Lovelace Biomed It Environmental Research Instltuta. 
LF-63. 79/03/31. B4pp. Available at NRC. 1.7 00, 


7909t0021B Ack receipt of 790402 Itr re TMI Inc Ident. Complete responsm 
will he forwardsd as soon as poesib Le. Forward* NRC press 
rsleasas H prsLimlnary notifications ra inddant. 

HAHMERER. C Office of Congressional Affair*. 79/04/09. 3pp. 


7909100229 NWEO/CB-0724 

"Study of Rsverss Osmosis Applicability to LHR Radwaste 
Processing. " 

KARKIMOrJ. . VAN TRAN. T. Abean Inc. 79/04/30. 132pp. AvalUblw 

NTI8, 47.29. 
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7?09i<)aS30 BupflcKint* 790117 1 tr Lleiniing aelion on opptteatton i^or 
•iport ef conpononls to tho PhlKpplnoi not got conplotod 
Caio prooontig undtr contldtrotlon 

SHEAtJ.D Offleo op Intortiotlonol Progpimi 79/04/27. Ip 


7903100240 NUREO/CP-OOOS 

"PTOcoodtngi oP ConPsrtneo on HlgK Lovol Radlaoctlvo Solid 
Uoito Forwi Doe 19-21 » 1970 -ot DonvariCO " 

CASEVrL A OPPtco of Nucloor Katcrlal Safatg b SaPoguordf 
70/12/19 aOOpp. Avallabla at NTtS. *21.30 


7909100243 “Biocld* Bgproducti in Aquatic Envlront" guarttrlg progroit 
rapt for Oct-Dae 1970 

ANDERSaNrO. n . BEAN.R.H . 010600.0 1 Battalia Manor la 1 Inatttuta. 
Pacific Morttuaat Laboraterg FIN B-2098-9. PNL-29ai. 79/03/31 
41pp 


7903100293 MUREO-0300 V3 N4 

"Program aommarg Rapti “ Vol 3. No 4 

a OPPlca of Hanagamant and Program Analgala 79/04/20 103pp 

Available at NTI8 *12 90, 


7909100264 On behalf of Narubani Canada. Ltdr ra^uaata axtanalon of 
expiration data of Llcanaa XU-0399 to 000401 To data. 90. 000 
fcg U-306 exported age 1 net llcanaa 

HARMON. D.U Edlou International Co 79/03/19 7pp 


790910026B Cootnanlt on propoaad draft rag guide "Qualification of OA 
Programi Audit Paraannal for Huelaar Pouar Plante " ASHE code 
actlvitiei would be excluded In AN3I/A3HE N49 2.23 unleif 
otfierwlae indicated, 

TRIMBLE. D C Arkaneaa Power b Light Co 019-4 79/03/23 Ip 


7909100277 Summarg of 790226-27 meeting u/OA Co in Ban Diego. C A re 
OCFBR b HTOR program deecripttoni. llcanelng overview.RbD 
programa b Inearvlce Inap reguir amenta, 

MILUIAMB.P H . MEYER. U F Advanced Reactore Branch. 79/04/17 
14pp, 


7909100270 Uecklg info rapt for weak ending 790420 

REHM.T.A, Office of the Executive Director for Oparatlona 
79/04/27 27pp 


7909100287 Reguaiti info re application for llcenie to export to IAEA 
.22 microgram Pu~239 b whether or not it la aubj to tarma of 
U8-IAEA agreement for cooperation 

PETERSON. M Office of International Program* 79/03/01, Ip 


7909100323 Ltr of aeeurance in ratponae to NRC 790322 Itr ra 
Reuier-0tokei application for llcenta to export U-239 to 
Morwag. Tranef ar will be aubj to all tarma b cendltione of 
670600 agreement for ceoperatloin. 

RtNDAL. A. Morwag. 79/03/30. 2pp 


7909100330 Bummarg of 780620 maeting w/Sacramento Municipal Util 
Dietriet b BbN re eoeldeun tranilant of 780320 
ZHETZie.0, 0. Operating Reactore Branch 4. 78/07/13. 6pp 


7909100343 Act receipt of 790330 ltr informing NRC of atepa taken to 
correct deviation noted in QA Program Inap Rapt 
99900400/79-01. 

POTAPOVS. U. Raglan 4. Oallae. Vendor tnepectlon Branch, 

79/04/11 tp. 


— 7909100391 Reependa to NRC 790301 ltr re deviation noted In QA Program 
Inap Rapt 99900400/79-01. Correct 1 Vi ac tione ! change Inqulrg/ 
authorl latlon la being praceeaed to correct dealgn 
Inconeletene lee b review of contracts will be conducted 
MACMILLAN. U.H, Dab cock b Nil cox Co 79/03/30, 4pp, 


“7909100396 Forward* QA Program Imp Rept 9900400/79-01 on 790212-16 b 
notice of deviation. 

PQTAPDVe. U. Region 4. Del las. Vendor Inipectlon Branch. 

79/03/01, 2pp 


— 7909100360 Notice of deviation fro* Inap on 790812-16 

a Region 4. Dallas. Vendor Inspection Branch. 79/02/26. Ip 


“7909100366 OA Program Imp Rept 99900400/79-01 on 790212-16, 
Noneomplianca noted, equipment spec b age deacrlptlon valves 
for aaf f tg-rslatad sys did not agree w/sgi requlrementa 
epee. 

ANDERSON. D, 0, I HALE. C. U, Region 4. Dallas. Vendor Inspection 

Branch. 79/02/26. 10pp. 


7909100390 Requaits extension of expiration date for expert license 
X8NH-1270 from 790001 to 800001. 

MATSON. V. Trana nuclear. Inc. 79/04/04, ip. 


7909100410 Feruarda QA Program Inap Rept 99900921/79-01 on 790226-0301 
b notice of deviation 

POTAPOVS. V Region 4. Dallea. Vendor Inepectlon Branch 

79/03/09 2pp 


—7909100413 Notice of deviation from inap on 790226-0301 

a Region 4. Oallaa. Vendor Inepectlon Branch 79/03/&B ip 


— 7909100410 OA Program Inap Rept 99900921/79-01 on 790226-0301 
Ncncomp Hence noted Bee t Ion 11 of project internal 
procedurea manual not ravlaad tg 790129 ae committed. 

BRICKLEY.R H . KALE.G.J Region 4. Daliai, Vendor Impeetton 
Branch. 79/03/00 6pp 


7909100419 0ECY-79-269 

Faruarda. for Commlaalon eonaidera t Ion. eppl Icat ion from 
Trananuclear. Inc for llcanaa to export U-239 to the 
Nether landa. 

8HEA.J R Office of International Programa 79/04/16 Ip 


— 7909100417 Forwarda application for lietnae to export U-239 to tha 
Nttherlands 

MAT80N.V Trananueloar. Inc 79-121/01, 79/04/11 Ip 


7909100424 Ferwardt Abnormal Occurranca 90-312-79-3 far Rancho Saco 1, 
e Bacramento Municipal Utllitg Dlatrict 79/03/11. Ip. 


—7909100430 Abnormal Oeeurrine# 90-312-79-3 on 790212, turb Ine/generater 
tripped when averapeed trip ralag became falxelg 
da-anergliad due to eallbr drift Faulty tranamltter 
replaced 

• Sacramento Municipal Utility 01 strict 79/03/11 Ip 


7909100436 Infermt of reviaw completion of util data re 760320 reictor 
trip b reiultant cooldown trenalent Concurs w/util'e intent 
to return plant to power operation at level below 79*4 full 
power, w/cer tain recomnendat Iona 
VANIB.J T Babcock b Hlleoi Co 78/03/23 2pp 


7909100449 Confirms transfer of lead reapona Ibilltg made verbally 
781883 re ateem generator level control during auxiliary 
faedwatar operation 

OORDAN. E L Division of Reactor Operations Inepectlons. 
I6,Rai,TP-79-0l, 79/01/16 8pp 


7909100447 License for Hoke. Inc to export billows sealed instrumant 
laoletlng velvae to Canada. 

OFLINOER.O, 0 Assistant Director for Export/Import b International 
Bafaguerda 79/04/27. ip 


7909110089 Rsquasti extension of Llcanaa X8NM-909 from 
790901 to 781231. 

KEENAN.R.P Nestinghouae Electric Cerp. 79/03/19. Ip. 


7909110026 Comments on proposed rulemaking 10CFR20-13; petition 
should be denied. Supports certification of health phyaie* 
paraennei. al though NRC should not have function of 
certification. 

SNOOP. P.R International Brotherhood of Electrical Uorkare. 
79/04/09, 2pp. 


7909110033 Project on structural integrity of water reactor pretture 
boundary componanta. monthly progreta rept for Mar 1979. 

LOSBiF U. Navy. Dept of. Naval Research Laboratory. 79/04/10 6pp 


7909110099 Conwaante on potanttal affect of loop seal* in a presaurtrer 
surge line, greater emphatla must be placed on this aiattar in 
light of THI-2 

NOVAK. T, Reactor ayatema Branch, 76/01/10. Ip. 


—7909110060 Comments on potential effects of loop aeala In a pressuritir 
aurga line . recoamenda beset for design requirement be 
studied for all CP reviews to determine if loop seal can be 
•1 tmlnatid, 

NOVAK. T. Reactor Sgatemf Branch. 70/01/10. 2pp, 


7909110061 Presents Analgalt Branch contribution to task group 
tveluatlen of pTotactlon of operating BbM plants againit 
feedwater trans Itnbi. Info typically provided it not 
tuff tclent, 

ROSZTQGZV. Z. R. Analysis Branch 79/04/10, 9pp. 


7909110064 Assign* R Tedfsco a* group leader of Ta*k Oroup on Qinerto 
Revtaw of Feedwater Trantlent in BbU-Detlgnad Raaetore. 

CASE. E. Office of Nuclear Reactor Regulation. 79/04/09 tp 
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Tf<}911CX>?& Forwardf UCAP-9403. "Varincatlon Taating 8< Analgia* cf 
17ifi7 Optilaltid Fuat Ai«i«bty>‘' nonpropr iatarg 

ANDCRSONiT.M Ha«tlnghouia Elactrle Corp HS-TNA-S074. 79/0 4/S7 
IP. 


--790Stl009B WCAP-940a (HP) 

*Var if ication Tatting fc Analytli of 17«I7 Gptlailiad Fual 
Aiaaalilgi'* nonpropriatarg 

KAAMER.F.M > CADEK.F F . AKDEnBDH, T H Wtttlnghauaa Elactric Corp 
79/0(3/31 70pp 


790'3110tlb Clarifiai uncartalntla* t* OOTN avaluailon & prnpotad 
licaniing bail* Evaluation complatad ra nautron affactlva 
void corralation uncartalntg Evaluation withhold 
<rtf tOCFR2. 790> Affidavit and 

COOK, H If Otnaral Elactrle Co MFN 123-79 79/04/30 *pp 


7909110137 Coimant* on propoiod rultnaiilng 10CFRft-i‘ andoraai patltlon. 
STEI/EM3, J R, Niw England Pouar Co. 79/04/06 Spp 


7909110141 Connanti on propoaad rulamaklng iOCFRS-7‘ it would onlg tarva 
to coBipllcati alraadg rlgoroui licanalng proeaii 
Straaaillnlng of nudaar plant llcaniing procadurea la 

naadad 

8ZAL.INSKI>P.A Affiliation Unknown 79/03/Se. tp 


7905110143 Board notification BN-79-lO.roactor Inapactor conearna ra 
Bin plant* RicoMoandt Board* b* notlfl*d Supporting 
dot vaantatlon vncl. 

VASBAL1.ar D, B, Afdttant Oiractor for Light Uat»r Raactor* 
79/03/06. Spp. 


7909110149 Commtntf on propotad rulamaklng lOCF(tS-7, praaant rulat r* 
Intirvintton ar* adaquata. 

PRIKCErR J Affiliation Unknown. 79/03/26 Ip 


7909110146 CoMiant* on propotad rulamaklng 10CFR2-7 oppcaai amandi 
wording of "good cauta” 1* vagua. 

K. Affiliation Unknown. 79/04/02. Ip. 


7909110190 Gomnank* on propoaad rulamaklng 10CFR20''13. would placa 
unjuattfiid It potanttallg uniaf* raqulramant* on oparatlon 
awargancy planning. 

KWDTH.L K. Arltona Public Barviea Co. 79/04/06. 2pp. 


79091 lOJdt Forward* chartar ti manbar Hat of Taak Oroup on Oanarlc 
Rivlaw of Ftidwatar Tranalanta In BttH Daaigntd Raactor* 

DAVISj D K Sgatimatlc Evaluation Program* Branch, 79/04/02 

Spp 


7909110179 Forward* Info on poaalbl* nudaar Iricldant* In USSR, Propotta 
briaflng by DRNL. 

01L1N9«V,V. Commlailon. 79/04/23. 7pp, 


T9091101BO Dlicuatat Tich Spaca for raactor coolant ay* haatup It 
cooldown ratal it praaaura/taiap limit*. 

BTELLOtV. Olvlilon of Oparating Raactor*. 7B/04/I7. 2pp. 


79091 1Q1B3 Ack racalpt of 790414 mtmo daflning matl aubj to POIA 
rtquait Riquatti clarlf ication ra paraonal dlarla* Bt tap**. 
OILINSKT. V Comnladon 79/04/16 Ip. 


79091101303 Bummartia* atatua of HEM brlafingi avacuatlon plan & talk* 
w/Oavarnor Brown ra BItW raactor problan 
OILIRSKY.V. Commlailon 79/04/03. Ip. 


7909110234 Riquaati viawa on Roaitocty 790410 mama ra faadwatar 
tranalanta. 

OILlNSKVfV. Commlailon. 79/04/12. Ip 


"'7903110226 Praaanta Analyala Branch contribution to talk group 
avalwatlon of ganarlc faadwatar tranalanta In BliM raactora 
ROSITOCZYtZ.R Analyala Branch, 79/04/10. 9pp 


7909110339 Datarmtnaa that llttla hanaftt would raiult from radudng 
all BbM plant! to 90X powar ahould avant ilnllar to Ttil 
occur. 

TEDC^OiR, L, Aailatant Dlractor for Plant Suatami 79/04/04. 

Spp. 


7909110283 Tabulata* raactor aafatg raaaarch aupp lamantal funding 
MURLEYiT. E Dlvltlon of Raactor Safaty Raaaarch. 79/04/24, 3pp, 


7903110288 Forward* "C-E Boat Eatlmata Pra-Taat Analyala of LOPT T**t 
L2-3.« 

B€HERER<A. E. C-E Powar Syatami, LD-79-029. 79/OS/Oe. Ip. 


— 7905110294 LD~79“029 

“C-E Baat Eatlmata Pr*-To*t Analyala oP LOFT Taat L2-3. " 
May 1979 

a G-E Powar Syatama 79/09/08 86pp 


7903110341 Movaa for poatponamant of 790-402 daadlina for diacovary -It 
790418 prahaarlng confaranca du« to TMl Incldant. 

BCOTTrS K, Ttia* Public Intaraat Raaaarch Oroup 79/04/08. 3pp 


7905110342 Motion for poatponamant of 790418 prahaarlng confaranca 
pandlng full Invaatlgatlon of THl 

BOHERTYrJ F. Affiliation Unknown. 79/04/04. 4pp. 


7909110347 Motion by Intarvanora to roopon racord indaf inlto ly ti 
poatpono daclaton on ganarlc aafaty laaua conaldarationi 
pand Ing full invai t Igat ion of TMl. 

PFEFFERKQRM. W O, PISNKO.D.C Plaffarkorn *i Coolayr P A 79/04/03. 
Spp 


7905110349 Olacuaaaa ti dartflaa action! for Emargancy Procadura St laa* 
of latdown w/radlolog leal control program. 

TEDESCOtR L Aaatitant Dlractor for Plant Syatama 77/04/09. 

3pp 


7905110393 Motion to raopon aaftty haarlngi to conaldar tuipanalon It 
Tavocatlon of CP. 

DATTILO.TM Affiliation Unknown. 79/04/04. 2pp 


7909110355 Raquaata comraanta ra anvlTon qual If icatl on 4 Inatrumantatlan 
to follow couraa of an accidant 

HANAUERi 8 H. Aaatitant Oiractor for Plant Syatama 79/04/06 
Spp 


7903110379 Kotlflcatlon of ACftS Subcommlttaa on Powar It Elactrical Bya 
790330 malting w/lta conaultanta U NRC ataff In Maahlngtoni 
DC to ravlaw Intarconnact Ion of protactlon t< aafaty aya 
u/raactor cotroL aya on RC8AR-414 daaign 

HCYLErJ G ACRB - Advlaory Commlttaa an Raactor Safaguard*. 

79/03/14 Spp 


7905110398 Forward* OA Program I nap Rapt 99900104/79-01 on 790205-08 
Ho noncampl lanca notad. 

POTAPOVBiU. Rag Ion 4i Dallaii Uandor tnapactlon Branch 
79/03/0S. 2pp. 


-'7903110404 QA Program Inap Rapt 99900104/79-01 on 790203-08, No 
noncampl lane* notad. Major araaa Inapactad: Implamantatlon of 
lOCFftSOtApp Dicrltarta 4 applleabla coda* V atda including 
action on pravloua f lndlng<i Imp 4 taat*. 

HUNTER, V H. , UMITESELLiD.E Ragton 4, Dallaa, Vandor Impaction 

Branch. 79/02/28. 5pp. 


7909110412 Hotlf Ication of contract a* aeutlon' "Davalopmant of Improvad 
Tachnlqua* for Analyilng Matl Control 4 Accounting Data, “ 
awardad to Sclanca Appl icatlom, tnc. 

BOHNER.J. Tachnlcal Aaalitanca Contracta Branch FIN B-6399-9, 

NRC-0a-79-O2S, 79/04/20 Ip. 


— 7909110413 Contract: "Davalopmant of Improvad Tachnlquaa for 
Analysing Katl Control 4 Accounting Data," awardad to 
Sclanca Appllcatlona, Inc. 

OQUOHERTYi 0. J Tachnlcal Aailatanca Contracta Branch. FIN 

8-6399-9. NRC- 02-79- 028. 79/04/20 SOpp. 


7909110414 Board notlf ication. IE raactor Inapactor eoncarnf ra D4H 
plant*. 

VASSALLO-iD 8, Aaalatant Dlractor for Light Uatar Raactor* 
79/04/02. Ip. 


“-79091 10420 
790328 « 
MOSELEY, 
79/03/29 


—7909110421 

HOSSLEV, 

79/03/21 


7905140019 
In Rlehlai 
MOELLER, D 
Raactor B. 


7905140043 
of Protac 
Oiaaatar 

a Envlro 
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7T0914OO9& euin«i«rv of 7903SO otfttlnig u/SNL. partonntl to dlfcuii 
•Id-gaar ravl«w at prQgr»i on EV7V~ rioctor irliyaict 
tachnleol attlitanca propran 

DUNENFELDiH Cora Parformanca Branch 7^/04/17. 3pp 


79091400S9 Hottflcatlon of contract aiacutlon* "Conaultat 1 on & Bavlau 
of Kucloar Powar Plant Sitaai* awardad to UB Dapt of 
Intarior 

CLAOOLA.A F Tachnlcal Aaclatanca Contracta Branch FIN 8-11949 

NRC-03-79-t49 79/04/13 Ip. 


— 7909L40O&9 Contract "Conaultatlon tc Rtvlaw of Nuclaar Pouar Plant 
Sltaoj" auardad to U8 Oapt of Intarlor 
DOOOHERTYi 0. J Olvlalon of Contracta. FIN B-A94a 
NRC-03-79-14g 79/04/13 9pp 


7909140009 Motion hy Cltlaa of Anatalm I. RIvar i Ida. CA to raachadula 
dapoaltlon of RH Oardta for 790902 Urgaa A8LB vacdta 
790409 ordar dafarrlnp dapoaltion tt roinitata 790326 notlca 
of dapoiitlon Carttflcata of 8vc and. 

HATTiP K Splagal k HcDiar«td 79/04/11. 7pp. 


7909140093 Application bg Slgna Chaalcal Co for llctnaa to aiport 9 tg 
dautarlum liquid to Canada 

a Sigaa Chaalcal Co. (auba of Sign# Aldrich Carp 1 79/04/99 Ip 


7903140096 Application bg Mltaublahl tntl Corp for llcanaa to atport 
290 mCl. ancapaulatad camant ulraiCf-292 to -Japan 
TANAKA. N tiltaublahi tntarnatlonal Corp, (luba of Hltaublaht 
Corp. 1 79/04/27 Ip 


7909140099 Notification of contract aaacutlon. Hod 4 to “Yarloua Tailc 
Agraananta. * Contractor Battalia ColUMbua Lata 

KVNATT. A Raaaarch Contracta Branch. NRC-04-76-293 79/04/01 

Ip. 


— 7909140109 Had 4. updating contract by adding naitf clauaa to "Varloua 
Taab Agraananta “ 

HORTON. K.V Dlvlalon of Contracta. KRC-04-76-293 79/04/01 

3pp. 


7909140102 Act racatpt of 790404 raquaat for all NRC docuAanta t. 
coiiMiunlcatlona ra THI.Llata racorda alraadg In PDRi othara to 
ba placad thara upon dlacloaura. 

FELTON. 0 M Dlvlalon of Hulaa and Racorda. 79/09/03. Ip. 


7909140126 Application by Nuclaar Valva 01 v of Borg-Marnar Corp for 
llcanaa to oiport 3/4-lnch li 1-inch 600 lb carbon ataal 
globa valvatiMnual k air actuatatf, 

HAN. a, Borg-H«rnar Corp. 79/04/ia Ip. 


7909140149 NUReo/CH-0649 

"Bpant Fual Haatup Following Loaa of Uatar During Storage '* 

BENJAMIN. A B , HCCLOBKEY. D. J . PCUERB, 0. A. Band la Lab orator Ita FIN 

A-2030. BAN077-1371 79/03/31. 171pp. Avallabla at MTIB 


790914019a FOIA raquaat for ACRB 690331 rapt.AEC 690630 intarnal ataff 
atudy ra aafatg of larga nuclaar raactora AEC 691112 rapt on 
rtactor aafaguardt b Itr to Baaborg eoncarnlng aafatg 
quaatloni 

KENDALL. H.C. Indiana, Btata of. 79/04/12. 3pp. 


7909140160 Raaponaa to FOIA raquaat for ACRB 690331 rapt on raactor 
aaf aguarda. AEC 690630 Intarnal ataff atudg ra aafatg of 
larga nuclaar raactora. ACRS 691112 rapt on raactor 
aafagvarda. k Itr to Baaborg eoncarnlng aafatg quaatlona 
FELTON. J.H Dlvlalon of Rulaa and Racorda. 79/09/09. 2pp. 


"7909140164 "ACRB. Ita Rola In Nuclaar Bafatg ■* 

LAHR0SK1.8. Argonnt National Laboratory. MOELLER.D. H. Harvard 
Univ. 76/09/26, a9pp 


— 7909140169 Forwarda commanta on uatar raactor aafatg raatarch program. 
Eaphaaliaa laiportanca of public haalth b aafatg 
HENDRIE. J. H, ACRS - Advlaorg Coawl ttaa o-n Raactor Baf aguarda. 
69/03/20 Ip. 


"7909140169 CoaMnanta on watir raactor aafatg prograai p Lan. Covaraga 
naadad on propoaad larga watar raactora Ondar atand Ing of 
fual fallurao naadad Urgaa aupport ba glvan to capabla 
poraonnal Analgala of acetdant pravantion naadad. 

HENDRIE. J.M, ACRB - Advlaorg CoaMlttaa on Raactor 8af aguarda. 
69/03/20. 9pp. 


— 790914-0174 Raaiaphaolita pravlouc roconoiandatlant ra naad for aafatg 
raaaarch, Urgaa addl RbD ra ftlaailc affteta on aodtuai-caolod 
faat raactora 4i onvlron af facta. Mora affort naadad In 
apaMlntng fual failure. 

HENDRIE. J.H, ACRB - Advlaorg Coounittoa on Raactor Safaguarda. 
69/11/13. gpp 


7909140170 Notification of contract axacutlon: “laplonantatlen of Kod 
to NRC Contract Info Bga. " auardod to Snail Bualnaaa 
Adnlnlatratlon 

KEDROM.L A Adnlnlitratlva Contract! Branch NRC-10-79-3ai. 

79/04/27 Ip 


—7909140179 Contract for “laplanantatlon of Mod to NRC contract Info 
Bga." awardad to Snail Bualnaaa Admlnlatratlon u/8ocla1 
Raaaarch Application Corp aa aubcontractor 

HATTIA.H J. Contract Policy Branch NRC-10-79-381 79/04/30 

70pp 


7909M0177 FOIA raqueat for winning tachnlcal propofol for 
NRC-02-79-033. "Bafoguarda for High Laval Maat# 

Rtpoaltor laa. " 

RAOAN.K H Kinetic Raaaarch. inc. NRC-02-79-039. 79/02/19 Ip 


7909140160 Forward! RFP b winning technical propoaal for NRC-03-79~O39i 
"Safaguarda for High Level Uaata. " In raaponaa to FOIA 
raquaat 

FELTON. J H Dlvlalon of Rulaa and Racorda NRC-02-79-039 
79/09/08 2pp 


7909140183 FOIA raquaat for 'internal NRC nano alleging that Idaho 
Falla. ID low power plant acetdant Involved lovora' triangle. 
UILLIAH.U.A Affiliation Unknown. 79/04/06 Ip 


— 79-09140187 Addraaaet potontlalltg of Idaho Falla. ID atatlonary lehr 
power plant Incident. Involving lovora' triangle Cautlona 
agalnat ehortcomlnga In technological dovolopmont b 
aeroonlng. auparvlolon b aurvatllanca of porsonnol 
HANAUER. 8 H Atomic Energy Commlailon (Pro 19791 71/09/10. Ip. 


7909140104 Forward! 710910 meno In roaponao to FOIA raquaat for 
Internal NRC aieieo alleging that atatlonary Idaho Falla. ID 
low power plant accident Involvod lovara ' triangle. 

FELTON. J. H Dlvlalon of Rulof and Racorda. 79/04/36, Ip 


7909140191 FOIA requaat for documenta prepared or rtcoivad r4 environ 
Impacta b health offacta poiilblg raaultlng from nuclaar 
taata conducted for Project Plowfhara Program during t960a b 
early 1970e 

STRAIN. P, The Denver Poat 79/04/02 tp. 


7909140197 Forwarda documenta in rttponat to FOIA raquaat fo-r Info rt 
Impact! of nuclaar taata for Project Plouahara Program Addl 
Info available from CO Public Health Dapt b DOE. 

FELTON, J H Dlvielon of Rulae and Racorda. 79/09/01. 2pp. 


—7909140200 tnforma of completion of raorganliatlon of Qlv at Paacoful 
Nuclear EKptoilvaa Plowehara actlvltlaa b paraonnal 
poeltlone of Special Projacte Dlv tranafarrad to 
headquartare on 690918 Llata paraonnal aatlgnmanta. 

KELLY, J 8 Atomic Energy Commtaalon (Pra 19791. 69/07/31. 3pp 


—7909140203 "Davelopmant of Ragulatorg Criteria for Control of Radlatfeia 
Expofuraa to Population from Conaumor Product! Producod by 
Plowaharo Appllcationt. " <R&D-3 Plowahora) 

ROOERB.LR., WESTERN. F. Atomic Energy Coewlaalon (Pro 19791 
69/04/11. 26pp. 


7909140213 Forward! IE Circular 79-06 "Failure to Uaa Bgringa b Dottle 
Shtalda In Nuclaar Hadlclna" b Hat of addreaiaea 
PAPPAS. H. Region 3. Chicago. Of flea of the Director 79/04/29 
49pp. 


7909140237 Notlca of 790404 meeting of ACRB Bubeommlttaa on Ragulalorg 
Aetlvltlof , NRC b conaultante In Hoahlngton. DC to diacuae 
varloua propoaad rag guldea. 

HQYLE.J C. ACRS - Advlaorg Commlttaa on Raactor Safaguarda. 

79/03/14. 3pp. 


790914024a Notice of 790312 moating of ACRB Bubeommlttaa on Baouagah 
Nuclaar Power Station In Haihlngton, DC to review TVA 
application for OL. 

HOYLE, J c ACRS — Advlaorg Gommlttoo on Reactor Safaguarda, 
79/02/22. app. 


7909140292 Forward! matl provided 790404 b relevant BbM b NRC 
faedwtar avanta at BbW planta. 

OflNaTEINiH Office of the Eaacutlvt Director for Qaarationa 
79/04/06. 19pp 


7909140274 Addl Info roquaatod in 790209 Itr ra two loop taat apparalut 
teat ratulta being rtvlawed to datarmino achodult for 
raaponaa Review raaulta aapactad by 790417, Keating auggaatad 
for watli of 790423 for addl taat data evaluation. 

&HERU00D,0,D Oanaral Electric Co, , Nuclear Energy Prodocta Dlv 
HFN-099-79. 79/04/06, 2pp. 


NONDOCKETED ITEMS 


40^97 C Ur in«« •{iplieafelQn of UtlbnUx ruU tn Intiaratlon «* 
(o»a»rvafetan of ma«« •auablont In SAFE coifa 9P«tl«n of 

12K-7l''7,%5«;.‘ e..,„ 


ri^u»»k ler acc*«i to Oecuaonkt in r*|ion*l 
^%</2o'* Cfc^taio* Offleo of thi Dlrtcior 


jmi403ia Forward • draft NUREO-OSSa, «Qauond n- .. . 

Funding . In Support of Conmarelal Kucloar Powor Station/* ** *“ 
R»i)u»<ts (onmantn ty 790809 M/o and. 

RVAWi R. 0. Off lea of Btata Projrama. 79/04/10 Ip 


7908140930 Rttponit to FQIA rtquoit for rocord* 
FELTONtJ S Divio Ion of RuUt ond Rteordt 


not In me FDR ro 
79/03/Oa tp 


7903 140330 Forward! NUnE0-0S83( "Bavond D!fan!a-ln''OaRth’Ca!t It 
Fiindlni. , in support of Cofomarelal Nuelaar Pouar Btatlom 
RadiUOtt! connontf by 790309. M/o ancl, 

R 0 Off lea of Qtaba Program!. 79/04/10 Ip 


-7903140333 Forward! draft NUREO-0993, "Bagond D.ftO!o-ln-D#pth Co!t t. 
Funding... In Support of Commtrelal Nudoar Pouar Stationar* 
fc raquift! tommanta baforo 790809. Final rapt will bt laauod 
a hop tig aftar 790809. M/o and. 

RVANi R 0. Off lea of Stata Program!. 79/04/10 Ip 


“PWR Blowdown Hiat Tronafor 3tp<ratt-Ef f octa frograa Data 
Evaluation Rapt. THTF Tait Birlat tl • 

W^UINO.C B . HVMAN.C R . CRADDICR.M 0 Oat Rldft National 
Laboratopg FIH B-OISS 0RNL/1WRE0-S3 79/04/30 lB9l! 
Aval lab li at NTIB 


7909140873 NUReo-0944 

•Handbook of Atpongflu b Inltialiiat • 

• 0/flea of Adninlttratlon 79/03/31 131pp 


•7903140339 Forward! draft WREO-0393. "Bagond Oaf anai-ln-Daptb. Coat U 
Funding. .In Support of OommareUl Nuelaar Pewtr Station!.* 
Naquatlt coiaaianta 790809. W/o ancl. 

RVAMtH 0 Off lea of Stata Programa 79/04/10 Ip 


7909140979 NU«eO/CR-0648 

"Huitldtaanilonal Analgtla of Fluid Flow in LOFT Cold Lag 
Blowdown Plpo During Loat-of-Coolant Eiparlaant " 

DEHMIE.P H . HOFMANN. K R Idaho National Engtnaarlng Latoraterg 
FIH A-*04B TBSE-1333 79/03/31 77pp Aval lab It at HTI6 *3 00 


— 7903140331 Forward! draft NURE0-03S3> "Dogond Dtftnaa-in'-Oapth Coit b 
Funding, . . In Support of Comaiarclai Nuelaar Pouar Station! " 
Raqwaatt commanta bg 790909 M/o and. 

RVANtR.O. Off lea of Btata Program* 79/04/10. Ip. 


79091 40314 CoMAanta on OF Rnaa to EO Caaa mamo oummarlilng aiatlng r* 
natural circulation conaldoratlona. Oovlt-Baaaa l 771039 
tranilant ratultad In aubcoollng of BO F or mora Erronaoua 
tapl Icatiana Mad* rt Hlebataon Rapt. 

TAYLOR, J H. flabcoek t< Mllco* Co. 79/08/04. Ip. 


7903140336 Forward! n!W application for export 1 leant! w/raguoatad 
corraetloni. 

HAftTtweijF P. Spain. 79/04/09, Ip. 


•>•7908140330 Garractad application bg Oariaan OoMlngu!i for llcanaa to 
aeport 51 kg U, aa U haxaf lunrldt. to Spain 
a Spain. 79/03/30. Ip. 


7903140393 Forward* proprlatorg rapt NEDE-ai 983 ~p. "Submargad Strueturaa 
KodaliKaln Vant Air Otacharga* Evaluation Rapt.* Affidavit 
and. Rapt avallafcla In Central ptlaa. 

BCBOHjL vI. Oanaral Elactrle Go > Nudoar Enargg Product! Olv. 

HFN- 121-79. 79/04/30, 8pp. 


7905140436 SubMlt* rtgutatad Info r* 3-laap taat apparatua fc 
•valuation Modal raactor caleulatlona, vapor Ixation 
eorrakation data, b r*ipanaa to NRC guaatlon ra vaporliatlon 
In a-loop taat apparatua. H/*nd 790139 Itr. 

SrROOPE.E. P. Oan#ral Elaetrle Co MFN-03a-79. 79/01/30 74pp 


7909140976 NURE9/CR-0646 

•Computar Progran K-FtX/HODl Nod of Coaputor Program K-PIX 
for Application to Fluid Flow Btaulatlon In LOFT Bga 
Piping ” 

DEtwiE.P N . NOFNAHN.K R Idaho National Englnoarlng Laboratorg 
FIN A-604e TREE- 1324. 79/03/31 eapp Avallabta at KTIB 43 00 


7909190003 Tranaerlpt of 79046 apan matting far NRC brtaflng on liva 
ahutdewn plant! (aalamic daalgnl Pp 1-67. 

HCNDRIE. J. H < OILINSKV.U . KENNEDV.R. T CoMltaiOn 79/04/36 

68pp 


7909150009 Aek racaipt of 790313 Itr w/atatamant on “Proballatle Rtat 
Aaaaaaaant b Ita Application in Raactor Safatg b Ltcanalng * 
Forward! NRC pal leg atatanant ra Lawia Rapt b Inatructlena 
to NRC b toatinong btfora Udall aubcoMtttao 
HENDRIE.d. N ComMlaalon 79/04/33 ip 


—7909180000 Forward! copg of “Proballatle Rtak Aaaaaamant b Ita 
Application in Raactor Bafatg b Ltcanalng* aubatttad to 
Coamlttea on Interior b Intular Affaire 
RICKARD. C.L Otnaral Atomic Co lauha of Oulf Oil Carp I 
79/03/13 6pp. 


—7909190009 Taatlmong of PA Bradford baforo 8obcom«ittaa on Enargg b 
Environ of Houaa Commlttaa on Intarlor b tnaular Affaire 
BRADFORD. P A Coamlaalon 79/03/36 4pp 


—7909190010 Taatlmong of JH Handrlo btfora Bubeommlttaa on Enorgg b 
Environ of Houto Cemmittoa on Intorlor b tnaular Affaire 
HENDRIEiJH Commlialon 79/02/36 36pp. 


•-7903140420 OUevaa* NRC concarn ra baat tranafar coafflclant of 4-lnch 
SAFE coda b OE clarification. 

BlROUPEtK, P. Oanaral EUctrlc Co. HFN-oai-79. 79/01/29. 3pp 


790S140469 Forward* tlldt* pr***ntad at 790319 naatlng w/NRC ra ECCa 
•valuation Modal. BubMlttal contain* proprlatmrg Info 
iraf l<«F«a, 7901. _ 

A«C€«BONiTM. Maittnghou** EUctrlc Corp. N8-THA-a06S. 79/04/lB. 
tf. 


7908140909 Forward* nap furnlthlng Info b ll*t of burial alta* In 
raaponit ta FOIA raduaat for info ra all nuelaar plant*. 

•libar coMplatad unoar eonct b all nuelaar waata burial 
f Ita* V/o and. ... 

FCLTON, J.M OtvUton of RuU* and Racorda. 79/09/10. Ip. 


7903140811 FOIA raguaat far Map b currant gaoprapblcal Hating of all 
nuelaar plant! althir canplatad or Ondar eonat b all nuelaar 
wait* burial altoa. 

COHBS.R a Affiliation Unknown. 79/08/01. ip. 


7908140921 CoMnantf on draft rog guida b valuo/lapact dotaaant ra 
*Nudtar AnaLgvia b Do*l|n of Conerota Radiation Bhlaldlng. 
Bpadfic erlbarla for doolgn of conerato radiation ahlalding 
btrvetura* »hould bo provldad. 

OAVIOANiF. X. tnorgg. Oapt of. 79/04/03. Ip. 


790-9190014 NUREO-0940 VI K3 

“Tltla Llat of Docuaanta Wada Publlclg Aval labia for Itar 

|A90 H 

* Office o’f AdalnlitratUn 79/03/31. SSlpp. Aval Ub la at NTIB. 
43. 00. 


09180039 LUan*a for Trananuelaar. Ine to oxport 413 kg U-339 * 

0 0339 kg 0-338 to Waat Oarauing ^ t 

apLINOER'o 0 AaaUtant Director for Cxpert/laport b Into mot Iona I 




908190030 Llcanaa for Hoke. Ine to export bat Iowa aoalad valvaa. valve 
Manifold, ftalad globe valvaa, aaalod Inatrumant laolatlng 

O?LINoeR,0*O*^*^Aaal*tant*0lraetor for Export/Iaport b Intornotlonal 
79/04/89. IP 


N)9I9003l Llcanaa for TTOnaOMCloar. Ine to laport 639 kg U-839 b 

Si.Sa!.T’ <” 






7909190033 Lleona* for Exxon NucU.r Co. Ine to oiport 1940 4 If U-239 
WL1>«Ir“" 0. A**Utont Director for Eaport/Ugort b Intornatlan.l 
Bofoguorda. 79/04/37. 8pp. 


7905140825 ftaoponva to FOIA raquoat for »"♦« ro Ju**’*** 

aiodol Tharatron M,Co-60 talatbarapg “"i*: 
dacuMont*, drawing b tUt of drawlngo axlthhald •• 
praprUtaru. Doeunint* l» dpawlnB* not and. 

FELTON. U.N. DtvUlon of Buloa and ttaeord*. 


79/08/09. 3pp. 


7909190033 Llcanaa far Hoka.Ine to export bellow* laaUd gUba vatvai, 

Splines. SIS** ''A«*JtMt SiJ.Jtor for E*,ort/If-rt b Int.rn.tlanal 
Bafoguard* 79/04/87. If. 


7908140827 FOIA raRUast fop intarnal fllf* J* fadUtU*- 
•LOCUM, U V. Hllwautaa Bant Inal. 79/04/18. Ip. 
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NONDOCKETED ITEMS 


790319003S Llc*n*t for Hok«> Ine to tiport bollawi tialid Inttru-mont 
iiolating val vt«i toil (d v«lv«i li v«lv« nanlfoldt to 
Canada. 

□PLINCEniO 0 Aiflatant Dinactor for Eiport/lnport Ic tntarnattonal 
Safaguardt 79/04/27 Ip 


7905190037 Licanta for Hofcai tnc to aiport btllowi daalad Inatruiaant 
Ifolating valvai ti iparaii ^'«lva manlfoLda tt laalad 
InatrtiMant valvat to Canada 

OPLINOERiO 0 Aaatatant Difactor for Eiport/Import li Intarnationa 1 
6afaguardf 79/04/27 Ip 


790913O03S Llcanta for Hokii Inc to axpori ballotfi taalad tnatrumant 
(aolatlng valvaa to Canada 

OPLINOCRiO, 0 Aaalatant Diractor for Eiport/Iagort b Intarnatlonal 
Safaguardi 79/04/27 Ip. 


7909190040 Licanta amandnant for OE to aapart 2.43 kg Pu ti 61 kg 
natural U to Franca. 

OPLINOCRi 0. 0. Aiilatant Diractor for Expart/Inpor t b Intarnatlonal 
Safaguardt 79/04/26. Ip 


7909190047 Ltr of atauranca cartifglng fual alanants aanttont<f in 
Oantral Atonic 790222 application uill ba aubj to 
condltlona of 600729 addl agraament for cooparattan 
OOPPEl-tK, Europaan Comnunltlaat Ccotmlfilon of. 79/03/S7 Ip 


7909190066 Not lea of 790319-20 AGRS Subcoanlttaa on ECC8 Maftlng< 
te/lta confultanta b NRC In Lea AngalaaiCA to dlaeuaa 
atatua of phgaical coda inputai currant lleanalng action! b 
aaavAatrlc bloudoun forcta, 

HOYLEiJ. C. ACRS - Advlaorg Commltlaa on Saactor Safiguarda. 
79/02/26. 2pp 


7909190093 Rtaponda to 790312 ltr roi^itaatlng NRC aatand cominant par lad 
for NURE0-0499i "PraliMinarg Statamant cn. Oantral PoUeg for 
Rulanaklng to taprova Nticlaar Pauar Plant Llcanatng " No 
eattnalona plannad 

DENTON.HR Offict of Nuclaar Raactor Ragulatlon 79/03/16 2pp 


7909190199 Foruarda patltlon to tntarvana b ra(iuaat Par haaring on 
bahalP of Ctr Por Davalopaant Polleg b two other intarvanora 
ra application for atport llcanaa U/o and. 

ASHER, T ft Aahar. T R. PC XBNMO 1471. 79/04/20. Ip 


7909190198 Llcanaa for Hltaulina Traval 8vc of A«arlca<Inc to ttporl 
atacallanaoui reactor parti to vlapan 

OPLlNOERi 0 Q Aiaiatant Director for Eiport/Inport b tntarnal tonal 
Safa guard! 79/04/13. Ip 


7909190161 Application bg Stgna Chtnlcal Co for llcanaa to aiport 
compounda containing agulvalant of 4 kg dautarlUM liquid 
over 8-gear parlad to Auttralla 

• Slgna Ch«inlcal Co (tuba of Sigma Aldrich Corp. t. 79/04/11. ]p 


7909190162 Llcanaa for Kltaullna Traval Bve of America, Inc to aiport 
alical lanaoua apaclallg dealgnad or prapartd parta for uai 
In raactora to Japan 

OPLINOER, O, O, Aailatant Diractor for Eiport/Impor t b Intarnational 
Safaguarda 79/04/13. Ip 


7909190179 Raquaata approval of propoaal to aipand scopt of DOR ganarit 
laaua B-S3, "Degraded Orld Voltage," to accooMiadata cauaaa 
of degraded voltage Idanttfiad bg Arkanaaa Nuclear One 
abnormal occurranca 

VOLLHER, R. Aailatant Diractor for Sgatama b Pro.iacla, 79/04/03 

Spp 


7909190 1 83 Eracutiva Branch poaltion rt Edlow Inti Co application for 
llcanaa to aiport 800,000 Cl of tritium to Swltaarland. 

Llcanaa should ba granted 

NOSEKZQiL V State, Dapt, of, Buraau of Oceana b Intarnatl. Environ 
b Scientific Affalri 79/04/18. 2pp 


7909190186 Eiicutlve Branch poeltlon ra Ueatlnghouie application for 
1 Icenee to aiport fual rod tubaa, aprlnga b and pluga toi 
Buadeti Llcanaa ahould ba granted 

HQSENEDiL V. State, Dipt of. Bureau of Oceana b Intarnatl Environ 
b Scientific Affalri 79/04/12 2pp 


—7909190098 CoiMaanta on NUREO-0499, "Fra 1 Inlnarg Statemint on Central 
Polleg for Rulamalilng to Improve Nuclear Plant Llcinalng.” 
ALtarnatlva anergg aourcet ahould be eonaldarad b bellavaa 
there la no naad for adding baaaLoad capacitg 
HtTTiR.E Appalachian Reaaarch b Dafanaa Fundi Inc. 79/03/12 

2pp 


7909190099 Eiieutlva Branch poaltion ra Hlteullne Travel 8vc of 
Amarlca, Inc application for tlcinaa to aiport reactor 
componanta b parta to Japan. Llcanaa ahould be leaued 
N03EN2Q,L.V. State, Dapt. of. Bureau of Oceans b Intarnatl. Environ 
b Bclantlflc Affalri XC(}N-192 79/04/83. Ip 


7909190099 "Uatir Reactor Safety Reeearch, Heat Tranafar 
Highlight!" Jan 1979, 

LOTTES, p. A Argonnt National Lahore torg. DOE 40-990-79 78/11/30, 

6pp. 


7909190101 Notification of contract eiecutton, Hod 6 to "A/E Oontul ting 
Svea. * Contractor. Burne b Rea, Inc. 

HVNATTiA, Raatarch Contracti Branch. FIN 8-6820 NRC -04 -7 7-09 7, 

79/03/31. tp. 


— 7909190109 Mod 6,no-coet time aitenalon through 800331 to “A/E 
Conaultlng Syca " 

HORTON, K.V Reeearch Contract! Branch. FIN B-6S80. 
NRC-04-77-097 79/03/3t app. 


7909190109 Application by Hoket Inc for Llcanaa to aiport motorlied b 
iaolatlng valvea b apare parta to Koraa. 

LINDNER, T P Hoke, tnc. 79/04/16. Ip. 


7909190106 Application by Hoke, Inc for llcanaa to aiport balloiia laalad 
inatrumant Iaolatlng valvaa b valve manifold! to Korea. 

« Hole, Inc. 79/04/19. Spp. 


790919-0180 Reaponda to 790307 ltr. Since OA program deacrlptlon daei not 
meat MURE0-a390i it ulll not ba Introduced to NRC topical 
rapt program M/anel topical rapt program daacrtptlon 
HAAB3, H P L K Comitaek Engineering Co. 79/03/88 9pp. 


7909190191 Eiacutlva Branch poaltion ra Mltaulllna Travel Sve ef 
America, Inc application for llcanaa to aiport 18,000 polaon 
tubie to- Japan Llcanaa ahould ba granted, 

NOSENZOiL, V State, Dapt, of, Buraau of Qcaant b Intarnatl. Environ 
b Scientific Affaire. 79/04/19. 2pp. 


7909190199 Application bg Trananucltari Inc to amend aiport llcania to 
Includo addl quantttg of 0 2 g af 0-239. 

MATSON, V, Trananuelaar, Inc 79/04/18, Ip, 


7909190198 Applieatlan bg Edlou Inti Co to amtnd aiport tlcenii It ehov 
ASEA ATOM at onlg Intarmadiate conaignee. 

HARHDN,D. M. Edlou Intarnatlonal Co. 79/04/10. Ip. 


7909190 1 99 Reaponda to 8ECY-79-86 "Timing of Certain Re-quir tnente el 
UMlll Talllnga Radiation Control Act of 1978.“ Datatli 
poettian ra f edarai-atate authoritg to llcenae mllle 
w/ragard to roqulremanti of AEC Act, Section 874. 

KINOi B. Kiu Mexico, State of. 79/03/07. 3pp. 


7909190203 Application bg OE to amend llcanaa to aiport matl It Japan 
Raquate riichedullng of flret ahlpmant to 790831, 

HILSONiB.D. Oaneral Electric Co., Nuclear Energy Product! Dlv 
BDH-79098, 79/04/13, Ip, 


7905190208 Application bg Oaneral Atomic Go to amend llcenie te iipert 
fuel alamenta containing U to Japan. Raquait! aitenalon of 
eipiratlon data to 800701, 

HOWRy,U.R. Oeneral Atomic Co. (tube, of Oulf Oil Corp. 9. ICL-tOtV. 
79/04/13, ip. 


7909190183 Eiecutlve Branch poaltion re Mltaublahi Inti Corp 
application for llcenae to aiport 348 kg U-S39 to Japan. 

Llcanaa ahould be grentid. 

NOBCNZOrL V. State, Dapt. of, Buraau of Oceana b Intarnatl. Environ 
b Bclantlflc Affaire, 79/04/16. Spp. 


7909190813 NUREO/CR-0999 

"Aeieeament of Intergranular Fractura Mlthln Unreatrietad' 

U08 Fuel Due ta Film Bolling Operation. “ 

CRONeNB£RO,A H , VACKLE.T.R. EO b 0, Inc, FIN A-6046. TftE8-l330. 

79/03/31. 93pp. Available at NTtS. 


' Cl ' 



7909190140 Honthly ltr rapt for Feb 1979 re technical project atatua 
of “Aaroeol Heaaurementt tuHodellng for Fait Raacter 
Safety. " 

0IE8EKE, J. A. Battalia Hemortal Inetitute, Colunbua Laboratcrle!, 
79/03/88. 3pp. 


7909190194 Summery ef 780330 aiaetina m/OE re Target Rock lafetg relief 
valvee b ravleai of prograee toiMrd reducing number of BUR 
blowdounf. 

NOUICKhB, J. Operating Reactore Branch 2. 79/04/ia. 16pp, 


7909190819 NUREO/CR-0913 

"Reactor Safety Reieareh Programi, “ quarterly progreta rapt 
Jul-Sept 1978 

KOUra.H. J., KATO.U.V, , ROMANO, A. J. Brookhaven Haticnat LaborAterw. 
EY-7A- 0 - 08-0016 BNL-NUREO- 90931. 78/11/30 ai9pp. Avpllabl* mb 


NONDOCKETED ITEMS 
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7^9190939 Commania on prapoted rulaa lOCFRl? «< 20 •ndoriii prapetid 
Ufliit tor mandatlrg monitarttig of minor* 18 of age 

or undar uha «r« aicpaead to radiation above natural 
backgraund lavel* 

LAMPKA* J V Bunker Hill Communltg College 79/03/19 2pp 


7909190962 Inforai that FH notice of dinlal of petition for rulenaltng 
ha* been aodlfltd to indicate that five rather thin four 
people have eubattted coaoente on petition for ruliaatini 
PRH 20-9 Reviled page of notice end 

BARK^tR F Traniportatlon fc Product Standerdi Branch 79/0t/09 

2pp 


7909190230 Patltlon to eaparata KRC Into twq entitle* on* covering 
ptnuar raatkoraiU mlning> nuclear ueapona mfgi nuclear fuel 
procaaaor* Bi other dealing w/bgproduct matl 
PECPLCOj M P Non-ne* true t ive Teattng Kanagament Aeioclation 

79/04/13 3pp 


77a9t9l}31t Raeponda to 790212 Itr r* application for lleenio to eiport 
aonailta or* to Ind la. App 1 icatton wat foruardod to Eieeutlv* 

■ranch on 700fiSl for ravlaui 

QHEAi %f. R. Aaalatant Oiractor for Export/Import It intarnationil 
Oaftguard* 79/04/13. ip. 


7909100314 Application bg Borg-Warnar CorpiNuclaar Valva Olv for 
lleana* to aagort glob* It chack valvaa i carbon ataal ft 
atafnlaaa ataal to Oalglum. 

ANDCRQONiB, Borg-Warnar Carp 79/04/16 Ip. 

7909190337 Act raealpt of 790321 Itr providing vlawe on NRC 
tniar pr ata 1 1 on (k imp lamanta tion of u Hill Tailinge 
Radiation Control Act of 1970, , 

BIlAPARiH K. Offlc# of th# Epacutlv* Lagal Dlraetor 79/03/07 Ip 

7909190332 Waaklg info rapt for uaak anding 790427. 

RCtihCiT A Offlc# of tha Enacotlva Dlraetor for Dperatlone 
79/04/01 a9pp 

7909190342 NRC ravlaw of application naad not b# eompletad bg 700331 
du* to probabl* ehanga of ownarehlp 4« mgt for MY Mjntral 
Corg Kaota pro j ac t. Forward# Ro*oure#t Corp 790313 Itr .to 
CO Dapt of hlaatth 

HAttCeA J Coloradoi Stat# of 79/03/16 4pp 

7909190349 Comment* on NUREO-0823. "aummarg of Operating Eiperlenc* «/ 
Raclrculatlng ateam Oanerator# *' Conildar* thl* on# of th# 

laat rept# on eobj. _ _ . ^o/na/in sbb 

gunClTGIH>a Wlaeon*in Electric Power Co. 79/09/10 2pp 


7909190360 Movaa for protective order to prevent depoeltlon of 
RM Oardaa Cartlflcat# of Bve end. 

WATTBiM. J I DOVLE. M M McCutehen. Dogle 
fURUUaWr M. H. Pacific Oa* l« Electric Co 


Bfoun & Emirton* 
79/03/31, I2pp 


7909190369 Ra^ua.t. that OE rept ^ 60 ^- 21944 -? -'Quarter Scale Pr.ieur. 
duppraaaion Pool Buell Teat ProgramiPlant UniRua T#»t« 

PILAHtrJ. Nabraaka Public Powar Dlatrlet. 79/08/08 Ip 


7909180494 Comment# on propo.ad rule 1 °CFR ‘9 6 20 - ad.guacg of pre.ent 

occupational do*t .**'** i* io/oi/U ip 

BTRELtHfift. Commonwialth Ediaon Co. 79/04/19 ip 

— 790818049Q Commanta on propoaad rola 

JSptJlltrheiJl^C'cuJrlnrpJopo^rhJ. not ba.n thoroughlg 

RIVEMa.i T. Nawi-Joornal Co WliOaluar# 79/03/19. ip 
7«Sl80Saa R*.p«n»i U FOIA FP PlJ 

PfOSlMSra CPPttFlPP P* pub4^to'’pil’lpP** 

yan:f’‘-S„ 


7909193081 rorwarda OA Program map 

Ko npneompllanc# notad. Offlea 

PQTAI*OVa<y. Region 4i Dallaa. oftic# 

app- 


99900060/79-01 on 790206-09, 
of the Dlraetor 79/03/06, 


■7908190908 OA PTogram J'Jf ‘.’’tMpactad: laglemen****"'’ 
noncamp 1 lane# ^'•‘*1^ , i e.kl# ragulatlon*. _ 

lOCFR&O.App ■ S^‘^‘iHiTE86l^?D,E, Dali a*. 

11CU.Y.M.P. < JOHNSON, J.M.. WHIT^^- 
Vender Inapactlon Branch. 79/03 


— 79031S03B8 CoMinti on PRH 20-9 re allcwebli radiation level* fer 
radiographer lafetg (> radioactive triniport euggiiti 30 
t* bitter level than 100 (at 3 cal.but 73 «ag be 
tultabl* coaproni** 

HHITEpH C , JACK.0 C Ataaic Entrgg Control Board. Canada 
77/07/10 ip 


—7903130392 Coaaenti on PRH 20-9 (, PRH 34-1 pretent Haiti are 
pragmatic. providing neeetiarg protection Reccaaind* petition 
be denied.ae compliance would be toe difficult to docuaont 1 
onf erce 

SCHENDEL.KR Uoitingheuit Eltctric Carp HR 0-1.613-373 
77/07/18 ip 


—7903180397 Coamont* on PRH 20-9 1 PRH 34-1 new rogulationi not netdtd 
to overeomi impractical itg 1 Ineonilitancg of raiulti in 
datarmlnlng radiation Intoniltie* at lurface* Changai will 
bt too roftrietiva 

RHODE, 0 K Niagara Mohaul Power Corp 77/07/18 Ip 


—7905190603 Comment* on PRH 20-9 change rejtrlct* operationi at nuclaar 
power plant* k doe* not follow ALARA philo*ophg Preient 

rule 1* ad*Ruat* - 

UKRIOpR E Florida Powar V Light Co L-77-229 77/07/23 2pp 


—7903130611 Commant* on PRH 20-9 confirm* opposition ■>f*’a«yd in 770718 
ttlegram Find* first proposal reatonable, but *icond V third 
propoial* are unacceptable 

JACKrO C , WHITE, M C Atomic Energg Control Board. Canada 
77/08/03 Spp 


— 7903180619 Commant* on PRH 20-9 change dot* not 
lOTVtyritor do#f provtdt <Grttrol or 

rate* Propotad mod* would b* more impractical 
rigulatlon* . , . 

DEHERITT.E L Roeheiter Oa* t Elaetrlc Corp 


improve ^ualitg 
eitirnal dote 
than eiiiting 

77/08/10 ip 


of 


7908130614 Commenti on propoeed rule* 
of guarterlg dose limit k approve* 
BAlETTIiA L Affiliation Unknown 


10CFR19 k 20 indor*** petintion 
of proposed date per CY 
79/03/26 2pp 


7905130632 Commenti on proposed Reg Oulde 6 23 acceptable contamination 
8TSi5s8?K;o‘'‘’Hu!;Sll'Ri». Ho.p k H.dical Center 79/03/21 Ip 

7903190702 Respond! to 790303 Itr commenting on fepe**-* 
dole averaoinrformula SIN-IB) Forward* draft rept of 
Intlri^In^; T«i "Srt. on lonl.lng R«-‘!tlon H/o encl 
AievaMBER.ft E Oeeupationit Health Standard* Bra 




—7905180706 Request* «‘***‘®''* 

recommendation* for noncumulatlv* 
FROOOe" L Affiliation Unknown 


Idtmlologleal data k *»*oelatfd 
lowar »td* 

79/03/03 ip 


7P0S.5MO5 ““ !' 

Hi!"". ""'-" ‘ 

«iA..RMaia*««bi{i 




7903190710 Oral argumtnt 
ABLB 790129 order will 
DUFLO.M B Atomic Ba 
8pf 


7909150716 Denial Cl 
790502 a* dat* for 
MILLER, M E, 

3pp 


79051507 
valuab 
In dee 
their ' 
OABRIEi 


79091507 

ueer* 

w/expa 

profae 

eVRAEt 
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7905180731 Notification of 790810 Moating w^otil li NY Stata in 
StuyvaaantiNY to provtdo NRC ravlaw taaai opportunity to 
Vlait altarnata aita in ordar to dimehaTga NEPA sbllgatlon 
SELl.8<0 E Environmantal Projaeta Branch S 79/04/87 8pp 


7908150734 Confflanta on propoaad Rag Oulda 10 B *thln aiindou" aurvaij 
aiatar not nacaaaary to datact lou rad lation. Banilt i vlty 
raqulranant for araa wipa taata too low 

OORMAN.H C Lakavlaw HadicaL Cantar DA. Illlnoia 79/04/03. Ip. 


7908130739 Commanta on propoaad rulamaking lOCPRS 714 racoBiaanda danlal 
of patltten aa daatruetlva of praaant balanca batwaan 
citlian intaraat t< adaiintatrativa naada. Procaadlnga could ba 
IndlaeriMlnatalii ra-spanad & continuad 

TfiOHBRlDOEi 0. F Shaw. Pittaian. Petta> li Troubrldga 79/04/18 4pp 


7908190741 Coananta on propoaad Rag Oulda l.B.Ravliidn 2’balfavaa 
atafflng raqulrtaanta for taehnieal eanpatanca ara aiueh too 
low 

MiLLtSiC A Phlllppinaa, 79/04/08 Ip 


790S1S0738 Commanta on propoaad Rag Oulda 3 B oppoiaa provltlona 
raquaitlng Info on ora body location li opaninga of ratatad 
Mlnaa bacauaa mill oparator ahould only ba rtaponaibla. 
MALPOLEi J R. Amtriean Mining Conpraaa 79/03/14 13pp 


79051S0777 "Study of Plutonium Ox Ida Laak Ratal from Shipping 
Contalnara. " quartarly prograaa rapt Oct-Dae 1970 

SCHWeNOIMAN.L, Cj MADIA. U.J i MISHINA. J Battalia Mamorlal Inatltuta. 
Pacific Northwaat Laboratory FIN B-a093. PNL-22bO-9, 79/08/01, 

43pp Aval lab la at NTtS, 


79031S0794 Raquaati quantity of natl ba ralaad to 79 kllot of ThF4 b 
aitanaion of aiplratlon dota to 791831 for licania to aiport 
thorium to Scotland. 

COLTON, E Carae. Ire 79/04/87 8pp 


7908130799 Comaanta on propoaad rulamaktng SO-IS amand aiay ba 
appropriate for nuclear power planta.but thould not cover 
airltna amployaat 

ANDERSON, C R Anar lean Airl Inaa, Ine 79/04/18. Ip. 


7903190797 Llcanta for OE to axport four NA 800 local power range 
Bonitora to India. 

OPLINOERiO 0. Aftiataht Director for Export/Impor t b International 
Safaguardi 79/04/30 Ip 


7903130798 Forwarda OA Program Inap Rapt 99900077/79-01 on 790286-0301 
No noncempllanct notad. 

POTAPOVS. 0 Raglan 4. Dallaa, Vendor Inapactlon Branch, 

79/03/ IS Spp. 


--7903190797 OA PrograM Imp Rapt 99900077/79-01 on 790886-0301 No 
noncomplianca notad. Hajar araat inapacted; Implemantatlon of 
10CFR90, App B eritar la> applieab la eodaa b atda 4. aetlona on 
prayloua Inap finding 

ROBERDS.H H t KUNNICUTT, E> H. Raglon4. Dallaa. Vinder 

Inapactlon Branch. 79/03/14 Spp, 


7905190803 Supplamantat anawar bv util to flrat tat of Intarrogatorlai, 
Affldault b CartiPieata of Bvc and, 

DOYLE, H K. I HOULIHAN, T. J. MeCutchan. Dogla. Brown b Enaraon 
MEieS.R L Pacific »aa b ElaetMe Co. 79/04/16 6pp. 


7909190904 Lleanaa for Air Produeta b Chanicala, Ine to export 100 g 
‘ deuterium to United Kingdom 

OPLINOERiO 0 Aaalatant Director for Export/lmport b International 
Safaguarda. 79/04/87. 8pp. 


7909190007 Exaeuttva Branch, paaltten ra Edlow Inti Go application for 
lleanaa to axport 593 kg U-S39 to United Kingdoax for 
fabrication Into dual aaiaatbllaa for reload In Italy 
Lleanaa ahould ta granted Ltr of aaauranca and. 

NOSENZOiL V. Stata, Dept of, Bureau of Ocaant b intarnatl. Environ, 
b scientific Affaire. 79/04/24. 2pp. 


7909190008 Raaponda to 790383 raquaat, Provldaa commanta b 
racommandatlona ra propoaad revlaton of Rag Oulda 1,89. 
etatamanta conflict ra length of time that aquipnant muat 
function aafaly 

VOLLNERiR Aaalatant Director for Byatama b Projaeta, 79/04/19. 
4pp 


7909190910 Lleanaa for Ttladyna Uah Cbang Albany to oxport 16,000 lb 
Zircaloy to Canada 

OPLINOER.e 0. Aeeistant Director for Sxport/Import b International' 
Safaguarda. 79/04/27. Ip. 


7909190913 Lleanaa for Sigma Ohamical Co to axport 2 kg haavy water 
to Belgium. 

OPLINOER.O.O Aeelatant Director for Eipert/Im.port b International 
Safaguarda. 79/04/87. Spp, 


7909180019 Lleanaa for Trananuclaar. Inc to export 360 kg 11-833 to 
Belgium 

QPLINOER. 0 0 Aaalatant Director for Export/lmport b tntarnational 
Safaguarda 79/04/37 8pp 


7909160109 Commanta on 790306 raquaat for trananlaalen of info to A9LB 
ra reactor Inapactor'a conearna about BbU planta 

SKAPAR.H K Office of the Exaeuttva Legal Director, 79/03/29 3pp 


— 7909160109 Forwarda proetduraa for notifying ASLB.ASLAB b NRC of new 
Info 

SHAPAR.H. K Office of the Executive Legal Director 70/07/12 
6pp 


7908160288 Exaeuttva Branch poaltlon ra Eberllna Inatrumant Corp 
application for licanae to axport 81,6 mlcrograma Pu-S39 to 
Indonaa la 

NGSENZO.L, V State. Dept of, Bureau of Ocaana b Intarnatl. Environ 
b Sclanttf ie Affalra 79/04/24 Spp 


7909160234 Extcutlvt Branch poaltlon ra Cerdit Corp application for 
lleanaa to axport 45 g U-238 to Baudl Arabia b Jordan. 

NOSENZOrL.V, 8tata. Dept of. Bureau of Ocaana b Intarnatl Environ 
b Sclantlflc Affalra, 79/04/23 2pp 


7908160290 Tranacrlpt of 790426 meeting of SubcoaMilttae on Licanaaa 
Evaluation Rapta in Haihingten, DC Pp 1-248 

MOELLER, O.U , ETHERINOTON, H , RAY. J. J ACR8 - Advlaory Commlttar on 
Reactor Safaguarda. 79/04/86 244pp. 


7909160370 Raaponda to 790907 raquaat for addl Info ra "Evaluation of 
Tranalant Behavior b Small RG8 Braakt In 177 Fuel Aaaambly 
Plant. " Forwarda rtf mat! b addl Info ro App 2. 

TAYLOR, J.H Babcock b Wilcox Co. 79/08/10, 86pp. 


7909160373 Raaponda to NRC raquaat for addl Info ra amall trial 
analyali In "Evaluation of Tranalant Behavior b Bmall 
RC8 Braaka In 177 Fuel Aaiambly Plant," Forwarda raquaetad 
ana lytla. 

TAYLOR, J H Babcock b Wilcox Co 79/09/12 44pp. 


7909160390 Raaponda to NRC raquaat for Info on BbW 790907 rapt ra 
"Evaluation of Tranalant Behavior b Small RC8 Braaka In 177 
Fuel Aaaambly Plant." Oiaeuiiai pump itatua. operating limlta 
b poaltlon on pump Integrity 

TAYLOR, J.H. Babcock b Wilcox Co. 79/09/10 3pp. 


7908160391 Bubmita achadult for complatlon of generic llcanaing topical 
rapt In roaponaa to NRC 790426 riquaat, 

CLARK. C.W. Edarar. Inc lauba. of Formac Intarnatlonal, Inc.) 
79/08/11. Ip. 


7909160441 Commanta on NUREO-OS31, " Invaat igat ion b Evaluation of 
etriaa Corroalon Cracking In Piping of LWR Planta:" mora 
datallad racommandatlona for Intarvlct Inap being praparad. 
Raqueata addl info 

ORIDLEYrR.L Oanaral Electric Go iNuclaar Energy Producti Dtv. 
MFN-t30-79. 79/08/04, 9pp 


7908170277 Forwarda "Upward Fire Propagation in Vertical Cibli Tray 
Fire Propagation Ovtr Contral, Thtrmally Thin Cablaa" b 
"Flrt Roaiatanco of Cable Panatratien 8oala:Thtory for 
Radially taotharmal Cablet, " 

FEIT. R, Divifion of Reactor Bafoty Rtaaarch 79/04/12. 8pp 


—7908170279 TR-O? 

"Upward Fir# Propagation In Vortical Gablt Tray 'Fire 
PropagatlO'n Ovar Cantral, Tharmally Thin Cablet.'' 
HUNTER, L,W Johns Hepklne Unlv. 79/03/12. 12pp 


•7909170292 TR-40 

"Fire Raaletanca of Cable Penetration SaaltiThoory for 
Radially laetharmal Cablet." 

HUNTER, L,W Jehnt Hop kina Unlv. 79/03/30, 9pp. 


7909170880 Applleatian by Hoke, Inc for lietneo to export bel lowa-tpitad 
Inatrumant Itolatlng vaWet to Canada, 

LINDNER, T.P. Hot#, Inc, 79/04/06. 4pp. 


7909170203 Application by Hoke. Inc for licanao to axport hallowf-toat td 
Inatrumant laalating valvai to Canada, 

LINDNER, T.P. Hoka, Ine. 79/04/04, 4pp. 


7909170265 Aaptlcation by Hoka, Inc for lleanaa to axport taltowa'-PPalai 
aoalad globe pattern. nonrlaing atam valvai to Canada. 

LINDNER, T.P. Hoka, Ine. 79/04/09. 4pp. 


790917029? Application by Hoka, tnc for lleanaa to export batlowi-aaatad 
valvaa, three valve auinlfolda b batlowa-aaatad Inairuatant 
tfolatlng valvaa to Canada, 

LINDNER, T.P. Hoka, Inc, 79/04/09. 4pp. 


NOIMDOCKETED ITEMS 


7W3l70a»3 hppUeMflon fag Naiiai tnc; for llctnaa 
v«ly«t4 tl7r«« v*Iv» manifoldii glob* v«iva« t, 
laolftting valv*« to Canada. 

LINOME(?< T, p Holt*i Inc 79/04/03 fpp. 


to •Xpert btll 
InatTutnant 


aDif-taalad 


>?0S) VOOSO (.lata contvact codai/pravtoui 
fadiaVlan atpoaura. 

» Offtca of Infraction & Enf brcatnent. 


amplogaa coda* tor prfvloui 

79/oa/ia> iipp 


WJl 90063 fiat panda to 790110 ifrr Forward* 
alactrleal •i^uipmant q,ualiflcal;lan 
ANDERSON* T. M. Wa* tlnghauv* Elacfcrlc Corn 
3app 


raquaited addl Info ra 
N8-TMA-aOS9. 79/05/14 


maiSMM 0tfci/»a*» ffoafura of TLD* to radiation undar fpicitiaii 
cond 1 1 lan«> 1 n ra«poni* to NRC raqt/afti 

eiSEtdIiOMEni E 14 Comwarcfi Dapt of* National 0(/r*au of Standard* 
79/04/20 Ip 


T9D5190Q&S ParuJirile eddl raqaaftad Into ra 
ANDEnaON, T. M Maitlnghout* Elaetrtc Cor 

31pp. 


•mall braaJr ECCB analvili 

p. Na-TMA-aoes, 79/05/16 


J0CFA19 A SO toOtur. a/pfcpBt.d 
Lf. wc Fora-a t* T%<«*l|n** fir 

lie*** difcjoilnj prt/»ou* itpotur* r*c«r4« to 

BRONSON.F Htalth Phg*lci Secitt^ 79/03/J6 


of U irofvitt 

fTort fogr \) aillt 

LEVlMEiS OffUr of Nvel««r Rfgulatorv Rttiarch IF-Sd 79/04/04 

8pp 


7905250091 8eCY-79-296 

Nfltlfli* Of NRC ravifw of propo *»4 (tiuanct of lUtnit to 
Ejjon Kuclaar Co. Inc to laport 40.000lt U-S39 froa Rutila 
Racoawfndt Uctnta t* Itfutd 

SHEA.v/, R Offtci of Intfrnatlonil Progrfai 79/04/12 3fp 


•7909220060 Llcani* tor Eiion Nuclaar Co. Inc to loport 40.000 tg. 
•nrichid to no of 3 IX in 1/-235 (lotop* at U t* lalluortd*. 
fro* nottia 

QPLINOER.O 0 Attittant Dirtetor for Eipor t/lap ort a 
Intarnatlonal Saffguard* 79/01/25 3fp 


79051901A1 Foruarda ''Evaluation of Trarlflant flatiavlor A email RCS 
ftraat* In \77 Fgal Aaiamblg Flanti " Vol* i tt JI. App 
lAVlOn. J, H Babcoet <i Mtlcof Co, 79/0S/07 app 


“~79051901A4 "Evaluation of TraUflafit Sahavlor A Small RCB BrtaV* In 177 
rval Ataamblg Flantr" '/olf I it 11. App, 
a Dabcoct S. Ullcot Co. 79/05/07, SOOpp 


7?S3{902Q0 Dl*cu««*a organl latianal ebanga* in Oa dapt wMcb will b« 
4«plam*ntad during n**t ravlilon to St<U QA plarnSNSOAP 
t-7AA 

HEtLV.f; S Btona A Wab«tar Enginaarlng Corp, 79/03/09 Spp 


7903310094 Cawmfntf on IEEE 379 draft of Hag 19761 not aceaptad bicauio 
of confuilng languaga 

IIANAUCR. Q (1, Off lea of tha Exaeutiva Dlracbor for Oparatipni 
76/06/17 Ip 


7903310136 ropwarda "Mark.-nz Damanatratlon Aaaambllaa Lleanalnp Rapt." 
praprtatarg 6 nonproprlatarg varalona Affidavit for 
withhold Ini and traf lOCFRS. 790> 

TAVLOO.J. H llabeock 6 HlUof Co 79/09/03. 7pp 


7909220036 Frovldai furthar raalonaa to DD Coaig 78100S Itr rtqutitlnp 
docuaanti ra NUREO-75-067 4 OS flJJS flat cr«cl(nd frokltmi 
occurring ilnca 1979 Forward! tltliographg of avalUtIa 
documinta 

FELTON. J H DWiilon of Rulaa and Ricordi 79/04/lS 3fp 


790S22D079 TtanfCrlpt of 790903 Sriaftni on ittaa gantrator danting 
4 nplacamant. bald In Haihlofton. 00 Fp i'69 
HENDRIE.J H . OILJNSKV.V . KEWCOV. R T CoMliilon 79/09/02 
70pp 


7909220000 Forward* nonproprlatarg 4 proprtatarg variloni of Amanda 
3-NF 4 3P to CCNP0^I33< 'Evaluation of Uneartaintv in Nuclaar 
Form Factor Maiaurad bq ealf-Pouarid Find Incora Ditactor 
Sg« ■ H/affirfavlt for withholding iraf 10CFR2 790) 

SCHERER. A E Combtfftidn Englnaaring. Inc LI>-79-029 79/04/30 

Spt 


—7909230003 CENPO-193 □■-)«> 

Nsnproprlatarg varalon of Amand 3-NP to CEHPO-153, 
"Evaluation of Uncartalntq in Nuclaar For* Factor Haaturad 
bu Sflf-Pouarad Fijad Incora Datactor Sv*. ’ raviiad Chaptfr 
4i rod powar calculation trror 

a Comboation Englnaaring. In* 79/04/30 53pp 


— 79011210130 »AVt-l»33 

'“Hark.-rti Damonatration Aaaambllaa Licanalnp Rapt." 
aionproprlatarq varalon 

a Oabeock & Uilco* Co. 79/04/30. llpp. 

7905210146 Raapenda to 700926 Itr Forwarda addi info ra raactor cora 
rtaponaa to aacptalva aacondang aVaam ralaaaaa flamaining 
dluattiDna will ba anawarad by 790/01. ..cnm...-, 

ANDEUBDN.T H HaaVlnghouaa Elactrlc Corp NB~TMA-2O0O. 79/09107 
3?PF. 

79092210192 Fcra/anda "Mark t Gontainmant Program Bafatg/Ral lat Valva 
Anaivtieal Modtla for Uaa H/R*mafiaad DIacharga Oavlcaa. 

Taal 7. I, t. l,H/affidavlt for wlthholdlnp Ipaf 10CFB»,79D1. 
eOBON.L, J. Oanaral Elaetrlc CO .Nuclaar Enargg Produeta Otv, 
HFfd-E^Sf-T? 79/00/07. 190pp. 

7909210166 FBAft Amand 38 Incorporating ehangaa to Bactlon 

a Hanford Enginoarlng Davalopmant Loboratorg HEDL-Tl 79002-0 
79/04/30. 6Spp. 

7908210184 Forwapd* F8AR Amand DO.ravlalon of Chaptar 17 "PFT*' Tach 
Bpaca." Ooaa not conatltota DOE tachnleal approval for tviai 

fAiniliO, 1. Hanford Enginaarlng Davalopmant Laboratory 
7^/03/14 Ip. 

— 7908210187 Rtwlaion of eliaptar 17 "FFTF Tach SpaCii" auhmlttad a* Amand 

Hanford Enginaarlng Davalopmant Laboratory, HEDL-TI-790oa 3 
79/03/ai, a7Spp. 

7908210233 OumMarv of "Dai:*v M#at RamovaJ Ourlng Small Braalt LOCA for 
■ M 308 Fual Aiaanblv PW- “ _ mama 

MICHCLBON. C. Satcaek 6 HUcot Co, 7a/0i/3i. 36pp 

7909330033 Forward* 8N~T0P-4 ftavlaion li "aubeompartmant Praaiura 

T«Mp Tranaiant Analgala. ■* , Cor# ), 79/05/10. 

JUOO.O.C eacbtal Pouar Corp. laub*. d» Baehtal Corp ». 

tp. 


00385 


7905220334 Forwafda Suppl 1 to Saetion 6 of "Evaluation of Tranaiant 
Baftavlor 4 Small RCS Braak* in 177 Fual Aaiamblg Plant," dtd 
790507 

TAYLOR. J H Babcock 4 HiUoi Co 79/05/12 Ip 

-^7905220330 "Evaluation of Tranilant Bahaylor 4 Small RCS Braaka in 177 
Fual Aaiamblq Plant," Val l.Sactlon 6 O.Suppl I 
a Babcock 4 HlUoi Co 79/03/12 41pp 

7905220340 Dlacuaaai Lalbnltt Tula aimpllf Uatlon 4 high haat tranafar 
In LOOA modata Provldaa varlflad raaulti damonatritlng 
that currant LDCA avaluatlon aioda! la eoniarvatlva in 

TOE‘i“?.“'o!*-al‘£J.rt??cCo MFN.134-79 79/C3/03 llPP- 

7905220400 Forward! Suppl t to App 2. '0U»P Oanarator Tuba TbarataV 
TA^OR, j'*^H^***Bab"ock 4 Wllco* Co 79/09/ )0 Ip 

-7903220410 "8tta« fianar.tor Tub. Th.rmal Str.aa Evaluation, » Buppl i to 
C^efbeock 4 Hileo, Co 79/03/10 3Spp 



lOpp. 

WLtNOE«.*oV'‘'' Dlr.ttir for E.port/Impork 4 Int.rnatlonat 

Safaguarda 79/04/23 Vp. 


7905220449 R*4Ua't‘ 

iin^ant stricter for Eaport/r.porl 4 Intar 


QPLINOER 

Safaguorda 


Iniarnational 


79/04/23 Ip 




roota. 




—7909830036 •N-TOP-d Analualt." 

•aubeompaptmant Praoaura cor J. ) 77/10/31. 

* Baehtal Pawar Corp. tauba. of Bachtai worp. » 


OSpp. 
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790923009Q Summary of 790901 naating w/C-E in Bafcfcitidai HO ra 
natural circulation in C-C oparatlng raaetora 
a Raactor Bvitana Branch 79/09/01. QSpp 


7909230280 Submit* Info ra ranaual o# Llcanaa 8TB~A7S Application to 
ba filal 30 layi baforo OKpiration data of •datinf llcanaa 
(.AVFtELOi ft L Atomic Enorgy CoiMiliilon (Pra 1979) £4/07/06 Ip 


—7909230798 Submit* addl racommanilatlon* ra mfg proeadura control* 
Propoit* radiation maasurai conductad to ataura aufflclant 
radiation control Include* r**ult* of turvay conductad ra 
radioactivity In controllad h uncontro-llad araai 
CARRIOAHiR H Fallowi Hadlcal Hfg Oo. t Inc • Fa 1 lowa-Taa tajar 
Div £4/12/17. 3pp. 


— 7909230247 Raiiuaata aatanalon from 641122 to £41222 of aubmlaalon 
daadllna for procadura* of controlllnj apraad of 
contanlnation. 

CARRIOANift H Ftlloui Nodical Hfg Co r Inc » Falloui-Taitagar 
Div £4/11/04. ip 


— 79092309a£ Act racalpt of 6Bat2£ Itr notifying of llconio aiplratlon 
Foruarda application for ranaual of Llconio STB-£78 
CARRIOAMtR H Fallow* Hadlcal Hfg Co.. Inc i Falloua-Taatagar 
Div. S9£. £8/08/07 Ip 


—7909230670 Motif la* that Licanaa SfB-£78 atplra* £80331. 

NUSSBAUHERtO A. Atomic Fnargy Commlaalon (Pra 1979) £8/01/26 

ip 


790S230124 FOIA raftuaat for info ra Thor otraat. 1 lean* Ing. manufacturart 
£ llcanaaaa. 

FELDMAN. 8 H Faldman «t Faldman 79/04/06. Ip 


7909240176 Application ty OE for llcanaa to axport 29.926 kg lou 
anrlchad U o«ldt poudar. onr tchad to mai of 3 £9X lf-339) to 
Japan. 

UILSONiB.O Oanoral Elactrlc Co .Muclaar Eoargy Product! Div 
79093 79/04/03. 4pp. 


7909230188 Aganda for ACRB 790416-17 maatlng w/HRC fc nuclaar Industry 
rapraaintotlvai In Uaah Ington. DC to dlacuaa IE Bullotln 
79-09A. "Muclaar Incldant at THI. " £ othar ralatad Itoni. 

* ACR8 - Adviiory Conmlttaa on Raactor Safaguordt, 79/04/11, 3pp 


7909230301 Eicacutlva Branch poaitlon ro Hltautllna Travol Bve 
application for licanaa to axport componant* £ part* for 
taat raactori to Japan Llcanaa ahould ba iaiuad 

NOSENZOi L V. Stata. Dipt, of. Buraau of Ocaana It Intornatl. Environ, 
it Scientific Affair*. 79/04/19. 2pp. 


7909230396 FOIA rt4tu*Bt for ralatad documanta on UASH-14O0 1. 
8ECV-70~137. ai Idantlflad in HR Danton 781811 mamo to LV 
Ootalck 

BURT.L Haaaachvtatta. Stata of 79/04/18 9pp. 


7909230400 Raaponaa to FOIA rayuaat for ralatad documanta on WASM-1400 
l( 6ECY-78-137 Forwarda 14 raquaatad documantai othar* no-t yat 
ravlewad by NRC 

FELTOM. J H Dlvialon of Rulaa and ftacordi. 79/09/11 2pp, 


)l*cut*** ravlaw of draft liquid pathway ganarlc atudy 
I to auhj* r* WA8H-1400 Contamination rlaka ahould 
Id raal tatlcal ly. par racommandad rovlaion*. 

Offlco of Nuclaar Ragulatory Racaarch. 7i/0B/O9 9pp 


iriT* draft raaponaa* for CA Enargy Raaourcaa 
I Dovalopnont CeoMilaalon. in raaponaa to 760723 
. let 

'robab 1 llatlc Analyala Branch 76/08/23. IZpp, 


int* on ERA draft publication concornlng tachnlcal 
I projactlon mathod* to ba uaad a* baala for 
.ion* for nuclaar accldanta; rapt la of Itttia 
only hypothatlcal condition* ovaluatod. 

'Ico of Nuclaar Ragulatory Roaaarch. 76/10/07. 3pp 


laaoa tachnlcal arror* notad In Judga JB McMillan 
irollna Environ Study. Inci at al.v* AEC.et al 
leratanding of Lavlna'a teitlmony tt orror in 
ito haat rajactad by plant* ia algnlflcant. 
^robabillatlc Analyata Branch. 77/09/17. 4pp. 


mt* on draft r<0RE0-O39A. "Modified Planning Beale for 
) State £ Local Oovt Radiological Emergency 
I In Support of LMRa;" uae of 10-alle £ 90-mtIa 
la radii 1* eaceealve 

Pica of Nuclaar Ragulatory Raoeerch. 78/09/32. 3pp 


—7909230443 Comment* on aaction* of 08A draft environ atataaant re 
dlapeaal of Charlaitoun Naval Auxiliary Landing Field' 

"hacarda" ahould b* rafarrad to a* "rlaka " 

BUHL. A. ft Probab 11 title Analyala Branch 78/06/06 2pp 


— 790S230449 Dlftu**** ravlau of ATU8 auppl (NUflEO-0460) ATWS la not 
overuhalmlng aafety problim In plant doalgn ATW8 rlak 
eitlmatai cannot be aubitantially Improved 

BUHL. A. ft Probabt llatlc Analyala Branch. 78/09/21 2pp, 


— 7909230493 Forward* comnanta on “ Invaitlgatlon of Probability of 
Hypothatlcal Cataitrophlc Accident* In Oyatar Craek Nuclaar 
Pouir Plant." by PR Davit' uppar bound aatlmat* of protection 
ay* failure probability It not juatlfled 

LEVINE. S Offica of Nuclaar Regulatory Raaaarch 76/11/09 lOpp 


—7909230460 8ECV-7a-624 

Raquaat* approval of NRC raaponaa to PIRO. at al. petition for 
rulaaaklny to amend lOCFRlOO ra population danalty crltarla 
around nuclaar reactor altai 

HINOOUe.R B Offica of Standard* Development 78/13/04. 197pg 


— 7909230470 Comment* on SEC 7-78-624. PIRO petition for rulemaking on 
population deniity around reactor iltai. propotad raaponaa by 
NRC la deficient. 

PEDERSEN. K a. Offica of Policy Evaluation* KELLEY. J L OffUi 
of the Oanaral Couneal 79/01/04. tlpp. 


— 7909230701 Inform* that NRC will laak racommandatlon of Siting 
Policy Taak Forca faafora taking action on 8ECY-78-624. 

CHILK. 8 J Offica of the Secretary of ths Commltaloti 79/41/04 
tp. 


"7909230484 Raquaati prograti briefing by Biting Policy Tmak Foret re 
work atatui. problam*. plan* £ principal laauai racalvlng taak 
forca attention Commant* on role of certain concept* in 
policy for alt* evaluation 

CHILK. 3 J Office of th* Bacratary of tha Commlaalon. 79/01/49, 

If 


--7909230494 Commant* on 8ECV-7a-624.PIR0 petition for rulemaking an 
population danalty around raator *itat;NRC ahould not 
ratpond to petition until further Info 1* racalvad Agrea* 
u/rtquaat for taak forca briefing. 

AHEARNE.J F. Commlaalon 79/01/09 Ip 


--7909230499 Comment* on SEC V-78-624. PIRO petition for rulomaklng on 
population danalty around reactor a Itat'Cammlailonar Ahaarnt 
btllavaa taik fore* ahould b* Informed of apeclflc quattlon* 
r* petition or propoaod raaponaa*. 

CHILK. 6 J Office of the Secretary of the Commlaalon. 79/01/11 
tp- 


—7909230713 Comment* on SEC Y-78-624. PIRO petition tor rulemaking on 
population daniitu around raactor altaaiRT Kannady propoaed 
raaponaa to petition la acceptable 

SHAPER.H. K Office of the Executive Legal Director. 79/01/11 

2pp. 


--790923090B Propoxed Rag Guide 1,3. "Ataumptloni Oxed for Evaluating 
Light Hater Power Reactor Biting Otatancei for Purpoaex of 
lOCFRlOO. “ 

* Office of Standard* Development 78/12/31, 13pp. 


— 7909230911 Propotad Rag Guide 1.4 "Aatumptlona Uaad for Evaluating 
Potential Radiological Coniequence* to Public from Dealgn 
Beal* Accident* In LHRi for Purpotea of 1OCFR90 £ 91. " 

Propoaed revlalon to lOCFRlOO end. 

a Office of Stenderdi Development. 78/12/31, 4tpp. 


7909230924 Raquaat* Exacutlv* Branch poaitlon re Hoke. Inc application 
for llcente to export component* to Argentine, 

OPLINGERiO, 0 Aaatatent Director for Export/Import £ International 
Sefeguerd* 79/04/36 Ip 


7909230333 Requaxti Executive Drench poaitlon r* Trenanuc leer. Inc 
application for licenae to axport 8NH to Danmark. 

OOSSICKiL. V Office of the Executive Director for Operation*. 
79/04/26. tp. 


7909230937 SEC 9-79-273 

Inform* Conmlaaloner* of receipt of withdrawal of 78060B 
itcanae application by Bamlncorp. Inc to export metl to 
India 

SHEA. J R, Aealatant Director for Export/Impork £ International 
Safaguard*. 79/04/17. Ip 
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~-7'905aO''>aas fta^ponai to TSoaia Itr rt application for lletnet te 
• monaiUa or* to Initla, Appl ication foruardtd 7Q0621 to 

etacutiv* Brancli for raviiw. Aovlau cloo* to compUtlon nhtn 
ap^lLcatton uat eancallod in Dae 1V78, 

n. Of# ICO of Inttrnatlonal projroiiio, 79/04/13. ip 


T'fOSSO'OaAl Commont* on propotad rul«matl.ng lOCPRa-7 tuliting rgl»« *r» 
adK^uatO' for protaction of righto of partlo* ntctoiaru to 
fllva finality to procoadingt. 

POftTEft.ll.L Duka Pouttr Co. 79/04/13 3pp 


79095130953 Becy-79-a71 

f’rpvldof background info ro propotad lituanct of Hctnit for 
Edlow Inti Co to Import anrichad U from Japan Racammtndt 
(Ictnit ba granttd 

J n. Off lea of Inttrnatlonal Prograaii 79/04/16. 3pp, 


•'-790SS30i4T Contract "Two Phata Flow Atptctt of Riaetor &af«tg>* 
awardad to Dartmouth Colltga 

DOtAOHERTV'iD J Otvitlon of Contract! FIN 8-6939 
NRC-03-79-103 79/04/84 I6pp 


790S83O669 Eiaeuttva Branch poaltlon rt 8W Shattuck Chtalcal Co 
application for lictnia to aiport 10 3 lb daptatat U to 
Hiilco Licania thould t« grantad 

NOSENZO/L 9 StatPi Dtp# of> Buraau of Octant t> Inttrnatl Environ 
t> Sclintlfic Affalri 79/04/30 3pp 


790S3306S2 notification of contract ttacutlon<Hod B to "Aiiatiatnt of 
Nuclaar Indvitriai Impact on Environ " Contractor Unlv of 
HA 

HAOEYiH Rittarch Contract! Branch FIK 8-9679 NR C •'04 -7 9-823 

79/04/86 Ip 


79098305139 Etacutlvf Branch potitlon r# Bgroo Jactaon Pump Dlv 
«pfllc«tlan for Ucanta to export componentt l< partt to 
lOuitiarlmnd. Llcanaa thould ba grantad 

ffOSEfdilOr U V. Statb) Dapt ofi Buraau of Octant b Inttrnatl Environ. 
ti BcLantiflc Affalri 79/04/24 3pp 


7909830967 ftaRuaatt llcanta to Import futl attambllii bting raturnad 
t-a Ufl froax •/apan for raproetta Ingi on bahalf of Brltlth 
Muclaar pualtiUtd Untlgnad Import llcanaa and 
EIXDllrJ Ed low Intarnatlonal Co 79/02/07, 3pp. 


7909230972 Aganda of 790300-10 227th ACRB matting In Hath Ington. DC to 
dlacutt varloua ACR0 rapti rt atatut of l.tfR ganaric Itamt 6 
dunaaiic load* at datlgn hatli for nuclaar faeilitlaa 
* ACftS " Advltorg Committal on Raactor Bafaguardt 79/02/28 9pp 


—7909230690 Nod 8> continuing funding V wort on Tatt 4 to 
"Aitatiaant of fJucltar Induatrlal lapact on Environ ’ 
hORTONiK V. Rttaareh Contract! Branch FIN B-9679 
WC-04-75-8S2 79/04/19 Spp 


7905230696 Notification of changt In 790329 taltgraa 6 790331 Itr to 
raad "(/ranlo" Initaad of "Urantoi ' 

MIL80N.B.D oantral Elactrle Co. 79/03/30 Ip 


7909230697 Notification of contract aiacutlon< Nod 3 to *I»pr*v»mant 
of LIdir TachniRO#! for Analgilng Ataoiphirle Dliptrtlon of 
Nuclaar Powar Plant Efflutnt! " Contractor Stanford Rtitarch 

NAOEYtN Rttaareh Contract! Branch FIN 8-6222 NRC-04-77-147 

79/04/25. Ip 


79032309751 Caaewtlva Branch pofitlon rt Bgron JatVaon Pomp DW 
application for llcania to axport parti for uii In raacior 
coolant pump to Italy. Llcana* ahould hi grantad 
NOBEHIOt U. V. Btatai Dapt. ofi Buraau of Ocaani k Intarnatl, 
b Bclan tl Pic Affair#. 79/04/24 2pp. 


Environ 


—7909230702 Nod 3i changing parlod of pirformanca to 7904^ at no coit.to 
•"Improvamant of tldar Ttchnlquai for Analyilng Atmoiphirle 
Qlipariton of Kueliar Poutr Plant Effluanti " 

MQRTONiK V Riiaarch Contraiti Branch FIN b-6222 

NRC-(J4-77-l47 79/04/29 2pp 


7903230377 CodUnanti on propoiarf Rag Oulda 0,23 gulda la too ipaciflc b 
l««va« no laawag for haatth phgilcliti to follow bait courii 
of action. Otfld* aimad at procaduri U protiction. 
eVflAETBi J C. Haalth Phgilci Soclatg. 79/04/17. 2pp 


7903230700 E«itutlv# Branch poiltion rf Edlow Inti Corp application for 
ilcinia to uport 8.190 kg U-235 to Swidin Llcioii ihouU »• 

NQSENIoIl^V '’*atjlti!'*Dipt*"of. Suriau of Ociani V intirnatl Environ 
b acUntlfic Affalri 79/09/01 2pp. 


79092309B1 Forward a OA Program Imp Rapt 99900510/79-01 on 790286-0302 
1 notlca of violation . 

POTAPOVO.U. Region 4. Dallaiii 9andor Impaction Branch 

79/oa/io. app. 


--7908230507 Notice of deviation from ln*P on , 

♦ " Region 4. Dallei, Vendor Impiction Branch. 79/03/14 


Ip 


-7908230093 OA Program Imp Rapt 99900310/79-01 on 

Honcompllanca notid' rtlaaiid itriii repti not ravliid » 
(ommltted corrictWa action complitlon , cjfc\iai. Vendor 

CQQTELUDiJ R. ■ DROHN.R.U. . HAUE.C 0 Riglon 4. DhUhi. vinoo 

InipacblDit Branch, 79/03/H t9pp. 

7905230897 Ex acwtlve Branch poiltion J’* ^ Usama to 

• iport compomenti b parti to Japan. Utcame ihould 

!;s™;a.u.v ■' ‘ 

li Ocltntlflc Affair#, 79/04/24. app. 

790323060 Q Nutlflap of currant itatui of 
for ipanaportatlon accldinti involving T'J 
Draft rapt df NRC/BQT itudg 

raloadid for public comminti. which WO mwit con ‘ , 

MIHawe;fl.B, Office of Otendardi Developmant. 79/04/17. ip. 

-7909230611 Forward, P«M-7l-6,b AO public jo^int* meal vid, for 
com tdaratlon In conduction with rulimaping pr 

79/04/17. Ip. 

A.... A «. 

Baftguardl. 79 / 04 / 13 . Ip. 

7908230634 PrOvldad NftC 

•ppUCAblon to oxport B5.A00 Vg U t* ^ g „„ 

be liowidtbaiid on Gxacutlva Branch popition 

Dfflc. OP int.rn-tlonal Pro 79/04/27, ip. 

HAWClCRtW. B. Technical MdUtanee Contrae 

HBC-03-79-102. 79/04/24 Ip. 


7909230716 BUbmlti HRC tone lUI Ion# ri i"' •$!!** 

Usmie to export 18,951 kg U to Miit Oermang V.ls»n*e ihould 

Office of Intarnatlonal Program 79/04/27 Ip 

7903230717 Notification of contract ® Control 

fte^^lm Infiltration Program," Contractor’ Dapt of Commarce 
MENCZER.M 6 Tachnical Aiilitanca Contract# Branch FlM B 33*9^ 

79/04/30. tp. 

-7909230720 Mod S.dacraailng funding »g *B0 47 to "MS Control 

Room Infiltration ^Togram “ ,-.*,,,1. FIN B-3329 79/04/30 

DOOOHEftTV. D. J Dlvlilon of Contract# 

3pp. 

'ar.rd'oo^^ar-cn b Roliman. 79/03/28 2PP. 

-7909230760 0C8 "‘•J®"''=^.^j“!u"u‘*Jo'^i*thitind mrlHuaka!! 
operating 08 nuclear Soli man? 79/03/28. lOpp 

MEia8,E.fi Sheldon, Harmon b Ronman. 

7903230761 Commj^ti on ®'jUS«ili^t**n*f ‘c ‘J* 

.. actis aeitlnd In Helhtngtoo, DC to 

A^rinnuri 

Vrdl - Advlaorg Commltti. on Reactor Baf o.v-r-. 78/11/21. 2pp 

7,05230778 Com-.nt. on Propd.Jd 

"’Sg^dlatad tr*:“i*’AN^I Ki t. appUcablllt,. 

doubt# IndJttrg of. 79/04/12 Ip. 

SaVIOAN.F.X enargg- Dapt. of. 
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7909330781 ConflrAf understanding t ra 781013 ap; Heat Inn for 
Ilctnst <lo tiport 110iS30 lb Zlrealo^-^ tuba ahatla to 
Hast Oarmang Llcansa action ulll ba withhald pending 
ratransfar aituranctt from Iranian govt. 

OPLlNOERtO 0 Astlttant Dlrtcfeor for Export/Impor t 1> Intarnatlonat 
Safeguard* 79/04/13 ip 


7903330787 Agenda of 790104-03 2Z3th ACR8 meeting In Washing tonr DC to 
dltcuee ATWB Ic rag guides 

* ACRB - Advleorg Commlttea on Reactor Safaguardt. 7B/18/S3 3pp 


7905230788 "Doflnetrg h Biotransport Models to Implement ALARAr '* 
(^uartarlg progrias reptiOct-Dac 19^78 

KILLOUOH.O 0 f KQCHER.D C Oak Ridge National Laboratorg FIN 
B-Oise ORNL/KASRO-Zl. 78/12/22 4pp 


7905330B01 Notifies that C Halt Is Plant Sgs Branch rapraienfeatlva to 
follou ffletli aspacts of qualification testing evaluation, 

BTELLO/S/, Division of Operating Reactors 79/04/06 Ip 


790S330B14 Rsquests plant shutdoums ba achadulsd to avoid blactouti. 
Firm's production Is dlrsctlg dspindant upon avatlabilltg 
of alictrlc cooling sgs 

HAYiK N Affiliation Unknown 79/04/26 Ip 


7903230B30 BECY-79-142A 

Notlflse of NRC rsvltw of proposed Wastlngtioirsa llcanaa 
to Import low tnrUhad U from Swadan.Recomraends llcanse ba 
Istuad 

BHEAiJ. R Office of International Programs. 79/04/12. Spp 


7903330632 SECY 79-2S3 

Informs of completion of NRC ravlaw of proposed emand to 
Etion llcanse to Import partlallg completed fuel aieembllet 
from Meet Oermeng Amend should be tesued, 

SHEAivl. R Office of International Programi 79/04/12, 3pp 


—7903230828 Amend 1 to Exxon Nuclear Go, Inc Licama to export tnereaeed 
quantity of U-333 to Host Oermany 

OPLlHOERiOO Assletant Director for Export/tmpor t It 
International Safeguards 79/01/02 Ip, 


—7903330839 Llcenti for Exxon Nuclear Cot Inc to export 2i 337 kg U-23S 
to Meet Oermang 

OPLINQER.OO Asiistant Director for Export/Import 6 
International Safeguards 77/08/23 2pp. 


— 7903230846 Amend 1 to Exxon Nuclear Cor Inc llcenie to Import tncraaiid 
amount of U from West Oarmang. 

OPLINQERiO 0 Aestetant Director for Export/Import It 
Internattonel Baftguardi 78/12/04 tpp. 


7909230849 Forwards raquest for addl Info re NED0-21B88> "Karh I 
Long-Tarei Program Load Definition Rept “ 

EIBENHUTt D 0 Dlvlelon of Operating Reactors. 79/03/03. Spp 


7909340001 8ECY-79-102A 

Provides NRC reieu of propoeed Iseuanca of llcenea to 
Hltsubtshl Inti Corp to export eourca matl to Canada. 
Requaiti Commtselonar eomnents by 790330, 

SHEAiR. Office of International Prograeie. 79/03/80. Spp 


— 7903340009 Forwarde application for Itcenaa to export source matl to 
Eldorado Nuclear LtdiCanada. 

TSUJI.K niteutlshl International Carp Isuhs, of Kltiublshl 
C or p 1 . NYC/HA-646. 78 /09/ 1 4 ip. 


— 7903340010 Application for Niteublehl Inti Corp to oxport 338t311 kg U 
contained In 639i036 kg U-SOB to Canada. 

TSUJliK. Mlteublehl International Corp. (tubs, of Hitsublihl 
Corp. I H8A-36a6-01. 78/09/14 8pp. 


7909240021 NRC position re Transnucloar> Inc application for lleanie 
amtnd to export low enriched U to Switiarland. Llcanie ihould 
ba granted 

MOOREtR, N. Office of International Programi. 79/04/09. Ip 


7909240023 Forwards application for export llcanee for minor nuclear 
export. Ltr of asturance required. M/o end. 

Of LINOERr 0. 0. Assletant Director for Export/Import ti International 
gafeguards 79/04/86. Ip. 


7903340023 NUREO/CR-0040 VI N4 

"Llceneeai Contractor 6 Vendor Inap Status Rapti* quarterly 
rapt. 

e Office of Inspection tx Enforeemant, 78/06/30. 30app, Available 
at NTIB, 412 90. 


7903340028 NyRE0~0040 V3 Nl 

'Llcaneaai Contractor 6 Vandor Intp Status Rapt<" quarterly 
rapt 

e Office of tnspaetion 6 Enforcamant 79/03/31 IBOpp AvelUbla 
at NTia 412.50 


7903340031 NUREO-0040 V3 N6 

"LleeneeerContrector 6 Vendor Inep Statue Repti“ quarterly 
rept 

« Office of Inepectlon 6 Enforcement 78/12/31. 237pp Avallebla 

at NTIS 412 30 


7909240033 NURE0-004Q VI N3 

"LlcenieeiContractor 6 Vendor Intp Status Repti " quaxJmrLg 
rept 

e Office of Inspection 6 Enforcement 78/03/31. 337pp. Available 

at NTIS 47 50 


7909240047 NUREO-0040 VI NS 

"LUenieeiContractor 6 Vendor Imp Statue Rapti" quarterly 
rept 

e Office of Inspection 6 Enforcement. 77/12/31 3e4pp. Available 
at NTIS 47,90 


7909340090 Requeeti Executive Branch poiltion re Borg-Uarner Corp 
application for licenie to export globe 6 check valves to 
Belgium 

OPLINOEH. 0 0 Assletant Director for Export/Import b Internatto-nal 
Safeguard! 79/04/26 ip 


7909240091 NUREO-0040-77/2 

‘'LlcensaiiContractor 6 Vendor Insp Status Repti" quarterly 
rept, 

a Office of Inipaction 6 Enforcement. 77/06/30. i49pp, Avalltblo 
at NTIS 47 90 


7909340093 NUREO-0040-09 

"Lie tnseei Contractor 6 Vendor Insp Status Rapti" quarterly 
rapt 

• Office of Inspection h Enforcement. 77/03/31 173pp, Availeblo 

at NTIB 413 90. 


7905340098 NUREO-0040-03 

"LlcensoeiContractor 6 Vendor Inep Statue Repti" quarterly 
rept. 

» Office of Inspection 6 Enforcement. 76/06/30 ISSpp. Available 
at NTIS. *6 79. 


7909340099 8ECY-79-120A 

Forwards baekgound info ra propoeed lesuance of tlcenio to 
Exxon Mucltar Coi Inc to Import low enrichod U.Llcenie ehould 
be granted. 

SHCAiO. R. Office of International Programs 79/04/02 2pp 


79D9340061 NUREa-0t>40-0t 

"LlcensaeiContractor b Vendor Imp Btatui Ropt<" quertorly 
rept. 

4 Office of Inspoctlon b Enforcomant 76/03/31. 67pp. AvaUtblo 

at NTIB 44.30. 


7909240069 NUHE0-0a40-03 

"LlcensaeiContractor b Vendor Imp Statue Repti" quarterly 
rapt 

a afftca of Inspection b Enforcement. 76/09/30. 144pp. Avallafala 

at NTIS 46 00. 


7909340068 Confirae 790420 telcon Informing that Ofc of Oanoral Countal 
will eerve Exocutlvo Qacratarg of DOS b HK ShapariNRC 
Executive Legal Dlractonre Weetlnghouee application to 
export BHM Westlnghouee hae been earved. 

A8HER.tr Asher. T. R. PC, 79/04/20. Ip. 


7909340090 Agenda of 790409-07 228th A0R8 matting w/NRC fc DOC in 
Hashing ton. DC to discuss various ACR8 rapte re generic 
Items b selected raactori 

e ACR8 - Advleorg Committee on Roactor Safeguards, 79/03/28 6pp. 


7909240102 Notification of 790901 meatlng w/Exxon Nuclear Co to dtaevsa 
Exxon rod bow modol. 

HANNON. J M. Operating Reactor* Branch 3. 79/04/10. 2pp 


7909240103 Gommsnte on 790116 ACR8 matting In Haehlngtoni DC' epees of 
OA coda appllcatloni should bo provided at fully b cloarig 
at poialbia 

HUiT Y, MuiT. Y, 79/02/16. 2pp. 
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790M40J07 Notlf ic«t;ian o# contract *xocutlon,Hod 4 ta “Antltrutt 
Consultant*. " Contractor Chariot Rivar Attoclatat 
tEBOiC 0 Tochnlcal Attittanc* Contraeti Branch FIM B-5141 

79/04/24. Ip 


7909240364 NotlPicatlan af 790331 pratantatlan hg Harrg Dtaaand Lab to 
QuallfUattait Tatting Gvaluatlan Ritaarch ftavlaw Croup to 
dltcutt fluidic davalopaant rt nuclttr plantt 
FElTiR DWltlon of Raactor Bafatg Rataarch 79/09/02 2pp 


— 7903240111 Mod 4i docroat ing amount obligatad bg *3>902. 92 to "Antltruat 
Consultant* " 

OOUOHERTY. D. Dlvltlon of Contractt. FIN a-814l 79/04/30 

Ip. 


7903240113 "Aeovttle Etnl at lon/riau Ralatlonthlpt for Intarvlct 
Honltorlng of Muclaar Prattura Vsttalti " Har 1979 prograti 
rapt ra flaw growth In AS33D pratturo vattal tteal, 

IIUrTONi P. H. < aCHUENKiE. 0) KURTZ. R J Battalia Hamorlal Inttltuta. 
'Pacific Northwaat Laboratorg, FIN n-20aa. 79/04/17 Up. 


7903240116 Application bg laotapa Productt Uabt for Ueinta to axport 
lO nCl Gm~244j contatnod In caramic dlac.ta Canada 
AKLAUER.K Itotop* Producta Laboratorlaa U/O 6633 79/04/23 

2pp 


7903240281 8ECV-79-a5a 

Nstlfltt NRC of raetlpl of Trantnuclaar. Inc application for 

llcanit to axport hlghlg anrlchtd U to Swadan 

BHEA.JR Offlca of Intarnational Pregraat 79/04/12 Ip 


7909240313 Inform that Comal ta lonari hava ravltwtd Llcanta I8NKI-7B004 
of Exxon Nuelaar Co. Inc 1< accaptad 6ECY-79-23S 
raconmandation to anand lleania to Incraata guantitg of tew 
tnrlehad U to ba tmportad fren Uatt Oaraiang 

CHILK.8.J Offlca of the Bacratarg of tha CeatAittlon 79/04/20 
IP 


7909240316 Rataarch Info Ltr 40 forwardt NUREO-0382. ‘■Taetonic Ovarviaw 
of Cantral Hldcontlnant ^ 

LEYlNEiS Office of Nuelaar RaguUtorg Raaaareh 79/04/03 4pp 


79^3240113 Notification of contract axacutton "Computar Pactaga for 
Bavtalan Analgsl* of Attrlbut* Data u/Arbltrarg Prior 
Dltlrlliutlont. ” awarded to KQ State Untv 

HAOEVtH. Rataarch Contraeti Branch FIN B-6709 NRC -04-79- 102, 
79/04/24. Ip 


—7903240326 NURe0-O3B2 

"A Tectonic Ovarviaw of tha Cantral Hldcontlnant * 

HINIE.H J . BRAILE.L R Purdua Univ KELLER. 0 R Taiat. Unlv 
of 77/11/30 i06pp Avallabla at NT18 *6 30 


.-*'7903240123 Contract "Computar Packagt for Bagatlan Analgtla of 
AtWlbuta Data w/Arbltrarg Prior Dlatrlbutiona. " awardad to 
KS State Unlv. 

HORTON. K V. Rataarch Contraeti Branch. PERRY. R H Kantat 

Stata Unlv. FIN 0-6705 NRC-04-79-ia2. 79/04/17 6pp. 


7903240119 Forward* appllcatloni for lictnt* to «xport moviabi* 
Incor* detector to Belgium 

KEGNANi R, F. Wettlnghoute Electric Corp IC8-8S56 79/04/19, Ip 


—7903240120 Application bg Haetlnghouea for tlcenae to export on* 
Movabia Incor* detector containing 0.0041 g U-306 to 
Bi Iglum 

KEENAN. R P. Maetlnghouta Electric Corp. 79/04/20 Ip. 


7903240121 Raqusate expiration data of Llcanta IBNH-1610 be axtandad 
froA 790600 to 000630. 

HAT80N. V. Trattenuc tear. Inc, 79/04/10. Ip. 


7903240130 Btimmarg of 790418 maatlng w/DbW in Btthaada.MD rt 
natural circulation In BliN raactor* 

ROBS. D F Division of Project Management 79/04/24 I4pp 


7903240147 aECY“79-24a 

Nottliae NRC of receipt of British Embaaag appllcetlon for 
llcene* to export aoure# matl to United Kingdom, 
aviEAiU.R. Office of International Program* 79/04/06 Ip. 


7909240320 "Fir* Protaetlon In Operating Nuelaar Power Station*. • 
Indian Point Unit 3 SER ravtaw 

HALL.R E Broothavan National Laboratorg FIN A-3107 79/03/21 

6pp 


7909240329 Application bg Hoka. Inc for llcanta to axport nuelaar 
cemponantt to South Keraa 

LINDNER. T.P Hoka. Inc 1132 79/04/16. 9pp 


7909240337 R*<io**t* add! Info to eeapltt* ravlaw of BVTfi-1-0. "OA 
Program Daierlptlon * 

KAA88.H P Qualltg Aaturanc* Branch BVTR-l-0. 79/04/30 


14pp 


7909240346 "Environ Btatamanti Project. Coit/Banaf It Analgtlt Group." 


prograt* rapt for Fab 1979 

TEPEL.R C Oak Rtdg* National Laboratorg FIN B-04U 
3pp 


79/03/22 


7905240393 "BHR Blowdown/Emargeneg Cor* Cooling Program" monthlg rapt 

BURNETTE. O.H Oanaral Elaetrle Co .Nuelaar Enargg Product* Dtv 
NRC-04-76-219. 79/04/09 6pp 


7903240390 Nottflaa that Commlttlon hat rtvlawad I. aecapta 
Trantnuclaar. Inc llcanta to export 4.23 kg U.anrlchad to 
93 3X U-233. to Canada (0ECV-79-187I, 

CHlLK.a.U. Offlca of tha Saeratarg of tha Cooualttion 
le. 


d 

79/09/07 


7903240183 Hedklg Info rapt for uaek ending 790406. 

(tEHMiT.A. Office of the Executive Director for QparaVlon* 
79/04/ U 26pp. 


7903240339 Sommarg of 790423 maatlng J” 

to ac<iulr# Info for furtbar davalopmant of fault treat bg 

Awnoio. j*'**' Lloht Hattr Rtactori Branch 1, 79/09/04 2pp. 


7903240183 MaeklU Info rapt far week ending 790330 

RENH.T. A, Offlca of tha Exeeutlv# Dlraetor for Qparattoni, 

79/04/03. 2tpp 

7908240164 Forward* RE MlllUm* 790328 »tr r# groundwater 
cenlemlnation mt Cotter elte.ahukl# 790218 memo re tailing* 
lApowndAint 4e MA Mahler 

HCORATHi E. U. MeOrath. E U. 79/04/11. Ip. 

--7903240170 Buggeet* mathod for monitoring groundwater contamination at 
Cotter elt*. Note* wall* which should b* uaad. Suggest* 

IwJuoS of onSth.l? which ahould ba drlU.d H/artlcle on 


embankment da* deilgn 
HILLlAHa. R. E Idaho. Unlv. of 


79/03/28. I4pp 


"Ki” « 

to export low enriched U oxide powder to '^•P*"- -q. 
BlIEAiU. « Office of International Program*. 79/04/06, 


Ip 


W81Jk”‘v. Office of tho Executive Director for Operation*. 
79/04/30. tp. 

7TOSa.0M» lr....rl,« .1 rwaio-is a!9H ««B 

''mIS":-., 

Reactor Befeguerd* 79/08/10, 96epp 


7903240366 Inf oral* that Cammiaalonari ha^ 

Traninuclaar. Inc lltanae to import 9,500 kg U.anrlchad to 

... .......... .■./oa.o. 

ip 



alrborn* amUflon* f»r 27ap. 

TOPP, A. A, New Maileo. Btat# of, 79/04/20 w^pp. 

7TOSa.03«9 -UM 



Spp. 

7909240398 Forward. NUREO-0911, Vol. 1-2, "Draft 0E!B on U MlUlng." 

Vr2n:S'R.cov.rg LU.n.lng Branch. 79/04/18. Ip 


—7903240406 NUREO“psU Y1 i, ,u*(Mrg 6 taxt 

•“’“Sfll^ VSucuir KaUri.l B-f.tY »• Baf. guard. 
360pp. 


79/04/30. 
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— 790S240413 NUREO-OSlt V2 

•■Draft oeis on U Hllllnti* Vol SiApp* 

0 Offlet of Nucliar Matorlat Safoty & Bafaguards 79/04/30 
a70pp. 


7903240401 Forward* itata ogonclo* ' coaaant* on >WfIE0-0499< •ProlloInaTy 
Btatonant on Oonoral Policy for RuloAaklng to laprovo 
Nucloar Power Plant (.iconolng " 

YOUNOBLOOD. J Arttonai Btata of 79/02/13 IBpp 


7903240404 "Phyilcal Protection of Mucltar Fac tl Itloit '* progroti ropt 
for Fat 1979 

CHAPHANiL 0 Sandla Laboratoriai FIN A-lObO 79/03/16 9pp 


7903240409 Notification of contract oiocutlom Hod 3 to “Invaattgatl an 
of Ui* of Cyclic. Tonlonal Berow Platt T«at to Dotarnlna 
Inaltu Llyuafactlon Potential of Cohetlonlatt Solla. ” 

Contractor Univ of FL 

HAOEV.H floitarch Contracta Branch. FIN 6-6234 NRC-04-77-171 

79/04/24 tp 


— 7903240420 Hod 3, adding fundi for eacond year of 3-yr contract. 
' to '■Invistigatton of Uie of Cyclic. To-ralonal Scriw Plata 
Te«t to Datamini Incltu Lfquifactlon Potantlal of 
Cohtflonleaa Boili. " 

MORTON. K V fteiaarch Contract* Branch FIN &-6a34. 

NRC-04-77-I71. 79/04/24. 4pp 


7903240410 Forward* atata aganclei' coaucante on NUREO-0499. Supp 1 1. 
“PraUiiitnarv Statoaant on Oonarat Policy for i)ula«aklng to 
Inprovt Nucliar power Plant Llcanalng " 

YOUNOBUOOD. J. Arliona. Btata of. 79/02/07 3pp 


7903240413 "Tbarfflal Hydraulic LHFBft Safaty Enperimant*. " Monthly 
htghllghta for Har 1979 

J0NE8.0 C Sroothavan National Laboratory FIN A-3024 79/03/31, 

4pp 


7903240417 Offer* no connanti on NUREO-0499. Sirppl 1, ■'Prallmlnary 
Stataoiant on Otneral Policy for ftuloaaklng to taprovo 
Nucloar Power Plant Licensing ” 

NALLACE. A lowe. Btata of. 79/01/26. Ip. 


7903240424 Offer* no connent* on NU(IE0-0499< '•Pral Intnary Btatanant on 
Oanaral Policy for Rulamafclng to taprovo Nucloar Plant 
Llcantlny “ 

TEMPEST, L Utah, State of. 79/01/03 tp. 


7903240427 “Short aegnanted Ca«fc Code DivolopMtnt h Volldatloni *' projat 
highlight* for Mar 1979, 

AOFAUAL. A K. Brookhavan National Laboratory FIN A-30tS-a 
79/03/31 7pp. 


7903240431 Exocutlva Branch pocitlon re Caran pracltlon Englnaarlng $i 
Mfg Carp application for llconia to etport 20,000 dlaniond 
Inconil ipring* to India, Llcanoo should taa grantod 

NOSENZQ, L, V. Btata, Dept of. Buraau of Ocaans (i tntarnatl. Environ. 
It Sclantlflc Affatri. 79/04/30. 2pp. 


7903240433 Canaan t a on proposed rul c: out I tnei blographtcol statenant 
amphaaiilng nuclear plant siting sKptrienea 
HCOORUHrU. B. Ohio, Btata of 79/03/02 2pp. 


7903240433 Detail* dlicueslon of eaten* ion uf interim fuel cycle rule 
through 790313. Nott* NHC roquost for Meeting re "Statenant 
of Contldaratlon for (I Fuel Cycle Rule" <RI1 30-31, 
aubsequently scheduled for 790302 

CHILKtS. J. Office of the Secrotary of tha Comniiilon. 79/03/01. 

Ip. 


7903240438 Offer* no conaent* on NUREO-0499, “PrellMlnary Statansnt on 
Oanaral Policy for Ruleaiaklng to Inprove Nuclear Powar Plant 
Licanilng •* 

YOUNOBLOOD. U. Aritona, State uf. 79/03/06. 2pp. 


7903240439 Notification of contract aiacutlon, Hod 3 to "Institutional 
fladloactlvo Hastes." Contractor; Unlv of MD. 

HAOEYtH Rtsaarch Contracts Branch. FIN B-3939 NRC-04-76-344. 

79/04/24. Ip. 


--7903240447 Kod 3, a (tending per old of perfornanco until 790630 to 
"Institutional Radloactlvo Uastas. " 

f10STOM,K.V Resaarch Contracts Branch FIN B-S434. 

NRC-04-76-344. 79/04/24, 2pp. 


7903240446 Reyuaste 781214 FR nottcalVol 430241, Pp 38379-81 )ba sant 
to parties listed. 

LEWIS, K. Affll latlon Unknown. 79/02/16, 2pp. 


7903240476 Bunnary of 790423 naotlng w/C-E r# natural circulation 
capabilitlo* 

THADANIiA C fiaactor Sgsteis* Branch. 79/03/02 40pp. 


7903240494 Forwards "Rapt on Analysis Hothods for RCS Natural 
C Irculatl on. * 

TAYLOfi,.^ H Babcock 6 HI Ices Co 79/03/18 Ip 


— 7903240493 "Kept on Analysts Method* for RC8 Natural Circulation " 
e Sabcoct & Nllcoi Co 79/03/16 33pp 


7903240496 Motico of availability of NUREO-OSll, "Draft 0E18 on U 
Hilling " 

SCARANQiR. A. Uranium Rocovary Licensing Branch 79/04/16. 4pp 


7903240329 "Advancad Riactor Safety Analysis Technical Aseittance, 
Reactor Projecte, " monthly highlight* for Mar 1979 
BARliR A Sroothaven National Laboratory, FIN A-3000 79/04/10 

5pp. 


7903240340 "Safaguard* Analysis for Byproduct Matts 6 Small Quantltlat 
of SNM, " monthly progress rapt for Mar 1979 

CHESTER, R.O , KIRK8CEY,K A., RANDOLPH, M L Oak Rldga National 
Laboratory FIN B-610e DRNL/HA8RD-34. 79/04/09 Spp 


7903240342 Forwards list of document* on file in lupport of Oulf 
Taylor U mill klconsi application 
MACKIN, J. Haw Medco, State of 79/04/23 6pp 


7903240332 "First Quarter FY79 Progratt Rept on Refill Ef facta 
Program “ 

CROWLEY, C 0 . RQTHE.P H , CARY,C.N Creara, Inc NRC-04-73-1A2 
CREARE TN-292. 79/04/30 26pp 


7903240333 "Physical Protection of Nuclear Matl In Tranatt Project," 
monthly rept for Mar 1979 

CHAPMAN.L D Sandla Laboratorlo* FIN A-1173 79/04/17 4pp. 


7909240336 "Rapt on Foreign Travel of T8 Krot* to Kar 1 sruhe, Oarminy 
l« Cadaracht, Franca. " 

KRESB. T.8 Oak Rldga National Laboratory. FIN B-0121 
0RNL/FIR-BB6. 79/04/19 37pp 


79Q3240S67 Application by Hoitlnghouai for llconte to osport reactor 
Intornals, reactor control drive machanlsms, componsnts for 
reactor fuel charging 6 discharging machtnai to 
Swltiorland 

KEENAN, R.P Westinghouis Electric Carp IC8-8374 79/04/23 2pp 


7903240376 "Environ Astostmonts of Fuel Cycle Facllltlas, " monthly 
prograas rapt Fob 1979, 

ZITTEL, H. E Oak Rldga National Laboratory. FIN S-0279. 
ORNL/ED/EIS-aa 79/02/28, 6pp. 


7903240377 Application by Mastinghousa to amend llconso to export 
aqulpmont, parti 6 componsnta for nuclear raactori to 
Balglum 6 Franca 

HERBCH, H M. Uastlnghouia Electric Corp. IC8-B980. 79/04/24. Ip, 


7903240387 "Evaluation of Oockot FI lea of Terminated Ltcanaea," 
monthly progress rapt for Har 1979. 

HQLOUAYfC F , LANTZ.P.M , DICKSON. H.W. Oak Rldg* National 
Laboratory FIN A-90a9-7. 0RNL/HA8fiD-33. 79/03/31. 6pp. 


7903240663 Notification of contract aiacutlon, Hod 4 to "Radlonucl Ida 
Refcention 6 Land Form Mod In Surface Pathways. " Contractor. 

Unlv of etata of NY 

HAOEYrH. Rasagrch Contracts Branch FIN B-600B NRC-04-77-169 

79/04/23. Ip. 


—7903240669 Mod 4, ostondlng period of porformonce to 790331 at no coil, 
ko "Radlonucl Ida Ratantion 6 Land Form Hod In Surfaca 
Pathway. " 

HORTON, K.V. Raiaarch Contracts Branch FIN B-6008 
NRC-04-77-i69 79/04/23. 2pp. 


7903240776 RoRuast* denial of 0C8 771104 petition for omorgoncy k j 

remadkal action ti UC8 780503 petition for reconsideration of ! 

NRC 780413 rnonio t, order, ( 

EDWARDS, D. Yankee Atonic Eloctrlc Co, 79/09/16. 10pp. | 

7903240787 Notification of contract axocutlon, Hod 3 to. "Antitrust I 

Hoartngs. " Contractor: Charlo* River A*«ociatai. j 

LEOO.C D. Ttchnlcol Aeilstanco Contracts Branch. AT(49-24l-00fl5 I 

79/04/24. Ip. f 


— 7909240808 Hod 3, dacraaslng amount obllgatod for "Antitrust I 

Hoarlng* " I 

DAOOHERTY, D. J, Division of Contract* AT <49-24 1-0003. 1 

79/04/30. ip. 1. 

i 
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79O9S4Oa20 Accept! raeanmendetlan for Dipt of Ar«v to atport 890 kg 
daplated U to United Kingdom Requeete nottflcetlon of 
leeuance detlverii of license to Dept of Army by 790907 
CHlLK.e. J Office of tha Secretary of the Commlse Ion. 79/09/01 

Ip 


"7909S90041 Forwardf application for llcanea to ecport aiirich*d U 
hexafluoride to Japan to ba uied for fabrication of fuel 
aeiambl lee 

HATANABEiN Hlttubtshl International Corp (aubt of Hlteubiehl 
Corp ». H8A“547a'0B 78/09/89 3pp 


79093408AO Requeitt Executive Branch position re TX Nuclear 01 v 
application for license to export 8NH to Peru, 

OPLlNOERiOO Assistant Director for Export/Import tt International 
Safeguards 79/04/09 Ip 


— 7909390049 Forwards 780914 end use statement, 

WATANABEi M Mitsubishi International Corp (subs of Mitsubishi 
Corp. 1 XBNM-tSah 78/10/19. 2pp. 


7909S40863 Confirms 790489 taleon approving agrssmant betwasn NRC h 
POiE for extension of tlma to flit motion to compel 
discoviry to NRC first sat of supplemental Interrogatories 
EVANStDJ. Anti-Trust Division 79/04/25 Ip. 


— 790S290094 Executive Branch poiitlon re Mitsubishi tntl Corp 
application for license to export 849 kg U-339 to Japan 
Japanese Itr of assurance and 

NOSENZOi L V Btatet Dept of. Bureau of aeeans fa Intarnatl 
Environ fa adentlfle Affairs X8NM-13a& 79/03/09 4pp. 


7909340879 Eiscutlva Branch position rs Byron Jackson Pump Dlv 
application for license to export two rotating slements & 
two mechanical seal cartridges fa accessories to Japan 
Cleanse should be grantid. 

NO&ENZOiL V State. Dspt of 79/09/02 2pp 


—7909290099 License for Httsublehl Inti Corp to export 949 kg U-238< 
contained in lAt341 kg U. to Japan 

□PLlNOERiO O Assistant Oirsetor for Export/lmpor t fa 
International Bafaguards 79/04/03 3pp 


7909240SB3 Executive Branch poeltlon re Spex Industries. Inc application 
for lleinss to export 0 09838 g U-239. contained in 9 g U 
for uee In mess spectrographlc anelysls.to Jepan Llcsnse 
should be granted, Japansss Itr of assurance snel 
HOaENZO.L V State. Dept of 79/09/07. 3pp 


7909290038 Responds to 790121 Hr re 10CFR20 304 fa Matts Retreat Farm 
Farm Is licensed by State of NO. not by NRC, Proposal to amend 
IOCFR20 304. presently under cons Idaratlen. wou Id allow burial 
of radioactive matl w/NRC approval. 

KERR.O. M Office of State Programs 79/04/17. Ip 


7909240886 NUR £0/08-0789 

“COMMIX-1: Thres-Dlmsnslonnal Transiint Bingls-Phese 

Componsnt Computsr Program for Thermal Hydraulic Analysis '* 

W/arrata shsat corraetlng NUREO/CR-0415 to NURE0/CR-O7B9 

8KA. M T. . D0HANU8. H H i SCHMITT. R C Argonns National Laboratory. 

FIN A-3049 78/09/30 ISOpp 


7909240889 Executive Branch poeltlon re OE application for Itcenea to 
axport 331 kg U-334i contained In 11.968 kg U enriched 
to max of 3 IX. to Japan. Lleenie should be grented. Japanese 
Itr of assurance end 

NOSENZa.L U State. Dept of 79/09/07. 3pp 


790924QB97 Executive Branch position re OE eppllcetlon for license to 
sxport.over 10-yr period. specially designed or prepared 
reactor parts fa components to Suiden, License should be 
granted. 

fffiSENZO.L V State. Dept of 79/09/07. 3pp 


7909240939 NURE0/CR-04S6 

"Survey of Postlradlatlon Heat Treatment as Means to 
Mitigate Radiation Embrittlemant of Reactor Vessel Steels." 

HAWTHORNE. J R. Navy. Dspt of. Naval Rasearch Laboratory 
NfiC-RE8-79“103. NRL REPT 8387. 79/02/14 34pp. Aval lab I# at NT18. 


7909240977 Advises that addl matl to CENPD-li9-P r# noth ad for 
determining overall uncertainty In DNB operating 
nergln Is aeesptab Is, Forwards revlsid evaluation. 

BAERrR.L. Light Mater Reactors Branch 2, 79/04/09. 7pp, 


7909280090 Requests addl Info fa clarifications to complato evaluation 
of generic licensing topical rept EDR-1. Request! schedule 
for response! eo rept review schedule can ba drawn up. 

BAERrR L, Light Mater Reactor# Branch 2. 79/04/2& 9pp. 


7909290063 Advises that Commissioners have approved prepase<r licena# 
by Transnud ear < Inc to export 19,8 kg U. enriched to 93 3X. 

U-239. to Netherlands Requests description of security 

measures 

CHILKi B J. Office of the Secretary of the Conmisilon, 79/04/11. 

Ip 


7909290069 Comments on proposed rule IOCFR19-80- forwards talk 
presented at AIF 790402 conference re regulation of 
radiation. Propoeal would be very coatly to Implement. 

LEEtB. Commonwealth Edison Co. 79/04/06. 24pp. 


7909290036 Summary of ACRB Subcotnml t t aa on Proceduras fa Administration 
790207 masting in Hash Ington. DC re work assignments of ACR8 
fellows fa possible fellows appointments. End withheld 


(ref 10CFR2. 790> 

e ACR8 - Advisory Committee on Reactor Safaguardt. 


79/02/07 


9pp 


7908290102 Notification of 790901 meeting w/C-E In Betheide. MD to 
dlecues plant transient responses fa Mlchelson rept. 

THADANI.A 0 Reactor Systems Branch 79/04/26. Ip 


7908290106 Summer lies ACRB ECCB Subcommittee 790319-20 meeting In Uoe 
AngelestCA re ltd problem program, _ 

ZUDAMSfZ, Franklin Institute Research Laboratory. 79/03/30 2pp. 


7909240979 Notifies of NRC position change ra application of ANSI 
49, 2. 13. referenced in Rag Oulde 1. 133. Discusses currant 
position fa requests acceptance or alternative proposal 
within 30 days, 

HAA8S.H. P Quality Assurance Branch. 79/09/02. Ip. 


7909240990 Requests addl Info to complete review of NEDE-21821 fa 
NEDE-21B21-01. "BHR Feedwater Noxi le/Sparger. “ final rept fa 
Suppl 1. respective ly. 

EIBKNHUTiD 0, Division of Operating Reactors. 79/09/08 2pp. 


7909290111 Evaluates Band la 790226 mid-year review ri upper heat 
injection RELAP model development, statistical LOCA study, 
two-phase jete. steam explosion phenomena fa molten core 

Interactions. _ ^ 

CATTON. I. California. Unlv. of. Los Angeles, 79/03/22. 4pp 


7908290113 Notification of 790903 meeting w/OE in B#thesda«l1D to 
discuss two loop test apparatus fa model development, 

HODOES. M, Analyels Branch. 79/04/26. Ip. 


7909240991 Forwards license application summary fa safaty review 
submitted by Cotter Corp to CO Dept of Health. H/o end, 
MCGRATH. e.J McGrath. E, J, 79/04/11, tp. 


7909240997 Lists lleenstas who received IE Bulletin 79-096. "Nuclear 
Incident at TMl-8uppl " Bulletin end, 

PAPPA8.H. Region 3. Chicago. Office of the Director. 79/04/23 
3pp. 


7909280033 SECY- 79- 1834 

Oiecusees NRC review of proposed Issuance of export license 
to tilteublshl Inti Corp. 

8HEA.J. R. Office of International Programe, 79/04/02. 4pp 


— 7905390037 Application by Mlttublshl Inti Corp for license to export 
949 kg U-239i contained In 16.341 kg U> to Japan. 

TSUJIiK. Mitsubishi Internatlonel Corp. (subs of Mitsubishi 
Corp. ), XflNH-13S6. 78/09/29. 3pp. 


908290114 Notification of contract e xecut i on. Mod 3 to "Review of 
Proposed Pile Foundations for Ballly Nuclear Oaneratlng 
Station.'' Contractor! MT Davisson. 

PERLMAN. J. Purchasing Section. NRC -03-78- 166. MlC-03-7a-166 


•Jtt /AH Z/kT 


— 7908290120 Mod O.sxtendlng period of performence to 790424. to "Review 
of Proposed Pile Foundetlons for Dailly Nuelser Osnereting 
6%4tion« ** 

HARGETT. t>. J. Division of Contracts. NRC-03-7B-166. 

NRC- 03-78- 166, 79/04/11, Ip, 


7908290119 Ltr of essurencs confirming govt author 1 xetlon for licensee 
to receive fa posteis nuclear matl identified In eppileation. 

Trensfer will be tubj to all eondltione of 660808 agreement 
for cooperatton between Swltierland fa US. . 

MULLER. R e Bwltrerlend, 691, 913 SKW-MR/. 79/03/86. Ip. 
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79093SOitB RfVltkfi LERt operator training If ntidad Dlfcuiff* 

fcviral Inctdantf Indtciklng opfrator proMfa* tc rfgufifci 
narrativt fgllewup rcptf eovarlng nottd LERi 

CATTON. I. California, Unlv. of. LoiAnflfltf 79/04/17 3pp. 


7908230297 Lloanff for Edlaw !ntl Co to f«port 3,190 kg U-233, contalnnd 
In 61,780 kg U htiafluorldt, to Butdan 

OPL.INOER.O 0 Aifiitant Olraetor far Eiport/Import ti Intarnatlonal 
8af*guard» 79/05/09 Spp 


7908280132 Suiiwarg of 790428 naating y/8Ja«k ti Vaatch Coniutting 
Enginaar* In Kaniai CItg.HO rt topical rapt BVTR-1-0, 

'QA Program Dticrlptlen * 

8PRAUL. vl Qualitg Afiuranca Branch 79/04/27 2pp 


7908250264 BECY-79-268 

FoToard* application from Aarojat Ordnanea Co 
iDurca Aatl to Canada 

BHEA,JR, Offlci af Intarnatlonal Prograwi 


to ftport 
79/04/16 


If 


7908230126 Raqufftf commantf on NUREO-0660 ra oparatlng anparlanca of 
antrgtncg analta dlaial ganaratora at LURi. 

VASSALLQiO B Afflitant Dlractor for t.lght Uatar Raaetorf 
79/04/18 3pp. 


7905230133 Conminti on ACR8 ECC8 Sobcommltbaa 790319-20 maatlng ra coda 
work on tranfianl tua-pha«a flouiLOFT L2-2 tatt, BHR Cora 
tprag taat program, CREARE deuncomar program 4, ltd problan 
program 

ZM.aUDEX,f R. Battalia MaraorUI Inftttuta, Pacific Horthtraft 
Latoratorg 79/03/20 2pp 


7908290139 Coinminti on Mark I ownan group 79021S maatlng ra vant 
claarlng b pool awill phaia of fupprafilon pool load 
daftnitlon ftudy. 

CATTON, I Callfornlar Unlv. of, Lof Angaloa, 79/03/00 2pp. 


790S2S0I6O "Rapt on Foralgn Travfl of BO eadf.Managar for Advanead 
Inf trumantatl on for Baflood Btudtaf Program " 

EADS, B. 0 Dak Ridge National Laboratorg 0RNL/FTR-3S1 79/04/20 
Spp 


7908280166 Inform that Itr of aiauranea hat baan aant re Ebarllnt 
Instrumant Corp llcania to aiport 0.22 mlcrogramt Pu-239 to 
Auf bria 

a Auitria 79/04/13 Ip 


—7908230270 Application for amend b ranawal of Iteanie to acport lOOiOOO 
kg U to Canada 

SCHWARTZ, H, Afrojat Ordnance Co 79/04/06. 2pp. 


7908230268 Application bg Raotar-Btokat, Ine for llcania to export 
Rautar-Stokaa Modil R8-Ct-12lO-133 coapaniatad Ion chambar 
to Franca < 

BKARUPAi D Riutar-Stoka*, Inc. U-8129 79/04/27 Ip 


7903280272 Llcania for Hoke, Ine to export naadla vaWa*(ballauf“iaml*d 
Inikromant liolattng valvai, be Uowf-taalad manuallg »< 
pnaumatlcallg oparatad valvai, bleed 6 drain valvai ti three 
valve manifold* to South Korea . . , 

0PLtN0ER,0 0 Aiilftant Director for Export/Import 1, Intarnatlonal 
Bafaguardf 79/09/09 Ip 

7909250276 Llcania for Hoke, Ine to export ballowi-iaalad Inttrumant 
liolatlng valvit to Kerta 

DPLINOEft, 0 0, Aiilitant Director for Export/Import It International 
BafaguiTdi 79/09/09 Ip. 


7908280282 Llcania for Hoke, Ine to export bellow* taalad manuallg (i 
pniumatieallg oparatad velvet, bltad b drain valvai b three 
valve manlfeldi to Korea . , , ... , 

OPLINOERrO 0 Aiilftant Director for Eipor t/Import b Intarnatlonal 
Safeguard* 79/09/09 Ip. 


790S2S0167 Ac k raeilpt of Invitation to apeak to Unlv of UA Student 
Legal Forumj nluctant to give firm commltmant at thla tim 
HENDRIE, JK. Conunlifion 79/04/26 Ip. 


~-790S29WI69 Extend* Invitation to iptak at Student Legal Forum at Unlv 
of VA School of Law 

ISNDRIEiti H Virginia, Unlv of 79/04/12. Ip 


7903280189 Summary of 79030B-i0 227th ACR8 nutating In Math Ing ton, DC 
ra ravlau of ragueit for DC. for Zlm«r Nuclear Power Station 
Unit 1, altarnat i ve* for raiolutlon of ATHS b ravliw of 
"Statu* of Oantrle itami Relating to LHR*. " 

CARBON, M.M ACRS - Adviiorg Commlttaa on Reactor Bafagoard*. 
79/03/22 3pp. 


7908230199 Ack 790321 Itr ra 4 .ua*ttng joint htaring ra licintaa 
appl Icatloni concur* w/iuggaition. Both organlxatlon* hav* 
already d»valep*d procidura* to bt propoaad to ang point 
hearing*. 

HENDRIErJ H Cammi*«ion 79/04/24 Ip. 


7905280207 A«*nd 2 to Llcini* XU-8342, incr*a*l ng quantity of matl to 
139,089 kg U, contained in 136,000 kg depleted U, f or export 

OPLiNOERrO 0. A**i*tant Director for Expor t/Import b International 
Bafagoard* 79/03/09. tp 

7903230291 Amtnd 1 to Llcant* XSNM-0937. delating Tran*nuelear ae other 
party to export b fubitltuting Nittho-Iawal CoiLtdifor 
tranaport purpo*** only ... 

8HEA.U. R. Aailitant Director for Eiport/lmport b International 
Safeguard*, 79/03/09. Ip 


7903230293 Lican** for Hok«, Inc to ixport b«l lohit-**al«d Inttrumant 
tfolatlng vaWti b thra* valve manifold* to South Kor«a. 

OPUINOERiO.O Atilftant Director for Ex port/ Import b Intirnatlonal 
Bafagoard* 79/03/09 tp. 


7903280299 Kotiflcatlen of contract axtcutioni "Reactor Va***l 
Irradiation Damag*, " awarded to Naval Rattarch Lab, 

OLAOOLA, A. F Technical Aiilttanc* Contract* Branch FIN B-6fl09. 
ao- 19-04- 02-2, 79/04/03 Ip . 


—790828020? Propoi** point hearing for con* 1 darat Ion of l«(uai over 
which NRC b NY Stat* Public 8vc Commliilon hav* eancurr*nt 
purlfdlction. 

ZIELINSKI, C A Niw York. Btati of. 79/03/21. 2pp. 


7908280207 Notlflii that NRC ha* not complatid llcantlng action on 
application to txpori low inrlehtd U fuel to Japan. Favorabl* 
Exacutlv* Branch view rtcalvid on 790307. Final matter* undar 
ravltw 

BkEAiJ, R Offic* of International Program*. 79/09/07. Ip, 


7903280214 "Crack Arrait Technology" monthly progr*** rapt for Mar 
1979. 

ROSENFIELD, A R. Sattatla Manorial tnitituta, Oolumbu* Laboratorla* 
NRC-04-76-29a-0 6 . 79/04/11 3pp. 


— 7908280309 Updat** contract for "Reactor Vaasal Irradiation Danaga. " 
Extend* period of performance b Incraata* co*t aitlmata 
DOOOHERTY, D. J. Technical Atflitanea Contract* Branch. FIH 
B-6B09. NRC-03-79-14a, 79/04/02 7pp. 


7908230300 Llc*n«* for Kok*< Inc to ixport b*Uowi-**al*d Initrumant 
iiolating valvti b thr** valve manifold* to South Korta. 

OPLINOEfitO 0 A*«l*tant Dlraetor for Expor t/Imp art b Intirnatlonal 
Bafaguard*. 79/03/09. Ip. 


7908250306 Application by Uotope Product* Lahi for Uc*n** to export 
0.01 mlcrogramt Cf-292 neutron tourc* welded in italnlaie 
• till capaula to Auttralla, 

AMLAUER,K Iiotopa Product* Laboratorl**, 79/09/01. ip. 


7908280224 Trantcrlpt correction* of 790119 hearing 
LINKER, H, Natural Ratourct* Otf am* Council. 79/02/27. tp 


7908230231 Notification of 790426 niitlng w/EPRI b util ra IE Bulletin 
79-01. ' 

JORDAN, B. L. Divtalon of Reactor Opiratlona Inipactieni. 79/04/19, 

2pp. 


7908280282 Ltcenaa for Edlou Inti Co to Import 118 kg U ai Irradiated 
KTR fuel itamant*. 

OPLINOERfO, 0 Aailatant Director for Export/Import b Intirnatlonal 
Safeguard* 79/08/09. 2pp 


7903280288 Llcania for Coniolldatad Control* Corp to export twenty 
428 LOi r*elitance temp detector* to Italy 

OPLINQER, 0. 0, Aiiictant Olrictor for Eiport/lmport b Intirnatlonal 
Safegvard*. 79/08/09. Ipp ‘ 


7908280312 Notlfli* of fhlpmint of 1 g Th-232,0.6 g 11-238 b 0 09 g 
Np-237 to Ruf*ia b*tw**n Jun b Oct 1979. Riyuaiti proc*dural 
In* true tlon*. 

GHETIRKINrP.V National Aironautic* b Spae* Admin. LB' 236-8. 
79/04/13. ip. 


7903280321 Comaint* on H R. 844, H, R, 2 b H, R. i089 per, r*iiu*at. Forward* 
coiwent* on B 2 which 1* tlmllar to H R, 2, Objict* to 
dupllcativ* budgit riyliw but lupport* objective* of bill* 
to ellmlnata ovirlapplng ftdtral program*. 

HENDRIE. J M. Commit* Ion. 79/03/16, 2pp. 


— 7903230326 Riipond* to r*gu**t for r*vl*w of 8.2 bill paitid by Senmt* 
on 781011. Support* leglilation to •liminat* wait* b 
duplication in f*d*ral govt. Ouittlen* iff eetl van*** of 
c ttlien* 'coamlttion, dui to etatutorg limitation*, 

8TQIBBR, C. Off let of th* Oaniral Count*!, 76/12/19 3pp. 
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'-7'qO'93S033? Ferwarii* H R 944 t« rcauira author tiatlan of now bud got 
-author Itg tor govt program* at loaat tvorg flvo goari ti to 
oitobllfh procodupo tor loro-baood budgating. Raciu«« to roviou 
la Cfiaaaonta 

BRCIOKSi (I Houft ot Rap , Oovornmant Oporationa 79/01/89. 39pp 


--7909290336 Foriaardt H R 1099 to rogulrt author 1 xatlan of now budgat 
author Itg !• ravlau tor govt prograMi at laaat ovarg tlwo 
Vaara Aaciuaata Tovlaw 6 connanta, 

BRtXJKStJ Houta ot Rap > Oovarnmant Oparattona. 79/02/07. 92pp 


—7909290337 Forward a K R. 8 raquirtng naw budgat author Itg h program 
rtvlaw at laaat avarg tan yaara 

BROOK Bi 0 Houaa at Rap. > Oovarnmant Oparatlont 79/01/24 66pp. 


7905290322 Rataarch Into Utr 92 aarthquata Intanaltg ncala.USOS 
ahould promulgata naw Intanaltg acala baaad on analyala 
daacTlbod In Itr. 

CCMTONi H R Qftlca of Nuclaar Raacter Ragulatlon HINOOUE.R B 
Ottlco at Standarda Oavalopmant. 79/04/23 4pp. 


7905290323 Author liaa taauaneo of llcanaa to Edlow Inti Co tor ixport 
ot 61*790 kg U.anrlchad to 3. 99X 0-239. to Bwadon 
KOQRE.RM Ottlca of Intornotlonal Programi. 79/09/09 ip 


7909290327 Application bg Unlpaa Inti tor 11 can no to aiport 900 Ig 
daplotad U to Koraa 

YlM. O.W Unlpaa Intarnatlonal 79/03/29 4pp. 


7909290331 Adviaaa that Commlaatonara hava approvad prapotad llcanaa bg 
Ed loti tnti Co to import anrUhad U trom Japan <3ECY-79-27t}. 

Raquaata notltlcatlon at laauanca li dallvary of llcanaa to 
Edlow bg 790911 

CHlLKi B J Ottlca et tha Baeratarg ot tha Commlialon. 79/<09/OB 


7909290333 Application bg MELCO USA ■ Inc tor Itconaa to aaport radiation 
da toe tor to Japan 

NAKATAMIiT. Mateo U S. A . tnc. 79/03/23. 4pp. 


7909290334 Suramarg Of NRC 790903 dlacuttlon In Math Ington. DC pa B-3 
ru I ana king. 

CKtl.Ki 8. J Ottlca at tho Baeratarg at tha Gommlaalon. 79/09/04 
If 


790929033B Summarg ot 790429-26 matting w/ANL in Argonnot II- ra 
praparation et tlnal 0EI8 on handling It atoraga ot apant 

ROBERTS. j.P Futl Raprecaaa It Racyc la Branch 79/09/02 Ip. 


7909230349 Roquaati Exacutlva Branch poaltlon ra Uaatlnghouaa 
application tor llcanaa to axport mlacallanaocia parta ti 
conponanta to Suitiarland 

OFLINOER. 0. 0. Aaaiatant Dlractor tor Etport/Import li Intarnatlonal 
Sataguarda. 79/09/09. Ip. 


7909230376 Commanta on propoaod rule tOCFR 19-80: Pula doaa not allow 
floalbllltg provided bg giN-ia) doaa avaraglng formula 
SCKEH&ON.B.M Radiation Bervicaa. Inc. 79/03/14. Ip, 


7909290379 Informa that eontaranca w/counaal will ba held on 79091 S-17 
ra brlat 6 raipontaa tiled bg partlaa h objactlona to util 'a 
fourth tat of tntarrogatorlaa & motlona tor pratactivt 
ardor. 

HILLER. H.e. Atonic Satatg and Llconalng Board Fanal. 7'9{D4/i7. Ip 


7909230448 Eaacutlva Branch poaltlon ra Nlaaho-Iwat Anarlcan Corp 
application tor llcanaa to oKport 9 448 kg U-239 to Japan 
LIcanot thould ba grantad. 

NOEENZO. L V. Stata. Qapt. of. Bureau of Oeaant 6 Tnbarnatl. Environ. 
6 Be font 1 tic Attatre. 79/04/30. 3pp. 


7909290444 Forwarde commanta race Wad aa of 790330 ra N<JRE0-039&. 
”1*' tanning Baa la tor Davelopmont ot State (■ Local Oovt 
Radiological Emargoneg Raaponaa Plana in BuppO'pt of Light 
Ifaior Kucloar Pouor Plante." 

COLLIHS. H. E. Aaaiatant Director for Eaiargancg Proparadnaaa. 
79/04/09. Ip 


—7909290447 Netico ot availabllltg ot fWRe0-O396, rapt of NRC/EPA Taak 
Force on Emargancy Planning. 

RYAN.R, 0 Ottlca of Stata Prograoi. 78/12/19 Ip 


— 7909S9Q490 PCBE-79137 

CaaMaanta on NUftEO-0396: emargancy tone ahovld ba planned ter 
aaall area around roactor.Onea tatted 6 perfoebad. xont 
could be expanded to appropriate alza. 

CLEARY. P. Cltltena tor a Better Environment. 79/03/29. 9pp. 


—7909290499 Commanta an NURE0-0396 NRC/EPA taak force la net 
rapraaintatlve ot public. Proteettvo action 1. gutdea roly on 
tubjactive avaluatlona Rolianca on Raamuaaen rapt 
calculatlona are quoetlanabla Rapt ahould ba recalled. 
LEHIB.K I Affiliation Unknown 79/01/31. Ip. 


— 7909890498 Gomnenta on MUREC-0396 lack ot HRC aanettona agalnat 
Inadequate plant ahowa fundamental flaw Reliance on 
HASH- 1400 la aiUplacad 

R018HAN.A Z Natural Rat our eat Datanae Council 79/DL/19. 3pp. 


— 7909290460 Commanta on NUflE9-03?6. ob jacte to abaanca ot regulatory 
loipact atteaaitant 6. quattlona reliability of Into uaed to 
oupport planning bat la alamenta Placing paramebera on 
antrgoneg planning lona la pramature. 

REED.C Comnonuoalth Edlaan Co 79/03/26. 9pp 


—7909290462 Convmanta on NUAEO-'0'396 imtrgeneg planning lonat unnacoaaary 
6 Inappropr tato Rapt it overly contarvativa L unrea liable 
Implanantat Ion et rapt ttema will bo vary coatig & load bo 
peoalbla public mla Information. 

UHITHCR.C F Oaorsla Power Co 79/03/86. Spp 


—7909890466 Co-mmanta on NUREOi-0396. 90-mlla radluf emargancy plan la 
abaurd. Rapt not raponilva to itato program diroctora' naoda 
Util* mag b* raqutrad to finance *tat* amargancy plant 
Calla for reallitlc planning 
PARKER.U. 3 Duke Power Co 79/03/27. 2pp. 


— 7909290467 Commanta on NUftEO-0396 planning tor Clat* 9 action* 1* 
net jut t ttlodi quoatlom validity of Info aupporting ropt 
Et tab 1 i t h mant of emargancy planning tone* will bo vary 
coitly. 

RENBER4ER. D. L Uaah Ington Public Power Supply Bye t am. 79/03/2B 

9pp. 


— 7909290469 Comment* on NUREO-0396 . p lann 1 ng tor Claa* 9 accident la 
il loglcal.rapt lack* perapactlv* on public rtaka & 

Imp lamentation coat* i. taaflbtlitg are nlarapraiantad 
Raqutat* value Impact ataaaanant 1. withdrawal ot rapt. 

UARD.JE Atomic Induatrlal Perum 79/03/30. 6pp 


--7909290473 Commanta on NUftEO-0396 rapt 1* pramotur* 6 baaod on 
incoMplata Into leaving rapt could compitcata licanalng 
proc***. Planning for Claa* 9 aventt ahould ba raconaldorad. 
VANOEKBUROH.O. Yank** Atomic Elactrie Co 79/03/88. 9pp 


—7909290476 Commanta on NUREO-0396 potential ealata tor confualon re 
llcanaeaa' emargancy planning obllgatian* Requaata addl 
clarification prior to NRC adoption ot rapt. 

HEISrH F. Lowenatatn. Nauman.Ralai Axelrod h Toll 79/03/30 7pp. 


—7909200478 Commanta on MURED- 0396. adoption of ropt could be very 
cettlg. Roquaata MRC provldo adoquata aupport In. planning 6 
tmplamentatlon. Raqueit* withdrawal 6 recona Idoratlon ot 
rapt 

SULLIVAN. T. J. Conaumer* Powtr Co. 79/03/23. 2pp. 


—7909290491 Commanta on NUREO-0396. pro* ant plan* are adequate. Quaatlon* 
validity ot emargancy planning idnei Implamantatlon would 
be very coatig. 

ALLEN. O.J. Cltrua County. PL 79/03/19. 4pp. 


—7909290493 Comnant* on NURE0-Qa96: auggaat* rapt be adviaorg only 
Expanded amargancy planning lenea are axcaaaive h 
burdanaome. Five 6 twanty-mlla radii xone* ora more 
reatanable. 

TEWLE. J Orundy County. IL 79/03/83 3pp. 


—7909290494 Commanta on HUREa-0396; rapt could bo helpful if wood aarlg 
In planning proctaa.Uaa ot rapt would laad to 
Intorjur itdictlonal planning L aubatantlal coat*. 

HEUSNER.A. T Connactlcut. Skat* of 79/03/09. Ip. 


—7909250499 Commont* on NOftEe-0396: local govt* offer more meaningful • 
planning participation than other govia Saluda Townahtp. IN 
would like to participate In amargancy planning dlieuaalan*. 
but lack* fund*. Inquire* whathor NAC can provide fund*. 

ORAV.R . CRAFTON.H Saluda Townahlp. IN. 79/01/13. Ip. 


—7909290496 Commanta on NUREO-0396; currant amargancy plant ar* adequate. 
Gueatlona atandardlied approach. Support* rapt validity. 

K0S8.R. R. Kawaunat County. NX. 79/03/06, 8pp. 


— 790S890497 Comment* on NUflee-0396. planning for Claa* 9 #v#nt 1* 
unraaionabl*. Qvaatlon* validity ot doalmabry data. 

KOHLER. R. Florida. State of. 79/03/23. 3pp. 
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— ■7TOSS30498 Foru«riit conmint* on KUREQ-039& planning bactd onClaap 9 
aeeldant 1* not r««li*tlc Emtrgarieg plan crittria thould bt 
contiitint with lietnilng erittrli Ten It llftv-aiili radii 
theuld be allMlnatid 

LEHIS.L AffllUttan Untnoun. 7?^03/S2 3pp 


— 7909280499 Civil Defene* Ofc b»e na consent* on NURE0-039A 
Bl>rD.H.K Richland County. SC 79/02/OB Ip 

— 7909290900 CotuKtntt on NURE0-O396 daw county govte have expertltt to 
prepare emergency plain More guidance neede 
MAUNEV.B.R. Alien County, SC 79/01/15 Ip 


--7909290902 Cammente on NURE0-O37& local govt* do not have expert lee 
to underetend or Implement rept Kept provldee no objective 
meant to meaiurt emergency 

RIOQR, R R Contra Cotta County, CA 79/03/ZB 3pp 


—7909280903 Act receipt af HllREO-0396 Regueetc addl info for preparing 
caeweente Reiiuetti In^O' on UASH-MOO reevaluatlen & Iti 
impact on HUREO-O39,b cone 1 derat Ion ichedule 
RADACKiE O. Affiliation Unknown 79/01/Z9 Ip 


— 7909290904 Comma nil on NUaE0-039&' compr then* Ive emergency reiponee 
plan etreedy exiete for CT Rept doee not addreie real health 
1> eafety ntedi of public Suggeet future incluelon of 
medical, meteorolog leal b traneportatloci axpertlee in repte 
HANCUSO.F Connecticut, State af. 79/Ol/OB 2pp 


—7909290909 Comen te on MUREO-039A, eoe t ef f ectlveneie It not adequately 
treated In rept U/artlcle from 790320 Charlotteivllle Dally 
Prograii re Loulta County Invei tlga t ion of fallout 
facllltlee near North Ann* plant 
VNHlOiW C Virginia, Unlv of 79/03/22. 2pp 


— 7908290906 Commente on NUHEO-0396 queetloni reliance of rept on 
MA8H-1400 Rept fhould provide detailed deccrlptlon of 
worit cate LOCA, avoid evaluation of avant probability 
b luggeet public avaluation drllle 

tGSER.H U California State Unlv , Sacramento. 79/03/26 2pp 


— 7903280907 Forward! tunmary of 790214 public hearing Ho one pretent 
tupported extenelon of preeent 9-29 mile emergency 
planning tonic to 10-90 mile radii propoead In HURE0-(1396 
County Comralteionerc oppoea lona ectanelon. 

ORANT.J. CltPOl County, FL. 79/03/19. Ip 


— 7903290908 Commantf on NUREO-0396; agreei w/vlawc of SC Bureau of 
Radiological b Environ Cantrol County It outilde plume 
eipoture pathway for accldante d lecuaiid, no addl cO'Ct for 
emergency planning 

KINOiR B Andereon County. SC. 79/01/12. Ip, 


—7903290910 Commanti on HUREO-0396. rept 1* vague ra tavel of planning 
required for emergency planning lonai Hera coneldirattan 
chould be given to Clatt 1-8 accldante 
KQQRE.T C South Garollha, State of. 79/01/19 Ip 


— 7903290811 Comment! on fdURE0-0396i eetabl libment of emergency planning 
tonie of etd dletancet from all faciUtlat le inappropriate 
Suggeete lonet be eetabllihad at rtqulrad for aach facility. 
U/780Bii Itr eommantlng on draft NUREO-0396, 

HEHDERBON,a.K Panneylvanla, Stata of 79/03/16 9pp 


—7905280912 Ceomante on NUREO-0396; guldtnci vcafulibut axpecti 
coneiderable coete In letp laman t Ing Sdb-mlle amergeneg 
planning lonet Plant ettlng b emargency planning ihould be 
ineeparab Le. 

EPPERSON, U M Arkaneae. State of 79/01/12. 3pp. 


— 7905290913 Commente on propoted amandt to lOCFRSOiApp Eipropoeal ie 
unneceieary. Queitlone rationale for Impoilng Interim 
reguletient. Amende would be very eoetly, Requeite defeat of 
propotal 

COUNStLiM 0. Northaait Utllltlae 78/10/10 2pp. 


—7905280914 Commente on NUHEO-0396; moet local civil dafenei dlractore 
do not hava ecpartlea to undarctand rapt. 

BLACK, B. aeonei County, BC. 79/01/19. Ip, 


— 7909290919 Commente on NUREO-0396; quictleni rept reliance on HA3H~140Q 
b validity of emergency planning tone radii. Rept neide more 
work b would be coitly to Implement. 

OONES.e.U. Virginia, State of. 79/03/21. 2pp. 


—7908290918 Statee no cometante ehould ba made on NVRE<^0396 uptil after 
region b etete civil defenie preperedneie mgenciie conduct 
brleflnge b eonferencee w/local repreeentativei. 

PRICEiHH. Florence County. 8G 79/01/19. Ip. 


■7908290919 Commente on NUREO-0396 crlttciiei rept methodology for 
calcuUtlone of accident probab i lltlee Offere alternative 
Funding not available for Implementation of rept 
PARROT, t1 M. Oregon, State of 79/02/08 2pp 


—7909290821 Commente on KUREO-0396' etpended emergency planning lonee 
not neceteary b coetly to implement Suggeete tncluiiiin of 
guidance for local adjuitminte to tone radii 
BHANAHAH, Vf. R Humboldt County, CA 79/01/16 2pp 


—7909290923 Coewiente on NUREO-0396 rept implementation would be wary 
coitly Queitlone feailblllty b legal baiit Rept lecke 
hletorlcal perepictlve 6 technical baiie in uiing Claei 9 
accident ai planning baili. 

COUNBIL.H 0 Northeait Utilltlie 78/11/13 4pp 


— 7909290929 CoiMiente on NUREO-0396 unilateral adoption of rept 
methodology by NRC will probably not have deeired reeulti 
Rept li good fur bldg coneenitii In abience of ilgnlficant 
modi to HA8H-1400. 

JA5KE,Ft T Office of State Programe 78/09/29 4pp 


— 7908290482 Comment! on NUREO~0396 revleton le coemetlc In nature fc 
privloue comment! ctlll apply. Forward! 781129 comment* on 
draft of eame rept 

KA3PER8KI.D C Ollbert Acfocletei. Inc. 79/02/23 Ip 


— 7909280485 Forward! comment! on Draft 2 of NURE6-0396 planning for 
Clan 9 accident! li unnece!<ery Dliputei NRC U!e of 
HA8H-1400 Oueetlone approprlatini!! of doie calculation 
nethodelogy Rept will Incriaie public confuiton 
KASPERSKI.D G. Ollbert Aeioclate!, Inc 78/11/29. 4pp. 


— 7909250901 Forward! rique!ted Inf o' demograph ic otetlitlci on reactor 
iltai,rtpti an adequacy of compoeiti population dlitribution 
b miteorlogtcal traniport ueed In reactor eafety itudy b 
mip* ihoeilng nuclear plant location! 

COLLINS, K.E Ai!l!tant Director for Emergency Preparidniie 
79/02/01 Ip 


— 7909290492 Requeeti dimagraphlc Info for uie In preparing commenti oti 
NUREO-0396, 

■VXiaDiU C, Virginia, Unlv of 79/01/24 Ip. 


— 7909290909 Comment! on NUREO-0396, re queite Info re reletlonihip of rept 
to itietlng eafety analyse! b i>tintlveneee of emergency 
plan Suggeete rept he ueed guide, not regulation 
NUfIPERiH J, Bechtel Fewer Carp (lubi, of Bechtel Corp. 1. 

79/01/16 Ip 


—7909290916 Ack receipt of 790116 Itr re NUREO-0396. Rept not Intended a! 
regulation No rela tloitih Ip etlete to past analysis parforaid 
on plant el t Ing. Forwards HUREO-0396 b NUREO-70/111. N/o end 
COLLINS, H £ Assistant Director for Emergency Priparedniss 
79/01/16 Ip, 


— 7909290917 Act receipt of 790223 Itr commenting on NUnEO-0396 Glarlflts 
concept af SO-mlle emergency planning tone. Rapt 
Imp lemintat Ion ihauld not preeent substantial cost*. Object! 
to luggestlon that planning be bated on historical events. 

COLLINBi H £ Assistant Director for Emargency Preperednest 
79/03/26 Spp, 


— 7909290920 Comment* on NUREO-0396; would be very costly to Implement 
NRG sheuld bear the cost. Bt Lucie County Commission voted 
to object to 80-milf concept at 790220 maatlng 
RQDhP.J. St Lucie County. FL. 79/02/23. 2pp. 


790929D448 No eemnent* on NURE0-O499,8uppl 1. "Preliminary Statemant 
on Oeneral Policy for Rulemaking to tmprova Nuclear Powar 
Plant Llceni Ing. " 

MALLACE. AT. Iowa, State of. 79/01/19. Ip. 


7909290491 Ko eommente on NUREO-0499, Suppl I, "Prel Iminary atetiment on 
Oeneral Policy fop Rulemaking to Improve Nuclear Power 
Plant Lleenflng, “ 

HAYNARDiK. Delaware, State of, 79/02/06. Ip. 


7909290493 Requait* info re NUREO-0499, "Preliminary atatament on 
Oeneral Policy for Rulamaking to tmprova Nuclear Powar Plant 
Licensing. •* 

JOLHSRUDiJ. H Pennsylvania, State of, 79/02/01. Ip 


7909290494 Commenti on propoead rule lOCFR 19-20' questions juitlf Icatlon 
of Kpenei of changing regulation which le currently 
acceptable Suggests continuation of prisint regulation* to 
protect populate from radiation, 

CASH. A. Yuba Heat Transfer Corp, 79/03/27. 2pp. 


NONDOCKETED ITEMS 


NUREO-0499. «Prtllninarv Statamant an Oanaral 
Policy for Pulamaking to Improva Nuclaar Poyar Plant 
Llcanalngi** naw Ilcanalny for nocJaar planta la futtla tinea 
utile ara not raq,uattlng nau planta 
LCtliai K I Affiliation Unknoun. 79/01/31 Ip. 


7903290085 Ack racalpt of 790327 Itt Inforoinj NHC of a tap a taken to 
corratt davlatlon notad In QA Ppograa Intp Rapt 
99900103/79-01 

POTAPOVSi U. Ray ion 4> Dillati Vendor Impaction Branch 
79/01/23 Ip 


79O5a90t&a No comnonta on propoaad rola “Pral lalnarg etatamant on 
-Oanaral Pot lev -Pnr Rulamafciny to Improve Noclaar Power Plant 
Ct canting " 

HIULiR. N. Navadni State of 79/02/0A Ip 


T9O9390RAQ Commanta on propoaad rule "Prallmlnarg Statamant on 
Canaral Pol leg for Rulemaking to Improve Nuclaar Power Plant 
L.lcanalng' ” propoaed project doaa not advaraaly affect atata 

plant 

DeOAETAcP V. Kanaati State of 79/02/12 7pp, 


7T<l9a30470 Commanta on NUREO~0949i Bupp I lira nuclaar plant llcanalng 
Improvamants aa almple aa poaalbla. 

YDUNOBLOODiJ Arliona# State of. 79/02/06 tSpp. 


“7905290091 Raaponda to NRC 790220 Itr ra davlatlon notad in QA Program 
Inap Rapt 99900403/79-01 Corrective actlona audit rapt 
content will be added to chackllat for internal audita prior 
to noit achaduLad internal audit 

BARHARDi vf Oanaral Electric Co iNucloar Enoryg Producta Dlv 
79/03/27 9pp 


—7903290097 Forwarda QA Projram Inap Rapt 99900403/79-01 on 790205-09 b 
notice of davlatlon 

POTAPOVSi U. Region Ai Sallati Vendor Inapoctlon Branch 
79/02/29 2pp 


— 7905290104 Notice of deviation from Inap on 790205-09, 

* Region 4^ Dallaai Vendor Inapaction Branch 79/02/26 9pp 


7909350483 Rag Oul-da 3.11 li "Oparattonal Inap l( Survalllanca of 
Cmbankmont rtatentlon Sga for U Nlll Talllnga." 
a Office of Standarda Davalopmant 79/04/30 Spp 


7905350107 Gammanta on propoaad Rag Oulde 7 9. aarloua technical 
• rrur. Fuel rode cannot contain anything within cladding 
Oulde thould not be dlatrlbutad. 
tCUtSiHI. Affiliation Unknown. 79/04/13 Ip. 


7905350532 Forwarda comMonta on NUREO-0396' amarganeg planning ahould be 
dona bg llcaneea prior to OU Planning lonoa are adaguata 
tMplaMantation of rapt would be vorg coatlg. 

CI.ACK. B.J Oaorgla. State of. 79/02/21. 3pp. 


7909330931 Gammanta on propoaad Rag Oulde 1 2BiRavlalon 2* racommanda 
clarification oif term "aafatg-ralatadi ” l< ballavaa Sactlon 
C 1 la too raatrlctlva. 

VIOCETTCiO D. Bachtal Power Corp (tuba of Bachtol Carp ). 
JBV-79-70. 79/03/30. 2pp 


7903350539 Forwarda NRC datarmlnat Ion atatamant ra public withholding 
of Iranacrlpt of 790420 dlacuaelon of peraonnal matter 
CMiLK«8 J. Office of the Sacratarg of the Comnlaelon 79/05/03 
3pp, 


7905230910 Porwarda 790316 Itr It and uaa atatamant from Radlum-Chamla 
Ltdiaa addl Info to aaport Itcanae application. 

IRKHi U. N. Radium Chomlcal Co. I Inc 79/01/18. 3pp 


—7903270113 QA Program tnop Rapt 99900403/79-01 on 790205-r? 

Noncompl lance noted audit aummarg rapt did not mention audit 
team meatlngai d id, not Identify cbackllata uaad It did not 
lift paraona contacted during audit 

COSTELLO. J R . BROUN. R.L . KALE.C d Region 4. Dalian Vendor 
Impaction Branch. 79/02/26 22pp 


7903290101 Forwarda apaclfU Info ra propoaad and uiat of tritium gat 
for aiport llctnaa aubnittad on 790213 U/o and 

OPLINOER.O 0 Aaalatant Director for Eaport/Iatport It International 
Safeguard a 79/04/26 Ip. 


7903290107 Forwarda Oulf Nuclear Inc coaunant on propoaad rule 
10CFR19 k 20. 

PAVLifl. Houa# of Rap. 79/04/18 Ip. 


— 7903290110 Commanta on propoaad rule 10CFR19 h 20 oppoaai rule bacauaa 
no latitude allowed k wording Indicataa ovaraipoturaa ara 
daltlarata 

PEEPLESiW.P. Affiliation Unknown. 79/04/11 3pp. 


7903290115 Commanti on propoaad Rag Ouldaa 1 144.1 123 Ravlalen 1.1 72 
Ravltlon 2 k 1 9 Ravlalon 1. 

OILtELAND.d! E Tannaaiea Villav Author I kg 79/04/05 Bpp 

7903290118 Forwarda export Ucama application for Trananuclaar. Inc to 
export kg U. to Danmark. 

NATeOM. V. Trananuclaar. Inc 79/04/20 Ip 


7905290009 Tranacrlpt of 790502 Affirmation Saaalon 79-10 In 

klaahlii»ia(i.DC.Pp 1-3. ^ * 

lICNOftie.J M . OILINBKY.V . KENNEDY. R. T. Commlaalon. 79/05/02 4pp. 


— 7903290121 Application by Traninuc loan Inc for Ileanat to export 
13 038 kg Ui In form U-233 anrlchad to mat 93 3X. to Danmark 
MATSON. V Trananuclaar. Inc 79/04/20 3pp. 


7905290015 Raapqnda to 790409 Ur to dM Handrla raguaating Info ra 
operator llcanaa rayulramanta Forwarda Rag Oulde 1.134. 

*Madical Evaluation of Nuclear Power Plant Peraonnal 

5oYo!r*B* Aaalatant Director for Light Water Raactora. 79/04/19. 
If. 


— 7905290010 Rag Oulde 1. 134. Ravla Ion 1. "Nadlcal Evaluation of Nuclear 
Power Plant Peraonnal Requiring Operator Lieanaaa. •' 
a Office uf fltandarda Davalopmant. 79/03/31 3pp 


--T905290024 Raquaeta Info on nuclear power plant peraonnal ragulatlona 
on alcohol before k during duty houra. 
a United Chrlatlan Action. Inc. 79/04/09. Ip. 


7905290039 Coatmenta on propoaad rule 10CFR19 k 20.epprovaa elimination 
ef accumulated doae averaging . 

AMOE.U.H. Maat Virginia. State of, 79/01/06. ip. 


7903290124 Commante on propoaed Rag Oulda 1.144 auggaiti delation of 
paragraph 3iOA guldanca la provided in Rag Oulde 1 33 
CAHILL. If d. ConaoUdatad Edlaon Co of Naw York. 79/03/20 3pp. 


7903290127 Llctnaa for Ebarllna Inatrumant Corp to export 0 22 kg 

WLIMOER.0,0. Aaalatant Director for Eiport/Iwport fc International 
Bafaguarda. 79/04/23. 2pp 


7903290128 Llcanaa for Edlow Inti Co to export 800.000 Cl tritium to 

WL.IWeR?o!*0 Aaalatant Olractor for Eiport/lmport k International 
Safoguarde 79/04/23 Ip 


f0589O131 Dafara RH Oardaa' dapoaltlon. aarvad on 790326. until after 

790318-17 prehearing conference. o.-.i ao/oa/OS 

HILLER. NI.E. Atomic Safatg and Llcanalng Board Panel 79/04/ 

20 0 


7905290043 Commanta on propoaad rola 10CFR19 k 20: failure of Individual 
to dltcloae axpoaura rataa could , 

neCORHACK. J a. Affiliation Unknown. 79/04/04. Ip. 

7903290017 Cammanta on propoaad rule 10CFR19 k 20:favora making 
8 rema/gr doaa limit for whole body aapoaura. Limit 
for calendar quarter thould be abol tahad.Raflulatlona ihoul 
ref lock moat conaorvatlva annual llmlta .»o//»4//\a 

OAIXAOMKR.F.E. Calif oritla. Untv. of. Santa Barbara. 79/01/ 


3pp 


7905290067 Llate northern CA *'’*"*' 

ghutdawh of olont Horgina ar# Inaofflclant to f^*9*"* 
cualemer load curtellment ahould oddl forced outagaa occur. 
If/790423 telegram to public util 79/04/26. app 

MOWN.H. P. Bacramento Nunlclpal Utility Dlatrlct. 79/ Pf 


790S290133 Llcenao for Nltaulllna Travel 8vc to export mlacallanaoui 

S?LlJSER:;‘o‘'”'‘A«utJ'nt-Dir.ctor far E, port/import k lot.rn.tl.n.l 
Bafaguarda , 79/04/23 Ip 

,905290133 Applla- for llcanaa to 

control drive machanlama.coaponaota for reactor fuel 
charging k dlacharglng aachjnaa to Spain ^ 3 

KEEMANiR. P. Haatlnghouaa Elaetrlc Corp. 79/oe/iH. wpp. 

/905290I36 Applla. f-r lU.n.a am.nd to Incr.aa. anrlchm.nt In 0-235 

from 3. 14 to 3.20 w/o aax. cars 79/04/17. Ip 

D/VILBTROH. C. 0. Haatlnghouaa Electric Corp. or p 
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7909290139 Application by Mltiuiliflt Trbvtl Svc at AAtrlciij Inc lor 
llcantt to txport SO pitco* of wattr tubing for 818 BUS 
fuol to ^pan 

VAMAIAKtaH Hltiuliino Traval Sarvlcf Anartca> Inc. 79/04/13, 
2pp. 


7909290141 Application by Eillow tntl Co fo|. Ilcanaa to export 3 
anpu trial of SHH 4a 339 Pu-24S to Suadan 
KAR»l{Ki,D.W Edlow Intarnatlonal Co 79/04/19 Spp 


7909290160 Application by Air Product! it Chealcalia Inc Pot llcania to 
Bxport I1B86 lltari of dautarlun to England 
NOVAKAflS.D Air Product! b Chamlcalit Inc, 79/04/17 Ip 


7909290181 Ratiuaiti participation In rulaaattng ra radloacttva aipoiura 
of woPtari 

LEWIS. M Environmtntal Coalition on Nuclaar Pouar. 79/03/23 Ip 


— 7909290187 Raquaat! that J Johnirud It C Kepford ba granted 
partlc Ipation In rulonatlng ra radloactlva axpoaura of 
wortar'i. 

LEWtSaH Envlronmantal Coalition on Ntrclaar Powar 79/03/23. Ip 


7909290186 Advlaaa of corrictlon to Edlow Co application for Ilcanaa to 
aiport aourca aiatl to Sraill Hatl la natural V 1. alanant 
walght ihould read 71IK 

OPLIHOERtO 0 Aaalatant Olractor for Eiport/Iatport t< Intarnatlonal 
Bafaguardt 79/04/36 Ip 


7909290190 Submlta application by Niatho-Iioal Aaarlcan Corp to anand 
Ilcanaa by changing Intarmadlate contlgnaa 
TSIA/IiK Nlaafto-Iwal Antrlcan Corp 79/04/20. ip, 


7909290231 Notification of contract axacutlon.llod 18 to "Otologic It 
Balinologlc Ravlau t Appraloat of Nuclaar Pacilltioa. 
Hlscaltanooua Invot’ttgatlona & Ttchnlcal Support " 

Contractor' US Dapt of Intarlor 

OLASOLAaA.F Tachnlcal Aaalatanco Contracta Branch. 

HHC-03-79-lt3. 79/04/24 Ip. 


■7909290242 Hod IS. tetanding pariod of parforatanca to 701030 w/no chango 
In coat. to ‘Oaologlc b Biianologlc Ravlaw b Appralial of 
Nuclaar Fad lltlaa. Hltcallanaout Invaitlgatlona b Tacnlcal 
Supporta * 

DOUOHERTY. r J Dlvitlon of Contracta. NRC-03-73-1 13. 79/04/24 

Ip. 


7909290398 Application by Atrojat Ordinance Co to anand b rtnau Itcenia 
to tiport 100.000 kg U to Canada 
BCHMARTZiH Aarojat Ordnanca Co 79/04/06 2pp. 


7909290469 Ratpondt to raduait for eoiwanta on Sunaat billy. H R 2 I, 
H R 69 Support! pUn to pronota govt afftclancy by 
alinlnatlng ovarlapplng fadaral progrant, 

HENDRiEiJ H Ccanlitlon 79/03/16 9pp. 


— 7909290478 Forward! H. R 2 which would raiiulra budgot authority b ravlau 
of govt progran! avary 10 yoara. b H R 69 to taprova 
Congraaalonal ovaralght of fadaral programa Raquaata 
rtaponaa by 790309 

BQCLIMO.R Houaa of Rap . Connlttaa on Rulat. 79/02/26 199pp 


7909290491 “Oynaalt Photoalaatlc Study of Crack Arrait, " Monthly 
prograaa ript for Mar 1979 

OALLY.J. W Maryland. Univ of NRC-04~76-l72 79/04/02 9pp 


7909290498 "Htthoda In Doalnatry for Nuclaar Regulation. " q,uarttrly 
progrtta rtpt for Oct-Dac 1978 

BERNARD. 8. R t CRIOTYiH , FORD. M. R. Oak Rldga National Laboratory 
FIN B-D410-8 DRNL/HA8RD-22 79/01/04 4pp 


7909290903 Raquaata propoiad amand to rogulatlona which would allmlnata 
accuDiulatad doat ovtraging formula mantlonad In and 
artldti "Radiatlon’Taak Forco Rapt Faara Haxarda May Ba 
Oraatar that Prtvloualy Suipietad " 

ELLIOT. J C Tanntaaaa Vallty Authority. 79/04/03 3pp 


7909290933 Rtquafti Info ro cracking of BWR faadwatar nmila nockup b 
dovalponant of Improvad ultraaonic taating procaduraa Info 
will ht uitd to rtaolva ganarlc faadwatar noixla Inaarvica 

liaua 

8NAI0ER. R P Byatanatlc Evaluation Prograna Branch 79/04/16. 

Ip 


7909290973 Application by Air Ptoducti b Chanlcala, Inc for Ilcanaa to 
aiport B 4 g of dautarlun to England. 

NQVAKOVICH.D Air Product! b Chimlcala. Inc. 79/04/24. Ipp, 


7909290979 Application by Uaatlnghouaa for llcanfo to axport 
coMpanaatad lonliatlon chambar* to Franca. 

POUCNaLi U. F Uaatlnghouta Elactrlc Corp. 79/04/30. Ipp, 


7909290989 Application by Air Product! b Chanlcal. Inc for Ilcanaa to 
axport 7 cu ft dautarlun to Unltad Kingdom 
EBERT. R Air Product! b Chamicali. Inc. 79/03/08. Ip. 


7909290997 Notification of tlma changt of 790SOI naatlng w/C-E In 
Bathaada.ND to diacuat plant tranalant raiponaaa b 
Hlchalaon rapt 

THAOANt.A.C Raactor Syitami Branch. 79/04/27, ip. 


7909290399 Forward* NEDE~21944“P> *'1/4 Scale Praaaura Suppraatlon Pool 
Swell T**t Program- Plant Unique Taata. " Vola 1-4 Affidavit 
for withholding and, Rapt withhold Iraf 10CFR2 790). 

BOBON.L. J. Oanaral Elactrlc Co. .Nuclaar Enargy Product! Dlv. 

HFM-1 13-79 79/04/24. 9pp. 


7909290362 Tranacrlpt of 790908 matting In Haah Ington. DC Pp 1-220. 

SHEMMON.P 0.. KARK.J.C, , ETHERINOTON. H ACR8 - Advlaory Cofimittaa on 
Reactor Safoguarda 79/09/08 320pp. 


7909290673 Prograaa rapt 18 for Mar 1979 on NRC -01-77- 180 dlicut* 
Irradiation!, doalmatari.b finance! 

PLATO. P. Michigan. Unlv. of. NRC-01-77-1B0, 79/03/30. lOpp. 


Ing 


rwoauoo/e NUREO/CR-06B3 

"Quarterly •’J'OH'”* «;pt on Flailon Product Behavior In LURt 
from Qct to Oac 1978 " 

MALINAUSKASt A. P Oak Ridge National Laboratory. FIN 8-0137 
OfiNL/NUREO/TM-3 79/04/30. 20pp. Avallab la at NTtS 


7909290368 Tranacrlpt of 790916 Maatlng In Bat h aide. MB. Pp 2436-2663. 
HILLERiN E. 1 UUTON.C. r ISNNER.B, Atomic Safety and Llcanalng Board 
Panel. 79/03/16. 226pp 




. 7 — .TUI.-. .»r CO fw uencon requattlng the 
technician training at Paaaalc County MJ Coamunity Collnaa 
be Inveatlgated. ■ 

VOUNOrF.U Attlatant Director for Program Dovelopnont. 79/03/tl. 


7909290311 Commonta on propoiad Rag Oulda 1. 8* paragraph C. 1 li 
contradictory. paragraph C 2 provlda* naidad daflnltlon of 
equivalency b valua/impact atateaant la uneatif factory 
DERMVERiH, D Affiliation Unknown 79/03/20. ap. 


7909290424 Buggetta aubaurfaca aaplorationa In bedrock b aolla to 
reveal true atratlgraphle b atructural condlttona prior to 
conit. lAuthor 'a namt b affiliation deleted). 

• Affiliation Unknown. 69/09/07 Spp 


7909290431 Notification of contract elocution. Hod 3 to "Antitruat 
Haarlnga Conaultlng 0vce " Contractor:RU Back. 

V9%V/^' ^i;.*'**"** FJN B-I119. 


-79092^438 Hod 2. daob ligating *12,999.27 b c loo log out contract 
^O^truat Mearinga Conaultlng Bvea, " 

Olvialon of Contracta, FIN 8-1 119. 

AT 149-24) -0268. 79/04/30, Ip. 


790^90439 Forwarda mamo of agraemant katwaan EPA Region It b NY 8ta 
Siting Board on Elactrlc Oaneratlon Siting b Environ. Nemo 
datagatea Siting Beard authority to Itauo permltf for major 
Oloclrle; goneratlng atattona. ^ 

ClANCiiJ. H. Nau York, State of. 79/09/22. 2tpp. 


—7905300088 Raqutatf Intorvantlon In x-ray technician trolnlno at 
PICKETT. J.F. Affiliation Unknown. 79/04/24. 7pp. 

!; 

STEIHrM. H. RBA Corp. 79/04/11 8pp. 

7909300182 Notification of contract axocutlon! "BOA to Dovalaa 


‘ Huci.or 

MU^TY.P.J Divlaion of Contracta. NRC-03-77-aoi-43. 
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7^5300170 Nottftcation of controet otoeutlon "Contt of Nucliar <i 
PQioll FiJtlod Pawir Flontti “ auardod to US Dept of Labor 
QCJt&OLOjA F. Technical Aeeletance Contract! Branch F!N B-6940 

l«C-03-79-lZS 79/04/20 Ip. 


~'~79O9304186 Contract "Conit of Nuclear & Fo«ill Fuelaii Power Plant-t" 
awarded to Dept of Labor 

DOUCHERTl^< D. J Technical Aieittance Contracti Branch FIN 

B-&940. NRC“03'-79-12S 79/04/18. 4pp 


7909300180 “Reactor Operator Training Program Utllitlng Nuclear Power 
Plant Slaulatori 

(€LLiN3fP F. Operator Llcenelng Branch, NS 16(4) VI B 

79/09/23 aOpp 


7909300194 Notification of contract enecutioni Kad 2 to "Review of 
Prapoeed Pile Foundatiani for Baillg Nuclear (lanerating 
Station." Contractor HT Davteion 

PERLHAN. J Di Vi I Ion of Contracti NRC-03-70-166 79/04/24 ip 


— 7909000200 Mod 2iadding miical lanoui tKpaniee to contract ta "Revltw of 
p-Topoied Pi la Foundation for Baillg Nuclear Oaneratlng 
Station “ 

HARO&TT, 0 J Divlelon of Contracti NRC-03-7a-I66 79/04/24 

IP 


7909300228 Notification of contract eiecutloni Mod 2 to "Application of 
lULIAC IV TRE9 for Detarmlntng Seismic Environ at Nuclaar 
PowiT Bites " Contrector NASA-Anes Research Ctr 

Ct-ACOLAiA F Tachnical Aiilstance Contracts Branch FIM B-6494, 

NaC-03-7a-i62. 79/04/24 ip 


— 7909300237 Hod 2r deobl igat ing 949 < 961 00< to "Application of ILLAC IV 
TRE8 for Determining Seismic Environ at Nuclaar Power Plant 
Sites " 

DOOOHEHTY.D J Division of Contracts FIN B-6494, 

HRC-03-7e-li2 79/04/24 2pp 


7909300247 Notification of contract axacutlon "BOA to Davelop 
Regulatorg Framauorfc for Nuclaar Uaita Mgti" awarded to 
FUCHO. Inc 

LEBOiC D, Technical Aeslstance Contracts Branch. 

fmC-02~77-201-44 79/04/26. ip 


"7903300260 Contract; "BOA to Develop Ragulatorg Framework for Nuclear 
Nsste Hgti" awarded to FUORQi Inc 

COUOHERTYi D J Division of Contracts. NRC-02-77-20-144 
79/04/26 Ip 


TBOSOCOZb? Notification of contract asacutioft' "Economic Consulting Svc 
in Ccnnectlon w/FL Powir it Light Co's Application for 
Ltcinse to Const St LuclsiUnlt 2tNuclaar Power Planti “ 
awarded to J Kuhlman. 

M.AOOLAI A F Technical Asslstanca Contracts Branch, FIN 

B-6S03~9 NRC-03-79-I47 79/04/24. Ip. 


"•7909300280 Contract. "Economic Consulting Bvc in Connaction w/FL Power 
k Light Co's Application for Llcansa to Const St Lucies 
Unit 2<Nuclear Power Planti" awarded to J Kuhlman. 

DOUOHERTYtD, J. Division of Contracts, FIN 8-6303-9. 

KRC-03-79-147 79/04/24. 4pp 


79C330027S "Licensing k Cartif tcatton of Personnsl at Nuclear Power 
Plenks " 

a Office of Nuclear Reactor Regulation. 79/09/23 12pp 


7903300283 "NRC Enamlnatlon Results for Nuclear Power Plant Pereonnet" 
App Ai 1971-74, 

« Cosmtsslon 74/12/31. 14pp. 


7903300298 NUREO-0360 

"Staff Ript on Oenerlc Aseassment oP Feedwater Tranetents in 
PNRs Designed bg BLW " 

e Office of Nuclear Reactor Ragulatlon. 79/05/83 saopp. 
Available at HT18 


7903300303 Notification of contract etacutlontNad 2 to "Bafaguards for 
High Laval Neste Repositories " Contractor Bclance 
Applications 

K^CZCRiM a, Tachnical Assistance Contracts Branch FIN 
8-6376-9 NRC-02-79-035, 79/04/24 ip 


— 7909300308 Hod 2t changing k ag personnel to "Bafeguard for High Level 
Neste Repositories " 

DOUOHCRTVrD J Division of Contracti FIN B-6376-9 
NHC-02-74-035 79/04/24. Ip 


7903300317 Responde to DO Eisenhot 781023 Itr. Submits Info re ailellg 
verging R-factors In order to broaden scope of KRC 
approval of NEDE-240ti-P-A> "Oenerlc Reload Fuel 
Application." N/o end. 

ENOELiR E Oeneral Electric Co r Nuc 1 ear Energg Products Div HC 
682 79/09/15 9pp. 


7903300321 Forwards application for export llcansa 

HQNRYiU R. Oeneral Atomic Co (subs of Oulf Oil Corp. I. lEL-iOSS 
79/04/26 Ip 


— 7903300326 Application bg Otnaral Atomic Co for license to export- 
multirange plcoammetert linear power channeliuide range log 
power channeliflus controller k bistable trip nodule to 
Egypt 

HONRViM.R Oeneral Atomic Co. (subs of Oulf Qll Corp. 1. 
79/04/26 Ip 


7903300332 Forwards application for export llctnsa. 
HQADLEV.e. D Monsanto Co. 79/04/25 Ip 


--7903300339 Application bg Monsanto Research Corp for license to export 
0.33 g Pu BO'4 enriched in PtJ-238 eealed neutron eource 
encapsulated to Turfceg. 

HOADLEV. B. Honsanto Co 79/04/25 Ip. 


7905300342 Forwards minutes of Risk Assessment Review Group 780829-31 
meet ing 

AUSTIN! J H Office of Policy Evaluations. 79/02/27 Ip. 


— 7909300350 Summarg of 780829-31 Risk Asiaeseiant Revlau Croup meeting 
In Nashlngtoni DC FR not Icei attendance list k list of 
available documents enc 1 

* Office of Policy Evaluetlons 79/02/27 Spp. 


— 7903300331 Responds to 780804 FR notice requesting comments re agenda 
for meeting of Risk Asseseraent Revtaw Oroup. Babotag a k 
evacuation Isiuat should be reexamined. 

OARRETTiE 0, Affiliation Unknown 78/08/13. Ip. 


7909300356 Submits preltmlnarg Info re netural circulation cooling at 
TMI-2 

LAFLEURi J D. Offie# of International Programs 79/04/28 2pp 


7905300399 Submits prallmlnarg Info which it tubj to confirmation of 
regulatory action re BkM plante. 

LAFLEURi J. D. Office of Internetlonel program 79/04/27. 2pp 


7909300365 Forwards IE Bulletin 79-05B re procedures k training for 
establlsliing k maintaining natural circulation k roactor 
vesiale Intagrltg at BhV) plante. N/o end. 

LAFLEURi J D. Office of Internationel Programs. 79/04/23 Ip. 


7909300289 IAEA-aM-I79/34 

"Reactor Operator Training Programs Utilising Nudsar Power 
Plant Simulators, " 

COLLINSip. F. Atomic Energy Oommltslom Dlraetorats of Licensing 
4PTa-1979). 74/12/31 26pp. 


7903300368 Fgrwards responsis to NRC qusstlons re hoot transfer k flow 
distribution aspects of revised Plow blockage modal. Requests 
approval of modal for future licensing submittals, 
aCHERERiA, E. C-E Power 8g stems. LD-79-030. 79/09/23. I4pp. 


79033(»2fi9 "License Examination Results Update, 1973-1978. " 
HOLMAN, J J Operator Licensing Branch, 78/12/31, 27pp. 


7903300369 Forwards IE Bulletins 79-06, 79-06Ai 79-06B k 79-08 addressing 
aspects of THI Incident which apply to Nsstlnghouse or C-E 
rsactors.H/o and. 

LAFLEWIiJ, D Office of International Programs. 79/04/18. Ip. 


7909300290 Notification of contract axacutlon. Hod i to "Electric 
Engineering Contractural Assistance for Bouth TX Antitrust 
PTecssdlng, " Contractor . RU Back k Associates, 

OLAOOLAiA.F. Technical Asslstanca Contracts Branch. 

WtC -03-79- 129, 79/04/24. Ip. 


7903300370 Submits ppallmlnary info on TKI Incident, Fur thsr actions 
should be considered for all LWRs, since pressure Level 
indication problem may he generic In nature 

LAFLCURrJ. D, Office of Intarnat lonat Programe. 79/04/11. 2pp. 


—'7905300297 Mod 1, extending period of performance to 790630 k ehanginf 
principal enginaar to "Electric Englnasrlng Contractual 
Assistance fop South TX Antitrust ProcsadInps. " 

DOOOHertY, D. J. Division of Contracts, NRC -03 -79- 1 29, 79/04/24 

2pp. 


7909300374 Comments on training, e xanlnatlon k 
plant cperators. Program has serious flaws k 
attention 

MEDEIROBiH. 8 Rsaetor Bustems Standards 


licensing program for 
needs prompt 

Branch. 79/04/20. 7pp. 
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7909300379 to FOIA 790413 4i 0486 rtquiltt 'for trarvfcrliiti of 

clotoil NRC n««tlngi ro TKI Incldonfe Oiterlboi proeitt 
involvtd in obtaining info Lift of cloftf CoMiltfian 
waotlnga r* Till incliiint ane 1 

FELTON<J M DIvlalon of ftoloi and Racord*. 79/09('S3 6pp. 


7909300383 FOIA roqutffe for branicripti of NRC aait Ingi > pub 1 le 
■ tatomint* li internal momo* rt THI Incldont. 

ETHERElXiEiL Haiiechuttttf Inibltirte of Technologg 79/04/19 tp 


7909300399 FOIA requeet for tape* of HRC aeetingt re THI incident 
ETHCREDOEfU fiaeeachufette Inetttute of Tachnologv 79/04/26 Ip 


7909300389 Aetponde to FOIA 790429 requait tt forward* MASH- 1400 & 
MA&K-740 j1.*u 1'* rapt ti HRC 790119 polieg etataaent 
F».TaHrJ.f1. Dlvtflon of Rule* and Record*. 79/09/19 Ip 


— 7909300394 FOIA requeat for Ra**»! 0 ««*n r*pt<WA8H-1400> 
KATiH Affiliation Unknown 79/04/89 Ip 


7909300400 Forward* charter of Tact Oroup on Oanerle Review of 
Faadwatar Tranclent* in BIM Defignad Raacton. 

CASE. E 0 Office of HucUar Reactor Ragulatlon, 79/04/03 8pp 


7909300414 Notification of contract aiecut lon.Kod 3 to "Hoarlng Sge for 
Floating Nuclear Power Plants." Contractor. US Naval 
Faellltlae Englnaaring Connand. 

HENCZER.N.6. Technical A**i»tanca Contraete Branch FIN B-9304 
AT<49-24l-0Ila. 79/04/24, Ip. 


— 7909300483 Mod S.decreadng fund* bg *10. 209, 48. to ''Nooring Sg* for 
Floating Nuclear Powar Plant* '' 

DOUOKERTy, D. J Olvlilon of Contract* FIN B-9304 
AT< 49-84 1-01 12 79/04/24 Ip 


7909300449 Conaant* on NUREO-0931 . ln*uf f ieiant juitlf Icatton for 
raclafilfging reeirculatlan-rlier piping to nonconforming 
svc-tinaltiva eatagorg 

UTLEY, E E. Carolina Power «< Light Co. 00-79-1339 79/09/21 Ip 


7909300460 Forward* ligntd extcutlva pertonnal delegation parformance 
agraaMint in raiponia to 790410 etano. 

KENORIE. J.H Coeualiaton. 79/04/20. 2pp. 


7909300464 Eitand* gratitude for 790419 itr re raconmsndatlen* for 
linprovlng ragulstorg procts* 

HENDRIE.U, K Coieetiaalon 79/05/01 ip 


— 7909300467 Forward* copg of Itr to Pretldant Car tor 6 790417 Itr to New 
Yort Tint* ra Tecoanandetlona for improving ragulatorg 
procaaa 

SNITH, H E Heteerologtcat Evaluation Sarvlees, ine. 79/04/19 
7pp. 


7909300481 Raipond* to 790430 li 790504 re quest for «**tlng transcript* 
Eiplains statu* of eladlfled unclatilflad portion* of 
transcript*, aomt of which will ba «»ad* available following 
« laas If ieatlon ravtaw 

CHILK.S. J. Office of the fiscrstarg of th* Coaaiaiion. 79/09/14. 

Ip 


— 7909300487 Request* dlectosur* of tranecript* of lifted NRC aeatlng* ra 
export of nuelaar reactor* (< matl* Ctta* appllcatla portion* 
of Sunshine Act 

UACOBS. T. J Project for Open Oovarnaent. 79/04/30, 3pp. 


(in* NRC eiport llcenting authorltg over ilrconiuM which 
dealened or prapared" for nuclear facllltg 
btalnad generic ratranefar asauranca* 

*adlng partner* 

79/09/11, 8pp 


requirsaant for llesnsing acport of Zr in 
eencarne of eonatltuent that 

79/04/08 Ip 


oMMant* on freadoa of 
aplg. 


I of ccaMant on first aMsnd 
na that eoiweant 
'Ing riia to 


— 7905300931 R*qu*«ts acplanatlon of eeaning of itatenant mad* rp 
oppoiltlon to first aeiand eiade at 790331 prat* conf trance on 
TMI 

FREIDl-CIKiU U Anariean Mewipapar Publiihari Aieoelation 
79/04/17 Ip 


7909300938 Forward* "Evaluation of Effect* of Corroelon Part Ida* on 
Control Rod Drive aparation '' Rapt will aiiitt In avaluation 
of 0£ propO'ial to delete control rod drive return Una 
SICRNOOD.O 0 Oeneral Electric Co .Nuclear Enargg Product* Olv. 
MFN- 146-79 79/09/88 Ip 


— 7909300938 "Evaluation of Effects of Corrosion Particia* on Control Rod 
Ortva Operation 

• Oeneral Electric Co .Nuclear Energg Product* Dlv 79/09/88 
9pp 


7909300598 Forward* rapt. "Taehnlcal Oeeertption of Ring Vertes Modal. 
Her 1970 « 

SOBCN. L J Oaneral Electric Co .Nuclear Energg Produete Dlv 
NEN-144-79 79/09/88 Ip. 


— 7909300961 "Taehnleal Description of Ring Vortas Model, Mar 1978 " 
CHU. C K. Oaneral Electric Co .Nuclear Enargg Products Olv 
LEE.T T. Oaneral Electric Co 78/03/31 33pp 


7909300968 Dlicuteai markup of Senate Bill 8.962, NRC authorization for 
FYBO. which onlttad three of four NRC proposals Rsquast* 
meaking to ditcua* how bast to procaad 
HENDRIE, U N ComAlaslon. 79/09/09 Spp 


7909300963 Apologlza* for use of term "blind man" In darogatorg manner 
L deacrlba* it as "slip of tengu* " 

KENORIE, JM Commlaaion 79/04/86 Ip. 


— 7909300971 Protast* raf to "blind man stumbling around eMhing 
decisions" L raquastt mor* care ba taken w/commant* in 
future. 

SMEO.J P. Affiliation Unknown. 79/04/18. Ip. 


7909300968 Forward* tueusarg of Info which lad to order to shut down 
five nuclear plant* on 790313. Raviews NRC actions taken to 
• icpedlt* return to operation 
NEMDRTE, J.M. Gommlaiion. 79/09/08. 7pp. 


— 7909300978 Forwerdi prompt examination of tndapendent avaluation which 
eoneluda* that piping support* complg w/NRC side. Cr Itleal 
energy eltuatlon axiet* in ME. Urges immediate return of 
plant to full operation 

BRENNAN.J E Malna. State of. 79/03/83 Ip 


7909300977 Extend* gratitude for 790416 Itr 1. offer of asxlatance 
Requaete to be Informed of new developments re Energg Gtr 
concept. Mill forward resume to ether Commleeloners 
NENDRlE, J. K Commie* ion 79/09/01. Ip. 


— 79D9300987 Offer* partonal *vc to nuclear Induitrg in areas of 
equipment design h design pMlosophg maint. oparetlonal 
control 6 organisation Buggsit* US adopt Enargg Oanaratlon 
Ctr programs 

DtCKEHAN, R. L. Affiliation Unknown, 79/04/16 6pp. 


7909300996 Respond* to Praildant 790410 memo requiring 9X reduction in 
agency energg use. Bupports reduction effort. NRC emplogee 
anneuncemant end, 

HENDRIE, U. M CommUtlon. 79/04/87. tp 


—7909300606 Requtft* conservation effort* to decree** coniumption by OX 
6 detail* ipectfle action* to achieve goali.Mhlt* Hou** memo 
to agency t> dept head* and. 

HENORIE, JH. Connistlon 79/04/87 3pp 


7909300613 Ack receipt of 790381 Itr ra fir* protection. NRC wilt 
consldar eommants In It* raspon** to group 780908 petition. 
CHILD. 8. J, Offic* of tha Secretary of tho CoeMUtlon 79/09/03 
*P. 


—7909300619 Aftarts relative risk of earlous reactor accldant* from 
elaetricat cable flraa 1* higher than rl*k frost sarthquaka*. 
Ctta* AEC eoncarna r* prob lam. Raquatt* action ba taken 
FORD.O.F. Union, of Concarnad Sclentlete. 79/03/81. 8pp 


—7909300638 Summary rapt of 730119 meeting of ad-hoc working group in 
Maah Ington. DC r* fire protoction 

a ACR8 - Advisory Ceeualttot on Reactor Safoguard*. 73/01/19 
9pp. 



NONDOdKETED ITEMS 


319 


U«*1tlg Info ropt for wsok ■ndlng 790413 
XCTfliT. Offic* of tti* ExocutlvB Dirictor for Qparatton* 
T9/04/1Q 30pp 


7908310067 llitpand* la 790404 Hr. Far ward a litl of docuotnlt placed In 
FOR N/o incl. 

FELTOMid M Oiviiton af Rulti ind Rdcerdi 79/05/23 tp 


fg^8300A92 Cxplaint ml tunderatand tng apltlnj from lack of d(l«llf In 
79031d> w««l:lv Info ropt r* PIPEBTRESa eodt tpror, Rttpondi to 
T903^a Itr.Ralatad FR notlca and, 

ICHDRICiJ H Commlaalan 79/OS/ll 3pp 


790S310069 Forward* application bg TX Nuclaar piv for lleanit to tiparb 
1.76 ng Pu-aSB to Holland 

HeNDRICK.H 0 RaMi«ip Englntarlng Co 79/04/25 Ip 


'^>79{>S3<K)687 Diacuanf* d If faring Imprtttionf craattd bij NRC t*«tinong (> 
790316 waaidg Info rapt ra PIPEBTREBB coda trrer or 
■vnconatrvativa" caleuiational tachnitioa. 

K Houa* of Rap 79/03/22. 2pp. 


7905300672 Raipanda to 79021S Itr ra propoitd Intarln acport af raactor 
COKponinta to Phlllpplnaa undor tlcanta XCOH-0013 Ca«a undir 
ravllM Ruling on potltlon to coniolldato application w/ 

XR-120 to bt laiuad bafora final daclalon. 
tCNIMICitJ.K, Conintatton 79/03/02. ip. 


--790S30O677 Advliaa final Entcutlva Branch rieomaandatlon on raactor 
tiport llcania application for phlllpplna* plant 1« ptndlng. 
Vrffi liauanco of XCdH-0013 to avoid raactor conit dtlagt 
PICKERlNOt T. n Stata, Dapt. of, Bureau of Ocean* 6 Inttrnatl. 
Enwlran «< RcUntlflc Affair*. 79/02/lB 2pp. 


■■•79<153 10074 Application bg TK Hucltar Btv for llcanit to tiport 1 76 ag 
Pu-333 to Holland 

HENORlCKiW 0 Raattg Enginaaring Co 79/04/23 Ip 


7905310321 Forward* raagnitte tap* of tla* hlttorla* u«*d to gantrat* 
cuauiativ* daaag* function curvot for NRSs appUcatlon* 
pr*f*nt*d In NEDE 24010-7 Indti of contentii Info on 
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CARSON. J, E 
CARTER, T. P. 
CARreR.T. 
CARTMRtOHT, K 
CARTHRIOHT, J, E, 
CARTHRIOHT.W R. 
CARTWRIOHT, H, R 
CARTWRIOHT, H R. 
CARTWRIOHT, W. R. 
CARTHRIOHT, M. R 
CARTHRIOHT, H, R. 
CARTHRIOHT, H R 
CARTHRIOHT, M. R. 
CARTHRIOHT. M R 
CARTHRIOHT.H, R 
CAHTMRIOHT.H R 
CARTHR lOHT, H. R 
CARTHRIOHT, H R 
CARTWRIOHT, H R 
CARTHR lOHT. H. R 
CARTHRIOHT.H R. 
CARTHRIOHT, H, ft. 
CARTHRIOHT, W.ft, 
CARTHRIOHT.H.R 
CARTWRIOHT, H R, 
CASrMRIOHT, H.R. 
CARV.C N. 

CASE, E 0. 

CASE, E 0. 

CASE, E, 

CASET.L A. 

CABH. A. 

CA8HELL, 8, 
CASHHANi T. 0, 
CABUEHS.L. 
CASSMI, V. U. 
CATALANO, 0. ft. 
CATCHPOOLE. 0, U 
CATTON. 1 
CATTCN, 1, 

CATTON, I. 
CAVANAUGH, H, 
CAVANAUGH, H. 
CAVANAUGH, W. 
CAVANAUGH, H 
CAVANAUGH, H. 
CAVANAUGH. H, 
CAVANAUGH, H. 
CERNE, A C, 
CHADHELL.H. M. 
CHAN, J. 

CHAN. J. 

CHAN, A. I. 
CHANANIA, F. D, 
CKANANIA.P, D. 
CHANANIA, F. 0, 
CHANDLER, L, J. 
CHANDLER, L. J. 
CHANDLER, L. J. 
CHAPELL. D. 
CHAPMAN, L, D. 
CHAPMAN, L. D, 

CHEN. U. C 
CHERNO, U, C, 
CHESTER, R. 0. 
CHETIRKIN, P.V, 
CHIANOI,N, J. 
CHILDS, W.V. 
CHILDS. W.V 
CHILDS. W. V. 
CHILDS, W. V. 

CHI LOS. W.V. 
CHILDS. W.V. 

CHILD, 8. J, 


7909320393 

7909390269 

7909330390 

7908330388 

79083303B0 

7908330370 

7908230387 

7903230393 

7909330391 

7903230349 

7903330338 

7908230333 

7909330326 

7909330330 

7708230319 

7909230306 

7909230299 

7909230284 

7909230276 

7909230261 

7909230247 

7909230798 

7909230333 

7909230326 

7909230906 

7909830314 

7909010938 

7908190003 

7908290430 

7908070997 

7909090329 

7909140327 

7908040462 

7909070141 

7904270399 

7909100089 

7908190063 

7909020396 

7909020403 

7909020484 

7909020246 

7909070533 

7909070689 

7909070663 

7909080447 

7909080449 

7909110147 

7909110193 

7909160437 

7909160444 

7908160484 

7909160489 

7903210360 

7903220396 

7908230071 

7903300404 

7908300408 

7908300418 

7908340993 

7909060144 

7909300400 

7909110064 

7909100340 

7909380484 

7909010488 

7909830613 

7908390201 

7908070417 

7909100070 

7909100173 

7908390139 

7909390111 

7908390118 

7909070403 

7908110002 

7909140379 

7909170369 

7909190093 

7909210264 

7909300002 

7909240684 

7905070604 

7909040861 

7909300973 

7909100169 

7909330638 

7909180216 

7909230743 

7909290271 

7909290143 

7909300362 

7909040262 

7908240404 

7909240993 

7909020191 

7908100290 

7908240840 

7908280312 

7909140419 

7909010903 

790901090a 

7908190477 

7908300416 

790930081 4 

7908300827 

7909300613 


80-320 

90-320 


40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-3407 

40-2407 

40-3407 

40-3407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 


90-317 

90-317 

90-317 

90-319 

90-219 

90-319 

90-329 

90-320 

40-2061 

90-996 

90-338 

90-339 

80-338 

90-330 

90-338 

80-339 

90-338 

90-338 

90-338 

80-338 

80-338 

90-338 

90-338 

90-330 

90-338 

90-338 

90-338 

90-330 

90-338 

90-338 

90-338 


90-201 

40-0681 

40-2061 

40-8693 


90-313 

80-313 

90-313 

90-368 

80-313 

80-313 

90-36S 

90-363 

90-318 

90-237 

90-237 

90-290 

90-399 

90-399 

90-449 

90-448 

90-448 

90-320 


90-308 


90-400 

90-333 

90-333 

90-333 

90-333 

90-333 

90-333 


7908340882 


NUREO/CP-0008 


NUREO/Cft-0643 


7908240404 

7909240983 

7908030181 

XN-MF-79-27 

7909340840 
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AUTHOS 
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NUMBER 

DOCKET 

NUMBER 

REPORT 

NUMBER 

CHII.KrS J. 

CMIUI.. S J 

CHILK. e 0 

Cih||UK< s j. 

7903230701 

7905230484 

7903230499 

7903100026 

30-320 


CMCI^K. 8 J, 

7905090283 

30-313 


CHiut.a J, 

7903100047 

30-320 


CHICK. B J, 

7903100408 

30-320 


CHICK. S J 

CHICK. 8 J 

7905090192 

7903090213 

30-320 


CHICK. 8 J 

CHICK. S J 

7903090194 

7905140033 

30-344 


CHICK. S J 

7905300269 

30-320 


CHICK, a J 

7903230678 

30-483 


CHICK. S J 

CHICK, a J 

7903230063 

7903230646 

80-200 


(KICK. S J. 

CHICK. B J 

CHICK. B J 

7903100036 
7903240313 
790323066 1 

30-344 


CHICK. 8 J. 

7903230373 

30-303 


CHICK. S J 

7903240918 

30-424 


CHICK. 8 J. 

7903130260 

30-399 


CHICK. 3 J 

CHICK, a si 

CHICK. S J 

7903240433 

7903240820 

7903240310 

50-338 


CHICK. S sf 

7903230163 

30-400 


CHICK. S J 

CHICK. S J 

CHICK, a J. 

CHICK. S J 

7903230334 

7905240330 

7903240366 

7903230479 

30-320 


CHICK. S J 

7903280203 

30-309 


CHICK. 8 J 

CHICK. a J 

CHICK. 8 J 

CHDPKO. n 

7905230331 

7903230339 

7903300481 

7905220434 

30-320 


CHOeKQ. K 

7903220436 

30-320 


CHOM.e T 

7903090173 

50-409 


CHUarnAH. J H 

7905230660 

30-330 


CI4l]SrHAH. vl H 

7905240814 

30-338 


CV^lSTMAKr J 

7903030207 

80-338 


CKRI0TMAH. J 

7903030209 

30-338 


CWCtBTOffER. 0 M 

7903110047 

30-182 


CVW.C K 
CHUHCHILC. B H 

7908300361 

7903230339 

30-302 


CHl^CHtLL. £ H 

7905300104 

30-344 


Cllt^l. J H 
CtE32H[EUICZ, S. 

7903290433 

7903160339 

30-10 


ccACK. e J 

CCARK. C 

7903230522 

7905230330 

30-396 


CCAnK.C 

7903040480 

50-20 


CLARK. C H 

7905160391 

30-329 


CLARKE. U L 

7903090031 


7903090031 

CLARK, si A 

7903020214 

30-201 


CLARK. R II 

7903300030 

30-445 


CLARK. R. H 

7903100288 

90-443 


CLARK. F R 

7905220387 

30-aaa 

7903310018 

CLARK. R A 

7903310013 


CLARK. A T 

7905290282 

30-201 


CLARK. R A 

7903240046 

30-259 


tCAV. E. C 

7905240069 

30-335 


CLAVc E. C. 

7903240336 

70-1151 


SLAV. E. L 

7903240312 

70-1151 


clavtow.f c 

7903230777 

30-340 


CLAVTOW. F-C 

7903100279 

30-348 


CLAVTOW. F L 

7903020242 

30-348 


CLAlfTOMiF L 

7903240443 

30-340 


tCAVTOM. F. C, 

7903300710 

30-348 


CLAYTON. F. L 

7903020247 

30-348 


tLAYTOM.F.C 

7905300334 

30-348 


CLAYTON. F L 

7903070631 

30-348 


CLAYTON. F L 

7903090073 

30-348 


Clayton. F,L. 

7903230036 

30-348 


CLAYTON. F.L, 

7903110242 

30-348 


CLAYTON. F L. 

7903140306 

50-348 


CLAYTON. F L 

7903160403 

30-348 


CLAYTON. F, L. 

7903170266 

50-348 


■LAYTON. F.L 

7903230361 

30-348 


CLAYTON. F L 

7903230414 

50-348 


CLAY TON. F.L. 

7903300300 

30-348 


CLAYTON. F, L 

7903310376 

50-348 

C BE- 706 3 

CLEARY. P 0 

7903230239 

30-320 

CLEARY. P 

7903230430 

50-443 

PCBE-79137 

CLEARY. 0 V 

7903170231 


CIEETON. A fi. 

7903290293 

30-471 


CLEETON. A. R 

7908290292 

80-471 


CLEMeH8QN.F. 

MLEHOHB.P 

7903090168 

7903110113 

30-6134 


,ty®CN< 

COAL WELL. T.N. 

7903080108 

7903180339 

30-264 


;C0B.L. I. 

7903100022 

30-320 


lOCHRAN. T e 

7903140079 

70-2623 


ochram. b. j. 

7903130803 

30-390 


:OENi R. 

7903080540 

50-237 


:OEN. R. 

7903170229 

50-237 


OHEN.W 8. 

7903300686 

30-309 


OHEN. 1 

7903230288 

70-33 


lOUL.N. A 

7903300033 

80-230 


OCCrN. A. 

7903130783 

30-230 


OCC. A, 

7905130793 

50-250 


hXJL. n. a 

7903130799 

50-230 


OLL.R A 

OU-.rL A. 

7905240973 

30-280 


7903240830 

30-399 

' 

OULINS.C a. 

7903240940 

50-568 


olctns. H.e 

7903230248 

90-320 


OU.1Ha.H.E. 
qtHNS.aE. 
OUUHS.H E. 

7908280316 

7905250501 

7905280317 




AUTHOR 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

REPORT 

NUMBER 

COLLINS, H E 
COLLINS, H E. 

790S2S0444 

7905090214 

50-320 


COLLINS, 0 H 

7903230202 

50-320 


COLLINS, J T 

7903230036 

50-320 


COLLINS, d T 

7903230074 

30-320 


COLLINS, J T 

7903210230 

30-320 


COLLINS, J T 

7903230105 

50-320 


COLLINS, d T 

7903230143 

30-320 


COLLINS, d T 

7903230293 

30-320 


COLLINS, d T 

7905230157 

50-320 


COLLINS, P F 

7903070070 

50-396 


COLLINS, P F 

7905240166 

30-232 


COLLINS, P F 

7903230204 

50-267 


COLLINS. P F 
COLLINS, P F 

7905300180 

7903300283 


I AEA-SK- 178734 

COLOMBO, P.H 

7903110039 

30-312 


COLOMBO, R U 

7 9031 00232 

30-312 


COLOMBO, R H 

7903110307 

30-3 12 


COLOMBO, R U 

7903230437 

30-312 


COLOMBO, R N 

7903290004 

30-3 12 


COLOMBO, R H 

7903300409 

30-312 


COLTON, E 

COMBS, R 8 

COMET, 0 D 

7903130784 

7903140311 

7903230239 

30-320 

CBE-7e6S 

CONOEL, F 

7903160129 

30-320 


CONOEL, F 

7903190107 

30-320 

NURE0-03SB 

CONOEL, F 

7903300300 

30-320 

CONLEV, M, E 

CONLEY, M E 

CONLON, T E 

7903090032 

7903020080 

7903010471 

50-302 


CONtON, T E 

7903240319 

30-348 


CONNER, T B 

7903290171 

50-338 


CONNER, T, B 

7903290176 

30-338 


CONNER, T B 

7903130151 

50-338 


CONNER, T B 

7903300067 

30-338 


CONNER, T B 

7903100223 

27-39 


CONNER , T. B. 

7903030214 

30-393 


CONNER. T B. 

7903310010 

27-39 


CONNER, r 8 

7903100237 

27-39 


CONNER. T B, 

7903240138 

27-39 


CONNER,? S 

7903230312 

30-277 


CONNER, T S, 

7903140137 

30-393 


CONNELL, J M 

7903300270 

30-206 


CONNELL, J H. 

7903300277 

50-206 


CONNELL, C 

7903130304 

30-286 

7903100021 

CONNELL, H R 

7908100021 


CONNORS, d E 
CONNDLLEY, J L 

7903100023 

7903140494 

30-283 


CDNNOLLEY, d L 

7903210239 

30-285 


CONNOLLEY. d, L 

7903210271 

90-283 


CONSTABLE, 0 L. 

7903130604 

90-188 


CONTE, R d 

7903070158 

90-272 


CONTE, H J 

7903290143 

90-243 


CONVER . 3 

79031,90199 

30-320 


CONHAY, J T 

7903140090 

30-320 


CONWAY, M, F. 

790S090352 

30-271 


CONWAY, W F. 

7903080553 

50-27 1 


CONWAY, M, F. 

7903290037 

30-271 


CONWAY. M F 

7905290040 

90-271 


COOK,C.L 

79031S0214 

71-280 


COOK.C L 

7905130474 

71-280 


COOK.T F 

7903090408 


NURE0/Cfl-OS90 

COOK.K U 

COOK.d R 

7905110116 

7905230245 

90-560 


COOK.R J. 

7903230296 

90-329 


COOKE. P a 

7903230042 

40-8698 


COOLEY, H. si. 

7903130701 

70-1237 


COOLEY. R A 

7903140117 

30-320 


COONEY, N. J 
COONEY. W J 

7903070016 

7903220200 

30-277 


COONEY, M J. 

790 322028 4 

30-277 


COONEY, n d. 

7903080464 

50-277 


COONEY. M d 

7905040378 

30-277 


COONEY. M d. 

7903040077 

30-277 


COONEY. M d 

790504009a 

30-277 


COONEY, K d 

7905020347 

30-277 


COONEY, M J 

7905020336 

30-277 


COONEY. H d 

7903040381 

30-277 


COONEY. K. J 

7905160383 

30-277 


COONEY. K J 

7905170236 

30-277 


COONEY. K. d. 

7905290214 

30-277 


COONEY. H. J 

7905290216 

80-277 


COOPER. K.F. 

7905070331 

30-272 


COOPER, d. 

7905040030 

30-302 


COOPER, d 

7903040094 

30-302 


COOPER, d. 

7903070602 

30-302 


COOPER, d 

7903070626 

30-302 


COOPER. J 

7903070340 

30-302 


COOPER, d. 

790307064B 

30-302 


COOPER, d 

7903040632 

30-302 


COOPER. J 

7903070634 

30-302 


COOPER, J. 

7903090281 

50-302 


COOPER, d 

7903110244 

30-302 


COOPER, d. 

7903190028 

30-302 


COOPER, d. 

7903230373 

30-302 


COOPER, d. 

7903300303 

50-302 


COOPER, d. 

7908230383 

30-302 


COOPER, d. 

7903300491 

30-302 


COOPER, d. 

7903310403 

30-302 


COOPERSTEIN.R. 

7903300691 

40-S102 


COOPEftSTElN.R 

7903150634 

40-8721 


COOPERSTEIN.R. 

7905240833 

40-8663 


COOPERSTEIN.R 

7903150006 

40-8302 


COOPER8TEIN.R. 

7903250012 

40-8714 


COPELAND, dsO 

7903080387 

50-466 


COPELAND, d. 0 

7903080331 

30-466 
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ACCESSION 

NUHSER 

DOCKET 
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REPORT 

NUHBER 

COPELANOtsI 0 

79092SD239 

50-466 


COPELAND. U 0 

7903230177 

90-437 


COPELAND. J 0 

7903300066 

30-466 


COPELAND. J O 

7903310407 

90-466 


COPELAND. J O 

7905290068 

80-466 


COPELAND. J O 

7905240310 

30-466 


COPELAND. J 0 

7909240043 

90-466 


COPELAND. J O 

7903250239 

30-466 


COPELAND. R L 

7909020293 

30-537 


CORBETT. U B 

7909220494 

27-47 


CORE. H 

7903070343 

30-283 


CORE. H 

7903220306 

50-289 


CORNELL. E K 
CORNELL. E K 

7903090188 

7909020137 

27-39 


CORNELL. E K 

7903220451 

50-320 


CORREA. C 

7903290069 

30-272 


COSTELLO. J 

7909130273 

30-382 


COSTELLO. J 

7903190415 

30-382 


COSTELLO. J R 
COSTELLO..^ R 
COTTLE, M T 

79052901 13 
7903230593 
7903D20423 

90-369 


COTTLE. W T. 

7903290717 

30-369 


COUOHLIN, J 

7903140097 

90 **946 


COUDHLIH. J 

7909290433 

30-346 


COUOHLIHiU 

7909080415 

90^946 


COUOHLIN,.^ 

7903J60400 

SD-346 


COUDHLIN,./ 

7903310420 

30-546 


COUNCIL. W 0 

7909290446 

30-213 


C0UN3IL.W <3 

7903240392 

50-213 


COUNSIL.M 0 

7903240903 

30-213 


COUNSIL.U <3 

7903310473 

30-213 


COUNSIL.H & 

7903070342 

30-213 


COUNStL.N 0 

7903300323 

30-213 


COUNSIL.H 0 

7903010499 

30-243 


COUNSIL.H <3 

7903010496 

30-243 


COUNSIL.H 9 
COUNSIL. M. 0 
COUNSIL.H 9 

7905290513 

7903230323 

7903070698 

30-213 


COUNSIL. H. 9 

7903040093 

30-336 


COUNSIL.H 9 

7905040135 

90-336 


COUNSIL. H. 9. 

7903070399 

50-306 


COUNSIL.H <> 

7909070621 

30-249 


COUNSIL.H O. 

7903080962 

90-245 


COUNSIL. U 9 

7905080434 

50-243 


COUNSIL. H O. 

7905000406 

50-336 


COUNSIL.H O 

7905100320 

30-336 


COUNSIL. u e 

7905160262 

30-336 


COUNSIL.H 0 

7903160376 

30-336 


COUNSIL. H 0 

7909220116 

30-336 


COUNSIL W.O. 

7903290073 

SO-213 


COUNSIL.H 0 

7905300005 

30-243 


COUNSIL. H 0 

7903300009 

90-336 


COUNSIL.H 0 

7909300261 

30-336 


COUNSIL.H 0 

7905310183 

30-336 


COUSINS. R 

7909220069 

30-230 


COHAN. B Z 

7903290290 

80-437 


CQHOILL.C J. 

7905290149 

30-243 


COX. C. 

7905230179 

30-320 


COX. E. T. 

7905090374 

50-448 


CRABTREE. R A 

7909230928 

30-309 

NUREO/CR-0339 

CRADDICK. M 0. 

7905140972 


CRAFTONt M 

7909230493 

30-546 


CRANE. P A 

7903030244 

90-279 


CRANE. P A. 

7908140303 

90-133 


CRANE.P. A 

7905140394 

30-273 


CRANE. P, A 

7909140336 

90-273 


CRANE. P. A 

7903210490 

50-273 


CRANE. P. A. 

7903020244 

30-275 


CRANE, P. A 

7909190609 

30-133 


CRANE. P A. 

7903290011 

80-133 


CRANE. P A 

7909020302 

00-278 


CRANE. P. A. 

7909090318 

50-133 


CRANE. P A 

7903090380 

30-273 


CRANE. P. A. 

7909240701 

30-273 


CRANE, P A 

7903140406 

30-133 


CRANE, P, A 

7903190094 

90-273 


CRANE, P A 

7909210172 

30-278 


CRANE. P. A 

7909210169 

30-279 


CRANE, P. A 

7903300168 

90-133 


CRANE. P A 

7909300364 

30-278 


CRANE. P. A. 

79083aoabl 

90-273 


CRANE, P. A 

7909300910 

90-133 


CREITZ.M M 

7909160174 

30-320 


CRESUELL. J.S. 

7903110094 

30-346 


CRESHCLL.J a 

7908090179 

30-409 


CREWS, E H 

7909230609 

50-399 


CREU3. E H. 

7903300692 

50-393 


CREWS, U L. 

7905110044 

50-312 


CREWS, J L. 

7905110083 

50-312 


CREWS, J L 

79051 10086 

50-312 


CREWS, J L. 

7909230617 

50-275 


CREWS, J L 

7905130933 

90-312 


CREWS, J L. 

7905290147 

90-279 


CRISTT, M 

7905290498 


7903290498 

CRNICH, J. 

7905130415 

80-382 


CROCKET. L. 

7905140570 

90-219 

NUReO/CR-0634 

CROCKER, H. H 

7905240306 

90-244 


CROCKER, H H 

7905230730 

90-277 


CROCKER, H H. 

7905110113 

30-6134 


CROCKER. H. H 

7905290196 

90-3 


CROCKER, H.H. 

7905090140 

90-220 


CROCKER. L P, 
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50-275 


ENOELKEN.R H 

7905010233 

90-528 


ENOELKENiR H 

7905010207 

50-133 


ENOELKEN.R H 

7905010289 

50-344 


ENOELKEN. R H 

7905010291 

90-312 


ENOELKEN.R H 

7905010292 

80-206 


ENOELKEN. ft. H 

7905010294 

90-397 


ENOELKEN. R H 

7905030073 

90-490 


ENOELKEN.R, H 

7905040076 

90-528 


ENOELKEN.R H 

7905040001 

80-133 


ENOELKEN, R.H 

7905040006 

90-344 


ENOELKEN.R H 

7905010216 

90-133 


ENOELKEN.R H 

7909010218 

90-344 


ENOELKEN.R H 

7909010220 

50-206 


ENOELKEN.R H 

7908010222 

50-312 


ENOELKEN.R H 

7908010229 

70-984 


ENOELKEN.R H 

7905010220 

70-1297 


ENOELKEN.R H 

7905010230 

70-794 


ENOELKEN.R H 

7909010234 

70-734 


ENOELKEN.R. H 

7905010239 

70-29 


ENOELKEN. R.H 

7909010423 

50-133 


ENOELKEN. ft. K 

7909010428 

90-344 


ENOELKEN.R H 

7909010431 

90-206 


ENOELKEN. ft. N 

7909010433 

50-312 


ENOELKEN.R H 

7909180097 

90-920 


ENOELKEN. ft. H 

7909190060 

50-133 


ENOELKENiR H 

7909180062 

90-344 


ENOELKENiR H 

7908190064 

90-206 


ENOELKEN. R H 

7909190069 

90-312 


ENOELKEN.R H. 

7909180069 

90-397 


ENOELKEN. R. H 

7909130168 

90-920 


ENOELKEN. R. H 

7908190167 

80-133 


ENOELKEN.R H 

7909180168 

50-344 


ENOELKEN.R H 

7908190170 

90-206 


ENOELKEN.R H 

7909190171 

50-312 


ENOELKEN.R H 

7908190173 

90-397 


ENOELKEN.R H. 

7905040121 

90-920 


ENOELKEN. R H 

7905040123 

90-133 


ENOELKEN.R H 

7905040125 

50-344 


ENOELKEN.R H 

79D9040128 

90-206 


ENOELKEN.R H 

7905040130 

50-312 


ENOELKEN.R H 

7905040134 

80-397 


ENOELKEN. ft. H. 

7905180136 

90-920 


ENOELKEN. ft H 

7909180141 

90-133 


ENOELKEN.R H. 

7905190142 

90-344 


ENOELKEN.R H 

7905180149 

90-206 


ENOELKEN.R H. 

7909180190 

90-397 


ENOELKEN.R H 

7908010013 

90-312 


ENOELKEN. R.H 

7909010019 

90-397 


ENOELKEN.R H. 

7909010016 

90-920 


ENOELKEN. R.H 

7909010020 

90-206 


ENOELKEN. R.H 

7909010023 

50-133 


ENOELKEN.R H 

7909010029 

50-361 


ENOELKEN.R, H. 

7909010027 

90-344 


ENOELKEN.R H. 

7905030010 

90-397 


ENOELKEN.R H. 

7905030024 

50-206 


ENOELKENiR H. 

7909030028 

90-312 


ENOELKEN.R H 

7909030030 

90-344 


ENOELKEN.R, H 

7909030045 

50-133 


ENOELKEN.R H 

7909030050 

90-920 


ENOELKEN.R. H 

7905040497 

90-344 


ENOELKEN, R. H 

7909040507 

80-920 


ENOELKEN, R. H 

7905040900 

90-133 


ENOELKEN, R, H. 

7909040909 

90-278 


ENOELKEN.R H 

7909040911 

80-206 


ENOELKEN, R.H. 

7909040912 

80-361 


ENOELKEN.R H 

79090409IS 

80-312 


ENOELKEN, ft. H 

7909040916 

80-397 


ENOELKEN. ft. K. 

7909040614 

80-920 


ENOELKEN. R. H. 

7909040616 

90-344 


ENOELKEN, ft. H, 

7909040619 

90-206 


ENOELKEN, ft. K 

7909040622 

90-312 


ENOELKEN.R N. 

7908040629 

90-397 


ENOa.KEN.ft.H > 

790S07009B 

90-920 


ENOELKEN. R.H. 

7909070099 

80-133 


ENOELKEN, R. H 

7909070102 

80-344 


ENOELKEN, R. H. 

7909070104 

80-206 


ENOELKEN. R. H. 

7909070108 

90-312 


ENOELKEN.R. H 

7905070110 

80-397 


ENOEUlENiR. H. 

7905030286 

30-928 


ENOELKEN.R H. 

7909030280 

80-133 


ENOELKEN, R. H. 

7909030291 

80-279 


ENOELKEN. R, H 

7905030293 

80-344 


ENOELKEN, R, H 

7905030296 

30-361 


ENOELKENiR. H. 

7909030299 

80-206 


ENOELKEN, R, H. 

7909030300 

80-312 


ENOELKEN.R H. 

7909030308 

30-397 


ENOELKEN. R, H. 

7905020928 

80-928 


ENOELKEN, ft, H. 

7909020827 

90-133 


ENOELKENiR, H 

7908020829 

90-344 


ENOELKEN, ft, H. 

7908020932 

80-206 


ENOELKEN. ft. H. 

7908020939 

90-312 


ENOELKEN. ft. H. 

7909020836 

90-397 


ENOELKEN. R, H 

7908010420 

90-928 
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AUTHOR 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

ETJKSELKEN.R. H 

7905010428 

80-344 

E:MOELKEN.ft. H 

7903010485 

30-133 

CHQELKEN.R H 

7903010434 

30-206 

EMOELKEN.R H. 

7903010437 

30-312 

ENOELKEN.n H 

7903010439 

30-397 

EMOELKEN.R H 

7903080363 

30-328 

EHOELKEN.ft H 

7903080366 

80-273 

ENOELKEN.R H 

7903000368 

30-133 

EXOELKEN, R H 

7903000369 

30-344 

ENOELKEN.R. H 

7908000371 

30-206 

ENOELKEN.R H 

7903080374 

30-312 

ENOELKEN.R H 

7903000378 

80-397 

EMOELKEN.R H 

7905010442 

30-328 

EMOELKEN.R H 

7903010444 

30-133 

EMOELKEN.R H. 

7903010443 

30-344 

EMOELKEN.R. H 

7903010449 

30-206 

ENOELKEN.R H 

7905010430 

30-312 

ENOELKEN.R H 

7903010432 

50-397 

ENOELKEN. R. K 

7904300404 

30-320 

ENOELKEN, R H 

7903010436 

30-320 

ENOELKEN. R. H 

7903010438 

30-344 

ENOELKEN.R H 

7903010460 

80-312 

ENOELKEN, R. H 

7903010462 

80-206 

ENOELKEN. R. H 

7903010463 

80-397 

ENOELKEN.R H 

7903020227 

30-133 

ENOELKEN.R. H 

7905090038 

30-328 

ENOELKEN.R H 

790S090039 

30-344 

ENOELKEN.R H 

7903090041 

bo-206 

ENOELKEN. R. H 

7903090043 

30-312 

ENOELKEN.R H 

7903090047 

50-397 

EMOELKEN.R H. 

7908020286 

30-273 

ENOELKEN.R H. 

7903090033 

30-328 

ENOELKEN. R, H 

7903090034 

30-344 

ENOELKEN.R H 

7903090037 

30-206 

ENOELKEN.R H. 

7908090030 

30-312 

ENOELKEN.R H. 

7903090039 

30-397 

ENOELKEN.R H 

7905310012 

30-361 

ENOELKEN.R. H 

7903040339 

30-320 

ENOELKEN.R H. 

7903070028 

30-328 

ENOELKEN.R H 

7903070020 

30-344 

ENOELKEN.R H 

7908070031 

30-206 

ENOELKEN. R H 

7903070033 

30-312 

ENOELKEN.R H. 

7903070034 

30-460 

EMOELKEN.R H 

7903040333 

30-828 

EMOELKEN.R H 

7903070007 

30-133 

ENOELKEN. R H 

7903070010 

30-344 

ENOELKEN. R. H. 

7908070012 

30-206 

ENOELKEN.R K 

7903070013 

30-312 


EHOeUKENi R.ll 
eNQELKENi R. H 
CN0EUK6M. R H, 
ENOEUKEN. R. K. 
ENOEUKENi R. H 
ENOELKEN. R. X. 
ENOELK£N< R. H 
ENOEUHEM. R, H 
ENQEtKEMrR H 
ENOLEKEM.R. H. 
ENQLEKEN< R H 
ENOtEKENrR H. 
EHOLEKENrR. H. 
EWOLEKEN. R, H 
ENOI.EKEN 1 R. H. 
ENHia. E. R 
EPPERaONiL M. 
ERBjC. H 
ERLEWINEf J A 
ERVIN. A. K 
ESaiQi T. H 
EEBIOr T. H. 
Eaato. T.H 
cae lOi T M. 

ETMEREDOE. L 
ETItEREDOE.L 
ETHER XNOTPN.H 
ETHeRlN<^TON.H. 
ether INOTON. H, 
ETHER INftTON.H 
ETHER INOTON, H 
EVAHBrR. 

EVANa. 0. J. 
EVAN 61 0. J. 
EVAHe. D V. 
EVANS. 0 J 
EVANS. D. V. 
EVANS. C. A, 
EVRAETS. J C 
EVRAETS, V C 
EUALD. a.C. 
EMIHO. J. F. 
EVIINO.T N. 
EUlNOi T.N 
ENlHOtT. N. 
EVBYHONTT. 0 
EYBVHONTT. 0 

fahhner. m. j 

FAIN. T.O. 
FAINTER. V. H. 
FAINTER. J. H 
FAIRBRQTHER, D, 
FARHERiH 8 
FARRIS. V R, 
FARRIS. J. R. 
FARRia. V. R. 
FARRIS, a. R. 
FASANO, A N. 


7908070018 

7903170072 

7908310037 

7908310044 

7903310030 

7908310083 

7903310089 

7908240681 

7908240637 

7903090008 

79080901 IS 

7903090116 

7903090119 

7903090120 

7908090121 

7908010367 

7903230312 

7903240740 

7903140239 

7908170269 

7903090131 

7903230442 

7903130820 

7903240454 

7905300383 

7903300385 

7903140031 

7903140034 

7903160230 

7903290262 

7903190233 

7903300213 

7903130232 

7905240978 

7903100269 

7903230622 

7905240863 

7903230268 

7903180730 

7903230577 

7903010207 

7908040114 

7908230029 

7903230424 

7903240393 

79081 10209 

7905220443 

7903090331 

7905290399 

7903310111 

7908140060 

7908030208 

7903080403 

7903290273 

7903140847 

7903140830 

7908240924 

7908040186 


80-460 

30-133 

80-397 

30-206 

30-312 

80-344 

30-828 

30-273 

80-460 

30-133 

30-328 

80-344 

30-206 

30-312 

30-397 

30-290 

30-436 

80-280 

30-260 

30-282 

70-1308 

30-313 

30-10 

30-320 

30-320 

30-320 

30-320 


30-320 

30-810 

30-389 

30-348 

30-348 

30-230 

30-283 


30-124 

70-27 

30-336 

30-336 

30-886 

80-320 

30-320 

30-341 

80-390 

80-466 

30-466 


80-886 

80-886 

80-386 

30-886 

80-387 


REPORT 

NUHBER 


NeD0-24169A 


HM28-l-a9-10l 

BAV-Iooas RS 



ACCESSION 

DOCKET 

AUTHOR 

NUMBER 

NUMBER 

FASANO, A M 

7903300732 

30-311 

FABAMQ.A K 

7903290137 

50-309 

FAULKENBERRY, a 

7903180539 

30-312 

FAY.C U 

7908300433 

30-301 

FAY.e 8 

7905160046 

30-320 

FAT 10, V 

7903100166 

30-320 

FECYCK, N 

7903090331 

30-20 

FEITi ft 

7903170277 


FEIT.R 

7903240264 


FELDMAN, 8. M 

7903230124 


FELTON, J M 

7903100043 

30-320 

FELTON, J M 

7903140196 

30-320 

r ELTON, J M. 

7908220429 

30-320 

FELTON, J M. 

7708220036 


FELTON, J. M 

7903020039 


FELTON, J M. 

7903010650 

50-320 

FELTON, J M 

7903010024 

30-498 

FELTON, J.M. 

7908010687 

50-320 

FELTON, J M 

7908020082 

50-320 

FELTON, J M 

7903010682 


FELTON, U. M 

7908020084 


FELTON, J M 

7908020094 


FELTON, J M 

7908090034 


FELTON, U H 

7908140104 


FELTON, 0 M. 

790S090030 


FELTON, 0 « 

79080B003 1 


FELTON, d M 

7903090013 


FELTON, J M 

790S140I97 


FELTON. J. M 

7903140102 


FELTON, J M 

7908140153 

80-118 

FELTON, J M 

79081401B0 


FELTON, J M. 

7903140330 

30-266 

FELTON, J M 

7908140160 


FELTON, J M 

7903140328 


FELTON, J M 

7903140337 

30-320 

FELTON, J M. 

79 08230113 

40-240' 

FELTON, J M 

7908140509 


FELTON, J M 

7908130328 


FELTON, J M 

7903230400 



FELTON. J M 
FELTQNi J H 
FELTON, J H 
FIELDER. J 
FIELDER. J. 
FIELDER. J 
FIELDER. 0 
FIELDER. 0 
FIELDER. V. 
FIELDER. J 
FIELDER, J. 
FIELDER. J 
FIELDER. J 
FIELDER, J 
FIELDER, J 
FIKAR.L F 
FINFROCK, I rt 
F INFROCK, 1 n 
FIMFRQCK, I. ft 
FINFROCK, 1 ft 
FINFRQCKi 1 ft. 
FINFROCK. I ft 
FINFROCK. I R. 
FINFROCK. I R 
FINFROCK. I R 
FINFROCK. I.R 
FINFROCK. I R 
FINFROCK. I R 
FINFROCK. I R 
FINFROCK, I.R 
FINFROCK, I R. 
FINFROCK, I R 
FINFROCK, I R. 
FINFROCK, I.R 
FINFROCK, I R. 
FINFROCK, I.R 
FINFROCK, I R 
FINFROCK, I.R 
FINFROCK, I ft. 
FINK, 0 K 
PINKEL, A. E 
FINLEY, A. 0 
FINNrJ A. 
FtORELLI.O. 
FIOHELUl.O 
FtORELLI.O. 
FtORELLl. 0. 

fiorelli.o. 

FIORELUI.O 
FIORELLI.O. 
FIORELLI, 0. 

fiorelli.o. 

FIORELLI.O. 
FIORELLI, 0 
FtORELLI.O 
FIORELLI.O. 
FTORELLI.O. 
FIORELLI.O 
FIORELLI.O 
FtORELLI.O. 
FIORELLI.O. 
FIORELLI.O 

fiorelli.o 

FIORELLI.O, 

FIORELLI.O 

FIORELLI.O 

FtORELLI.O 


7903300379 

7903310067 

7903080390 

7908080394 

7905080430 

7903080432 

79OS0BO474 

7903000476 

7903100316 

7903100307 

7903100309 

7903100311 

7903300301 

7905300311 

7903140224 

7903070466 

7903300733 

7903070633 

7903040470 

7903140241 

7903130470 

79031S&27S 

7903240347 

7903810210 

7903210274 

7903220381 

7908810174 

7903220088 

7903290014 

7903290023 

7908290164 

7905210268 

7903210267 

7903290381 

7908290394 

7908290178 

7903290194 

7908290172 

7903 I 10146 

7905290132 

7908130784 

7908180646 

7903020821 

7908090386 

7903030084 

7903020178 

7903020461 

7908040347 

7903830302 

7903290048 

7908290330 

7903080804 

79031 304 10 

7908130889 

7903830883 

7903070009 

7903080024 

7903840349 

7903840784 

7903890334 

7903290699 

7903840740 

7903840711 

7903140091 

7903140107 

7903110100 


30-320 

30-320 

30-239 

30-239 

30-321 

30-321 

30-302 

30-302 

30-230 

30-230 

30-333 

30-333 

30-230 

80-230 

30-443 

30-363 

30-219 

80-219 

30-219 

30-219 

30-219 

30-219 

30-219 

30-219 

30-219 

30-219 

30-219 

30-219 

80-219 

30-219 

80-219 

30-219 

30-219 

80-219 

30-219 

50-219 

30-219 

80-219 

80-277 

70-1300 

70-1379 

30-846 

80-846 

80-073 

80-389 

30-300 

80-461 

80-341 

80-461 

30-389 

80-331 

30-341 

30-388 

30-389 

30-338 

30-341 

30-329 

30-389 

SO-1 83 

80-388 

80-486 

80-373 

80-946 

30-388 

50-346 


REPORT 

HUMBER 
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ACCESSION 

DOCKET 

REPORT 


ACCESSION 

DOCKET 

REPORT 


AUTHOR 

NUMBER 

NUMBER 

NUMBER 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

■ 

FIORELLIi® 

7909100394 

30-346 


OAKBLE.O C 

7909240632 

71-216 



FlORELLr.O 

7909110097 

90-346 


OAftCIA.O 

7909240256 

90-273 



FIORELCIiO 

7909110093 

30-346 


OARN. J 

7909290342 

40-8698 



FIORELt-I.O 

7909110089 

90-346 


•OARNETT, H, 

7905310397 

90-936 



FtORELI-t.O 

790939O26E 

90-331 


OARRETT, E 0 

7903300393 




FISCHEfti B R 

7909190198 

90-320 


OARHETT, 8 H 

7909280337 

50-344 


.. 

FISCHER. 8 

7909330486 

90-320 


OAftRETT, N 

7903090134 

90-449 



FIBH8ACK.N 

7909290060 

30-230 


«ARY, R. J 

7909240196 

30-443 



FISHER. H L 

7909030046 

90-153 


OARY, R J 

7909300761 

90-443 



FISHER, H L 

7909010160 

90-266 


OARY, R J 

7903290648 

90-443 



FISHER. U L 

7909330426 

90-331 


OARY, ft. J 

7903030369 

30-449 



FITZSIKHONS. r R 

7905020270 

71-6367 


OARY, R J 

7909210192 

90-449 



FLANHIOAN.R 0 

7909140336 

90-298 


OAUIOAN.F X 

7909140921 




FLEISCHAKER.D S 

7909030166 

50-270 


OAVIOAN, F X 

7903230778 




FLEISCHAKER. I> S 

7909030174 

90-278 


QAY.O H 

7909090184 

90-449 



FLEIBCHAKER. D 8 

7909310104 

90-279 


OAV, 0 M 

7903240119 

90-443 



FLEHINO.S T 

7909040070 

90-213 


OEHR.A C 

7903100002 

90-992 


> 

FLMFROCK, J R 

7909070470 

90-363 


OEfffi.A C. 

7903300007 

90-279 


• 

FLONWAY, M 

7909070462 

90-271 


SEOROE, H H, 

7703130417 

90-382 


i 

FLOY0.8 D 

7909080433 

90-261 


OEOftOE, K. D. 

7903010331 

30-34 



Ft VMM. P. 

7909290438 

90-329 


OEOROE, K. 0 

7903010493 

30-34 



FLYNM. P 

7909240891 

90-329 


OERAB.T 

7909100163 

90-10 



FLVMM.P. 

7909240899 

30-329 


OERETY. H F 

7903220362 

90-320 



FLVNM, J. 0 

7909300284 

90-338 


OETTY.B C 

7909140304 

30-133 



FOLEY. R. T 

7909090417 


MURE07CR-0734 

0IBB0N3, T D 

7909240307 

30-327 



FOLEY, T. 

7909110394 

30-271 


01 BOONS. T. V 

7909290U7 

30-393 



FONTANTA.L 

7909370181 

90-382 


OIBfiON, T 

7903160194 

30-320 



FORD, D F. 

7909300619 



OIBBQN, T 

7909160184 

30-320 



FORD.M R 

7905390498 


7909290498 

OISBON, r 

7909160129 

30-320 



FOREMAN, H 

7909140969 

90-382 


01 BBON, r 

7903160076 

90-320 



FOSTER, H. 

7909140321 

70-1181 


OIBHON, T 

7909160110 

90-320 



FOSTER, H 

7909100419 

70-1131 


OISBON, T 

7909160003 

90-320 



FOSTER, H 

7909140319 

70-1181 


GIBBON, r 

7909160049 

90-320 



FOSTER, S. C 

7909210129 

90-233 


01 BBS, H e. 

7909100147 

90-293 



FOSTER, E R 

7909190439 

90-423 


OIBBB.M C 

7909280238 

90-329 



FOUCHARD, J J 

7909230242 

50-320 


OIBBS. M E 

7909230163 

90-329 



FOlffiHARD, J J 

7909030163 

90-320 


OIBBS, M E 

7903290340 

90-329 



FOOUSHAM.P A 

7909290208 

90-293 


OISSaN, A F 

7909290142 

90-338 



FOX.H 8 

7909090314 

90-299 


OIBBON. C I 

7903100243 


7909100243 


FOX, H S 

7909110196 

30-296 


OIBSON.A 

7909190061 

90-320 



FOX.H 8 

7909110313 

90-260 


OIBSQM.A F 

7909010207 

90-124 



FOX.H 8 

7909230078 

30-260 


OIBSON.A F 

7903230679 

90-338 



FOX.H, 8. 

7909310362 

90-260 


OIBSON.A F 

7909230623 

90-261 



FOX.H 8 

7909310429 

90-296 


OIBSON.A F 

7903241003 

90-29 



FOX.H 8 

7909310368 

50-260 


OIBSOH. A.F 

7909070101 

70-1113 


1 

FOX, 8 

7909160364 

50-309 


0IE6EKE.U A 

7909130140 


7909190140 


FOX. T 0 

7909030246 


NUHEO/CR-0923 

OIOLIOTTI.R 

7903130628 

70-820 



FRALEY, R.F 

7909140037 

30-320 


OIOUIOTTI.R, J 

7903230932 

70-820 



FRALEY, R F 

7909040201 

30-10 


0IL8ERT80K. L A. 

7903030205 


8AW-100B3 ns 


FRALEY, ft F 

7909140014 

30-320 


OILBERT, Y K 

7903040098 




FRAMSOftfR, S 

7909230477 

90-466 


OILDERT. L D 

7909190530 

90-382 



FRANKLIN. M J. 

7909230624 

90-448 


OILINSKV.V 

7903090111 




FRANKLIN. W. J. 

7909240248 

90-498 


OILINSKY. V 

7909110208 




FRANKLIN. U J 

79O9240B24 

90-498 


OILINSKV.V. 

7903020024 

90-320 



FRANSEN, C. 0 

7909300923 

90-360 


OILINSRV. V 

7909230220 

90-320 



FRANTZ. J.R 

7909100104 

71-127 


OILINSKV.V. 

7903110224 




FREEDKIN.S 

7909010032 



OILINSKV.V 

7903110233 

90-320 


J 

FREEMAN. M D 

7909290096 

40-8064 


OILINSKV.V 

7903110246 

90-320 


J 

FREEMAN. M 0 

7909290530 

40-8064 


OILINSKV.V 

7903110182 




FREIDHEIH.O U 

7909300931 



OILINSKV.V 

7903020046 

90-320 


IE 

FRIEDKAM, L F 

7909100374 

30-8938 


OILINBKV, V 

7903080070 



1 

FRILINO, R, 

7905290471 

90-272 


OILINSKY. V. 

7903110198 

90-320 



FRQOOE, J. L 

7909190706 



OILINSKV.V. 

7903140171 

30-320 

• 


>.R 

7909070647 

90-272 


OILINSKV.V. 

7909140179 

90-320 



J.K 

7909230637 

90-267 


OILINSKV.V 

7909100020 

30-320, 


1 

0 K 

7903030321 

90-267 


OILINSKY. V 

79090B0129 

30-320 



IDER, 8. P 

7909100332 

90-992 


OILINSKV.V. 

7909030093 

30-320 




7909190998 

90-293 


OILINSKV.V. 

7909110179 





7909190999 

90-293 


OILINSKV.V. 

7909300349 

30-320 





90-293 


OILINSKY, V. 

7903130003 






90-466 


OILINSKY. V. 

7903220079 



{ 





OILINSKV.V. 

7903290008 






90-279 


OILINSKY, V 

7909190233 

30-320 





90-324 


OILINSKV.V 

7909290003 

30-219 





90-324 


OILINSKV.V 

7909290031 

30-309 





90-261 


01LIN8KY, V. 

7903190127 

30-320 





90-329 


OILLETT.M T 

7909170292 

30-315 


! 



90-324 


OILLETT.H T 

7909170262 

90-316 





90-324 


OILLELAND. J. £. 

7909160493 

30-327 


, 



90-329 


OILLELAND. 3. E. 

7909140496 

90-327 


\ 



90-329 


OILLELAND. J. E. 

7909140446 

30-327 





90-329 


OILLELAND. J E. 

790914047a 

30-318 





90-323 


OILLELAND, J. E. 

7909290119 






90-324 


OILLELAND. J E 

7909140392 

30-327 





90-261 


OILLELAND, J. E. 

7903230733 

30-366 





90-261 


OILLELAND, J. E. 

7909080176 

30-299 





90-261 


OILLELAND, J. E. 

7909140468 

30-327 


! 



90-261 


OILLELAND. J. E. 

7909140490 

30-390 


• 



90-324 


OILLELAND, J E. 

7909140498 

30-327 





90-329 


OILLELAND, J. E. 

7909140499 

30-327 





90-27 


OILLELAND. J E. 

7909140303 

9(k-390 







OILLELAND, J E. 

7903290344 

30-299 


1 



90-267 


OILLELAND, J E. 

79090104B1 

30-390 


1 



90-267 


OILLELAND. J E 

7909010918 

30-390 


1 



90-267 


OILLELAND. F. E 

7903240972 

90-29 





90-267 


OILLELAND. U E. 

7903010364 

90-390 





90-267 


OILLELAND, J. E. 

7909300743 

90-299 





90-267 


OILLELAND. J C. 

7909030343 

90-239 


1 



go-267 


OILLELAND, J. E 

7909040348 

90-390 





90-463 


OILLELAND. J, E. 

7909300233 

90-327 







OILLELAND. U. e 

7903040349 

90-993 


J 



90-329 


OILLELAND, U.E 

7903040362 

90-327 


' 



90-996 


OILLO-AND. J. e 

7909010479 

50-239 


j 



90-996 


OILLELAND, J E 

7909070420 

90-327 






NUREO/CR-0494 

OILLELAND. J. E 

7909090333 

90-327 


; 



7 i~ai 6 


OILLELAND. J E 

7909090336 

90-327 
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AUTHOR 

ACCESSION 

NUHBER 

DOCKET 

NUHBER 

REPORT 

NUMBER 

fiXLLELAND.J £ 

70092A0&92 

90-299 


«tU.ELAND.J £ 

77090B0941 

90-918 


QILLELJWD.J £ 

7909X10177 

90-299 


«ILLEI.AND.J £ 

7909110191 

90-327 


9IU.ELAND.J E. 

7909110229 

90-390 


4IIL1.ELAND. J £. 

79091 1022S 

90-390 


•JIUJEUAHD.J E 

7909090341 

90-327 


«tLLELAND.^I £ 

7909110211 

90-296 


etLLELANO. J E. 

7909140270 

90-993 


jHCLELAMD. J E 

7909140272 

90-327 


glLLELAND>J E 

7909140371 

90-299 


flltLEUAMD.J E 

7909110008 

90-327 


giLLELAND.J £. 

7909110024 

90-299 


OILLEl.ANO.il £ 

7909190322 

90-296 


giLLELAND.il E 

7909160317 

90-390 


OILLEXAND.il £ 

7909190197 

90-327 


giLLELAND.il E 

7909190206 

90-919 


OtLLELAHD.il £. 

7909160303 

90-327 


OtLLELAND, J £. 

7909190217 

80-390 


etLLELAND.il E. 

79091 7026B 

90-260 


OtLLELAND. J £. 

790923037B 

80-260 


OtLLELAND. il £ 

7909230962 

90-327 


OILLELAND.il E 

7909230301 

90-390 


OILLELAND.il E. 

7909230919 

90-327 


OILLELAND.J E 

790923004B 

90-430 


OILLELAND. J £ 

7909230649 

90-327 


OILLELAND.J E 

7709300462 

90-910 


OILLELAND.J E 

7709290363 

90-327 


OILLELAND.J E 

7909290390 

90-390 


OILLELAND.J E 

7909310314 

90-327 


OILLELAND.J E 

7709300309 

90-327 


OILLESPIE. F P 

7909230641 

90-302 


OILLESRIE.F. P. 

7909240336 

70-1191 


0ILLE6P1C.F P. 

7909240312 

70-1181 


0ILLE8PIE.r P 

79092306B9 

70-143 


0ILLE8PJC.F P. 

7909020007 

80-269 


OILLEEPIC.F P 

7909190116 

70-1201 


0ILLE8PIE.F P 

7909070203 

70-1181 


OILLEePIE.F P. 

7909300021 

70-1201 


OILMAW.O 

7909290233 

90-330 


OJLRAY. J 

7909230287 

90-320 


CLAOOLA.A F 

7909290299 



OLAOOLA. A. F 

7909020469 



CLAGOLA.A F 

7909140099 



CLAOOLO.A F 

7909300 17B 



eLAQ>OLA.A F. 

7909290231 



OLACOLAiA F 

790930022B 



OLAOOLA.A F 

7909300269 



OtArfOQLA.A F, 

7909300290 



OLICKJIAN. D 

7909040299 

90-320 


eODOANO.R J 

7909300711 

90-299 


OQOEMflD.R J 

7909230866 

90-237 


OODDAflD.R, J 

7909070194 

90-299 


OOODAHDiR J. 

7909240999 

90-299 


OODOARD.R J 

7909290298 

90-237 


OODIXVtD. R. J. 

7909100121 

90-299 


OOCBEL.O R. 

7909090422 


NUREO/CR-0642 

OOLDBEHO.R 

7909100217 

90-340 


OOLDBERO.B.C 

7909030209 

30-330 


OOLDSERD.S.C 

7909300722 

30-280 


OOLDSERD.a C 

7909100137 

90-330 


OOLOBERD.S C 

7909240286 

90-902 


OOLDBERO.S.C. 

7909290367 

90-298 


OOLDSERO.B C 

7909030207 

80-330 


OOL03ERO. J. R 

7909020316 

30-892 


OOLDBERD. J. R. 

7909240902 

80-892 


OOLDSCRO. J. 

7909100138 



OOLDHAN.K, 

7909190788 

71-9120 


OOLDSMITH.R 

7909140136 

80-320 


OOLDSttITH.R 

7909140132 

80-320 


OOLI>StlITH. R 

7909140129 

80-320 


OOLDSHITH.R. 

7909140134 

30-320 


OOLDSnlTH.R. 

7904180377 

80-320 


OOLDSMITH.R 

79042700BB 

90-320 


OOLDGHITH.R, 

7909090231 

90-320 


OONTALEB. B 

790924007B 

70-33 


OOODHOPC.A. C. 

7909240979 

27-39 


OOOMfllN.H L. 

7909020190 

70-1191 


CCXJEMtfMrC 

790929007B 

90-344 


OOOIMINrC. 

7909190812 

90-344 


ooomrJN.c 

790924090B 

90-344 


OOOMlNiO 

7909020470 

90-344 


OOOtMIlNrO 

7909030361 

90-344 


OOOHMIln.C. 

7909230492 

80-344 


OOOMIJNrO 

7909230407 

80-344 


COONEVrM J. 

7909190443 

80-277 


fiOPPELrH 

7909190047 



«CieP£L.H. 

7909300727 



COPPEL.H. 

7909070042 



«ORIVsH.H.C 

7909190734 



COSStOKrL. V 

7909190679 

70-1021 


fiOSStLK.L V. 

7909300079 

80-320 


OOSStCK.L. V. 

79003000B9 

80-320 


OOSStCKiL V. 

79093000B9 

90-320 


OOSStCK.L, V. 

7909190190 

90-320 


OOSStCK.L V. 

7909300302 

90-320 


OOSStCK.L V. 

7909140110 

90-320 


OOSStCK.L V. 

7909020210 

90-403 


OOSStCK.L, V. 

7909140291 

90-272 


OOSStCKiL V. 

790901O936 



OOSStCK.L, V. 

7909090260 

80-320 


OOSBtCKiL V. 

7909300100 

80-320 


OOSStCK.L. V. 

7909300108 

90-320 


OOSStCKiL V. 

7909010041 



OOSStCK.L, V. 

7909000190 



OOSStCK.L V. 

7909230933 





ACCE6SI0N 

DOCKET 

REPORT 

AUTHOR 

NUMBER 

NUHBER 

NUMBER 

00S8ICK.L. 9 

7908240202 



OOSS1CK.L 9 

7909090243 

80-320 


003SICK.L V 

7909290089 

30-402 


00S81CK.L 9 

7909290403 

30-290 


50S31CK.L 9, 

7908240269 

30-278 


0088ICK.L 9 

7909240334 

90-494 


0038ICK.L 9 

7909240908 

90-490 


0088ICK.L 9 

7909160092 

90-320 


0088ICK.L 9 

7908240609 

30-219 


OOUOE.H J. 

7908230793 

30-566 


OOUOE.H J 

7909230193 

80-389 


ORACE.J 0 

7909190026 

71-286 


ORACE.J 0 

7908 1 80027 

71-206 


ORACE.R H 

7909010906 

80-27 I 


ORAHAH.N E 

7908040399 

30-324 


ORAHAM.U E 

7903040607 

30-324 


ORAHAH. N. E 

7909140337 

80-261 


GRAHAM. P. D. 

7909180923 

30-277 


ORANT. J 

7908290907 



GRANT. J 8 

7903110099 

90-346 


GRANT. U 8 

7908110091 

90-346 


ORANT. J 0 

7908190121 

90-346 


GRANT. J 8 

7908240097 

80-346 


ORANT. J 6 

7908280198 

80-346 


ORANT. J 8 

7908190402 

90-346 


ORANT, M B 

7908240494 

90-10 


0RA8HAU. T. D 

7908100368 

71-309 


0RA8HAW.T D 

7908100361 

71-308 


ORASSQ. E 

7908300647 

80-249 


GRAVES. R H 

7909040061 

80-213 


GRAVES, R H 

7908210211 

80-213 


GRAVES. R H 

7909310446 

80-213 


GRAY, R 

79082 80499 

80-546 


ORAV.J R 

7909100200 

80-344 


ORAV.J R 

7909070147 

80-344 


ORAY.J R 

7908160013 

80-320 


ORAY.J R 

7903290030 

80-344 


GRAY. J. R 

7903160188 

80-320 


GRAY, J.R, 

7903280148 

80-344 


GRAY. J. R 

7903280193 

90-463 


ORAY.J R 

7909180114 

90-463 


GRAY. J. R , 

7909190011 

80-344 


ORAV.J R 

7908230246 

80-463 


ORAY.J R. 

7908240909 

90-940 


ORAV.J R 

7908100110 

80-940 


ORAV.J R 

7908140280 

80-924 


Cray, j r 

7903240224 

80-344 


GREENE, T V 

7903010470 

90-366 


OREENE.T V 

7908000990 

80-32 1 


GREENE, T V. 

7903190349 

90-321 


GREENE,! V 

7908300638 

50-321 


OREENE.T 9 

7908300600 

90-321 


OREENE.T. V. 

7908300603 

90-321 


OHEENHAN.E 0 

7903290120 

90-277 


OREEHHAN.E 0 

7908180923 

90-277 


OREER.R J 

7908130020 

90-318 


OREOER.L R. 

7903010160 

30-266 


OREHER. E 

7903230171 

80-320 


ORIDCEV.R L 

7908090278 

80-103 


ORIDLEV.R L 

7908160441 



GRIER. B H 

7908300122 

90-320 


GRIER. S 11 

7908010100 

90-293 


GRIER, S.K 

7908010101 

90-317 


GRIER. B H 

7908010103 

90-213 


GRIER, B.H. 

7908010108 

90-334 


GRIER. B H 

7903010106 

90-412 


GRIER. S H 

7903010110 

80-219 


ORIER.S K. 

7908010112 

90-363 


GRIER. B H 

7908010116 

90-322 


GRIER. B. K 

7903010110 

80-209 


ORIER.B H. 

7903010119 

90-309 


GRIER. B K 

7908010121 

90-249 


ORIER.B H. 

7908010129 

90-410 


ORIER.B H 

7908010126 

90-220 


ORIER.B. K. 

7909010127 

90-333 


ORIER.B H 

7908010129 

90-206 


ORIER.B K 

7909010131 

90-277 


ORIER.B. K. 

7908010134 

90-392 


ORIER.B K 

7909010136 

90-307 


ORIER.B.H, 

7909010139 

90-272 


DRIER. B.H 

790S0 10140 

90-311 


ORIER.B.H. 

7909010143 

90-443 


ORirRjB H 

7909010149 

90-409 


0RII1R.B H. 

7909010148 

90-244 


ORIlK.e.H, 

7903010190 

90-271 


ORUII.B.H 

7908010192 

90-29 


ORIER.B.H. 

7909030266 

90-293 


ORIER.B.H 

7909030270 

90-317 


ORIER.B H. 

7909030272 

90-3 


ORIER.B.H. 

7909030276 

90-213 


ORIER.B.H. 

7903030279 

90-206 


ORIER.B.H. 

7909030201 

90-29 


ORIER.B.H 

7909010034 

90-293 


ORIER.B H 

7909010036 

• 90-317 


ORIER.B.H 

7909010040 

90-213 


ORIER.B.H. 

7908010042 

90-334 


ORIER.B.H, 

7903010046 

90-219 


ORIER.B H 

7909010047 

90-209 


ORIER.B.H. 

7909010090 

90-309 


ORIER.B.H 

7903010093 

90-249 


ORIER.B.H 

7903010099 

90-220 


ORIER.B.H 

7909010088 

90-206 


ORIER.B.H. 

7903010060 

80-333 


ORIER.B.H. 

7909010069 

90-277 


ORIER.B.H. 

7903010069 

90-272 


ORIER.B.H 

7903010073 

90-244 



9 < 
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ACCESSION 

DOCKET 

REPORT 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

OftlER. B H 

790S010079 

50-271 


OittERj 0 H 

7703010077 

30-29 


ORIER^ a. H 

79030t00e0 

80-364 


ORtER.a H 

7903010002 

50-201 


OftlERj a H 

79030 LOO e& 

70-1143 


ORtER. a H 

7903010262 

30-293 


QRtER^B H 

79030 102e& 

30-317 


CRIER. B H. 

7903010290 

SO-213 


CRIER. B H 

7903010297 

30-334 


CRIER. 8 H 

7903010298 

30-219 


CRIER. B H 

7903010300 

30-289 


CRIER. B H 

7903010301 

30-309 


CRIER. B H 

790301030+ 

30-336 


CRIER, a H. 

7903010307 

30-220 


CRIER. B. H. 

7903010310 

30-333 


CRIER. B H 

7903010313 

50-206 


CRIER, a H 

7903010313 

30-277 


CRIER. B H 

7903010320 

30-272 


ORIER.B H. 

7903010322 

30-244 


CRIER. B H 

7905010326 

30-271 


CRIER. B H 

7903010327 

30-29 


ORIER.B H 

7903190194 

30-320 


ORIER.B H 

7903190098 

90-320 


ORIER.B H 

7903210093 

50-320 


ORIER.B H 

7903210097 

30-320 


ORIER.B H 

7903210102 

30-320 


ORIER.B H 

7903020026 

30-293 * 


ORIER.B H 

7903020030 

30-317 


ORIER.B H 

7903020036 

30-213 


ORIER.B H 

7903020039 

30-334 


ORIER.B H. 

7903020043 

30-412 


ORIER.B. H 

7903020043 

30-219 


ORIER.B H 

7903020031 

50-322 


ORIER.B H 

7903020033 

50-209 


ORIERi B H 

7903020033 

30-309 


ORIER. B H 

7903020061 

30-336 


ORIER. B. H 

7903020066 

30-243 


ORIER. fi.H 

7903020069 

30-220 


ORIER. B. H 

790302007 I 

30-410 


ORIER, fl. H 

7903020072 

30-333 


ORIER. B. H. 

7903020073 

30-206 


ORIER. B.H 

7903020077 

30-332 


ORIER. B.H 

790S020082 

50-277 


ORIER, B H. 

7905020083 

30-387 


ORIER, a.H 

7905020093 

30-272 


ORIER.B H. 

7903020100 

30-311 


ORIER. B.H 

7903020103 

30-443 


ORIER.B H 

7903020106 

30-244 


ORIER. 8 H 

7903020111 

30-483 


ORIER.B H 

7903020113 

50-271 


ORIER. B.K 

79030201 16 

30-29 


ORIER. B H 

7903210046 

30-333 


ORIER.B. H 

7905020293 

30-286 


DRIER. B.H 

7903020300 

30-243 


ORIER, B.H. 

7903020308 

50-271 


ORIER.B H 

7903020311 

30-29 


ORIER.B. H. 

7903020313 

30-244 


ORIER, B.H 

7903020321 

90-333 


ORIER. B.H. 

7903020323 

30-277 


DRIER. B H 

7903020329 

90-410 


ORIER, B. M 

7903020332 

30-220 


ORIER, B H. 

7903020337 

30-219 


ORIER. B. M 

7903020342 

30-309 


ORIER, B H 

79050203+6 

30-334 


ORIER, a. H 

7903020350 

30-3 


ORIER.B. H. 

7903020334 

30-213 


ORIER. a.H 

7903020337 

30-293 


ORIER.B. H. 

7903020360 

80-483 


ORIER.B H 

790S02036+ 

30-443 


ORIER. B.H 

7903020369 

30-311 


ORIER.B H 

7905020372 

30-332 


ORIER. B, H. 

7903020377 

30-289 


ORIER.B H. 

79030203B9 

30-317 


ORIER, B, H. 

7903020393 

30-363 


ORIER. a H. 

7903020395 

30-322 


ORIER. B. H 

7903020390 

30-412 


ORIER. a. H. 

7903020402 

80-387 


ORIER. B H 

7903030326 

30-293 


ORIER.B H 

7903030328 

30-317 


ORIER. B. H. 

7903030373 

30-3 


ORIER.B H. 

7903040010 

30-213 


OftlER.B H 

7905040014 

30-412 


ORIER.B H. 

7903040018 

30-334 


ORIER.B. H 

7903040020 

30-363 


DRIER. B.K. 
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7909300649 

7909300692 

7909300328 

7908020033 

7903300026 

7909090406 

7909160068 

7909100423 

7909230024 

7909110149 

7909110173 

7909160141 

7909190209 

7909190169 

7909190229 

7908190231 

7909190236 

7909190218 

7909020294 

7909020468 

7909160138 

7903230005 

7909080445 

7905080542 

7909070887 

7909080521 

7903090337 

7909290330 

7909140282 

7909220318 

7909190118 

7909220371 

7909230378 

7909240888 

7908070118 

7905230783 

7908230169 

7908230193 

7909130081 

7909240468 

7908240907 

7909290020 

7908130809 

7908240977 

7909070111 

7909230494 

7903010160 

7903230426 

7909140240 


NUREO/CR-O7ae 


HIQOENBOTHAH.L 
KIQOINS, J G. 
HILL.R H 
HILLYARD.H M 
HILLVARD, H U 
HIHMELBBACH, L 
HINCKLEY, D 0 
HINO.J A 
HIND.J A 
HIND, J A 
HIND, J A 
HIND.J A 
HIND.J A 
HIND.J A 
HINO.J A 
HlNDER9TeiN,C 
HINOEftBTElN. C 
HIN0ER8TEIN, C 
HINDERSTEIN.C 
HINDERSTEIN.C 
HINDERSTEIN.C 
HtNZE. U J 
HITT, ft e 
HITTLE.L 0 
HJELMFIELT, D C 
HLUCHAN.R H 
HOADLEY.S D 
HOAOLEY. S 
HQAOLAND.K E 
HOCEVAR.C J 
KOODER.H H 
HODODON. A 
HODODON, A. 
HOOOOON. A 
HODODON. A 
H0D0E8. J. U 
H0D0E8, J U 
HOOOE8. H U 
HODOES, U 
HOEFLINO.R K. 
HOEFLINO.R K 
HOEFLINO.ft.K 
HOEFLINO.R R. 
HOEFLINO. ft. K 
HOEFLINO.R K 
HOEFLINO.R K 
HOFFHAH, H. C 
HOFFMAN, 0 P 
HOFFMAN. D, P. 
HOFFMAN, D P 
HOFFMAN. D. P 
HOFFMAN. D P 
HOFFtlAN, a. P 
HOFFMAN. 0 P 
HOFFMAN, 0 P 
HOFFMAN, D P. 
HOFFMAN. D P 
HOFFMAN. 0 P. 
HOFFMAN. 0 P 
HOFFMAN. 0. p. 
HOFFMAN. 0 P. 
HOFFMAN, 0 p 
HOFFMAN, D. P. 
KOFFHAN, 0 P 
HOFFMAN. 0. P 
HOFFMAN. 0 P 
HOFMANN, K. ft. 
HOFMANN, K R 
HOHENBOKEN. P 
HOLLAND. P. 

HOLLY, J. T 
HOLM. U M. 
HOLMAN.J J 
HOLOWAV. C. F. 

HOOD, D. 8 
HOOPER, F F. 
HOOPER, F.F, 
H08FORO. 8. 
HOULIHAN, T. J. 
HOULIHAN, T J. 
HOWARO. H 
HONE, P, H. 

HOME, P. W. 

HOWELL. S. H 
HOWELL, 8. H. 
HOWELL, B H 
HOWELL, 8. H. 
HOWELL. 8 H. 
HOWELL. 8. H 
HOWELL, 8. H 
HOWELL, e H 
HOWELL, 8 
HOWELL, 8 H. 
HOWELL, J, c. 
HOWLETT, 0. H 
HOYLE, J. C. 

HOYLE, J. C. 

HOYLE. U C 
HOYLE, J C. 

HOYLE, J C. 

HOYLE, J. C. 

HOYLE, J C. 

HOYLE, J, C. 

HOYLE, J. C 
MOYLE, J C. 

HOYLE, J.C. 


NUMBER 

NUMBER 

79092 IOO60 

80-320 

7909240437 

80-209 

7903230463 


7909140294 

50-267 

7909140323 

50-267 

7909160139 

50-320 

7903250110 

50-321 

7909110047 

30-102 

7909160488 

50-116 

7903180773 

50-295 

7903150297 

70-1308 

7909180744 

70-1308 

7908130794 

70-1308 

7909180768 

30-295 

7903230206 

50-10 

7903240360 

30-466 

7909150087 

50-466 

7909230130 

30-466 

7909310042 

30-466 

7909310077 

30-466 

79093100BO 

30-466 

7909240326 


7909190098 


7909300429 

50-344 

7903100217 

30-348 

7909240994 

50-272 

7909300332 


7909300339 


7903140970 

30-219 

7903110223 

30-320 

7905290289 

30-389 

7905110202 

30-320 

7905110235 

30-32 

7905110212 

30-320 

79051 10249 

30-320 

7905230689 

70-143 

7905070283 

70-1131 

79050700B6 


79032301 13 


7903090438 

70-2623 

7903090440 

70-2623 

7905230766 

70-2623 

7903230773 

70-2623 

7905310028 

30-329 

7909080083 

30-322 

790S2900S3 

30-322 

7908230384 

30-180 

7900090172 

50-258 

7908240309 

30-235 

7903310090 

30-138 

7903040386 

30-233 

7905230364 

30-233 

7903080837 

30-233 

7909100249 

30-253 

7903100233 

30-233 

7909110083 

80-233 

7903140211 

30-133 

7905190309 

90-293 

7905130613 

90-233 

7905210130 

30-235 

7909220020 

90-233 

7909220329 

30-293 

7905220340 

90-233 

7909210163 

30-133 

7909230092 

30-293 

7909230099 

80-293 

7905140973 


7905140976 


“ 7909080191 

80-237 

7909140324 

30-249 

7909100292 

30-303 

7909280840 


7903300289 


7909240387 


7909290419 

90-329 

7909290983 

30-399 

7908140016 

80-322 

7909080031 


7903030233 


7903130803 



7909190196 

7909080330 

7909290019 

7909140219 

7909030308 

7909030398 

7908030362 

7903090082 

7903030327 

7908080332 

7908290926 

7908300292 

7909300478 

7909190779 

7909180909 

7909090014 

7909090018 

7909140248 

7909190066 

7909090276 

7909090266 

7909090267 

7903110379 

7908110379 

7908140237 

7908090270 


NUREO-O3a2 


NURE0/Cft-0634 


NUREO/CR-0643 

NUflE07CR-0646 


7909240987 


NURE0-O4Q4 


FRN-790ai4 


PERSONAL AUTHOR INDEX 


33S 


AUTHOR 

ACCESS ION 
NUMBER 

DOCKET 

NUMBER 

Movue, J c. 

7905090023 


hovue.j c 

7903090028 


hovt.m b 

7905130732 

30-201 

IR7BAjC£K, W 0 

7905010383 

30-490 

►RteACFK. H, 0 

7905150570 

30-536 

IR«KABEE,K U 

7905290463 

71-297 

IWCtAABEE.K H 

7905290469 

71-297 

IWOaONrO R 

7905100032 


lAffVtAM, J-M 

7905070084 

30-327 

l-«jK(HtEB, U 

7905130419 

30-341 

WTOHEB, J 

7905290720 

30-358 

WMlFHfiEVB. U, L 

7905230008 

30-458 

«*B»HREYe. L, L. 

7905130433 

30-458 

IRWIGUTT. B. M 

7905130797 


MJStaTAO.A A 

7903010311 

30-202 

HRJNSTADrA A 

7903030367 

30-202 

4R»<STAD. A A 

7905130499 

30-202 

FWM3TAB. A A 

7905080369 

30-282 

MU»4STA0<A A 

7905110131 

30-202 

TRwraTAD, A A. 

7905130468 

30-202 

WN3TA0, A A 

7905220118 

30-306 

IRWTER.P. 

7905020088 


TWlTEfttL H 

7905170279 


HJ«TEfl,U H 

7905170282 


hjntei,.m 

7905230448 

30-443 

H1HTEB,U H 

79031 104Q4 


HJHUEV, j 

7905130235 

30-574 

HJTTON-P.H 

7905240113 


HT«MAN,C R 

7905140372 


LBSER.H U 

79Q32303Q6 



H^PtH-lTOiT A. 
IPPOCITO. T A 
IPPOCITO. T A 
IPPOCITQ.T. A 
IPPOCITQiT a. 
IPPC3C1TO. r A 
IPPOCITQ. T A 
IPPC3tITO. T A. 
IPPOCITO. T A 
IPPOtno.T A 
tPPOtITOiT A. 
IPPCX^ITO. T A 
tPPOLITa.T A 
rfPOCITO.T A. 
rFP£N.lTai T A. 
tftAHI.A 
tftVtNO.B H 
[SCOC« D 

tscoe< c 
sMeucm.n a 

JIABLON<Fl A 
sMDLCm.R. A 
JMELONfR a 
>MBLDM,R. A 
^fACM.0 G 
sMCM>0 G 
4WCKIW. I. N 
gwcrtSCM. C- 
sMCKGON.C. 
jiACK&ON«P B 
sUCKSON. F, B 
JACHSIW'F B 
JACtlSOR.L. L. 
JACKSOR.U. L 
^COBe. T J 
^CQBSiS. B. 
JAf«:a-D. K 

Ki 

,Mli£SiD.K> 

ja*«:ger,r f 
JAMCGEKiR.P 
^AH^GEK. R . F. 
^AHCCEKiR.F. 

jAHCCERiR f 
^MMCCEK. r. f, 
uame:cck.r f. 
^mhccek. r. f. 

.OAAfCER. R. F. 
JAMja. J.T 
^AW3eN,T, 
jAMUSKArA 0 
vlA9^<R- T- 
.jCMdNSrH. B. 

jeM(1N8>0. R. 
jCHHEKENS* H. 
jet*iiMos.]>.u. 
vOia^w H. 
JQ«*lr O F 
JCM«4< 0 F. 

joi«4aoN' >• ><• 

J. 

joi-fl^BON^W F 
joj^BON^ U.P. 
jOHHSQHiR 0. 
.jOPTBONiR. 9. 
jOH'BONi R. M. 

OOH'BON'RM 
johboh.r.u 
jOfrPBWiH.C. 
JOHNSON* K.O. 
jOMhlSON. K.G 
jotiisGWf 0. 
jq««BCIN.A h. 

H 

jcn^bon. J. m. 


7903090183 

7905090186 

7903090109 

7905300398 

7903000246 

7903030067 

79O3O0OU1 

7905130009 

7905090196 

7905090199 

7903090201 

7905130108 

7905110001 

7905110002 

7905110003 

7905230430 

7905290300 

7905240178 

7903240190 

7903130234 

7905130729 

7905130733 

7905240833 

7905140131 

7905130380 

7903130611 

7905130134 

7905230334 

7905230366 

7905020222 

7905070032 

7905240444 

7905241 003 

7908241003 

7903300487 

7905040613 

7903130249 

7903220128 

7903230392 

7905230324 

7905010326 

7903040603 

7905090370 

7905140273 

7903140276 

7905190097 

7905230333 

7905310364 

7905100436 

7905300705 

7905130646 

7905230323 

7905090036 

7905230679 

7905230623 

7905110369 

7905240462 

7905070442 

7905230488 

7905230448 

7903100290 

7908130282 

7905040314 

7968280139 

7903230394 

7903290093 

7903030138 

7908180722 

7905240948 

7908090420 

7903010483 

7905290108 

7905080110 

7905090135 

7905180604 

79051 80SaS 


30-331 

50-366 

30-271 

30-333 

30-10 

30-237 

30-321 

30-331 

30-331 

30-331 

30-324 

30-298 

30-290 

30-298 

30-230 

30-382 

30-466 

30-466 

30-230 

80-230 

30-230 

30-309 

30-443 


30-331 

71-161 

71-161 

40-4492 

40-4492 

40-4492 

30-28 


30-200 

30-333 

50-230 

30-230 

30-10 

30-234 

30-237 

30-10 

80-10 

30-249 

30-237 

30-284 

30-237 

30-312 

30-249 

70-1379 

30-339 

30-338 

30-261 

30-320 

30-62 

30-443 

30-443 

SO-303 

30-392 

30-309 

50-309 

50-263 

50-263 

30-344 

30-344 

30-344 

30-393 

30-393 

30-393 

30-286 

30-338 

30-188 


REPORT 

NUK6ER 


TR-39 

Tfl-40 


7905240113 

NUREO/CR-0539 


XN-RF-79-27 ^ 



ACCESS t ON 

DOCKET 

AUTHOR 

NUMBER 

NUMBER 

JOHNSTON, 0 H 

7903150339 

SO-312 

JOHNSON. D H 

7903140054 

50-320 

JOHNSON. L 

7903230204 


JOLAN, 0. B 

7904300320 


JOLMSRUD, J H 

7905230453 


JONES, L L 

7903290151 

50-382 

JONES, G. L 

7905250313 


JONES, U C 

7905140487 

30-205 

JONES, 0 C 

790S2403B9 


JONES. 0 C 

7905240415 


JONES. J 0 

7905300098 

50-320 

JONES. D H 

7905040124 

70-27 

JONES. 0 W 

7903150116 

70-1201 

JONES. C E 

7903020470 

50-500 

JOOSTEN, J K 

7903240353 

80-304 

JORDAN. E D 

7905010547 

30-77 

JORDAN, E B 

7905010539 

30-77 

JORDAN. N 

7905140365 

80-382 

JORDAN. £ L 

7905100445 

30-346 

JORDAN. E L 

7905250231 


JORDAN, E L 

7905290162 

50-255 

JORGENSON, B L. 

7905080093 

30-255 

JOSEPH. P 

7905220061 

30-592 

JOYNER. J H 

7905220092 

70-133 

JOYNER, J K 

7905110036 

70-820 

JOYNER, J H 

79052302SB 

70-33 

JOYNER, J H 

7905240784 

70-133 

JUDD. J C 

7903220023 


JUDD.O 

7903220391 

30-223 

JUDD.H r 

7903250044 

50-309 


iMDDiH r 
JULIAN. C A 
JU8T1CE.R,L 
JUTRAStfl 
KAFIN.R J 
KAFIN. R J 
KAHLE.J B 
KALlVtANAKISiN 
KALIVIANAKtS.N 
KALIVIANAKIS.N 
KALIVlANAKIS.K 
KALlVIAMAKIB<rt 
KALIVIAMAKISjH 
KALlVrANAKIB.N 
KALMAN, Q. 
KAMMERERrC 
KAHKERERiC 
KAMMERER, C 
KAMMERERi C 
KAMMEREB. C 
KAtWERERiC 
KAMMEREBrC 
KAMKERER'C 
KAHHERER, C 
hammerer, C 
KAMMEBERi C> 
KAMMERERiC. 
HAMMERER >C 
HAMtffiREK, C 
HAMMERER, C 
HAMMERER, C 
HAMMERER, C 
HAMMERER, C 
HAMMERER, C 
HAMMERER. C. 
HAMMERER, C 
HAMMERER, C 
HAMMERER, C, 
HAMMERER, C 
HAMMERER, C. 
hammerer, C 
HAMMERER, C. 

hammerer, C 

HAMMERER, C, 
KAPLAN, 8. N 
KAPLAN. A L, 
HAPLANi A.L 
KAPLAN. A. L. 
KAPLAN, A. L. 
KAPLAN, A L. 
KAPLAM, A L 
KAPLAN. C H, 
KAPPLE. A U 
K APPLE, A H. 
KAPPLE, A W 
KAPPLE, A W 
KAPPLE, A, H 
KAPPLE, A H. 
KAPPLE, A. H 
KAPPLE, A W. 
KAPPLE, A. H, 
KARRASCH, B. A. 
HABPEftaKl.O.C, 
KAaP£«SKt,5.C. 
KA9PERaKI,D.C 

HATQ.W 9, 
KAUFMAN. N. 
KAHULA, L. 
KEATEM, R.H. 
HEENAM. R. P 
KEENAN.'H P< 
KEENAN, R.P. 
KEENAN, R P. 
KEENAN, R P, 
KEEME, H. E. 
KEENE, J P. 


7905240480 

7905040261 

7903070411 

7905240098 

7903240106 

79O5290Q99 

7903100296 

7903090389 

7905240678 

7903240702 

7903240691 

7903240397 

7703170230 

7905290173 


50-124 

30-220 

30-396 

30-396 

70-1113 

30-234 

30-234 

50-265 

30-263 

30-265 

30-234 

30-234 

30-244 


7903090264 

50- 

322 

7905160225 

50- 

320 

7903160035 

30- 

320 

7903100012 

50- 

320 

7903100159 

30- 

320 

7905100212 

50” 

320 

7903100218 

30- 

320 

7903160025 

30- 

■320 

7903 160027 

50- 

-320 

7903300307 

30- 

-320 

7905100043 

30- 

■320 

7905100049 

30- 

-231 

7905100031 

30- 

-320 

7905100061 

50- 

-320 

7905100091 

50- 

-380 

7905100136 

SO- 

-320 

7903100176 

SO- 

-320 

7903100198 

SO- 

-320 

7903160040 

SO 

-320 

7905160041 

so 

”320 

7903160031 

so 

-320 

790S1001B1 

so 

”320 

7905160044 

so 

-320 

7903100206 

30 

-320 

7903160023 

so 

-320 

7903160146 

so 

-320 

7905140098 

50 

i-320 

7905160021 

so 

1-320 

790S1601S2 

so 

1-320 

790 3210 I 78 

sc 

1-224 


7903290097 

7905150791 

7905240600 

7905070091 

7905240811 

7905280023 

79050800SO 

7905140230 

790301 0335 

7905040341 

7903040371 

7903000323 

7903130446 

7903150464 

7903220152 

7903220314 

7903140028 

7903070382 

7903230483 

7903230482 

7905130219 

7903110417 

7903230367 

7903190089 

7903110023 

7903290135 

7905240119 

7903240123 

7903240367 

790S010347 

7903240425 


70-1113 

70-1113 

70-1113 

70-1113 

70-1 1 13 

30-327 

30-272 

30-272 

30-272 

50-272 

80-272 

30-272 

50-272 

30-272 

30-272 

30-320 


30-320 

30-3 

SO-320 

70-2256 


30-77 

40-8681 


REPORT 

NUMBER 


79052403S9 

7905240413 


NUHEO/CR-OS13 



336 


PERSONAL AUTHOR INDEX 



ACCESSION 

DOCKET 

REPORT 


ACCESSION 

DOCKET 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

AUTHOR 

NUMBER 

NUMBER 

KEEMEV.W P 

7909160098 

71-9799 


KEPPLER, J O 

7909010268 

30-546 

KEEPINO>H 

7909240148 

30-996 


KEPPLER, J 0 

7903010267 

50-346 

KEHOE. D 

7905070S10 

90-247 


KEPPLER, J 0 

7905010260 

50-403 

KEILHAH.T J 

79090S029S 

71-77 


KEPPLER, J 0 

7908010270 

30-266 

KEILMAN.T J 

7909020299 

71-77 


KEPPLER, J 0. 

79090(0273 

■30-303 

KEIHIO.R, R 

7909300192 

90-320 


KEPPLER, J 0 

7908090188 

30-409 

KEIMIO.S, R 

7909240437 

90-289 


KEPPLER, J 0 

7908030370 

SO- 10 

KEtMie.R, R 

7909090146 

90-213 


KEPPLER, J 0 

7903030372 

30-330 

KEIHIO.R R 

7909080110 

90-286 


KEPPLER, d 0 

7903040021 

30-440 

KEIHIO.R, R 

7909110371 

90-247 


KEPPLER, J O 

7908040026 

30-133 

KEIHIO.R R 

7909290173 

50-244 


KEPPLER, J 0. 

7903040027 

30-409 

KEIHIO.R R 

7909I9017S 

90-320 


KEPPLER, J 0, 

7903040030 

30-341 

KEIHIO.R R 

7905290197 

90-334 


KEPPLER, J 0 

7908040031 

80-331 

KELBER.C 

7909110367 

90-320 


KEPPLER, d. 0 

7908040033 

30-461 

KELLER. 0 R 

7909240326 


NUREO-0302 

KEPPLER, d 0. 

7909040037 

30-318 

KELLEV. P J 

7909300334 

80-338 


KEPPLER, d 0. 

7909040041 

80-367 

KELLEY. D L 

7909190310 

80-208 


KEPPLER, d 0 

7908040048 

30-404 

KELLEY. J L 

7909090235 

80-320 

8ECV-A'-7a-10 

KEPPLER. d 0 

7908040040 

30-863 

KELLEY. J L 

7909090246 

80-320 

SECV-A-70-34 

KEPPLER, d 0 

7908040081 

30-346 

KELLEV. J L 

7909090222 

80-320 

SECY-A-7a-47 

KEPPLER. d 0. 

7908040038 

30-346 

KELLEY. J L 

7909230470 



KEPPLER, d Q 

7908040030 

30-403 

KELLOOO.P J 

7909210314 

90-320 


KEPPLER, d 0 

7908040060 

30-866 

KELLOOO.P J 

7909140210 

30-3 1 7 


KEPPLER.J 0 

7903040068 

30-309 

KELLOOO.P J 

7909230903 

80-269 


KEPPLER, J 0 

7905080829 

30-329 

KELLOOO.P J 

7909090096 

30-339 


KEPPLER, J 0 

7903180424 

30-331 

KELLY. R B 

7909190200 



KEPPLER.J 8 

7909010188 

30-10 

KELLY, U 0 

7909190969 



KEPPLER.J 0 

7903010168 

30-133 

KELLY, .1 8 

7909140200 



KEPPLER.J 0, 

7908010168 

30-409 

KENDALL. H C 
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KENDRICK. J R 
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30-313 
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7909240361 
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KEPPLER.J 0 
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30-263 

KENNA.N B 

7909240392 

70-143 


KEPPLER.J 0 

7908010176 

50-346 

KENNA.H B 

7909020070 

80-269 


KEPPLER, J 0 

7905010101 

30-266 

KENNA.H B 

7909040118 

70-27 


KEPPLER.J 0 

7908010186 

30-303 

KENNA.U B 

7909020433 

70-143 


KEPPLER.J 0 

7908010191 

70-8 

KENNA.H B 

7909240054 

80-398 


KEPPLER, J, 0 

7908010197 

70-1193 

KENNA.H B 
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70-1181 


KEPPLER, J 0 

7908010304 

30-10 

KENNA.H B 

7909230632 

80-302 


KEPPLER. J. 0. 

7908010390 

30-133 

KENNA.H 8 

7909230604 

70-143 


KEPPLER.J 0 

7908010394 

30-409 

KENNA.U B 

7909070292 

70-1201 


KEPPLER.J 0 

7903010390 

30-331 

KENNA.H B. 

7909240323 

70-1191 


KEPPLER, J 0 

7903010404 

30-313 

KENNA.H B 

7909240299 

70-1191 


KEPPLER. J 0 

7903010410 

30-263 

KENNA. U. B 

7909040109 

70-27 


KEPPLER.J 0 

7903010413 

30-346 

KENNA.U B 

7909020029 

30-200 


KEPPLER.J 0 

7903010417 

30-866 

KENNA.H B 

7909020043 

80-269 


KEPPLER.J 0, 

7905240933 

30-346 

KENNA.H B 

7909020146 

70-U91 


KEPPLER.J 0 
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30-313 

KENNA.H B. 

7909020417 

70-143 
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7908030007 

30-293 

KENNA.U 8 

7909190112 

70-1201 
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7903030013 

30-10 

KENNA.U B 

7909230628 

80-302 
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7903030017 

30-338 

KENNA.H B 

7909070240 

70-1201 


KEPPLER, J 0 

7903030019 

30-440 

KENNA.U B. 

7909070269 

70-1191 


KEPPLER. J. 0 

7908030022 

30-329 

KENNA. U. B. 

7909300016 

70-1201 


KEPPLER.J 0, 

7908030023 

30-233 

KENNA.U B 

7909300023 

80-333 


KEPPLER, J. 0 

7908030028 

30-133 

KENNEDY. U U 

7909070446 

30-499 


KEPPLER, J, 0 

7903030026 

30-409 

KENNEDY. H J 

7909140249 

80-280 


KEPPLER, J 0 
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30-341 
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80-200 


KEPPLER. J. 0 
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30-331 
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7909160339 

80-200 
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7903030036 

30-367 
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7909290339 

30-200 


KEPPLER.J 0 

7903030040 

30-202 
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7909210194 

30-302 


KEPPLER.J 0 

7903030047 

90-404 

KENNEDY. R. T 

7909090111 



KEPPLER.J 0. 

7903030049 

30-346 

KENNEDY. R T 

7909300096 

80-320 


KEPPLER.J 0 

7903030033 

90-346 

KENNEDY. R, T 

7909020024 

80-320 


KEPPLER.J 0. 

7903030080 

90-403 

KENNEDY, R, T. 

7909230220 

30-320 


KEPPLER. J.O 

7903030062 

80-266 

KENNEDY, R, T 

7909020046 

30-320 


KEPPLER, J. 0. 

7903030069 

30-303 

KENNEDY. R, T. 

7909080070 



KEPPLER.J 0 

7903190096 

30-320 

KENNEDY, R T 

7909100020 

80-320 


KEPPLER, J. 0 

7903100162 

30-16 

KENNEDY. R T 

7909160132 

80-320 


KEPPLER. J. 0 

7908010869 

30-10 

KENNEDY, R T 

7909160142 

80-320 


KEPPLER, J, 0 

7908010372 

90-293 

KENNEDY, R T 

79090B0129 

30-320 


KEPPLER, J. 0, 

7903010874 

30-338 

KENNEDY. R. T 

7909160079 

90-320 


. KEPPLER.J. 0 

7903010876 

80-440 

KENNEDY. R T. 

7909030099 

90-320 


KEPPLER, J. 0. 

7903010379 

30-133 

KENNEDY, fi T 

7909160144 

90-320 


KEPPLER, J.O 

7908010383 

30-329 

KENNEDY. R T 

7909160179 

bo-320 


KEPPLER, J. 0, 
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30-409 
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KEPPLER, J. 0 
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KEPPLER, J. 0. 

7903010800 

30-331 
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30-461 

KENNEDY, R T 
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90-320 


KEPPLER, J. 0 

7903010892 

80-313 

KENNEDY, R T 

7909290003 

90-219 


KEPPLER, J. 0. 

7903010393 

30-367 

KENNEDY, R, T. 

7909290031 

90-309 


KEPPLER, J. 0 

7908010897 

90-404 

KENNEDY, R. T. 

7909190127 

90-320 


KEPPLER.J 0 

7903010899 

30-263 

KENNEKE, A. 

7909090297 

90-320 


KEPPLER, J. 0 

7903010600 

90-202 

KENNEKE, A 

7909090233 

90-320 


KEPPLER, J. 0. 

7903010602 

30-946 

KENNEKE. A 

7909090239 

90-320 


KEPPLER, J. 0 

7903010604 

30-346 

Ai 

7909090290 

90-320 


KEPPLER, J.O 

7903010610 

30-403 

KENNEKE. A, 

7909090234 

90-320 


KEPPLER, J. 0 

7903010613 

90-266 

KENNEKE, A. 

7908090212 

90-320 


KEPPLER. J. 0, 

7903010613 

90-303 

KENNINOTON. 0. 8 

7909070037 

40-4492 


KEPPLER, d. 0 

7903040324 

30-233 
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7909160031 

90-320 


KEPPLER.J 0. 

7909040320 

90-199 

KENTi H 

7909160047 

90-320 


KEPPLER.J 0, 

7903040331 

30-329 
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90-320 
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90-380 
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7909010233 

90-318 
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7903040384 

30-409 
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7909010236 

90-10 


KEPPLER.J. 0. 

7909040387 

30-341 

KEPPLER. J, 0. 

7908010242 

90-380 


KEPPLER, J. 0 

7909040309 

30-331 
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7903010246 

90-440 
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90-461 
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90-329 
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7908010231 

90-409 
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7909040410 

80-484 
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7903010233 

90-341 


KEPPLER, d. 0 

7909040489 

30-346 

KEPPLER. J. 8 

7903010296 

90-331 


KEPPLER.J 0. 

7908040427 

30-346 

KEPPLER.J 0. 

7909010297 

90-461 


KEPPLER, d. 0 

7909040480 

30-403 

KEPPLER, J 0. 

7909010290 

90-367 


KEPPLER, J. 0 

7909040431 

30-266 

KEPPLER. J. 0 

7909010261 

90-4B+ 


KEPPLER.J 0. 

7909040434 

80-308 
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30-263 
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HEPPLERi J 0 

790S040A38 

90-266 


KIDOa. N 0 

7903010273 

30-330 


KEPPLER. J 0 

79OS04044O 

80-409 


KlLlNOERiO 

7703140067 

30-320 


KEPPLEfti J 0 

7903040443 

30-309 


KILLOUOM.a 0 

7703230700 


7909230700 

KEPPLER. J 0 

790S04044S 

90-404 


KINO. R 0. 

7703230300 



REPPLEFi J.O 

7903040491 

30-263 


KINO, a 

770S1SO199 



KEPPLER. J»0 

7903040433 

30-398 


KINNEY. U 

7703230516 

50-320 


KEPPLER. J 0 

790S0404S& 

30-313 


kintioh.a E 

7703220120 

30-996 


KEPPLER. J. 0 

7903040499 

30-461 


KINTIOK. A E 

7903310342 

90-396 


KEPPLER. J 0 

7909040460 

30-341 


KINTIQH. A. E 

7703300477 

90-996 


KEPPLER. J 0 

7903040461 

30-403 


KINTNER.L L 

7703130630 

90-341 


KEPPLER. d 0 

7903040465 

30-329 


KIRK.M P 

7703270099 

70-371 


KEPPLER. J 0 

7903040323 

30-31 3 


KIRK8CEY,K A 

7903240340 


7909240540 

KEPPLER. d 0 

7903040327 

30-293 


KISTER.H B 

7709070182 

30-206 


KEPPLER.d, 0 

7903040529 

SO-IO 


KIBTER, H B 

7903070130 

30-272 


KEPPLER. d 0 

7903040534 

30-330 


KIBTERi H B. 

79 030702 10 

50-247 


KEPPLER. d 0 

7903040537 

30-440 


KlBTERiH. B 

7903290166 

30-336 


KEPPLER. J 0 

7903040346 

50-329 


KIBTER. H B, 

7709270 1 26 

30-334 


KEPPLER.d 0 

7903040348 

50-293 


KIBTER. K B 

7903290143 

30-249 


KEPPLER.d 0. 

7903040330 

30-133 


KLINOER. 0. 

7903100373 

90-346 


KEPPLER. J <? 

7903040593 

30-409 


KLINOLER.O ft 

7903110007 

30-312 


KEPPLER. J 0 

7909040336 

30-341 


KNIOHTON.O. H 

7909110123 

30-320 


KEPPLER. d 0 

7903040960 

50-331 


KNIGHTON. Q 

7903230326 

30-320 


KEPPLER. d 0 

7903040366 

30-461 


KNOPiR C 

77031101 U 

30-346 


KEPPLER.d 0 

7905040360 

30-367 


KNOP.ft C 

7903090373 

30-346 


KEPPLER. d 0 

7903040576 

30-263 


KNOpjR C, 

7703030074 

30-373 


KEPPLER. d 0 

7903040907 

30-484 


KNDP.R, C 

7903020470 

30-300 


KEPPLER.d 0 

7903040909 

30-346 


KNOP.R C 

7703290720 

30-330 


KEPPLER. d 0 

7909040991 

30-346 


KNOP.R, C. 

7905230296 

30-329 


KEPPLER.d 0 

7903040999 

30-483 


KNOTT. M 

79090202S6 

30-3 1 2 


KEPPLER.d. 0 

7909040390 

30-266 


KNOTTS, J B. 

7709100228 

30-443 


KEPPLER.d 0 

7903040600 

30-303 


KNOTTS, d B, 

7709130S21 

50-443 


KEPPLER.d 0 

7903070162 

SO- 1 S3 


KNDTTe, d B 

7909070036 

30-445 


KEPPLER.d 0 

7903070164 

30-367 


KNOTT0. J. n 

7903070042 

30-448 


KEPPLER.d 0 

7903070167 

30-946 


KNOTTS, d B 

7903070090 



KEPPLER.d 0 

7903070170 

90-440 


KNOY.R C, 

7703100362 

90-346 


KEPPLER.d 0 

7903070174 

30-346 


KOCH.L d 

7703270363 

90-461 


KEPPLER.d. 0 

7903170039 

30-313 


KQCHER.D C. 

7903230780 


7909230700 

KEPPLER.d » 

7903010300 

30-373 


KOCKERi 0 C. 

7908030142 


NUREa/CH-0494 

KEPPLER. d 0 

7903010307 

30-329 


KOEBTER.O L 

7909300626 

30-402 


KEPPLER. d. 0 

7903010396 

30-440 


KOESTER.O, L 

7703030314 

30-482 


KEPPLER. d-fl 

7903010400 

30-399 


KOEBTER, 0 L 

790911031 1 

30-402 


KEPPLER.d. 0 

7903010403 

90-483 


KOESTERiO, L 

7903290326 

30-402 


KEPPLER. d. 0 

79030104II 

90-346 


KOHLER . R 

7903230497 



KEPPLER.d 0 

7903010413 

30-341 


KDLTAY. P 0 

7903100433 

50-307 


KEPPLER. d. 0 

7903010419 

90-404 
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7703270132 

30-277 


KEPPLER. d. 0 

7903010426 

30-461 
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7703140309 

70-1113 


KEPPLER.d 0 

7903010429 

30-367 
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7903230340 

30-272 


KEPPLER. d. 0 

7903030204 

30-319 


KORNBLITH.L 

7705140368 

90-272 


i^PPLER.d 0 

7903030206 

30-10 


KORNBLITHiL 

7703140361 

30-272 


KEPPLER. d 0 

7903030213 

30-398 
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7905140338 

30-272 


KEPPLER. d. 0 

7903030217 

90-440 


KORNBLITH.L 

7903230563 

90-310 


KEPPLER. d. 0. 

7903030219 

90-329 


KORNBLiril.L, 

7905290070 

90-910 


KEPPLER.d 0 

7905030220 

90-139 


KOSIBI.R E 

7905190072 

50-320 


KEPPLER. d 0 

7903030222 

30-409 


K03IK.L S 

7908130227 

50-380 


KEPPLER.d 0 

7903030224 

30-341 


KOBtK.L. 0. 

7903130212 

50-390 


KEPPLER. d 0. 

7903030227 

30-331 


KDBtK.L. B 

7703130221 

50-390 


KEPPLER.d 0 

7903030228 

30-461 


KOBIK.l.. 0 

7703140136 

50-390 


KEPPLER.d, 0. 

7903030232 

30-367 


KOStK.L B 

7703140137 

90-398 


KEPPLER.d 0 

7903030235 

30-484 


KOSIK.L, S 

7703140369 

90-398 


KEPPLER.d 0 

7903030237 

30-263 


KDSEK.L, 8 

7908010223 

90-398 


KEPPLER. d. 0. 

7903030241 

50-346 


KOBIK.L B, 

7905390164 

90-390 


KEPPLER. d, 0. 

7903030243 

30-346 


K03IK.L 8 

7705240104 

90-398 


KEPPLER. d. 0. 

7903030249 

30-483 


Koaa. R R 

7703230496 



KEPPLER.d 0. 

79OSO302S3 

30-266 


KOaTHAYER.P.H. 

7703240626 

90-219 


KEPPLER. d. 0. 

7903030233 

30-309 


KOJTB.H J 

7705130219 


NUflE0/CR-091d 

KEPPLER. d. e. 

7903010380 

30-439 


KOUT0.H, J, 

7704300253 



KEPPLER.d 0 

7903040360 

90-330 


KRAMER. P H 

7703110090 
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KEPPLER.d 0 

7903140534 

30-266 


KRAHI8M. A 

7903140234 

90-320 


KEPPLER.d 0. 

7903040142 

30-10 


KRANCR. d.P. 

7703240616 

71-110 


KEPPLER. J. 0 

7903000397 

30-330 


KRAHI0H. A, 

7905100030 

90-320 


KEPPLER. d. 0 

7903000400 

30-4 40 


KREOER.K E 

7903190139 



KEPPLER. J. 0. 

7909000404 

30-329 


KRE80.T 8. 

7903240936 


7909240536 

KEPPLER.d. 0 

7903080486 

30-139 


KRiarOVICH. 0. 

7903030174 

90-279 


KEPPLER.d. 0. 

7905080490 

30-409 


KRISTOVICH, 0 

7903310104 

30-279 


KEPPLER.d 0 

790S0B0492 

30-341 
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7903030207 

90-330 


KEPPLER.d. G. 

7903000496 

30-331 


KUHN0.U 0 

7903140063 

30-320 


KEPPLER.d 0. 

7903000490 

30-461 


RURT7.R, J 

7903240110 


7909240113 

KEPPLER.d. 0 

7903000499 

30-313 


KUSHNER.H.U, 

7903240704 

70-139 


KEPPLER. d. Q. 

7903080302 

30-367 


KU8HNER.H.L. 

7903220092 

70-139 


KEPPLER. J. 0. 

7903080303 

30-484 


KUSalE.H R, 

7903230417 

90-244 


KEPPLER. d. 0. 

7903080803 

30-263 


KU2HYCZ. 0. 

7903010179 

90-267 


KEPPLER. J 8 

7903080307 

30-346 


LAOUN.R.H, 

7903240207 

90-229 


KEPPLER.d. 0 

7903 080309 

30-346 


LAFLEUR. J. D 

7903160130 

90-330 


KEPPLER. d, 0. 

7903080312 

80-483 


LATLEUR. d 0 

7905160093 

30-320 


KEPPLER.d 0 

79030809 IS 

30-266 


LAFLEUR. d, D. 

7903160136 

90-320 


KEPPLER.d. 8 

7903080319 

90-308 


LAFLEUR. J. D. 

7903160196 

90-320 


KEPPLER. d. 0. 

7903150353 

90-139 


LAFLEUR. d. D 

7903160130 

90-320 


KEPPLER. d 0 

7903140488 

30-10 


LAFLEUR. d 0. 

7903160169 

90-320 


KEPPLER. d. a 

7903240087 

30-388 


LAFLEUR. d 0. 

7903160012 

90-320 


KEPPLER. d. 0. 

7905240092 

30-440 


LAFLEUR. d, 0. 

7903160211 

90-320 


KEPPLER. d. 0 

7903240893 

30-195 


LAFLEUR. d 0, 

7909160011 

90-320 


KEPPLER. d. 8. 

7908240896 

80-409 


LAFLEUR. d 0 

7909160204 

90-320 


KEPPLER. d. 8 

7903240898 

30-341 


LAFLEUR. d. 0, 

7909160010 

90-320 


KEPPLER. J. 8 

7903240902 

30-331 


LAFLEUR. d.O 

7909160170 

90-320 


KEPPLER.d. 0. 

7903240906 

30-461 


LAFLEUR. J D, 

7909160039 

90-320 


KEPPLER.d. 8 

7903240907 

80-367 


LAFLEUR. d, 0. 

7909160214 

90-320 


KEPPLER.d 0 

7903310466 

30-313 


LAFLEUR. J 0 

7909090242 

90-320 


KCRR.U 

7903230402 

30-2 


LAFLEUR. J. D 

7908160009 

90-320 


KCRR.O. W. 

7903230038 



LAFLEUR. d. D. 

7909160181 

90-320 


KCTCHE^^. E. 8. 

7908300044 

30-273 


LAFLEUR. d D 

7909160066 

90-320 


KCTCt£N. E. 8. 

7903030103 

70-2623 
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90-320 


KETCHEHiE. 8 

7905030116 

70-2623 
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90-320 


KCTCHEN. E. 8. 
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90-320 
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7903100187 

30-273 


LAFLEWI. d D, 

7903090245 

90-320 


KEY. d, d. 

7903080211 

30-331 


LAFLEUR. d. 0 

7903300370 

90-320 


KEY.V J. 

7905130436 

50-331 


LAFLEUR. d. 0 

7908300407 

90-320 
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30-320 

LAFLEUR.J D 

7903300420 

30-320 

LAFLEUR.U 0 

7908300369 

30-320 

LAFLEUR.J D 

7903300365 


LAFLEUR.J D 

7903300424 

30-320 

LAFLEUR.J D 

7905300339 


LAFLEUR.J D 

7905300410 

50-320 

LAFLEUR.J D 

7908300336 

30-320 

LAFLEUR.J D 

7903300413 
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LAINA8.0 C 

7903230041 

30-320 
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7905300718 
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7903110130 

50-320 
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30-320 
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50-333 
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7903240302 

30-206 
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30-336 
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50-303 

LAINAS.O C 

7903240731 

50-253 

LAMB, J. C 

7903140368 

30-272 

LAMB. J C 

7903140561 

30-272 

LAMB.J C 

7903140338 

50-272 

LAMPKArJ V 

7903130229 


LANTZ.P M 

790S2405B7 


LAOOMAR8INO, H 

7903240273 

30-273 

LARKINS, J T 

7905110239 

30-320 

LARSON. J R 

7903080109 


LARSON. L K 

7903150074 

30-488 

LAURENCE. H 

7903290001 

71-322 

LAURENCE, M 

7903290084 

71-322 

LAUR06KI. 8 

7903140164 


LAHR08KI. 6 

7905230476 

30-320 

LAUR08KI.8 

79OS2304BO 

30-320 

LAUROSKI.N 

7903230471 

30-320 

LAUROSKI.S 

7903030161 


LAURQSKI. 8 

7903140019 


LAUROSKI.H 

7905230443 

30-320 

LAWYER, S 

7903220438 

50-320 

LAYFIELD.R L 

7905230280 

40-2407 

LAYFIELD.R L 

7903230270 

40-8407 

LAYFIELD.R L 

7903230253 

40-2407 

LAYFIELD.R L 

7903230250 

40-2407 

LAZARUS. U J 

790S090I46 

30-213 

LAZO.R M 

7903090178 

30-892 

LAZO.R M 

7903290376 

30-369 

LAZO.R M 

7903100106 

50-369 


LEASE. R 5 
LEfiERSTElN. J H 
LEBO.C D 
LESO.C D 
LEBO. C D. 
LEBO.C D 
LEE. 8 
LEE, 8 
LEE.E H. 

LEE.r T 
LEE.T D 
LEC.U S. 

LEE.U S. 

LEECH. P.H 
LEEDS 
LEOEL. R. A. 
LEHMAN. W 
LEHMAN. W 
LEHMAN. W. 
LEHPOESrT E 
LENAHANi J J 
LEONARD, J D 
LEONARD. J D 
LEONARD, J. D 
LEONARD, J D 
LEONARD. J D 
LEONARD, J D 


7903830497 

7903130430 

7903040472 

7903240107 

7905300132 

7903300247 

7903240737 

7903230069 

7903030366 

7903040349 

7903300361 

7905080439 

7903010530 

7903020283 

79030902 II 

7903140564 

7903160380 

7903280100 

7903290486 

7905240864 

7903300486 

7903090426 

7905010384 

7905230162 

7903240290 

7903010499 

7905010303 

7903230194 

7903110254 

7903130473 

7903300411 

7903300306 

7903300322 

7908I4033S 

7903180322 

7903100386 

7903240967 

7903250129 

7905100106 

7903250191 

7905090430 

7903010560 

7903100021 

7905230413 

7903230423 

7903230453 

7903230441 

7903240316 

7903220043 

7903230741 

7903160083 

7903110283 

7903110248 

7904170091 

7903100336 

7903240233 

7908230433 

7905230487 

7903240446 

7905230498 

7903230736 


30-403 

30-313 

80-280 


30-10 

30-461 

70-143 

50-269 

30-269 

30-322 

30-329 

30-320 

50-230 

30-230 

30-230 

30-220 

30-393 

30-333 

50-333 

30-333 

30-333 

30-333 

30-333 

50-333 

30-333 

30-333 

50-333 

80-333 

30-298 

30-290 

30-443 

30-445 

80-445 

80-443 

80-498 


30-320 

30-320 

30-320 

80-471 

50-471 


REPORT 

NUMBER 


7903240387 


TPBP-TR-209 


VEP-FRD-38 


7903100021 


7903240316 

7903220043 

7903230741 


AUTHOR 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

LEUie.M 1 

LEHtS.M 

LEHIS.M 

790S2S04S7 

7908290101 

7903290187 


LEUIS.R 

790S240231 

30-443 

LEWIS. J R 

LEHI6.L 

7903290410 

7905040247 

70-364 

LEU 18, 8 R 

7903080827 

30-207 

LEU18, 8 R 

7903020340 

30-269 

LEUIS.e R 

7903230303 

30-269 

LEU 18, S R 

7903250400 

30-269 

LEWIS, 8 R 

7903230427 

30-269 

LEWIS. 8 R 

7903310410 

30-207 

LEW 18, 8 H 

7903230841 

30-349 

LEWIS, S H 

7903000401 

30-402 

LEWIS. 8 K 

7903140194 

30-261 

LEWIS, S H 

7903230039 

30-206 

LEWIS, 8 H 

7903040131 

30-402 

LEWIS, 8. H 

7903070134 

30-349 

LEWIS, 8 H 

7903240603 

30-261 

LEWIS, 8 H 

7903240771 

30-261 

LEWIS. 8 H 

7903110410 

80-320 

LEWIS, 8 H 

7905300367 

30-349 

LEWIS, R C 

7903290167 

30-333 

LEWIS. R C, 

7903230229 

30-324 

LEWIS. R C 

7903020040 

30-200 

LEUIS.R C 

7903230402 

30-269 

LEUIS.R C 

7903020012 

30-200 

LEWIS. R. C 

7908010463 

50-324 

LEUIS.R C 

7903020412 

30-369 

LEUIS.R C 

7903010233 

30-338 

LEUIS.R C 

7903010466 

30-395 

LEWIS, R C 

7903230303 

30-261 

LEUIS.R C 

7908090031 

30-339 

LEUIS.R C 

7905230103 

30-321 

LEWIS. R. C 

7903290707 

80-369 

LEUIS.R C 

7903020433 

50-339 

LEUIS.R C 

7903020409 

30-321 

LEUIS.R C 

7903090129 

30-330 

LEUIS.R C 

7903130138 

50-239 

LEWI6. R C 

7903130251 

30-230 

LEUIS.R C 

7903230396 

30-302 

LEUIS.R C 

7903210047 

30-320 

LEUIS.R C 

7908240474 

80-124 

LEUIS.R C. 

7903240483 

30-327 

LEWIS, R C 

7903240523 

30-340 

LEUIS.R C 

7903240330 

30-339 

LEUIS.R C 

7903230209 

30-324 

LEWIS. R. C 

7903230173 

80-369 

LEUIS.R C 

LI.R M 

7903250301 

7908070213 

30-302 

LIBARKIN.M. U 

7903140022 

30-320 

LIBARKIN.M U, 

7903140013 

30-320 

LIBRIZZI.F P 

7905030360 

80-272 

LIBRIZZI.F.P 

7903010323 

50-278 

LIBRIZZI.F P 

7903040530 

30-272 

LIBRIZZI.F.P 

7905040370 

30-272 

LIBRIZZI, F P, 

7905080483 

30-272 

LIBRIZZI.R.P 

7903140227 

30-272 

LIBRIZZI.F P, 

7903170263 

30-272 

LIBRIZZI.F.P 

7903130200 

30-278 

LIBRIZZI.F P 

7903130444 

30-272 

LIBRIZZI, F P 

79031 30462 

30-272 

LIBRIZZI.F F. 

7903220127 

30-272 

LIBRIZZI, R P, 

7903220308 

30-278 

LICHTENBEROER, H 

7903240269 

70-1100 

LICHTENBEROER, H 

7903230013 

71-90 

LICITRA, E, A 

7903090180 

30-392 

LtCITRA, E, A. 

7903230731 

30-482 

LICITRA. E. A 

7903230838 

30-402 

LICITRA.E A 

7903240869 

30-490 

LIKE. I 

LINBLAD, W J. 

7903240234 

7903090433 

30-322 

LINDBERO.C. 

7903080336 

30-249 

LINDER, F 

7903020238 

50-409 

LINDER. F. 

7903290336 

50-409 

LINDER. F 

7903010304 

30-409 

LINDER, F, 

7903020243 

30-409 

LINDER. F 

7903240316 

80-409 

LINDER, F. 

7908040373 

80-409 

LINDER. P. 

7903090043 

30-409 

LINDER, F. 

7903090332 

80-409 

LINDER. F 

7903240698 

30-409 

LINDER, F, 

7903140231 

30-409 

LINDER. F, 

7908130817 

30-409 

LINDER, F. 

7903160423 

30-409 

LINDER, F, 

7903230404 

30-409 

LINDER, F. 

7903220401 

50-409 

LINDER, F, 

7903290086 

30-409 

LINDER, F 

7903290417 

30-409 

LINDER, F. 

7903300012 

30-409 

LINDER, F, 

7903300314 

50-409 

LINDER, F, 

LINDNER, T P 

LINDNER, T, P 

LINDNER, T, P 

LINDNER, T P. 
LINDNER, T, P. 
LINDNER, T.P. 
LINDNER, T.P, 
LINEHAN, J. J, 

7903110303 

7903170293 

7903170283 

7903170203 

7903170280 

7908170289 

7903130105 

7903240323 

30-409 

7903130616 

40-6689 

LINEMAN. J. J, 
LINEHAN, J. J. 

7903180613 

40-299 

7908130624 

40-8304 

30-398 

linenberoer.o, a 

7903290383 

LINENBEROER.O. A 

7903230182 

30-466 

linenberoer.o. 

LINO. J. 

7908140016 

7908080219 

80-822 


REPORT 
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PERSONALAUTHOR INDEX 


339 



ACCESSION 

DOCKET 

REPORT 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

LIMO&Mf’ELTSR. J 

79091 S04S6 

80-346 


LINKEA^H 

79092S0S24 

50-3 


LlOJrC P. 

7909290930 

90-329 

4S-79/M124AF 

LIPIKSKI.R J 

7909110267 

90-320 


LirfLE.l. M. 

7909240979 

27-39 


LirrUEiL M 

7905230563 

90-910 


LTrTLE.L W 

7909290070 

90-910 


L[rTX.CiVI B 

7909090169 

90-331 


LtrTUE.U S. 

79091400B7 

90-299 


LITTLE. VI S 

7909110094 

90-346 


LITTLE. M 9 

7909190163 

30-196 


LIU.L 

7909100400 

71-296 


LtU.L 

7909110163 

90-331 


LIU.L 

7909190090 

90-331 


LIU.L 

7903300272 

90-331 


LIU.L 

7909040491 

90-331 


LIU.L 

79090B0469 

90-331 


LIU.L 

7909090360 

90-331 


LIU. LEE 

7909000469 

90-331 


LIU.L 

7909230922 

90-331 


LIU.L 

7909310447 

90-331 


LIVlH<>STON.R L 

7909190099 

90-320 


LIUIH«aTONrB 

7909240330 

90-299 


LLOra. D E 

7909110290 

90-134 


LLora.R, t> 

7909140361 

90-346 


LDCKaTET.M A. 

7909300130 

4O-069S 


LOCHSTET. U A 

7909100403 

90-320 


LONDON. E. J 

7909020191 


790SD201S1 

LONO. R. L 

7909190121 

90-320 


LOHO.R L 

7909230082 

90-320 


LON9.U 

7904270399 

90-320 


LOOKLA&tLL. r 

7909010648 



L09S,F J 

7909110033 


7908110033 

LOTTES. P, A 

7909190099 


7903180099 

LOTI.J B 

7909230739 

90-466 


LOWE. V P. 

7909190479 

90-77 


LOWERRE. R M 

7909310111 

90-466 


LOWERRE.R. W 

7909140060 

90-466 


LU. T 

7909239010 

90-320 


LIKHAK.O 

7909110409 

90-272 


LUCHAX. O. 

7909290239 

90-272 


LUEBKE.E A 

7909100186 

90-36V 


LUCBKE 

7909140964 

90-327 


LUHDVALL. A E 

7909110110 

90-317 


LUKOVALL. A E 

7909290712 

90-317 


LLMOVALL. A E. 

7909300742 

90-317 


LWOVALL. A E 

7909090049 

80-317 


LUTON. E 

7909300032 

90-486 


LUTON, E 

7909090187 

80-494 


LUTON. E 

7909100327 

90-471 


LUTON. E. 

7909190243 

90-299 


LUTON. E 

7909290260 



LVOON.J H 

7909290633 

90-471 


LYHCH.I1 D 

7909190607 

90-397 


nLCARTHUR. T. C 

7909070004 

90-327 


IU.C DONALD. C. E 

7909100340 

71-219 


MCDONALD. C E 

7909190310 

71-90 


MACDONALD. C. E. 

7909190323 

71-90 


MCDONALD. C. E 

7909190329 

71-30 


MC DONALD. C E. 

7909190333 

71-38 


MC DONALD. C.E. 

7909170278 

71-1 


MC DONALD. C E 

7909230691 

71-9790 


MC DONALD. C E. 

7909070047 

71-6098 


MC DONALD. C E 

7904200311 

71-110 


MC DONALD. C £ 

7909020170 

71-9892 


MC DONALD. C E. 

7909290227 

71-217 


MCDONALD. C. E 

7909190723 

71-296 


MCDONALD. C.E 

7909020189 

71-6 


MCDONALD. C. E 

7909020407 

71-00 


MCDONALD. C. E 

7909070228 

71-277 


MCDONALD. C E 

7909240109 

71-8364 


MCDONALD. C E. 

7909240112 

71-6244 


MCDONALD. C. E 

7909010169 

71-167 


MCDONALD. 0 E 

7909010189 

71-162 


MCDONALD. C,e 

7909020191 

71-239 


MCDONALD. C E 

7909020193 

71-226 


MCDONALD. C.E. 

7909020196 

71-229 


MCDONALD. C E 

7909020198 

71-34 


MCDONALD.C E. 

7909020376 

71-220 


MCDONALD. C, E 

7909020384 

71-216 


MCDONALD. C.E 

7908020306 

71-213 


MCDONALD. C. E, 

7909020392 

71-180 


NAC DONALD. C. E 

7909020394 

71-175 


HAC DONALD. C. E, 

7909020399 

71-178 


MCDONALD. C.E 

7909070297 

71-119 


HAC DONALD. C. E 

7909070267 

71-09 


MCDONALD. C.E. 

7909070272 

71-99 


MCDONALD. C. E, 

7909070279 

71-103 


MCDONALD. C. E. 

7908070282 

71-127 


HACOONALD.C.E, 

7905070287 

71-130 


MCDONALD.C E 

7909070292 

71-104 


HACOONALD.C.E. 

7909100079 

71-9079 


KAC DONALD. C.E 

7909180170 

71-166 


HACOONALD.C.E 

7908190208 

71-160 


HACOONALD.C.E. 

7909190682 

71-63 


HAC DONALD. C. E. 

7909190739 

71-47 


HAC DONALD. C. E 

7909190742 

71-126 


HAC DONALD. C. E, 

7909160093 

71-9798 


HAC DONALD. C. e 

7909240291 

71-223 


HACOONALDrC.e. 

7909240638 

71-216 


HAC DONALD. C.E. 

7909290310 

71-287 


HACDONALOrC E 

7909080180 

71-9987 


HAC DONALD. C. E. 

7909100339 

71-268 


MCDONALD.C. e. 

7909100440 

71-273 


HAC DONALD. C.E 

7909U0199 

71-260 


MCDOHALDrC C 

7909110204 

71-07 



AUTHOR 
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NUMBER 

DOCKET 

NUMBER 

REPORT 

NUMBER 

MACDONALD. C £ 

7908110210 

71-116 


MACDONALD. C £ 

7903240963 

71-70 


MACDONALD, C E 

7908240974 

71-241 


MACDONALD. C E 

7908241000 

71-109 


MACDONALD, C E 

7908290253 

71-261 


MACDONALD. C E 

790S070D75 

71-6144 


MACDONALD. G E 

7909070081 

71-6144 


MACDONALD. C E 

7909070302 

71-6272 


MAC DONALD. G E 

7909070307 

71-6272 


MAC DONALD. C £ 

7909070290 

71-6771 


HAC DONALD. G E 

7909070298 

71-6771 


MACDONALD.C, E 

7903090089 

71-6744 


HAG DONALD. G E 

7909240017 

71-4906 


MACDONALD.C E 

7909240020 

71-4906 


MACDONALD.C E 

7909240036 

71-6400 


HACOONALD.C.E 

7909240039 

71-6400 


MACDONALD.C E 

7909240128 

71-6273 


MACDONALD.C E 

7908290308 

71-6679 


MACDONALD.C, E 

7909280316 

71-6679 


MACDONALD.C. E 

7909290096 

71-231 


MACDONALD.C, e 

7909100167 

71-238 


MACDONALD.C E 

7909100342 

71-238 


MACDONALD.C. e 

7909100347 

71-299 


MACDONALD.C E. 

7909100392 

71-237 


MACDONALD.C E 

7908110063 

71-186 


MACDONALD.C E 

7909110063 

71-209 


MACDONALD.C £ 

7908110067 

71-214 


MACDONALD.C E 

7909110069 

71-72 


MACDONALD.C E. 

7908110071 

71-74 


MACDONALD.C E 

7908110073 

71-111 


MACDONALD.C. E. 

7908110078 

71-120 


MACDONALD.C. E 

7903110081 

71-120 


HAG DONALD. C. E. 

7908110084 

71-141 


HAG DONALD. G E 

7908110093 

71-101 


MACDONALD.C. E 

79081 40119 

71-131 


MACDONALD.C E 

7909180149 

71-31 


MACDONALD.C E 

790S1S01S7 

71-108 


MAG DONALD. C E 

7909180160 

71-66 


MACDONALD.C E 

7908190169 

71-109 


MACDONALD.C E 

7908180176 

71-40 


MACDONALD.C. E 

7909240041 

71-2 


MACDONALD.C E. 

7908240046 

71-24 


MACDONALD.C. E 

7909240099 

71-9906 


MACDONALD.C E 

7909240140 

71-39 


MACDONALD.C E 

7909240196 

71-121 


MACDONALD.C E 

7909240161 

71-143 


Mac DONALD iC e 

7909240168 

71-77 


MACDONALDiC.C 

7908240882 

71-69 


MACDONALD. C E 

7909290066 

71-234 


MACDONALD. C E 

7908290219 

71-6090 


MACDONALD.C E 

7909290226 

71-6090 


MACDONALD.C E 

7909240839 

71-266 


MACDONALD.C E. 

7908240849 

71-266 


MACDONALD.C E 

7909240847 

71-8 


MACDONALD. C.E 

7909240SS4 

71-0 


MACDONALD.C E. 

7908280341 

71-6306 


MACDONALD.C E 

7909290346 

71-6386 


MACDONALD.C E 

7909190976 

71-9010 


MACDONALD.C E 

7909240244 

71-9070 


HACOONALD.C.E 

790924031 1 

71-60 


MACDONALD.C E 

7909240310 

71-68 


MACDONALD.C E 

7909240834 

71-169 


MACDONALD. C.E. 

790924DB39 

71-169 


MACDONALD.C. E. 

7909290041 

71-9009 


MACDONALD.C. E 

7908290046 

71-9009 


MACDONALD.C E 

7909240327 

71-6697 


MACDONALD.C E 

7909240331 

71-6697 


MACDONALD. C. E 

7909230047 

71-9009 


MACOUir^A. D. 8. 
HACK IN. J. 

7905100196 

7909240942 

90-340 


HAGKLIN.L, 
MACMILLAN. J H 

7909230066 

7905100391 

71-9120 


MACMILLAN. J. H 

7909300391 

90-320 


MACRAE. C.E 

7905090398 

80-209 


MACRAE. C.F. 

7905310243 

80-288 


HADEDA.T J 

7909110047 

80-182 


MADIA. N J 

7909180777 


7908180777 

MADISON. 8 R. 

7909290080 

80-349 


MAD18DN.W R. 

7909190193 

90-338 


MADSEN. 0, L. 

7908010929 

90-313 


MADSEN. Q L. 

7909010830 

80-298 


MADSEN. 0. L. 

7905010933 

80-208 


HADBENi 0 L. 

7909010839 

90-267 


MADSEN. D. L. 

7909010930 

90-313 


HADBENi 0 L 

79090 ID 94 4 

90-298 


MADSEN. 0 L 

7909010846 

90-289 


MADSEN. 0. L 

7909010948 

90-267 


MADSEN. 0 L 

7909010894 

80-313 


MADSEN. O.L. 

7909010898 

90-290 


MADSEN. 0. L. 

7909010999 

90-289 


MADSEN. D. L 

7909010367 

80-313 


MADSEN. 0 L 

7909010379 

90-290 


MADSEN. 0 L 

7908010401 

80-209 


MADSEN. 0 L. 

7909010406 

80-267 


MADSEN. O.L. 

7909010393 

90-313 


MADSEN. O.L. 

7909a40'49t 

90-313 


MADSEN, O.L. 

7908010383 

80-313 


MADSEN. O.L, 

79031 SD306 

90-289 


HADBENi O.L, 

7909180310 

90-289 


MADOEN.O L, 

7909180604 

90-188 


MADSEN. O.L. 

7903180996 

80-108 


MADSEN. O.L, 

790801 0394 

90-267 


MADSEN. O.L. 

7908010688 

30-72 


MADOEN.O L. 

7909020122 

80-298 


MADSEN. O.L. 

7908100261 

90-267 


MADSEN. 0 L. 

7909180878 

80-112 
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NUMBER 
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MADSEN. 0 L 

7903D2032S 

50-368 


MATERS, fi R 

7903160443 

50-341 


MADSEN. 0 L 

7905180110 

50-267 


MATHEWS, E R 

7905240319 

50-308 


MADSEN. 0 L 

7905150117 

30-313 


MATHEWS, E R 

7905290501 

50-305 


MADSEN. 0 t 

7905150180 

50-290 


MATHEWS, E R 

7905240809 

30-303 


MADSEN. 0 L 

79051 SOI SS 

50-285 


MATHEWS, E R 

7903150330 

50-303 


MADSEN. 0 L 

79OS0 40106 

50-313 


MATHEWS. E R 

7903100289 

50-309 


MADSEN. 0 L 

79050401 10 

30-29B 


MATHEWS, E R 

7905150563 

50-305 


MADSEN. 0 L 

7905040113 

50-285 


MATHEWS, E R 

7905240304 

50-303 


MADSEN. 0 L 

7905040115 

50-267 


MATHEWS, E R 

7905300088 

50-309 


MADSEN. 0 L 

7903150223 

50-267 


MATHEWS, E R 

7905310365 

50-309 


MADSEN. 0 L 

7905150853 

50-313 


MATHEWS, E fi 

7905300395 

90-309 


MADSEN. 0 L 

79031 S025S 

50-298 


HATHEWS.P R 

7903210068 

50-320 


MADSEN. Q L 

7903150261 

30-89S 


MATHIAS, C H 

7903300244 

50-320 


MADSEN, 0 L 

7903230260 

50-285 


MATHIS, C J 

7908010840 

50-293 


MADSEN. 9 U 

7905230257 

50-203 


MATHIS, C J 

7908020267 

80-293 


MADSEN. 9 L 

7905030008 

50-313 


MATHIS, C J 

7905140247 

50-293 


MADSEN 9 L 

7903180798 

50-267 


HATHIB. C, J 

7905160423 



MADSEN, 0 L 

7905150564 

50-112 


MATHIS, C J 

7908890100 

50-293 


MADSEN, 9 L 

7905180096 

50-313 


MATHIS, C, J 

7905300843 

50-293 


MADSEN. 9 U 

79051S0097 

50-298 


MATHIS, W 

7905030161 



MADSEN, 9 L 

7905150100 

50-205 


MATHIS, W 

7905140019 



MADSEN, 9 L 

7903150102 

50-267 


MATIN, U E 

7903150550 

30-302 


MADSEN, 9 L 

790524O42B 

50-267 


MATSON, U 

7905100358 

70-2084 


MADSEN. 0 L 

7905840440 

50-205 


MATSON, V 

7908020890 



MADSEN. 0 L 

7905240445 

50-298 


MATSON, V 

7905240181 

70-2190 


MADSON. 8 

7903310392 

27-39 


MATSON, V 

7905100417 



MAOERS, J E 

7903180312 

50-331 


MATSON, V. 

7903150195 



MAIMONI, A 

7903020464 



MATSON, U 

7905890110 



MAKEPEACE. J M 

7905040006 

50-247 


MATSON, V 

7905890121 



MAKEPEACE, J M 

7905040279 

50-847 


MATSUI.R T 

790502001 1 

50-320 


KALINAU8KAS, A P 

790S30007B 


NUREO/CR-0602 

MATT.P K 

7905030199 



MALLORV. R 

7903160103 

50-380 


MATT.P K 

7903140009 



MALONEY. 0 P 

7905110183 

50-313 


MATT.P.K 

7905100007 



MANCUBO. F 

7905280504 



MATTJMOe.J. J 

7905110038 

50-312 


HANCZER.U a 

7905230638 



MATTIMOE. J. J 

7905110153 

30-312 


MANN.J R 

7905090011 



MATTIMOE, J J 

7903020306 

30-312 


MANRY, M. 

7905140316 

50-321 


MATTIMOE, J J 

7903100293 

50-312 


MANRV. M 

7905010469 

50-366 


MATTIMOE, J.J 

7903190156 

50-312 


MANRY. M 

7905010502 

50-321 


MATTIMOE, U. J 

7905240710 

30-312 


MANRY. M 

790S080S46 

50-321 


MATTIMOE. J J 

7905190134 

50-312 


MANRY. M 

7905080473 

50-321 


MATTIMOE, U J 

7903230434 

90-312 


MANRY, M 

79030a0S20 

50-381 


MATTIMOE, J J 

7903290369 

50-312 


MANRY. M 

7905070639 

50-366 


MATTIMOE, J. J. 

7903300403 

50-312 


MANRY. M 

7903130463 

50-366 


MATT I A, M J 

7905090399 



MANRY. M 

7903130519 

50-321 


MATTIA, M J 

7905140179 



MANRY, M 

7908130543 

50-321 


MATTSON, R, J 

7903000040 



MANRY, M 

7905150344 

50-366 


MATTSON. R J 

7905140299 

30-524 


MANRY, M 

7903300687 

50-321 


MATTSON, R J 

7905080044 



MANRY, M 

7905300644 

50-321 


MATTSON, n. J 

7908140292 

30-524 


MANRY, H 

7905300663 

50-381 


MATTSON, R J 

7905000041 



MANRY, M 

7905300591 

50-381 


MATTSON, R. U 

7905230123 

30-320 


MANRY. M 

7905300664 

50-321 


MATTSON, R J 

7905190194 

80-380 


MANSER. M C 

7905020425 

70-143 


MATTSON, fl J 

7905110292 

50-380 


MANSER. M. C 

7905250335 

70-143 


MATTSON, R J 

7905190250 

50-320 


MANSER. U C 

7905150024 

70-143 


MATTSON, R J 

7905110819 

50-320 


MANSER. W C 

7903240344 

70-143 


MATTSON, R. J 

7903110282 

50-320 


MAMZER. M 

7903240279 

50-875 


MATTSON, R J 

7908230070 

80-320 


MARCHTrM L 

7905300399 

50-305 


MATTSON, R. J 

7903300075 

30-320 


MARCHEBE, A 

7904270399 

50-320 


MATTSON, R J 

7908210082 

90-320 


MAR00L18.K R 

7903830709 

50-875 


MATTSON, R. J 

7905190172 

50-320 


MARINOS. E C 

7905090810 

50-380 


MATTSON, R J. 

7905000364 



MARINO, 0 P 

7903110351 

50-320 


MATTSON, R J. 

7905 16009 I 

50-320 


MARINO. 0 P 

7905110343 

50-320 


MATTSON, R.J 

7905220485 

30-320 


MARK.J.C 

7905290262 



MATTU, R 

7905000031 


NURE0-04B4 

MARKIND. J 

7905100229 


NUREO/CR-0724 

MAUNEY, B R 

7903250500 



MARKOUBKI.R 

7905290186 

50-334 


MAURA, F A 

7903070027 

90-373 


HARKS. 0. H. 

790523O104 

50-855 


MAXWELL, 0, F 

7903090393 

90-946 


MAROTTA.C R 

7908300433 

80-320 


MAY, E L 

7905130428 

90-29 


MAROTTA.C R 

7905300434 

80-320 


MAY, E, L, 

7905180437 

50-29 


MARQUAROT.P A 

7903150805 

S0-48S 


MAY, E L 

7905190120 

80-29 


marsuardt.p a 

7903310451 

50-16 


MAY, H. 

7908300394 



HARRANZINO.A P. 

7905150481 

50-874 


MAY.K N 

7903230814 

30-270 


MARRIOTT,? H. 

7908210328 

80-380 


MAYER, B M, 

7903240120 

50-466 


MARRIOTT, P.H. 

7903810324 

80-380 


MAYER, L 0, 

7903020236 

50-282 


MARRIOTT, D 

7905150061 

40-8698 


MAYER, L 0, 

7903040413 

90-263 


MARRONEi J 

7908080274 

SO-380 


MAYER, L. 0 

7905090369 

90-263 


KAR6CH, R 

7905810057 

80-320 


MAYER, L 0, 

7905010809 

50-282 


MARSHALL, E M 

7905080832 

30-445 


MAYER, L. 0, 

7903010474 

50-202 


MARTIN. A. 

7903830781 

30-466 


MAYER, L 0 

7905030364 

90-282 


MARTINEZ, F P. 

7905140326 



MAYER, L, 0, 

7905080413 

90-263 


MARTIN, U e 

7904180179 



MAYER, L 0 

790504001 1 

30-263 


MARTIN. H. 9. 

7909820087 

70-135 


MAYER, L, 0 

7903070366 

90-263 


MARTIN. H 9. 

7905110029 

70-880 


MAYER, L 0 

7903070439 

50-282 


MARTIN. N 0 

7905230877 

70-33 


MAYER, L, 0, 

7903080543 

90-282 


MARTIN, W.O 

7905240775 

70-135 


MAYER, U. 0, 

7905000424 

50-263 


MARTIN. W. 0 

7905240877 

50-828 


MAYER, L. 0. 

7903090388 

90-263 


MARTIN. H. 0. 

7908820072 

70-135 


MAYER, L 0 

7905110127 

30-282 


MARTIN. W. 9 

7903840756 

70-138 


MAYER, L. 0 

7905180496 

90-282 


MARTIN. R.D 

7903090135 

50-330 


MAYER, L 0 

7903160332 

50-282 


MARTIN. R D 

7905010467 

50-398 


MAYER, L. 0. 

7903160379 

80-263 


hAHTWift 0, 

7905240480 

50-184 


MAYER, L, 0 

7903190466 

50-282 


MARTIN. R D 

7903240491 

50-327 


MAYER, L, 0. 

7905190033 

90-263 


MARTIN. R. D, 

7905240334 

80-339 


HAVER, L. 0 

7905210279 

80-306 


MARTIN, L. E. 

790S01O383 

50-490 


MAYER, L 0. 

7903220 U 4 

30-306 


MARTIN. J. B. 

7903080087 



MAYER, L. 0. 

7903240860 

90-263 


HAHJlNr i/* 

7903000101 



MAYER, L D 

7903300406 

50-282 


HAHTlNr R 

7905210293 

30-320 


MAYOR, L, 0. 

7903240681 

50-263 


MARTIN. R. 

7903230080 

50-380 


MAZZONE. U 

79050203B3 

50-293 


MARX.D J. 

7908070588 

50-871 


MCBREARTV.R.A 

7908040186 

50-387 


MASGtULLZ.S 

7903190010 

30-3 


MCBREARTV.R.A. 

7905240673 

90-322 


HASGIULLl.B 

7903190023 

30-3 


MCBRIDE, M. F, 

7908240199 

90-483 


MABRI.S F, 

7905030051 



MCBRIDE, M, F. 

7908150074 

90-489 


flASSEr R> 

7908130163 

80-186 


MCCABE. E,C 

7903110217 

50-219 


KASTER80N.D J, 

7905230016 

71-205 


MCCABE. E. C. 

7903110394 

90-271 


MA8TCTB0N. 0. J. 

7905280019 

71-205 


MCCABE, E. C. 

7905240704 

90-249 


MASTER, V P 

7908090083 

30-892 


MCCABE, E. C. 

7905290120 

90-277 
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C 

pRosisosaa 

30-277 


iKCAWrH J 

7909000461 

50-336 


KCMRTHV.L T 

7909340644 

30-312 


KCUIIN. C H 

7909390084 

30-219 


KCLINTEKKiR O 

7909190737 

70-2420 


KCLINTCKXiR O 

7909390169 

30-1073 


l«{1.INTCKK.R 0 

7903100423 

30-6949 


WCLINTOCKrR 0 

7909390186 

30-1873 


flCCLINTOCK.R a 

79OS310S46 

30-320 


n CLOSKEVi 1} J. 

7909140149 


NUREO/CR-0649 

ATCORKLCr B 

7909310116 

30-466 


nCCCAKLC. B 

7903310133 

80-466 


KCOftMLEiB A 

790S3S0139 

30-466 


KCCSPHACK. B 

7903390043 



KCOPJdJEi & M 

7903320033 

70-820 


nccouvE.o M 

790934093B 

70-2623 


KCORKLEtO H 

7903300303 

70-138 


K<C«KLE.O M 

7903230644 

70-143 


rlC«»ia.E.(} U 

7903300091 

70-1173 


KCAneeSiT o. 

7903140026 

30-320 


ACCXaESS.T 

7909140019 

30-320 


flCCPOEia. T 0 

7903140033 

30-320 


flCCULLOUQHi H 

79O9I601SS 

SO-320 


KfeftHQIT.R J 

7909100370 

30-346 


WO-IARHtP.R C 

7909100101 



KBIARHIO. R. C 

7909140126 

30-443 


KBtWHID.R C 

79031401 SI 

30-445 


nc COULD. T. 

7903190787 

30-393 


nCIXJN(W(5H.d A 

7909170302 

30-272 


nCDONOnH^O A 

7909170300 

30-272 


KDGNALO.J A 

790S090096 

30-339 


KBLTFIE.K A 

7909070478 

30-400 


KCLFF1E.M A 

7903090340 

30-400 


PCtWFlE.M.A 

7908290300 

90-400 


ACfARUKErE Q 

7908140341 

90-233 


KfAFUrlD.C R 

7908330169 

30-339 


hC«ARRV. J h 

7908240317 

70-2623 


K«AflRV. J H 

7903240414 

71-6698 


ntWflRV.J K 

7908110040 

70-2623 


nceARRV.J H 

7908300099 

50-433 


KCARRY,.; H 

7908110037 

70-2623 


PK«^ARRY.J H 

7903130440 

70-2623 



7908280061 

30-491 


nC«MRY. >f H 

7908290473 

30-488 


nC«ARiRY. J H 

7903240470 

70-2623 


nCDAUtWiJ p. 

7903140339 

30-416 


KSAU&HY.J P, 

7903020433 

30-416 


HCftAtmr.j p 

7908140334 

30-416 


K»MieHV.J P 

7908290061 

30-416 


rS^AtMHV.J P 

7908040310 

30-416 


nCCAUDHY. J.P 

7903040631 

30-416 


inCCMMIHYi>l P 

7908040636 

30-416 


neOAWHY.R M 

7903240673 

30-322 


K4MKHY.R (Y 

7908240634 

30-363 


>1C«ORUIrH B 

7908240433 



nCefUIH.E J 

7908240164 



NCflOATH.E J 

7903240991 



NCWIfiE.P J 

7903010836 

30-293 


nCWIRE.P J 

7903020261 

80-293 


m;«uire.p j. 

7908140244* 

30-293 


ncwiRE.p J 

7903160420 

30-293 


nc«g]RE<p J. 

7908130833 

30-293 


nCMIRE.P J 

7908180384 

30-293 


nceuiRE.p J 

7903290093 

30-293 


HCWtREiP J 

7903300472 

30-293 


hCWIRE.P J, 

7903300333 

30-293 


IKMIRE.U F 

7903230396 

30-466 


»C«J<.aEN.H J. 

7903250306 

30-490 


K9^REN,H J 

7903300001 

50-490 


nCCURREN.H %!. 

7903300064 

30-490 


nCCUEREH.H J. 

7903290049 

80-382 


KHENRV. T. J. 

7903230392 

80-261 


HilMXCrD N 

7903310386 

30-170 


nC«£E<C H. 

79083 10399 

30-302 


MKEQWr.L 

7903110036 

70-820 


MNINLEVj^ C. 

7903160071 

30-320 


nCKIHLEYiU C. 

7903020133 

30-320 


PtMIOAN.O, D. 

7903010377 

40-0698 


fiCOaCMliJ. J. 

7905210040 

30-320 


ttCOSCWt J. J, 

7903210232 

30-320 


nCOSCRR* J. J. 

7903210319 

30-320 


HCCSCMi. J. J 

7908230136 

90-320 


(KCBCRA. J. J. 

7908230184 

30-320 


KOeCMi J, J. 

7908230163 

30-320 


»C{»CAR. -J. <J. 

7903220414 

30-320 


KlteAHMY. T. 0. 

79032200B4 

80-359 


PCIIERMAM, T. J. 

7903190130 

30-338 


tEiMS.D.a. 

7908140159 

30-322 


I'EAAa.Q B, 

7903140161 

30-322 


rECCAiJ.E 

7903160347 

80-322 


MECCA. J E 

7903290489 

30-322 


MECCA. J e. 

7908310372 

30-322 


KCCAt^.E. 

7905310333 

30-322 


YECHALAa. D. <J. 

7903300270 

30-206 


YCCKUJva.B. J. 

7903300277 

30-206 


^ECElftOSiH a. 

7903300374 



HEMOR.L.A 

7905140170 



MEIEfiOTTO.L E. 

7903300134 

40-8693 


ICIER0TT0.1..E. 

7908040473 

80-471 


nsi634R 1 

7903190803 



JCUONiR 

7908010333 

30-361 


YEWCERrlY. B, 

7903300303 



ICHCZER.tY a 

7903300414 



ICHCIERtW 0. 

7903230717 



HEHCKR.U. 0. 

7908290431 



REwiA.n &. 

7903290461 

30-280 
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REPORT 

AUTHOR 

NUMB EH 

NUMBER 

HUMBER 

MENNIMO. J E 

7908290346 

80-263 


MENHIMO.J E. 

7903240729 

S0-3SB 


MENZCL.aC 

7903130390 

SO-273 


MERIOOLD.O, 

7908020036 



HERR ILL. D.N 

7903170283 

30-443 


MEftSOM. 0 D 

7903230336 

SQ-317 


HERBONrS D 

7903230338 

aO-317 


MEBSITT.B R 

7908230243 

30-324 


METCALFE. L J 

7905090401 


NUnEO/CR-0239 

HErOENBAUH. M M 

7903100040 

30-320 


MEWHIIMNEY, J. A 

7903100213 


NUREO/CH-0673 

MEYERS. J E 

7903280031 

30-331 


MEYER. W A 

7903290303 

71-304 


MEYER. M A 

7903290309 

71-304 


MEYER. M B 

7903100326 

50-471 


MEYER. B A 

7903240341 

30-295 


MEYERS. 8 C 

7903100163 


NURE07CR-0643 

MEYER. J F 

7903100277 



MICHAELS. M 

7905230735 

30-466 


MICHEL80N.G. 

7903210232 



MICHEL. C J 

7903130664 

70-143 


MICHEUSON. C 

7903020139 

SO-320 


MIDDLETON. O 

, 7903130394 

40-8693 


MtOURAiH J. 

7903030462 

30-272 


HtDURA. H J 

7903290070 

30-272 


HIDURA.M J 

7903290493 

80-272 


HIDURA.H J. 

7905000466 

30-272 


MIDURAiH J 

79OSO8O409 

80-272 


MIDURA. H J 

790SQ80421 

80-272 


HIDURA.H J 

7903230441 

30-272 


HIDURA.H J 

7903300421 

30-272 


MIDURA. H. J. 

7905300417 

30-272 


MtCURA. H, d 

7903130293 

30-272 


HIDURA.H J 

7903300431 

30-272 


HIDURA.H d. 

7703290408 

30-272 


HIDURA.H d 

7903300363 

30-272 


HIERKICKI.M d 

7903190083 

30-317 


HIERKICKI.d 

7903290430 

50-317 


HIHURBKY.d A 

7903300270 

30-206 


MIHURSKV.d A 

7903300277 

S0-2D6 


MILHISER.R J 

790S1S0415 

50-302 


HILHOLLINrO U 

7903230649 

30-272 


HILHQLLIN.O L 

7903290102 

80-272 


MTLHOULIN. 0. L 

790S1806B1 

30-27 


MILHOLLIN.O U 

7908130672 

80-272 


MILHOLLIN.O. L. 
hlLHOLLlN.O L 

7903230340 

30-272 


79031 4 036S 

30-272 


HILHOLLIN. 9 L 

7903 H 0361 

50-272 


HtLMOtUIN. 0 L 

7908140336 

30-272 


MILHCAN.d L 

7908300437 

30-320 


HILLER. 0. 

7903020408 

80-329 


MILLER. H 1 

7903100147 

30-253 


MILLER. K I 

7903100271 

30-443 


KILLER. C U 

7903070630 

30-482 


MILLER. d H. 

7903250096 

30-321 


MILLEN.C K 

7905010361 

30-267 


MILLENiC.K 

79O5130B00 

30-267 


KILLER.L K 

7903130299 

30-272 


MILLER. M E 

7903020480 

80-443 


HILLER. H.E 

7903290131 



HILLER. H. E 

7903240212 

50-310 


HILLER. H E. 

7903100412 

80-443 


HILLER. M E 

7908290108 

80-329 


HILLER. H E 

7908130716 



HILLER, M E 

7905220048 

70-2623 


HILLER, M. E. 

7903230666 

70-2623 


HILLER. H.E 

7903130663 

30-443 


HILLER. H E 

7903230379 



HILLER. M E. 

7903130780 

30-448 


MILLER, M. E 

7903230677 

50-443 


MILLER, H. E 

7909240B6S 

50-329 


MILLER. M E. 

7903140864 

30-329 


MILLER. M E 

7903230363 

30-310 


MILLER. M e. 

7908230070 

50-310 


HILLER. M. E. 

790S29026S 



KILLER. H a 

7903000033 

30-239 


MILLER. H a. 

7903070669 

30-321 


MILLER. U 0. 

7909040267 

30-348 
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7908010103 
7909010198 
7909010198 
7903010800 
7903010804 
7903010803 
7903010811 
7909010284 
7909080404 
7909030290 
7909030894 
7909030301 
7909030307 
7903030310 
7903030318 
7903030314 
7903030317 
7903030319 
7903030383 
7903010093 
7903010093 
7903010090 
7903010108 
7903010104 
7903010107 
7909010113 
7909010183 
7909010138 
7903010137 
7903010339 
7903010346 
7903010330 
7903010333 
7903010390 
7909010360 
7903010363 
7903010369 
7903310017 
7909080184 
7909080189 
7909080187 
7909080133 
7903030334 
7903070137 
7903070130 
7903070148 
7903070146 
7903070140 
7903070138 
7903070193 
7908070136 
7903070189 
7903030100 
7903030190 
7903030360 
7909040141 
7909040149 
7909040140 
7903040163 
7903040176 
7908040103 
7908040809 
7903040218 
7903040816 
7903040883 
7909040883 
7909040833 
7903040834 
7901040863 
7909040366 
7903040871 
7909040881 
7909040890 
7909040304 
7909040306 
7909040308 
7909040318 
7903040388 
7909040389 
7909040346 
7908040301 
7909040398 
7908040404 
7903040413 
7903040480 
7903040484 
7903040440 
7903040497 
7903110363 
7909130696 
7903180700 
7903010317 
7909010384 
7908010339 
7909010341 
7909010336 
7909010366 
7908010371 


30-400 
ao-400 
30-200 
30-239 
30-437 
30-340 
90-261 
50-269 
90-413 
80-302 
80-230 
30-321 
30-416 
30-393 
30-239 
90-aao 
30-302 
30-340 
30-261 
50-413 
30-269 
30-280 
30-321 
30-416 
30-393 
30-200 
30-437 
30-340 
30-861 
30-869 
30-302 
90-290 
50-321 
30-259 
80-200 
30-332 
70-143 
30-348 
30-323 
30-869 
30-308 
30-830 
80-381 
30-839 
80-8B0 
30-302 
30-340 
30-861 
30-880 
30-339 
80-200 
30-160 
30-184 
30-83 
30-111 
30-62 
80-406 
30-930 
30-189 
80-13 
30-437 
30-399 
30-889 
30-339 
30-437 
90-348 
30-861 
30-869 
80-413 
30-302 
80-830 
90-381 
30-416 
30-399 
30-899 
50-800 
30-869 
80-413 
30-880 
30-861 
30-340 
30-381 
30-302 
90-880 
30-416 
30-340 
30-261 
SO-413 
80-869 
30-308 
30-830 
30-424 
30-416 
80-395 
50-800 
80-437 
50-387 
50-384 
50-889 
50-339 
50-400 
30-369 
90-387 
80-413 
30-484 
80-416 
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Q'REILLyjJ P 

7908010374 

80-393 


O'REIUY. J P 

7908030133 

50-437 


O'REILLYiJ P 

7908030137 

30-348 


0 'REILLY, J P 

7908030141 

80-261 


0 'REILLY, J P 

7908030153 

30-413 


0 'REILLY, J P 

7908030160 

30-269 


0 'RE ILLY, d P 

7905030162 

80-302 


O'REILLY, J.P 

7905030164 

50-250 


O'REILLY, d P 

7908030165 

80-321 


O'REILLY, d P 

7908030167 

30-416 


O'REILLY, d P 

7903030169 

50-398 


O'REILLY, d P 

7903030172 

S0-2S9 


O'REILLY, d.P 

7905030191 

80-338 


O'REILLY, d P 

7903010324 

80-403 


O'REILLY, d.P 

7908010331 

50-364 


O'REILLY, d P 

7905010337 

80-339 


O'REILLY, d P. 

7908010341 

50-391 


O'REILLY, d P 

7905010356 

30-439 


O'REILLY, d P 

7905020365 

50-364 


O'REILLY, d P 

7908020370 

80-348 


O'REILLY, d P 

7908020373 

80-324 


O'REILLY, d P 

7908020426 

30-261 


O'REILLY, d P 

7908020429 

30-269 


O'REILLY, d P 

7905020453 

30-413 


O'REILLY, d P 

7908020460 

50-369 


O'REILLY, d P 

7908020463 

30-302 


O'REILLY, d P 

7905020468 

go-335 


O'REILLY, d P 

7908020467 

80-321 


O'REILLY, J P 

7903020472 

30-416 


O'REILLY, d P 

7908020473 

80-398 


O'REILLY, d P 

7903020478 

30-395 


O'REILLY, d, P 

7908020479 

80t239 


O'REILLY, J P 

7905020495 

80-327 


O'REILLY, d P 

7905020496 

80-280 


O'REILLY, J P 

7908020502 

80-339 


O'REILLY, d P 

7905140095 

30-437 


O'REILLY. J P 

7908290150 

50-338 


OBERO.C R. 

7908010312 

80-482 


OBLIOADO, A 

7903040378 

50-409 


0CH3TEtN,D 8 

7908160410 

80-483 


OEBTMANN.H d 

7903090131 

80-282 


OH, I. 

7908090422 


NUfiEO/CR-0642 

OKREHT, D 

7905030210 

80-320 


OKRENT, D 

7903100052 

80-320 


OKRENT, 0 

7905190233 

80-320 


OLDHAH.H A 

7905240619 

80-201 


OLMSTEAD,H d 

7905310028 

80-32? 


OLMSTEAD,H d 

7908160033 

30-320 


OLHSTEAD.H d 

7903130240 

80-329 


OLSEN, A. F 

7903140411 

30-99 


OLSEN. A F 

7905140414 

50-99 


OLSEN, A F 

7903140408 

50-99 


OLSEN, A F 

79031403S3 

30-99 


OLSEN, A F 

79051 10309 

80-99 


OLSEN, A F 

7908290427 

80-13 


OLSHAN, L 

7908310402 

80-261 


OLSHAN, L. 

7908240229 

50-247 


0L8HINSKI, d 

7908230172 

80-320 


OLSZANSKI.S H 

7903240223 

80-367 


ONCAVAOE.H P 

7908130102 

80-280 


ONCAVAOE, K. P 

7905 150 I 78 

80-280 


ONCAVAOE.H P 

7908290026 

80-280 


ONO, C. 

7905220416 

30-320 


ONSOORFF.R A 

790SS407B9 

80-272 


OPEKA.d F. 

7908290076 

71-9044 


OPEKA, d F 

7903080486 

80-336 


OPEKA.d F 

7903130802 

30-336 


OPEKA. J. F 

7908220398 

30-248 


OPEKA.d F. 

7908300432 

80-336 


OPEKA. d. F 

7905300833 

30-248 


OPEKA.d F. 

7908290221 

30-336 


DPLINOER.O 0 

7905230839 



OPLINOER.O 0. 

7908230846 



OPLINOER.O.O 

7903230828 



OPLINOER, 0. 0. 

7903220060 



OPLINOER.O.O 

7903230039 



OPLINOER.O 0 

7908240060 



OPLINOER.O.O 

7903020136 



OPLINOER.O 0 

7903020349 



OPLINOER.O.O 

7903020333 



OPLINOER.O 0 

7903020361 



OPLINOER, 0 0 

7903020366 



OPLINOER.O 0. 

7903020381 



OPLINOER. 0. 0. 

7908030127 



OPLINOER.O 0 

7903150138 



OPLINOER.O 0 

7903180162 



OPLINOER.O 0. 

7903230629 

70-2198 


OPLINOER, 0. 0 

7903230781 



OPLINOER.O 0. 

7908030068 



OPLINOER.O 0 

7903020383 



OPLINOER.O 0, 

7903020409 



OPLINOER.O 0 

7903020818 



OPLINOER, 0 0 

7903020499 



OPLINOER, 0.0 

7903020806 



OPLINOER, 0. 0 

7903020310 



OPLINOER, 0. 0. 

7903020322 



OPLINOER.O 0, 

7903040171 



OPLINOER.O.O, 

7903040177 



OPLINOER.O, 0 

7908040186 



OPLINOER.O 0. 

7908040109 



OPLINOER.O 0 

7908020484 



OPLINOER.O. 0 

790S0204B3 



OPLINOER.O. 0. 

7903020486 



OPLINOER.O 0 

7903030082 



OPLINOER, 0.0 

7903030087 



OPLINOER.O.O. 

7903040137 
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OPLINOER, 0 0 

7903080163 



OPLINOER.O 0 

7903130703 



OPLINOER.O 0 

7903220448 



OPLINOER, 0 0 

7903220449 



OPLINOER.O 0 

7903290127 



OPLINOER.O 0 

7903290128 



OPLINOER. 0 0 

7903290133 



OPLINOER.O 0 

7903080174 



OPLINOER.O 0 

7903150030 



OPLINOER.O 0 

7903130040 



OPLINOER.O 0 

7903230524 



OPLINOER.O 0 

7903240023 



OPLINOER, 0. 0 

7905240050 



OPLINOER, 0 0 

7905290101 



OPLINOER, 0 0 

7905290186 



DPLINOER.O 0 

7905100447 



OPLINOER.O 0 

7905130029 



OPLINOER, 0 0 

7905150031 



OPLINOER, 0 O 

7903150032 



OPLINOER, 0 0 

7905150033 



OPLINOER, 0 0 

7905130035 



OPLINOER, 0 0 

7905130037 



OPLINOER, 0 0 

790513003B 



OPLINOER. 0 0 

7903130804 



OPLINOER, 0 0 

7903130010 



OPLINOER, 0 0 

7905130813 



OPLINOER.O.O 

7903130013 



OPLINOER. 0 0 

7903130787 



OPLINOER.O 0 

7903230232 



OPLINOER.O 0 

7903230233 



OPLINOER 0. 0 

7903230257 



OPLINOER.O 0 

7903250272 



OPLINOER.O 0 

7903250276 



OPLINOER, 0. 0 

7903230282 



OPLINOER.O 0 

7903230287 



OPLINOER, 0 0. 

79052S029S 



OPLINOER, 0. 0 

7903230300 



OPLINOER, 0 0. 

7903250343 



OROERA, E. 0 

7903030203 


BAH- 10088 R3 

ORLOSKY.P K 

7903190019 

30-37 


ORNSTEIN, H. L. 

7903 I 40033 

30-320 


0RN8TEIN, H 

7903140232 



ORTLOFF.O D 

7905130070 

40-8102 


OSTEfi, J 

7905210262 

30-234 


OTTOSON.H L 

7903040392 

50-206 


QTTOSON.H.L, 

7905240689 

30-206 


OVERMAN, R F 

7903140267 

30-320 


OHEN, B 

7903230136 

30-322 


OMEN, H. H 

7903030371 

30-269 


OMSLEY.O F 

7903080393 



PAOLIARQ. d A. 

7905150646 

70-1379 


PALLADINO.N d. 

790323003S 

80-320 


PANETTA.L E 

7903300301 

30-320 


PAPADAKI8. C. N 

7903230530 

30-329 

43-79/M I24AF 

PAPER lELLO, C. d 

7903230144 

30-320 


PAPERIELLO.C. J. 

7903230038 

30-320 


PAPPAS, H 

7903240997 



PAPPAS, H 

7903140213 



PAPWORTHiU 0 

7903010310 

50-409 


PAPWORTH.L 0 

7903010320 

50-409 


PAPHQRTH.l. 0 

7903140234 

50-409 


PAPHQRTH, L. 0 

7903130330 

80-409 


PARCELL, H 

7903160383 

30-237 


PARCELL. M. 

7903300480 

50-237 


PARIS, 0 H. 

7903140367 

80-250 


PARKER, D.L 

7903240170 

80-466 


PARKER, 0. L 

7903240190 

50-466 


PARKER, U 0 

7903100299 

30-269 


PARKER, H. 0, 

7903100303 

30-269 


PARKER, H 0 

7903230770 

30-369 


PARKER, H. 0, 

7903020064 

30-269 


PARKER, M, 0. 

7905140306 

30-287 


PARKER, H. 0. 

7903230272 

30-269 


PARKER, U 0 

7903230466 



PARKER, H 0. 

7903230279 

30-269 


PARKER, H.O 

7903140483 

30-287 


PARKER, M D 

7903020408 

30-369 


PARKER, W. 0, 

7905100298 

30-269 


PARKER, H.O 

7903020301 

30-369 


PARKER, M, 0. 

7903240214 

71-266 


PARKER, M.O 

7905100046 

30-269 


PARKER, H a. 

7908140373 

30-269 


PARKER, N, 0 

7905130234 

50-369 


PARKER, U a 

7903220463 

70-2623 


PARK^.H, 0 

7903290700 

30-369 


PARKER, N. 0. 

7903240432 

30-269 


PARKER, H. 0. 

7903240426 

80-369 


PARKER, H, 0. 

7903240503 

30-269 


PARK»1, U. 0 

7908010521 

80-269 


PARKER, N, 0. 

7903040047 

30-269 


PARKER, M 0 

7903020327 

50-269 


PARKER, M. a. 

7903040332 

80-269 


PARKER, H. 0 

7908070481 

30-369 


PARKER, H C. 

7903080433 

30-269 


PARKER, M. 0, 

7908080866 

30-269 


PARKER, W 0 

7905080388 

50-269 


PARKER, M. 0. 

7903240466 

50-269 


PARKER, W 0 

7903080323 

30-287 


PARKER, M. Q. 

7903110264 

30-269 


PARKER, H 0 

7903110268 

30-269 


PARKER. V). 0 

7903140189 

30-269 


PARKER, H. 0 

7903240231 

30-269 


PARK^.W a. 

7903130317 

30-269 


PARKER, H 0. 

790S160361 

30-269 


PARKER, N, 0 

7903140283 

30-269 


PARKER, H, 0. 

7903140363 

30-269 
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PARKERi U. 0 

790914026S 

90-269 


PILANT, J M 

7903020129 

30-290 

PARKER. U □ 

7903160389 

90-269 


PILANT. J M 

7909020269 

30-278 

PARKER. J P 

79091 S0S34 

90-270 


PILANT, U.M 

79030B0478 

30-298 

PARKER. U 0 

7905220270 

90-269 


PILANT, U M 

7905080407 

30-298 

PARKER. M 0 

790522023S 

90-269 


PILANT, J,M 

79031 40220 

90-298 

PARKER. M 0 

7909220330 

90-269 


PILANT, J, M 

7903190369 

50-290 

PARKER. H 0 

7909300941 

90-269 


PILANT, J, M 

7903130384 

50-290 

PARKER. M 0 

7905220391 

90-269 


PILANT, d M 

7903160127 

90-290 

PARKER. W 0 

7909230487 

90-207 


PILANT, J M 

7903230333 

30-298 

PARKER. », 0 

7909230943 

90-269 


PieHKD, D, C 

7903110347 

30-488 

PARKER. W D 

7909240993 

90-207 


PLATO, P 

7905290673 


PARKER. U. Q 

7909230303 

90-269 


PLESBET.M B 

7903240203 


PARKER. H 0 

7909240479 

90-269 


POOOLAK.E M 

7903IOOOIB 

BO-320 

PARKER. H 0 

7909240470 

90-269 


PODDLAKrE.M 

7903100034 

30-320 

PARKER. M □ 

7909290401 

90-269 


PODOLAK, E K 

7903100017 

30-320 

PARKER. M 0 

7909290423 

90-269 


POOOLAK.E M 

7903100029 

30-930 

PARKER. M □ 

790931034S 

90-269 


POIRER.M R 

7903030173 

30-443 

PARKER. W □. 

7909310404 

90-207 


POIRIER, M R 

7903140113 

50-443 

PARKER. U □ 

7909310211 

90-269 


POIRIER.M R, 

7903140131 

50-443 

PARR.a 0 

7909250240 

90-960 


PORTER, F L 

7903300208 

50-133 

PARR.O 0 

7909100069 

90-49B 


PORTER, U L 

7903230941 


PARR.O 0 

7909190794 

50-387 


PORTER, H L 

7909240921 

70-2623 

PARR.O 0. 

7909040260 

90-373 


PORTER, I 

7909300199 

30-320 

PARR.O D 

7909080114 



PORTER, I 

79092300 1 8 

30-320 

PARR. 0. D 

7909300994 

90-311 


POTAPOVS, U. 

7903150901 


PARR.O D 

7909300616 

90-592 


POTAPOVS, U 

7909030144 


PARR.O D 

7909290066 

90-996 


POTAPOVS, U 

7905290097 


PARR.O 0 

7909300372 

90-490 


POTAPOVS, U. 

7903100396 


PARR.O D 

7909300376 

90-430 


POTAPOVS, U 

7903110398 


PARR.O. D 

7909240226 

90-3tl 


POTAPOVS. U 

7909100410 


PARR.O D 

7909310461 

90-430 


POTAPOVS, U 

79051 3079 2 


PARR.O D 

7909310464 

90-996 


POTAPOVS, U 

7909230961 


PARR. 0. D 

7909090304 

90-330 


POTAPOVS, U, 

7903100343 


PARROT. M H 

7909290919 



POTAPOVS. U 

7909290085 


PARSONT. M A 

7904180377 

90-320 


POTTER, J P 

7909290099 

70-1 1 1 3 

PARTLOH. J. 0 

7909230790 

70-371 


POTTHOFF.F N 

7909230247 

30-466 

PAHTLOW. J 0 

7909300680 

70-794 


POUCHAL, H. F. 

7909290979 


PAHTLOW. J. 0 

7909020930 

70-364 


POHELL.R E 

7909 1 0027 1 

50-445 

PARTUOW. J 0 

7909140141 

70-143 


POHELL. 0 C 

7909030246 


PARTLOH. U. C 

7909190139 

30-143 


POHERS, 0 A 

7909140149 


PARTLOW. J 0, 

7909240222 

70-1113 


PR ALL, T F 

790929067 1 

30-471 

PARTLOW, U 0. 

7909230B82 

70-1131 


PRELU. vT A 

7904210760 


PARTLOH. J 0, 

7909290104 

70-1201 


PREBSE8KV. A J 

7909130639 

90-482 

PATCH. H D 

7709170162 

90-3 


PRICE. M K 

7909 23091 B 


PATOM. W D 

7909100402 

90-389 


PRICE. 

7909130603 

70-1821 

PATON. H. D 

7909100226 

90-996 


PRICE. H 

7909100002 

30-320 

PATQN. U D. 

7909240194 

90-387 


PRICE, D 8. 

7909130147 

50-299 

PATTERSON. K, P 

7909190498 

90-394 


PRICHARD. G 

7904210061 


PATTERSON. J P 

7909190794 

70-1300 


PRIETO, R 

7909090272 

30-984 

PAUL. R. 

7909290107 



PRIETO, R 

7909230432 

30-584 

PAULUO.R C 

7909020260 

90-320 


PRINCE, R U. 

7909110149 
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7909040296 

90-320 


QUATTROCHHI.d, 

7909070497 

90-3 

PAULU9.R C 

7909140293 

30-320 


QUICK. 0 

7909230410 

90-302 

PECK.C. 

7909040147 

30-244 


QUIMTENI. T E 

7909090332 

90-219 

PECK . C H 

7909040107 

30-244 


QUIRK. J F 

7909100194 


PECK. C. H 

7909040191 

30-244 


QUIRK. J,F 

79091 001 GS 


PECORA. 0. 

7909090422 


NllREO/Cfi-0642 

RADACK,E D, 

7909230903 


PEOERBDN. 0 E. 

7909160301 

30-263 


RADER. R 

7903100223 

27-39 

PEDERSEN. K 9 

7909230470 



RADER, R K 

7909030214 

90-399 

PEEPLES. H. P 

7909290110 



RADER. R M 

7909290077 

90-490 

PEEPLES, W. P. 

7909190238 



RADER, R H 

7909140137 

90-399 

PELTIER. I A 

7909010699 

90-390 


RAFFETY.S J 

7909160427 

90-409 

PELTIER, I. A 

7909100290 

30-322 


RAGAN, K h 

7909140177 


PELTIER. I A 

7909230999 

90-322 


RAGDNE, 6 

7909290296 

30-280 

PENNER.K L 

7909020265 

30-320 


RANDALL, J, D. 

7909220097 

90-120 

PENNER.P. 

7909040330 

30-461 


RANDOLPH, M L. 

7909240940 


PERDUE. H 0. 

7909140939 

90-320 


RANGEL, C. 

7909100013 

50-320 

PERKINS. L, 

7909240667 

90-480 


RAY, J J. 

7909160250 


PERKINS. T. J 

7909020367 

90-220 


RAY, M. J 

7909010494 

90-996 

PERKINS, T J 

7909190911 

90-220 


REAVES, R 

7909300163 

40-8681 
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790316017* 

30-2*7 

NOREO/CR~0399 

BALTZMAN, d 

79031*0160 

30-293 

7903240532 

SALTZHAN, d 

79031 601B3 

30-2*1 


BALTZMAN, d 

79031*010* 

50-244 


BALTZMAN. d 

79031*0107 

50-344 


BALTZMAN, d 

79031*0189 

30-241 


BALTZMAN, d 

79031*0192 

50-139 


BALTZMAN. d 

7903160193 

30-393 


BALTZMAN, d 

79031*0199 

50-333 


BALTZMAN, d 

7903160199 

50-334 


BALTZMAN, d 

7903160203 

50-J13 


BALTZMAN. d 

7903160203 

30-134 


BALTZMAN, d. 

79031*0207 

50-129 


BALTZMAN, J 

7903160215 

50-271 


SALTZHAN. d 

79031*0219 

30-433 


BALTZMAN. d 

79051*0221 

50-32* 


SALTZHAN. d 

79031*0222 

30-394 


BALTZMAN, d 

79031*0224 

50-348 


BALTZMAN. d. 

79051*0230 

30-327 


BALTZMAN. J 

7905160231 

50-346 


BALTZMAN. J 

79031*0232 

50-339 


BALTZMAN, J. 

7905160233 

30-3*0 


BALTZMAN. J 

7903160235 

30-142 


SALTZHAN. d. 

7905160236 

30-112 


BALTZMAN. J 

7905160230 

30-2OB 


BALTZMAN. d 

7905160240 

30-294 


BALTZMAN. d 

7905160243 

50-312 


BALTZMAN. d 

7905160244 

30-274 


BALTZMAN. d 

7905160249 

80-87 


NU«e8-0333 


BALTZMAN. J. 
BALTZMAN. d 
SALTZHAN. J 
BALTZMAN. J 
SALTZHAN. d 
BALTZMAN. d 
BALTZMAN. d 
BALTZMAN. d. 
BALTZMAN. d. 
BALTZMAN. d 
SALTZHAN. d 
BALTZMAN. d 
BALTZMAN. d. 
BALTZMAN. J 
baltzman. d. 
BALTZMAN. d. 
BALTZMAN, d. 
BALTZMAN, d. 
BALTZMAN, d. 
SALTZHAN, d 
BALTZMAN, d, 
BALTZMAN. d< 
BALTZMAN. d 
BALTZMAN, d. 
BALTZMAN. d. 
SALTZHAN. d 
SALTZHAN. d. 
BALTZMAN. d 
BALTZMAN, d. 
BALTZMAN. d 
SALTZHAN. d. 
BALTZMAN. d. 
BALTZMAN, J 
BALTZMAN. d. 
BALTZMAN. d 
SALTZHAN, d. 

baltzman. j. 

BALTZMAN. d. 
SALTZHAN. ■J. 

SALT IMAM. J 
SALTZHAN. d. 

baltzman. d 
baltzman, d. 
BALTZMAN, J. 
SALTZHAN. d 

baltzman, j. 
BALTZMAN. J 
BALTZMAN, d. 
BALTZMAN, d. 
SALTZHAN, d. 

baltzman, j. 

BALTZMAN, d. 
baltzman, d 
BALTZMAN, d. 
BALTZMAN, d 
BALTZMAN, d. 
BALTZMAN, d. 
BALTZMAN, J. 

baltzman, d. 
SALTZHAN, d. 

baltzman, d. 

BAUTZHAN, d. 

baltzman, d 

BANDE.R. 0. 
SANDERS, H. E. 
BANDI FORTH. D. 

bandoz.b a. 

SANDVIK.R M 

banoer.h. e. 

8ARATHV, P. K 
BATTERFIELB, R 
BAUERLENOER, 0. 
BAUER, R C. 
bcarano, r.a. 


7905160254 

79051*0258 

79051602*0 

79051602*3 

79051602*6 

79051602*8 

7903160272 

7903160273 

7903160273 

790316027* 

7903160276 

7903160230 

7903160281 

7903160282 

7903160283 

79031602B6 

79031602S9 

7903160291 

7903160292 

7903160298 

79031*0300 

7903160306 

790S16030B 

79031*0311 

7903160314 

7903160320 

79031*0322 

790316032* 

79031*0328 

79031*0329 

79031*0332 

79031*0334 

79031*0336 

79031*0339 

79031*0341 

79031*0343 

7903160343 

79031A034B 

79031*0331 

79051*0333 

7903160333 

79031*0337 

790323043* 

7903300034 

7903300038 

7903300045 

7903300032 

7905300039 

79033000*3 

79033000*9 

7905300190 

7903300202 

7905300714 

7905140281 

7905190171 

7905130309 

790513O3B2 

7905160297 

79031303*3 

7903190049 

7903220354 

7903240*73 

7903310232 

7904300319 

7905180273 

79030105*1 

7903230180 

7903240974 

7903130273 

7904300123 

7903090420 

7903240491 

790329048a 


50-40* 

30-iaa 

50-193 

50-2 as 

50-223 

50-223 

50-338 

30-303 

30-331 

50-14* 

50-47 

50-30 

50-tB4 

SO- IBB 

50-29 

50-220 

50-213 

50-133 

50-219 

50-133 

50-27 

50-136 

50-124 

50-201 

50-206 

50-94 

50-20 

50-106 

90-8 

50-232 

30-37 

50-284 

50-123 

50-166 

50-2 

50-39 

50-187 

50-34 

30-22 

30-16 

30-192 

50-264 

50-62 

50-72 

50-97 

50-160 

50-04 

50-32 

30-6 

30-0 

30-18 

30-37 

30-13 

50-72 

30-30 

80 -ia 

70-754 

30-131 

30-124 

80-193 

30-2*7 

80-40* 

30-27 

30-392 

30-322 

S0-31S 

90-382 

90-320 

30-327 

40-2239 


REPORT 

NUMBER 


HyBEO/CR-0434 



348 


PERSONAL AUTHOR INDEX 


ACCESSION DOCKET REPORT 

AUTHOR NUMBER IWMBER NUMBER 


SCASANO.R A 
8CARANO. R A 
8CARANO>R A 
eCARA/n.R A 
8CARANO>R A 
8CARANO, R A 
eCARANQ, R A 
SCARANOiR A 
SCAHANO.R A 
SCHAFER.K H 
8CKAKHE, R 
SCKAUER, F 
SCKENDEL.K ft 
8CKENDEL.K R 
SCHERER. A E 
SCHERER, A E 
SCHERER, A E 
SCHERER, A E 
SCHERER, A E 
SCHIFTEH.R 0 
SCMLMIDT.A D 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMIDT, A 0 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMIDT, A D 
SCHMITT, R C 
SCHNEIDER, R R 
SCHNEIDER, R R 
SCHNEIDER, R R 
SCHNEIDER, R R 
SCHNEIDER, R R 
SCHNEIDER, R R 
SCHNEIDER, F » 
SCHNEIDER. F M 
SCHNEIDER, F M 
SCHNIEDER, J R 
SCHOPPMAN, M, A 
8CHOPPMAN,M A 
SCHOPPMAN. M A 
SCHOPPMAN, M, A 
SCHOPPMAN, K A 
SCHOPPMAN, K, A 
SCHOPPMAN, H, A 
SCHOPPMAM.K A 
SCHROEOER, F 
SCHULER. U 
SCHULTZ, H B. 
SCWLTZ.W B 
SCHUMACHER, M C 
BCHUTT, R 
SCHUTT, fi 
SCHUTZ, D H 
SCHUTT, R 
SCHWARZ, M 0. 
SCHWARTZ, H 
SCHWARTZ. H 
SCHWARTZ.S A 
SCHWENDIMAN.L c 
SCHWENK, E B 
8CHWEI8INZ, E R 
BCHUENCe/t. A 
SCHWENCER, A 
acHHENCER, A 
SCHWENCEft.A 
SCHWENCER, A 
SCHWENCER. A 
SCHWENCER. A 
SCHWENCER. A 
SCHWENCER. A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER. A 
SCHWENCER, A 
SCHWENCER, A 
8CHWNCER, A 
SCHWENCER. A 
SCHWENCER, A 
SCHWENCEft.A. 
SCHWENCEft.A 
SCHWENCER. A. 
SCHWENCER. A. 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCER, A 
SCHWENCEft.A, 
SCWIENCEft.A 
SCHWENCEft.A 
SCHWENCEft.A 
SCHWENCER. A 
SCHWENCER. A. 
SCHWENCER.A 
aCrtJENCER.A, 
SCHWENCER.A 
SCHWENCER, A. 
SCHWENCER, A 
SCHWENCEft.A, 


7<»OS250176 
7TOS240592 
7‘»03220039 
7909290011 
7905240049 
7909190806 
7909100099 
7909240496 
7909240398 
7905070406 
7905020037 
79OSO0O263 
7909150592 
7905240267 
7903220080 
7905070564 
7909110288 
7905300368 
7905300926 
7904170521 
7905150241 
7909080467 
7905080894 
7905080567 
7903090067 
7909090074 
7909090062 
7909220091 
79092201 03 
7905220122 
79092303BS 
7909240886 
7905100421 
7909070401 
7909190808 
7905160392 
7909230299 
7909230478 
7909070140 
7909290065 
7909290072 
7903310394 
7903080471 
7903080359 
7905080371 
7909090072 
7905090081 
7903090064 
7909220098 
7905220113 
7905220392 
7903070136 
790508D036 
7905080047 
7905030046 
7909290365 
7903290370 
7909220067 
7909240160 
7909290002 
7909230270 
7905290838 
7909300093 
7905130777 
7909240113 
7903090393 
7909070311 
7905070319 
7909040307 
7909070109 
7903070114 
7909070124 
7909020490 
7905140913 
7909140933 
7909240893 
7909240905 
7909240911 
7909090069 
7903090068 
7909090076 
7909230183 
7909290190 
7909240373 
7903240378 
7909240382 
7909070121 
7909070125 
7909070130 
7909090079 
7909090084 
7909100439 
7909100442 
7909100446 
7909240300 
7909240322 
7909240333 
7909290090 
7909290094 
7909290064 
7909290429 
7909290432 
7709390440 
7909230996 
7909080063 
7909080069 


40-2259 

40-8681 

40-2259 

40-2239 

40-2259 

40-8502 


50-320 


40-0902 


90-339 

50-290 

90-291 

90-291 

30-290 

90-250 

90-339 

90-339 

90-290 

90-250 

90-290 

90-220 

90-230 

90-220 

50-220 

90-230 

90-230 

30-272 

90-272 

90-272 

50-286 

90-290 

90-291 

90-291 

50-250 

50-250 

90-335 

90-339 

50-290 

90-988 

90-320 


90-199 

50-996 

90-996 

70-880 

30-396 

90-498 

40-8695 

40-8699 

90-320 


90-546 

90-286 

50-286 

90-261 

90-250 

90-290 

50-290 

50-272 

90-266 

30-266 

30-305 

90-305 

90-303 

90-266 

90-266 

90-366 

90-299 

90-299 

90-309 

90-303 

90-309 

9D-36I 

90-261 

90-261 

90-348 

90-348 

90-266 

90-266 

90-266 

90-282 

30-282 

90-282 

90-303 

90-309 

30-309 

90-295 

90-299 

90-299 

90-286 

30-290 

90-290 


NURe0/CR-07B9 


7905190777 

7909240113 


AUTHOR 

ACCESSION 

NUMBER 

DOCKET 

number 

SCHWENCER, A 

7909000080 

90-230 

SC INTO, U F 

7909090190 

90-491 

SC INTO, J F 

7909080249 


SCINTQ, J 

7903110203 

90-320 

SC INTO, J F 

7909160163 

30-320 

aCINTO.U 

7903160090 

30-32D 

SC INTO, J F 

7903010119 

90-320 

BCINTO, J F 

7903160191 

90-320 

6CINTQ, J F 

7903110418 

30-320 

SCOTT, J M 

7905240232 

50-424 

SCOTT. J M 

7909300177 

30-466 

SCOTT, J M 

7909250242 

90-466 

SCOTT, J M 

7903110339 

50-466 

SCOTT, S M 

7903110341 

90-466 

SCDTTfR 

7904210774 


BCOTT.W J 

7903250372 

27-39 

SCOUTENiJ W 

7909010694 

30-320 

8EELIN0ER, J L 

7909110079 

30-320 

SEIOE, P 

7703030031 


BEIDLE.W C 

7903070191 

30-443 

SEIDLE, W C 

7903010302 

30-402 

SEIDLE, H C 

79090 10369 

90-443 

BEIDLE.W C 

7905010376 

50-498 

BEIDLE.W C 

7903130596 

90-449 


6EIDLE.W C 
BEIDLE.W C 
8EIDLE, W, C 
SEIDLE, W C 
SEIDLE.W. G 
SeiDLEiH C 
SEIDLE.H, C 
SEIOLEiW C 
EE IDLE, W C 
SEIDLE, W C 
BEIDLE.W C 
BE I OLE, W C 
SEIDLE, W C 
8EI0LE, W C 
SEIDLE, W.C 
BEIDLE.W C 
SEIDLE, W. C 
SEIDLE, W C 
SETDLE.W, C 
SEIDLE, W C 
SEIDLE, W C 
SEIOLE, M. C, 
BEIDLE.W C 
SEIDLE, M C 
BEIDLE.W C 
BE I DUE, M, C, 
SEIDLE, W C 
BEIDLE.W C 
SEIDLE, W,C, 
BEIDLE.W C 
SEIDLE, W C 
BEIDLE.W C 
SEIDLE, W C. 
SEIDLE, W C 
SEIDLE, W.C 
BEIDLE.W C 
BEIDLE.W C 
BEIDLE.W C. 
BEIDLE.W C 
SEIDLE, W. C 
SEIDLE, W C 
SEIDLE, W. C, 
SEIDLE, W.C. 
BEIDLE.W C 
SEIDLE, W. C 
SEIDLE, M C 
SEIDLE, W.C. 
BEIDLE.W. C, 
SEIDLE, U C. 
BEIDLE.W. C, 
BEIDLE.W C, 
SEIDLE, W C. 

beidle.w.g. 

BEIDLE.W G. 
SEIDLE, «. C, 
BEIDLE.W C, 
SEIDLE, W C. 
SEIDLE, W. C. 
BEIDLE.W. C, 
BEIDLE.W. C, 
SEIDLE, H, C, 
SEIDLE, W. C. 
BEIDLE.W.G. 
BEIDLE.W C. 
BEIDLE.W.G. 
SEIDLE, W C, 
SEIDLE, M C. 
BEIDLE.W.G 
SEKULER.B N 

bekuler.s, n. 

SERULEft, S. N. 
SEKULER.B N 
BELLS, D E. 
SELLS, D E. 
8ERAB1AN, J. A. 
SEWELL, ft. B, 
BEVFRIT, K. V 
SEYFRIT, K. U. 
BEVFRIT, K. V. 
SEYFRIT, K. V, 
BEVFRIT, K V, 


7909190941 

7903030089 

7909030089 

7903030094 

7903030097 

7903030113 

7909030091 

7903030099 

7903030099 

7908030102 

7909030107 

7909030139 

7909030143 

7903030146 

7909030147 

7903030131 

7903030117 

7909030118 

7909030119 

7909030122 

7909030124 

7909030106 

7909030189 

7909030193 

7909030197 

7909030201 

7909030097 

7903030066 

7909030071 

7903030076 

7909030238 

790S030240 

7903030248 

7909030230 

7909030234 

79090209)4 

7908020916 

7903020924 

7909020928 

7909020934 

790 3020 49 Q 

7909020903 

7909030903 

7903020908 

7909020911 

7909300621 

7909040391 

7909040979 

7909040579 

7909040980 

7909040904 

7909240686 

7909290631 

7903070046 

7909070190 

7903070189 

7909070188 

7909070193 

7909310206 

7909310216 

7903310222 

7909310226 

7909310230 

7909240374 

7903240389 

7909240394 

7909240399 

7903240418 

7909290372 

7909190296 

7909310273 

7909190248 

7909290107 

7909190731 

7909290196 

7909100060 

7909190079 

7909190083 

7909190089 

7909190086 

7903010448 


90-996 

90-382 

90-443 

90-4 5B 

90-498 

30-482 

90-382 

30-498 

30-490 

30-492 

30-382 

90-443 

90-498 

90-498 

90-482 

90-3B2 

90-449 

90-438 

90-490 

30-482 

90-302 

90-449 

90-498 

90-498 

90-402 

30-302 

90-449 

90-482 

30-382 

90-498 

30-449 

90-498 

90-498 

90-402 

90-382 

90-449 

90-443 

90-498 

90-382 

90-498 

90-402 

90-498 

90-482 

90-498 

30-449 

90-382 

90-482 

90-320 

90-482 

90-382 

90-449 

90-498 

90-498 

90-449 

90-482 

90-498 

90-498 

30-302 

90-449 

90-482 

90-498 

90-382 

90-498 

90-449 

90-382 

90-498 

90-498 

90-449 

90-482 

27-39 

90-299 

90-299 

90-396 

90-3 

40-8698 

90-310 

90-298 

90-289 

90-267 

30-313 


report 

NUMBER 




I 

I 

i 


PERSONAL AUTHOR INDEX 
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/iUTMOf? 

ACCEBBION 

NUMBER 

DOCKET 

number 

REPORT 

NUMBER 

aeVFRIT. K V 

7908010491 

30-898 


BEYFRIT.K V 

7903010433 

90-285 


SEVFPITrK V 

79080 I 0494 

80-267 


SEVFRIT.K V 

7908020440 

30-289 


SEyPfilTrK V 

7903020441 

30-313 


SeVFBlTi K V 

7903020444 

S0-29B 


SeVFRlT. R V 

7908020446 

80-267 


aevFBiT. R V 

7903010276 

80-382 


SeVFBIT. R V 

7908010277 

80-4SB 


BEVFRITi R V 

7903010279 

30-498 


SEVFSIT.R V 

7909010280 

30-482 


BEYFRIT/K V 

7908010231 

30-445 


eEYFBIT.K V 

790802026S 

30-203 


BEYFBITrR V 

7908020273 

30-298 


8EVFBIT. R V 

7903020277 

30-313 


SEVFBlTrR V. 

7908020279 

80-267 


86VFBIT< R. V 

7908020411 

90-867 


CEYFItlT, K. V. 

7908020413 

30-B8S 


BEYFRITiK V 

7903020415 

90-29B 


6EYFRIT. K V 

7908020419 

30-313 


6EYFRIT.R V. 

7903020420 

30-298 


BEYFHITtR V 

7905020431 

90-267 


eeVFRIT. R V. 

7909020434 

90-288 


eEYFfttTi K Y 

7903020436 

30-313 


BeYFRIT.R. V 

7908140143 

30-267 


BEYFRiTiK. V 

7909140146 

90-283 


BEYFRITfK V 

79081 401 4S 

50-290 


BEYFRiTtR V 

7909140132 

80-313 


SEVFRtTtR V. 

7908130048 

30-313 


8EVFRIT.R V 

7909190046 

S0-29S 


BEVFRITfR V 

7903130049 

80-289 


BEVFRITt K. V 

7909130091 

80-267 


3EYFRIT.R. V 

7903010433 

30-433 


BEYFRJT.K V. 

79080104S7 

30-498 


BEYFftIT.K V 

7908010439 

30-402 


BEYFftITiK V. 

7909010461 

30-302 


SEYFRITfR V 

7903010464 

30-443 


SEYFRITfR V. 

7903030104 

30-462 


SEVER ITfR V 

7908030131 

30-480 


SEYFRITrR. V 

7903030134 

90-382 


SEVFRtTrK V 

7903030130 

S0-49S 


BEVFRITi K. V 

7909030140 

30-449 


BEYFRIYi K, V 

7903210030 

30-320 


SEVFRir.K V. 

7909210033 

30-320 


SEYFRIT.K V 

7903140039 

30-360 


SEYFfilT.K. V. 

79090404B6 

30-289 


SEYFRIT.K. V 

7903040400 

90-313 


BeVFRIT.R V 

790S0404B9 

30-430 


BEVFRITi K V 

7903040492 

30-490 


BEVFRIT.R. V 

79Q9040A94 

80-402 


BEYFRir. K. V. 

7909040496 

30-302 


SEYFRIT.K V 

7909040490 

30-267 


SEYFRIT.K V 

7909040501 

30-448 


SEYFRIT.K V 

7909040337 

30-298 


SEYFRIT.K V. 

7909040606 

30-313 


SEYFRIT.K V. 

7909040610 

30-430 


BEVFRIT. K V. 

7909040619 

30-490 


SEYFRir. K. V. 

7909040617 

30-402 


BEYFRIT. K. V. 

7909040610 

30-382 


BEVFRIT. K. V, 

7909040621 

30-290 


SEVFRIT. K. V. 

7909040623 

90-283 


SEYFRIT.K. V. 

7909040627 

80-267 


BEVFRIT. K. V. 

7909040629 

90-449 


SEYFRIT.K V. 

7909070043 

90-313 


SEVFRIT. K. V. 

7909Q70090 

80-4 SB 


SEYFRIT.K V. 

7909070099 

30-498 


SEYFRIT.K V 

7909070062 

30-482 


SEYFRIT.K V 

7909070066 

30-382 


SEYFRIT.K V 

7909070072 

90-298 


SEYFRIT.K V 

7909070073 

90-205 


BEYFRIT. K. V 

7909070072 

30-267 


BEVFRIT. K V. 

7909070030 

90-449 


BEYFRIT. K. V 

7909010439 

90-3S2 


SEYFRIT.K. V 

7909010440 

30-443 


&EVRIIT. K. V. 

7909010441 

30-490 


BEYFRIT. K. V 

7909010443 

90-458 


BEYFRIT. K.V. 

7909090096 

90-313 


BEYFRIT. K. V. 

7909090098 

80-430 


aeVFRlT. K. V 

7909090099 

80-490 


SEYFRIT.K. V. 

7909090100 

30-402 


BEYFRIT, K V 

7909090101 

90-382 


BEYFRIT, K. V, 

7909090103 

30-298 


SCYFRITi K V. 

7909090104 

30-205 


BEYFRIT. K V 

7909090106 

90-267 


BEYFRIT. K. V. 

7909090 I OB 

80-445 


BEYFRIT. K V. 

7909030269 

50-313 


BEYFRIT. K. V 

7909030267 

30-438 


BEYFRIT. K. V. 

7909030271 

30-493 


BEYFRIT, K V. 

7909030273 

80-402 


BEYFRIT, K. V 

7909030274 

30-382 


BEYFRIT. K. V. 

7909030277 

30-293 


BEYFRIT. K V. 

7909030280 

30-285 


BEYFRIT, K. V 

7909030882 

80-267 


BEYFRIT. K V. 

7909030283 

30-445 


BEYFRIT.K V 

7909010446 

30-482 


BEYFRIT. K. V. 

7909000346 

90-313 


SEYFRIT.K V. 

7909080348 

90-369 


BEYFRIT, K. V 

7909080392 

80-290 


SEYFRIT.K V. 

7909080334 

90-283 


BEYFRIT. K. V. 

7909080339 

30-267 


SNA, H T 

7909240886 


NWIEO/CR-07B9 

BKACKELFORD, B 

7909300364 

30-273 


SHACKELFORD, B. 

7909130093 

30-312 


SHAFER. H D. 

7909230410 

80-302 


SHALLER. 0. V. 

7909290392 

30-313 


BKALtER. 0. V. 

7909040001 

30-316 




ACCESSION 

DOCKET 

REPORT 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

SHAt-Len.D V 

7909040611 

30-319 


SHAULER.D, V 

7909070983 

90-316 


SMALLER, D V 

7903070990 

90-315 


SMALLER, D. V 

7903110120 

90-319 


SMALLER, D V 

790S1S0423 

90-319 


SMALLER, 0, V 

7903130408 

30-316 


SMALLER. D V 

7909240602 

30-319 


SMALLER, D, V 

7903170240 

30-313 


6HALLER. D. V 

7903170261 

50-316 


SMALLER, D, V 

7903210135 

50-319 


SMALLER, D V 

7903220320 

50-319 


SMALLER, D.V 

7903230329 

50-316 


SMALLER, D. V 

7905310367 

90-316 


8MANAKAN. U. ft 

7903290321 



SHANNON, P C 

7905300756 

30-280 


6HAPAR.H K 

7905160109 



SMAPAR.H K 

7905130327 



6HAPAR.H K 

7903010215 

30-350 


SMAPAR.H K 

790924D412 

90-350 


EHAPAR.H K 

7903160105 



SMAPAR.H K 

7905300403 

90-320 

BeCY-79-239 

SMAPAR.H K 

7903160017 

30-320 


SMAPAR.H K 

7903090213 

30-320 


SHAPER, K K 

7903230713 



SHAPIRO, R 

7909240941 

30-328 


SHAPIRO, R. 

7903240915 

80-322 


SHEA. R 

7903240001 


8ECY-79-102A 

SHEA. J R 

7903240059 


SECY-79- 120A 

SHeA.U R 

7909280033 


8ECY-79-ia3A 

SHEA. J R 

7909240147 


SECY-79- 240 

SHEA. U R 

7903240173 


8ECY-79-a49 

SMEA.J R 

7905220091 


BECY-79-296 

SMEA.U R 

7905230820 


BEeY-79-142A 

SKEArJ R 

7905230822 


BECY 79-299 

SKEArJ R 

7905240201 


0ECY-79-89S 

SKEArJ R 

7909230835 



SHEArJ R 

79093001 1 1 

50-320 


shea. J. R 

7909100033 


8ECY-79-270 

SHEA. J R 

7909100413 


SECY-79-269 

SMEA.J R. 

7909230533 


aECY-79-271 

SHEA. J R 

7909250264 

40-0698 

8ECY-79-a60 

SHEA. J. R. 

7903240371 


SECY-79-2aB14 

SHEA. J R 

7909100230 



SHEA. J R. 

7905250207 



SHEA. J R 

7909130311 



SHEA. J R 

7909230S37 


BECY-79-872 

BMEA. J R 

7909280291 



SHEOECOR. E 

7905300426 

90-344 


SHEDLOSKYrJ T 

7905240704 

30-249 


6KEKET0FF.C 

7909300613 

30-271 


SHEKETOFFrC 

7909300607 

30-271 


SHELLEY, H J 

7909090423 

40-0087 


SHEPARO.A M 

7909290003 

90-443 


SHERMAN, F L. 

790S24Q07S 

70-33 


SHERMMID.O 0 

7903000440 



SHERHOOD.O 0 

7903140274 



SHERMOOO.O 0. 

7903300332 



BHEftMDCD.O 0 

7903310339 



8HEWM0H.P 0 

7903140012 

30-320 


SHEWMON.P 0 

7909290262 



SHIOELERiJ J. 

7909080916 

90-482 


SHlERrU 0 

7909 100021 


7909100021 

BHIERrH 0 

7909100239 

90-309 

BNL- NUR EO -89701 

8H1M8HAK.R E 

7909230407 

90-409 


SHIPLER. 0 B 

7909030019 


NURE0/CR-O486 VI 

8NIYELY. C N, 

7903190601 

90-360 


BHIVELYiC H 

7903140176 

50-368 


BHIYELY.C. N 

7903140182 

50-368 


9NIUELY.C N. 

7909140183 

50-360 


BHIVELY.C.N. 

7903170239 

50-368 


BHWELY.C N. 

7909140263 

30-313 


BHIYELY.C N. 

7903190980 

30-368 


SHI '.'ELY. C N. 

7903130907 

90-360 


SHIWELY.C N. 

7903170232 

90-360 


8HIVELY.C N. 

7909170299 



SHIYELY.C N. 

7909220400 

30-360 


shiyely.c N 

7903220409 

50-368 


8HIWELY.C N 

7903290109 

30-313 


SHIVELY. C N 

7903300917 

30-360 


SHOEMAKER. C L 

7903160323 

50-317 


BHQQFiF.R 

7903110026 



SMORB.E H ' 

7909210277 

90-367 


SHORT. T E 

7909290222 

90-809 


short. T.E 

7909190811 

90-889 


BMORT.T E. 

7909230610 

90-889 


SHORT. T. E 

7905100120 

90—88 9 


SHORT. T. E 

7903240672 

30-289 


SHORT. T E. 

7909290499 

90-889 


SHORT. T. E. 

7909090046 

90-869 


SHORT. T E 

7909090363 

90-809 


SHORT. T. E. 

7909140238 

90-889 


SHORT. T.E 

7909190319 

90-889 


SHORT. T. E. 

7909230490 

90-889 


SHORT. T E. 

7909310240 

80-809 


SIEB8.C 

7903030810 

90-320 


81E6S.C. 

7909100052 

90-320 


BIOH.H 

7905030338 

90-407 


SILK. E> J. 

7909070245 

70-1201 


BIMCKUK. J. D 

7903130706 

71-9132 


BinQH.H R. 

7908020447 

90-320 


BIMONB.O. B. 

7903070813 



BINCLAIRiH 

7909290691 

90-899 


BJOOREN.R.H. 

7909130920 

90-307 


8jaaREK.n.K 

7909180343 

90—2 7 1 


SJOORENiR M 

7909190337 

90-87 


SKAftUPA.J.D. 

7909890269 
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NUMBER 

DOCKET 
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REPORT 

NUMBER 

OKOOEH. F. B 

7909100890 

80-309 

XN-NF-79-a7 

GKQLDB.U U 

7909080471 

30-339 


6LA00IE.E L 

7909880486 

30-380 


8LICKEY.F K 

7909190949 

30-445 


SUaBODlEN.H J 

7905810108 

30-380 


SLDBODtEH.K J 

7905810144 

30-380 


etOBODlEN.K J 

7909810847 

30-380 


BLOBODIEHiK J 

7909810246 

30-380 


QLOBOD1EH<H J 

7909210893 

30-380 


BLOCUHiJ J 

7909140927 

30-866 


GHITHiH R 

7905S504B1 

30-890 


SMITH. H.P 

7909070101 



SMITH. M E 

7909300467 



SMITH. C V. 

7909070994 

30-843 


SMITH. R E 

7909300422 

50-102 


SMITH. d.R 

7909890641 

50-471 


SMITH. J R 

7909290637 

50-471 


SMITH. ! W 

7909240109 

90-389 


SMITH. 1 W 

7909290993 

90-393 


SMITH, I H 

7909190796 

50-389 


SMITH. I H 

7909890368 

90-400 


SMITH. B H 

7909290137 

90-878 


SMITH. B. H 

790919O1S0 

90-278 


SMITH. B H 

7909190107 

90-272 


SMITH. B. H 

7909190192 

90-278 


SMITH. 8 H 

7909030020 

90-278 


SMITH. B H 

7909070131 

90-471 


SMITH. B H 

7909290059 

90-471 


SMITH. 8 H 

7909070189 

90-471 


SMITH. B.H 

7909190068 

90-872 


SMITH.© H 

7909810110 

90-380 


SMITH.© H 

7909810118 

30-320 


SMITH.© H 

7909190173 

80-380 


SMITH. O.H 

7909810078 

80-380 


SMITH.© H 

7909810261 

80-380 


SMITH.© H 

790981 030B 

80-320 


SMITH.© H 

, 7909210899 

80-380 


SMITH.© C 

7909110036 

70-080 


SMITH.© H 

7909300108 

80-380 


SMITH.© H 

7909210873 

80-380 


SMITH.© H 

7905110102 

30-6134 


SMITH.© H 

7909110109 

30-6134 


SMITH.© K 

7909830784 

80-277 


SMITH,© H 

79092901 SB 

80-3 


SMITH,© H 

7909090134 

80-880 


SMITH.©. K. 

7909240894 

80-844 


SMITH,© H 

7909110078 

30-6134 


SMITH,© H. 

7905230694 

80-877 


SMITH,© H 

7909890177 

30-3 


SMITH, R 

7909110340 

30-380 


BMDUINSKy.J H 

7909030847 

30-849 


BHOLINSKY, J 

7909030390 

30-849 


SMOLINSKV. J. 

7909070467 

80-996 


SNAIOER.R. P 

7909290983 



SNIEZEK.J H 

7908100379 

80-346 


8NIEZEK, U H 

7909110006 

80-318 


BHIEZEK, J H 

7909810893 

30-380 


6H1EZEK, J H 

7909280418 

30-380 


SNOH, a A 

7909830883 

80-844 


SNYDER, A. U 

7909300061 

30-380 


SNYDER, 0 1. 

7909300090 

30-380 


SNYDER, B. J 

7909160108 

30-330 


SOB ON. L J 

790904002S 



SOBON.L J, 

7909810173 

30-219 


8QB0N.L J 

7909390299 



SQBON.L J. 

7909030340 



SOBON.L J 

7909140392 

30-819 


SQBQN.L J 

7909810198 



SOBON.L J 

7909300998 



SOfiON. L. J. 

7909310381 



SOHINKI.S M 

7909310013 

30-466 


SOHINKI.S M 

7903810381 

30-466 


SOHINKI.% M. 

7909190187 

30-398 


SOHINKI.S M 

7909100876 

30-466 


SOHINKI.S M. 

7909300078 

30-466 


SOHINKI.S M 

7909190189 

30-333 


SOHINKI.S M. 

7909190737 

30-498 


80HINKI.8.M, 

7909190740 

90-466 


SOHINKI.S H 

7909190749 

90-4B9 


SOHINKI.S. M. 

7908190740 

30-998 


SOHINKI.S H 

7909300937 

30-998 


SOHINKI.S M. 

7909100189 

80-466 


SOHINKI.S M. 

7909100146 

30-466 


SOHINKI.S.M. 

7909100182 

30-437 


SOHINKI.S. H 

7909840133 

30-398 


SOHINKI.S, H. 

7909840296 

30-466 


SOHINKI.S.M 

7909840149 

30-466 


SOHINKI.S.M 

7909840988 

30-466 


SOLBERO.O E. 

79091 10873 

30-380 


SQLBRIO.C.H 

7909040488 

30-10 


SORENSON, 8 M. 

7909890376 



SOUCV.A R. 

7909160309 

30-89 


BOUCY, A R 

7909310390 

10-89 


SPAAR, F, 

7909190973 



SPARKS, e 

7909190698 

7t-47 


SPARKS, D W. 

7909170308 

90-878 


SPECTOR, 8 

7909110104 

50-844 


SPEC TOR, 6. 

7909310439 

30-844 


8PEI8, T P. 

7909310160 

30-867 


speis.T.P 

7909310171 

80-867 


8PE18, T. P 

79093 101 06 

50-867 


8PEI8, T. P. 

7909300210 

50-867 


SPELMAN.H J. 

7909840114 

40-8061 


SPENCER. W C 

7909300980 

90-860 


SPENCER. W. C. 

7909840168 

50-33S 


SPENCER. M.C. 

79O9S407S3 

90-339 




ACCESSION 

DOCKET 

REPIJRT 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

SPENCER, H C. 

7909070473 

30-880 


SPENCER, W C. 

7909070610 

30-800 


SPENCER, H C. 

7903250098 

30-800 


SPENCER. U C. 

7903830138 

30-800 


SPESSARD.R L. 

7903190134 

90-331 


6PRAUL, U 

7909890188 



STACHOM. E 0. 

7909830BiB 

30-588 


8TAENSER0, M. R 

7909100157 

80-879 


STAFFA.R H 

7909100844 

30-381 


STAFF A, R. H 

7909300309 

80-321 


BTAFPA.fi. H 

7909840409 

30-484 


8TAm.,D M 

7909890361 

30-443 


8TAHU, 0 

790914013B 

50-449 


STAHL. D M 

7909030260 

80-443 


STAHL, D H 

7909840841 

80-443 


STAHL, 0 

79091001 IB 

80-443 


STAHL. D 

7909100183 

30-448 


STAHL, 0 M 

7909100271 

50-448 


STAHLE.C R 

7909100830 

30-390 


STALLINOB.C M 

7903040309 



STALLIN08, C H 

7909890189 

30-338 


STALLINOS, C M 

7909830690 

30-330 


STALLINOB.C M 

7903140401 

80-330 


STALLINOB.C M 

7903890378 

30-801 


STALLINOB.C H 

79080S0164 

30-800 


STALLINOB.C M 

7903830631 

30-333 


STALLINOB.C M 

7903020849 

30-338 


STALLINOB.C M 

7909080474 

30-338 


STALLINOB.C M 

7909080918 

80-880 


STALLINOB.C. M 

790S2401B1 

80-880 


STALLINOB.C M 

7908010404 

30-881 


STALLINOB.C. M 

7903010498 

90-800 


STALLINOB.C M 

7903080358 

30-338 


STALLINOB.C H 

7909080391 

80-339 


STALLINOB.C M 

7909040036 

30-880 


STALLINOB.C H 

7909040686 

90-336 


STALLINOB.C M 

7903300734 

30-33S 


STALLINOB.C H 

79090403BO 

30-800 


STALLINOB.C H. 

7903040396 

30-800 


STALLINOB.C M 

7909070637 

30-800 


STALLINOS. C. H 

7908080441 

30-339 


STALLINOB.C M. 

7903070930 

30-338 


STALLINOS, C M. 

7908070698 

80-880 


STALLINOS. G.M 

7903070696 

30-330 


STALLINOB.C M 

7909840461 

S0-33B 


STALLINOB.C. N 

7909300706 

30-800 


STALLINOB.C M 

7909060438 

30-338 


STALLINOB.C H 

79030B0444 

90-338 


STALLINOB.C M. 

7909000906 

30-330 


STALLINOB.C H 

7908000930 

30-280 


STALLINOB.C. H. 

7903110148 

80-338 


STALLINOB.C. M 

7908190062 

80-338 


STALLINOB.C M. 

7909110087 

80-880 


STALLINOB.C. M 

7903110137 

50-880 


STALLINOB.C M 

7909130310 

80-880 


STALLINOB.C M 

7908150870 

30-338 


STALLINOS, C.M. 

7903160432 

80-330 


STALLINOB.C H 

7903190191 

90-330 


STALLINOB.C M 

7903190119 

30-800 


STALLINOS, C.H 

7908810176 

30-338 


STALLINOB.C H 

7903210838 

30-330 


STALLINOB.C H. 

7905210278 

90-800 


STALLINOB.C H 

7903280148 

30-280 


STALLINOS, C.M. 

7905830936 

30-330 


STALLINOS. C M 

790SSS0367 

30-338 


STALLINOB.C M 

7903330060 

80-338 


STALLINOB.C K 

7909830341 

30-881 


STALLINOS. C H 

7909340348 

90-338 


STALLINOS. C.H. 

7903840483 

90-860 


STALLINOB.C M 

7909830100 

90-800 


STALLINOS, C M 

7903830141 

90-880 


STALLINOS. G.M. 

7903290008 

90-880 


STALLINOS, G M 

7909890038 

30-880 


STALLINOS, C.M. 

7903890001 

30-880 


STALLINOB.C M. 

7903300018 

90-380 


STALLINOS, C.M. 

7903300318 

90-880 


STALLINOB.C M. 

7903300401 

30-338 


STALL. 0 H. 

7908840391 

30-6 


STAMPLEY.N L. 

7903090871 



8TAMPLEY, N. L 

7903300439 

30-416 


BTANCIL.R 

79031 3034S 

80-366 


STANLEY, W 8 

7903080481 

90-889 


STANLEY, K. 8. 

7903080347 

30-889 


STANLEY, H.B 

7905140896 

80-889 


STARKEY. R. B 

7903040935 

30-861 


STARKEY, R B. 

7903130451 

90-861 


STARKEY, R. 8. 

7909150463 

90-861 


STARKEY, R B. 

7903190030 

90-261 


STARKEY, R B 

79O319OO0S 

90-861 


STARKEY, R B. 

7905280110 

80-261 


STARKEY. R. B. 

7905890830 

50-261 


STEINER, R. 

7905070143 

90-320 


BTEINHWIDT, 0. 

7903840469 

90-271 


STEIN, M H. 

7908300114 



STELLO, V. 

7903080180 

90-320 


STELLO. V. 

7903 110090 

90-312 


STELLO, V 

7909110160 

90-312 


STELLO, V. 

790S0903S6 

90-313 


STELLO. V 

79080B0347 

90-280 


STELLO. V. 

79030700 17 

00-309 


STELLO, V. 

7905230183 

90-320 


STELLO. V 

7909190194 

90-320 


STELLO, V. 

7905830801 



BTELLO, V 

7903230081 

90-320 


STELLO. U. 

7905830069 

90-320 


STELLO, Y. 

7908180174 

90-313 
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REPORT 
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NUMBER 

NUMBER 

NUMBER 

AUTHOR 

NUMBER 

NUMBER 

NUMBER 

aTEL4-t1. U 

7909100136 

90-800 


8T00DLEV. D 0 

7905100336 

90-471 


STELCOt V 

7903830 £23 

90-320 


BfOODLEV, D 0 

7903240233 

90-471 


BTELLOr V. 

7909830128 

30-380 


eroooLEV. D o 

7903290626 

80-471 


STCULQi V 

7909830138 

30-380 


STOUT. J W 

790S2202B2 

80-317 


STELLOi V. 

7909070014 

30-898 


STRAIN. P 

790S14019I 



STELCQi V. 

7909890932 

80-296 


STRATMAN. R.A 

7908300437 

50-336 


STEiLjLO* V. 

7909810033 

50-380 


STRAUBS. K J 

79031 80638 



STELf-Ot V 

7909830173 

30-320 


8TREIIEL. 8 J 

7903100004 



STEUUO* V 

7909030212 

90-320 


BTREBEL. 8 J 

7903100007 



STELUOi V 

7909100034 

30-320 


STREETER, J F 

7903070027 

80-373 


areiMSVAAOf J 

7909080411 

80-263 


STREETER. J.F 

7909090178 

80-409 


STENSVAAO. T 

790S0604B2 

50-863 


8TREL0W, R 

7903 ISO 498 



STEPHEHSiP U. 

7909300263 

50-133 


BTRELOW. R 

7903180494 



STEPHEHSON. B 0 

7909040432 

90-237 


6TRI0HT, R L 

7909240210 

80-392 


STEPMENSdN. B 9 

7909080333 

80-837 


BTROTZ. R H 

7903170243 

80-590 


STEPHENSON. B 9 

7909080348 

80-849 


STRQUPE. E P. 

7909140420 



STEPKENSDN. B. 9 

7909880237 

80-237 


BTROUPE, E, P 

7909140426 



STEPHENSON. B 6 

7909140318 

80-249 


BTROUPE. E P 

7909220340 



STEPHENSON. B 9 

7903160334 

80-237 


BTROUPE.E P 

7903140297 



STEPHENSON. B 9 

7908160394 

80-10 


BTROUPE. E P. 
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Tete* Public Intereet Reeearch Croup 


Trends Publtehlngi Inc, 

United Chrietlan Acttoniinc. 

Unlen of Concerned Sclentlet* 

Vermont Public Intereit Research Croup 


American Alrllnaei Inc, 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

79092401 6S 

50-974 

7903 130090 


7903240929 

50-449 

7903230239 

50-320 

7909830490 


7909020037 

50-320 

.7905090007 

50-493 

79031 5071 S 


7905030209 

50-333 

7903140319 

50-320 

7903290273 

50-556 

7903890899 

50-471 

7909290292 

50-471 

7903030174 

50-875 

7909310104 

50-875 

7903250279 

50-344 

7903230018 

50-928 

7903290273 

50-344 

7903850337 

50-344 

790S230SSO 

50-344 

7909230946 

50-344 

7909190312 

50-331 

7903290031 

50-331 

7903140191 


7903290393 

50-596 

7903890473 

50-435 

7909310203 

50-405 

7903100403 

50-380 

7903290101 


7903290107 


7903230593 

50-463 

7903290691 

50-255 

7903290090 

50-400 

7903290300 

.50-302 

7909290464 

50-353 

7903290468 

50-353 

7903290920 

50-353 

7903190797 

50-353 

7903190287 

50-353 

7903190812 

50-353 

7909190281 

50-350 

7903230409 

50-596 

7903140387 

50-866 

7903190299 

50-574 

7903190324 


7903290224 

50-3 

7903240170 

50-466 

7903240190 

50-466 

7905240482 

70-8683 

7903080184 

50-437 

7903080202 

50-437 

7903250298 

50-437 

7905140079 

70-8683 

7903140094 

50-380 

7905890679 

70-8683 

7903000286 


7908000896 


7903030034 


7903000386 


7903000896 


7903290490 


7905280490 

50-437 

7905150879 

50-556 

7905040330 

50-461 

7905140078 

50-380 

7905000036 


7905010038 


7905000040 

50-38 

7905000047 


7905030807 

30-338 

7905100388 

50-800 

7905890833 

50-330 

7905100868 

80-200 

7905300407 


7905100338 

50-592 

7905390390 

50-396 

7909310867 

80-308 

7905070830 

50-308 

7905300815 

90-310 

79038 40851 

30-443 

79051 50893 

50-363 

7905830058 

90-875 

7905840078 

50-546 

7905840964 

90-546 

790SS4OS33 

90-484 

7905300178 

90-466 

7905300177 

90-466 

79052 50S4S 

90-466 

7905110339 

90-466 

7905110341 

90-466 

7903100090 

50-330 

7903290084 


7903300619 


7903240469 

90-871 

7908300615 

90-871 

CES 


7905840348 

71-9033 

7905150789 



AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


Abco Perforatorif Inc 

Abcori Ine. 

Aerofpece Corp 

Anirlcan X-Ray li Inspection 

Bartlett Consol Idatadi Inc 
Bschtal Power Corp <aub* of Bechtel 
Carp ) 


Capitol Intarnatlonal Airwayii Inc 
Crtarti Inc 


Daadalean Assoclateii Inc 
Damae ti Moare 


EDS Nuclaari Inc, 
EO «. C, Inc 


£ Lewis Cook Assoclatee 


Dege-Babcock Assoetatasi Inc, 
Oilbart Assoelatas, Inc 


Olbbi L HllLi Inc leube of Oravo Corp 


H R Inspection Service 
Independent Testing Lab ora torlas 


Industrial Testing Labaratary Services 
Corp , 


7?OSl 90474 
7<f051S02I4 
7<f0Sl002a9 
7903030339 
790510O3i5 
7903100341 
7904810774 
790SS20086 

7903000336 
7903890309 
7903880083 
7903890931 
7909190699 
7903190692 
7903030281 
7903240332 
7903080134 
7903090163 
7903030136 
7903030332 
7903030132 
7903300808 
7903090401 
790S09040B 
7905130813 
7903100831 
7903110207 
7903830406 
7903000109 
7903190138 
7903890469 
7903890463 
7903000968 
7903890402 
7909890408 
i 7909090274 
7909830439 
7909090872 
7903830432 
7903840904 
7903170899 
7903170296 
7903190874 


Intsrnet 1 anal Structural Englneersi Inc. 
KMC, Inc 

LK Cnmstack Engineering Co 
Lagwell 

London Nuclear DecontamlnatloniLtd 

Mstalt Tatting Co < Inc 

Mataoroleglcal Evaluation Barvlceti Inc, 
MHB Tachnlcal Associates 
Mldstats Testing Laboratoryi Ine, 

Nuclear Aseurince Corp. 

Nuclear Energy Servicei Inr. 

NUS Corp. 

Oierk Airlines 

Plateau Reeeurceii Ltd 
duality Taetlngi tn«. 

Quality Control Barvteee« [nc. 

Rensey Enginetrlng Co. 

R li D Ascoclata* 

Rocky Mountain Energy Go, 


Science Appl leattensi Ine. 

St Louie Testing Leb*> Inc. 
Stone L Hebeter Engineering Corp 


Teledyne Brown Engineering Go. 

United Taetlng Barvlcati Inc, 
Noodward-Clyda Consultants 
WKM Wstlhead Systemsr Inc, 
HuiT. Y. 

X-Ray ( Inc. 


7909130868 

7903030042 

7903030081 

7908030176 

7908130168 

7908130693 

7909180609 

7903 160 184 

7903300179 

790SIS0OBB 

7909130078 

7903300467 

7903070381 

7903080889 

7908020289 

790S0S03S2 

7903040379 

7903160487 

7903010648 

7908130094 

79051 S00B4 

7908100060 

7903230019 

7903230016 

7908240183 

7903240175 

7903310074 

7909310069 

7909140884 

7909100883 

7909100833 

7909840883 

7908070111 

7909080096 

7905830987 

7908240893 

7909040618 

7909140845 

7909140839 

79098101 U 

7905290339 

7909140388. 

7909160339 

7909070446 

7905190800 

7909880838 

7909890309 

7905890308 

7908880261 

7903010618 

7908290851 

7909840103 

79O9S402a9 


EDUCATIONAL INSTITUTIONS 


Amarlcan Unlv. 
Bintley College 


7908090417 

7903080060 


DOCKET 

NUMBER 


71-800 

71-880 

80-437 

71-303 

71-308 


30-389 


71-47 

71-47 


40-299 

80-409 

40-899 

90-133 


30-889 

90-330 

90-380 

90-380 

71-297 

71-297 

90-397 


90-984 

90-984 

90-984 

90-984 

71-99 

71-300 

71-300 

71-33 

71-33 


71-311 

90-380 

80-380 

71-137 

71-137 

90-278 

71-77 

71-77 

71-6690 

90-409 

90-409 

71-63 

71-63 

40-6698 

71-809 

71-209 

71-899 

71-899 


90-380 

40-0498 

40-6498 

40-0498 


90-380 

71-888 

90-800 

90-800 

50-800 

90-800 

90-800 

90-800 

30-800 

90-498 

50-499 

71-304 

71-304 

71-890 

40-B69G 

71-808 

71-199 


3B7 


358 


AUTHOR 

AFFlLIATtON 


Bunt«r Hill Coaununitv Colltjt 
Catholic Unlv 


Color<da StiVt Untv 
California Poltitach Btata Unlv 
California State Univ , Baerananto 
£aitarn Hathlngton Univ 
Caorgatown Univ Laia School 

Harvard Unlv 

Iowa State Univ 

Idaho State Unlv 

Illtnolf Inetitute of Technologg 

Uohnt Hoplini Unlv 

Kan«a« State Univ 

Lehigh Unlv 

Michigan State 

Haaaachueetti Inetltute of Technology 


North Carolina State Univ 
Northweitern Univ 
Oregon State Univ 
Pa nniglvania State Unlv 

Purdue Unlv 

Reed Co’llege 

Raniielaer Polytechnic Inst 
Stanford Unlv 

New Varl< State Unlv ofi Buffalo 

Tuetegee Init 

Tetae A i< H Unlv 

Arizona I Unlv of 

California. Unlv of. Barteley 

California. Unlv of. Lof Angelte 


California. Univ of. Santa Barhara 
Idaho, univ of 
Maryland. Unlv of 
Michigan. Univ of 


Mleeourl. Unlv of 


South Carolina. Univ, of 
Taiai. Unlv of 
Virginia. Univ of 


Utah. Unlv of 
Hlecontin. Univ of. Madlion 
Hyoailng. Unlv. of 
Worcaetar Polytechnic Inet. 
Mathlngton State Univ 


S 

lanada 

on of 


CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 

POCKET 

NUMBER 

7905150229 


7905010547 

50-77 

7905150479 

50-77 

7905010539 

50-77 

7905070213 


7905150458 

50-394 

7905250506 


7905140539 

30-320 

7905240170 

50-466 

7905240190 

50-466 

7905140164 


7905160138 

50-320 

79051604B9 

30-U6 

7905160296 

50-116 

7905240604 

50-284 

7905300232 

50-320 

7905170279 


7905170202 


7905240125 


7905230304 

30-100 

7905140570 

50-219 

7905020I5I 


7905040 168 

50-294 

7905040165 

SQ-294 

7905040480 

50-20 

7905090331 

50-20 

7905300383 

50-320 

7905300385 

50-320 

7905310452 

30-0 

7905170243 

30-598 

79OSO7O504 

50-243 

7905090428 


7905230058 

50-320 

7905240326 


7905300422 

50-182 

7905140341 

30-280 

7905220391 

30-^25 

7905240387 

30-141 

7905190019 

50-57 

7905240673 

50-406 

7905220097 

50-120 

7905240607 

30-113 

7903210181 

50-224 

7905210178 

50-224 

7903250139 


790525011 1 


7903250118 


7905290047 


7905240170 


7905290491 


7905230406 

50-2 

7905090290 

30-2 

7905230402 

50-2 

7905090367 

50-2 

7905290673 


7905220090 

50-123 

7905310401 

50-123 

7905220089 

50-123 

7905300700 

50-393 

7905240326 


7903230492 


790S230SOS 


7903240462 

50-62 

7903250169 


7903010661 

30-72 

7903150435 

50-156 

7905070037 

40-4492 

79051 10298 

50-134 

7905310236 

50-27 

7905310239 

50-27 

7905310242 

50-27 

7905310243 

50-27 

7905310232 

50-27 

7905240472 

50-27 


7903230166 


7903110369 

50-320 

7903150508 


7905150611 


7903150573 


7905150047 


7903300727 


7905100323 


7905150741 


7905140320 


79051 40326 


7905250115 


7905230448 

50-443 

79O323O40S 

30-443 

7903020383 

50-293 

7905020274 

30-320 

7903070497 

30-3 

7905080530 

30-320 

7905220352 

30-320 

7905290203 

30-320 

7905130155 


7905240068 



author 

AFFILIATION 


Baker tt Botti 


Butial t< Kaei 

Cherry. M M /Cherry. Flynn t< Kantor 


Conner. Moore It Corber 


Camner L Shapiro 

pattilo. T, M, 
pouglaii 1< Barhaffl 
Debevoiie i Lleberman 


Evergreen Legal Servlcee 
Feldfflan ti Feldman 

Fried. Frank. Harrle. Shrlver ti Kamp 
Fleltchakar. D S, 


Fontana. L 

Oarry. Drayfue. MeTernan. Hroteky. 

Herndon V Peianin. Inc 
Orien. Feldman. Hall h Uoodard 


Ooldberg. Fleldman ti Latham. P, C 
Oilleepie li Jonee 
Hunton L Hilllami 


Huber. Kaglll. Lawrence ti Farrell 


Hodden M, H, 

Ilham. Lincoln L Beale 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

7903080307 

30-466 

7903000331 

80-466 

7903250230 

80-466 

7903310020 

30-448 

7908300066 

90-466 

7903310407 

80-466 

7903290060 

80-466 

7903130190 

90-449 

7903230631 

90-449 

7903230624 

90-449 

7903240310 

90-466 

7903240043 

90-466 

7903230239 

90-466 

7903290002 

90-498 

7903230177 

90-437 

7703240903 

90-349 

7903230430 

30-329 

7903240091 

30-329 

7903240899 

50-329 

7905130133 

50-388 

7903290171 

50-350 

7903290176 

50-380 

7903290180 

50-390 

7903130131 

50-353 

7903300067 

50-350 

7903100223 

27-39 

7903030214 

50-395 

7903310010 

27-39 

7905170303 

50-330 

7903100237 

27-39 

7903240130 

27-39 

7903230512 

50-277 

7905100169 

30-330 

7905250117 

80-330 

7905280123 

30-330 

7905290077 

30-490 

7905140137 

50-393 

7905310093 

50-350 

7903150131 

30-358 

7903300062 

30-390 

7903170301 

30-398 

7903240094 

90-272 

7908240941 

30-322 

7903240913 

50-322 

7903130220 

90-346 

7905170233 

80-261 

7903100228 

30-443 

7903130821 

80-443 

7903090036 

80-443 

7905090042 

80-443 

7905090030 


7905100193 

80-443 

7905230639 

80-443 

7905240317 

70-2623 

7905240414 

71-6690 

7905140159 

80-322 

7903140161 

80-322 

7903230124 


alman 7904170321 


7905030166 

80-278 

7905030174 

80-273 

7905310104 

80-278 

7905290151 

80-302 

7905070227 

80-133 

7905140347 

30-886 

7903140330 

30-536 

7908240924 

90-596 

7908100217 

80-348 

7905290151 

80-302 

7908030258 

80-338 

7903100132 

80-516 

7905230668 

80-338 

7903250311 

80-322 

7905230660 

80-338 

7903240014 

80-338 

7903250363 

80-596 

7905230370 

30-596 

7903130164 

80-396 

7905290209 

30-389 

7905100147 

80-258 

7905160304 

80-886 

7903090185 

80-986 

7905280361 

80-449 

7903140130 

90-449 

7908300022 

90-299 

7908280284 

90-484 

7908100110 

80-449 

7903100123 

90-449 

7903100271 

80-449 

7908250179 

90-556 

7905280238 

90-329 

7908230163 

90-329 

7908290840 

90-329 

7905220062 

90-596 

7903280174 

50-596 

7908280138 

90-299 

7908240127 

90-449 

7908250238 

80-329 

7908070040 

80-449 

7903070043 

80-449 

7908280163 

90-329 

7908290340 

30-329 



CORPORATE SOURCE INDEX 


3S9 


AUTHOR 

AFPILJATIQN 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 


79OSS20Q&S 

80-886 

Northcutt Ely 

790S2403S2 

90-449 


7^09230174 

80-386 

Nuclaar Entrgy Liability Inauranca 

7909100163 

30-10 


7909070424 


Aa-taclatlon 




7<703030260 

80-448 


7905110107 

90-200 


7'?a9240241 

30-443 


7909110107 

90-33? 

Uohnion ti Htg^ln* Intur^nc* 

7'?0S300334 

80-330 


7909110090 

90-260 


7*?091A0399 

30-293 

Bruca Nartan 

7903300007 

90-275 

Kafln.R J 

790324009a 

30-396 

O'Nailt Backuti Bplalnan 

7908010329 

90-443 


7909240106 

30-396 


7905020432 

50-443 

Ko»l1t. L a 

790S140197 

30-388 


7908010323 

50-443 


7909140369 

30-390 


7903020416 

30-443 


7903290464 

80-330 


7909000398 

80-443 


7909140136 

80-330 

Pfaf+artorn b Coalayi P A' 

7903110347 

SO-40B 


7909340104 

30-330 

Ropaa b Oray 

7908100336 

30-471 


7909010223 

30-380 


7905240233 

30-471 

LaBotuft Canbi Lalbg tc HacRaa 

7909300023 

30-341 


7908170248 

30-443 


7909230497 

30-488 


7908010447 

30-443 


7909240199 

30-4S3 


7903210129 

50-443 


7909130074 

30-483 

Staali Hactar b Oavla 

7908150793 

30-290 


7909240801 

30-548 


7908190799 

30-290 


7903030346 

30-220 


7903240836 

30-309 


7909030397 

30-244 


7903190733 

30-280 


7909040099 

30-403 


7903240973 

30-230 


7909090350 

90-283 

Bhaldont Harnon b Rolanan 

7903030262 

80-338 


7909190316 

30-283 


7903230760 



7909310219 

30-220 


7903230749 



7909310243 

50-283 

Bpiagat b HcDtarnld 

7903030199 



7909040007 

30-341 


7908180234 

80-290 

Lowanttaiitr NaiufflJini Ralti Axalrad b Toll 

7903OBO387 

80-466 


7903190733 

90-290 


7903300039 

30-250 


7903140118 

80-443 


7909090331 

90-466 


79031 4O0B9 



7909290170 

90-493 


7903100007 



7909080311 

50-466 


7908140126 

30-449 


7909000320 

50-466 


7903240833 

90-309 


7903030190 

50-344 


7909140131 

50-449 


7909190722 

30-34+ 


7905030179 

30-449 


79OS29O230 

90-466 


7909070222 



7903290223 

90-466 


7909100101 



7903190793 

50-290 


7909030179 

30-443 


7909190799 

30-230 


7909100004 



7909300066 

30-466 


7909150729 

90-230 


7909310407 

30-466 

Bnall b Milmir 

7903100002 

90-892 


7903240207 

80-389 


7905300007 

30-273 


790S29006B 

80-466 

86aw> Plttmani PottCi b Trnwbrldga 

7905090247 

90-320 


7909150190 

30-449 


7905300698 

90-400 


7903230691 

30-449 


7905080232 

90-400 


7903140037 

80-466 


7905100133 

50-484 


7903100011 

30-309 


7905240999 

90-484 


7909100019 

30-309 


7905230339 

90-802 


790323032a 

80-496 


7905230340 

50-362 


7909230624 

30-443 


7905140295 

50-400 


7909240310 

30-466 


7905140261 

90-400 


7908100391 

30-466 


7905300104 

90-344 


7909240333 

30-309 


7905140221 

90-400 


7903250239 

30-466 


790S2204S9 

50-320 


7909290002 

30-498 


7903130730 



7909240970 

30-376 

Valora. C 

7905230932 

80-272 


7909070239 

30-466 


7903230323 

90-272 


7909100009 

30-30 


7908130801 

80-272 


7909070239 

30-466 

Vclpai Baakay b. Lyant 

7908100196 

30-340 


790924024S 

30-490 


7905130668 

70-1821 


7905240939 

30-376 

Wa«t Taiaa Ltgal Barvlcai 

7908070184 

30-448 


7903240624 

30-490 


7908240118 

80-449 


7909230476 


Northamt Foriytht b Sanpali 

7905150848 

80-449 

Hatforif (< Dabtllo 

7903160212 

30-320 

Hollvari J. D. 

7908150144 

80-380 

Hutvai Atonic Enargg Liability Undarwrlt 

7903070932 

80-3 


7908150318 

80-380 


7909U0205 

70-364 







LOCAL OOVERNMENT AND AOeNClCB 



hlarafi b HcLationi i1 b K Nuclaar Conaultan 

7909010927 

90-327 




ti> Inc. Dlv. 



Alkan Countyi 6C 




7903030390 

50-259 

Andarton Countyt 8C 




7909080394 

50-259 

Auftlix TK 




7908080430 

50-321 

Cttrua Countyr FL 




7909080432 

90-321 





7903080474 

50-302 

Centra Cotta C< 




7903080476 

80-302 

Cumbarland Cour 




7909100316 

80-280 

Floranct county 





7909100304 

80-348 

Oardlnari NY 

7908240 14B 

90-396 


7909100307 

80-280 

Oardlald County* UT 

7903180574 

40-0670 


7909100309 

80-339 

Orundy Co-untyi IL 

7903280473 



7909100311 

80-333 

Humboldt County* CA 

7908280821 



7909140361 

80-346 

Kawavnaa County* HI 

7903280496 



790'9 160396 

80-346 

Lowar Allowayt Craak* NJ 

7903230653 

90-272 


7909290089 

80-272 


79092SO239 

90-272 


7909300301 

80-230 


7909290024 

90-272 


7909300311 

80-280 


7909290020 

90-272 


7909300468 

80-34fl 

□conaa County* 8C 

7909280814 


KcOrathf E, J. 

7909240991 


Pannavllla* MJ 

7909170302 

90-272 


7909240164 



7909170300 

90-272 

KcCutchani Doyla> Brown b Emarion 

7909020169 


Richland County* SC 

7909280479 



7909030233 


Saluda Townthlp* IN 

7909230479 

90-846 


79091 9036B 


Santa Barbara County* CA 

7708190603 

90-279 


7909100142 



7708180870 

90-273 


7909180603 


St. Lucia County* FL 

7908290820 


Maantf Donald 8. 

7909140159 

80-822 

Suffolk County* NY 

7909240234 

90-322 


7909140161 

80-922 

Hoat Chicago, IL 

7909100070 

40-2061 

M«nro* b Lamann 

7908220037 

90-3B2 


7908240114 

40-2061 

Horgant Laial* b Socklut 

7908220064 

90-886 





79QS240B79 

80-886 





7908220064 

90-886 

MEDICAL INST I TUTIONSALAB ORATORIES 




7908240879 

90-996 




HcOlnnlst Lochrldga b Kllgora 

7908230448 

90-449 

Holyoko Hoag. HO* Hasaachutatta 

7908290161 

30-1673 

Maittbawti Nowltni Hacdarlana b Barratb 

7908070281 

90-498 

Laicavltu Madlcal Contar OAtllLinoIa 

7909190734 




360 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFIUIATION 


ACCESS ION OOCKET 

NUH8ER NUKBER 


AUTHOR 

AFFILIATION 


ACGE83I0N 

NUMBER 


Mtehafl R*««* Hoip i Ctntcr 

Vit Admin Hotp NE/OM 


7908150482 
7908140204 80-131 

7903140192 80-131 

79051 40 198 80-131 

7903140201 30-131 


MANUFACTURERS/EQUlPtlENT AND SUPPLlEa 


NucU«r 8»rvlct* 7908890663 


Allitd Ch(Mlc«l Corp 
Olv 

Acro^tt Ordnanc* Ca 

Atrotast Oparallon* 

Alllad Oanaral Kuclaar Sarvieat 


Alllad Chaaical Carp 
Antf eoi Inc 

Air Prmductf Si Chamlcalit Inc 


ATCOR 

Btar Cratk Mining Cs (fubi of Kannacett 
Corp i 

Berg-Uarntr Carp 

BPS Initrumantfi Inc 

Sucliaya Inkarnatlsnalt Inc > Skoal 
CaakJngf Oiy 


7903250270 
7908290858 
7903240387 
7908180674 
7908230782 
7908180683 
7905210070 
7905220109 
7903240867 
7908290 14B 
7903290146 
7908290889 
79QS290168 
7908290873 
7903010473 
7903230304 

7903130314 

7908140128 

7905150027 

7908150026 

7903240715 


40-3392 

40-0693 

40-9693 

80-32 

70-1021 

30-332 

70- 1821 
50-320 
40-3392 

71- 277 
71-1 
71-1 


40-0432 


71-206 

71-206 

71-110 


Babcaeii 6 Hllcot Co 


Babcock li Mllcoi Co . Ngcltar Makar lal 


*Dlv**^ ** Mileo^ Co., Nuclaar Maktrlal 
Comkwtklon Englnaartng, Inc. 


7905240616 

ri-iio 

7905210232 


7905140304 

50-99 

790S030208 


7905140028 

30-320 

7905290004 

71-322 

7905300391 

80-320 

7905210138 


7905190164 


7905220410 


7905220330 


790S24049S 


790S3103B6 


7905190072 

80-320 

7905190Q70 

80-320 

7908190077 

80-320 

7905190074 

50-320 

7905230507 

80-320 

7905210076 

80-320 

7908190079 

30-320 

7903100436 

30-312 

7903090303 

30-404 

7908230019 

30-330 

7903240763 

70-133 

7903140411 

30-99 

7903140414 

30-99 

7908140408 

30-99 

7903140383 

50-99 

7905040114 

70-27 

7905070245 

70-1201 

7903100331 


7905180137 

70-364 

7903290081 

71-322 

7908240594 

70-133 

7903230048 

70-135 

7903290051 

70-27 

7903190068 

30-320 

7903030356 


7903890427 

30-13 

7903310343 


7908090306 


7903110309 

30-99 

7903210136 


7903140314 


7903030194 


7905070333 


7903310406 


7903310370 

80-313 

7903190223 

30-320 

7903100133 


7903020348 


7903080372 


7903080242 


7903190161 


7903160370 


7903220408 


7903160373 


7903220324 


7903240494 


7903310377 


7903160388 

70-135 

7908220077 

70-133 

7903090060 

70-135 

7905240089 

70-364 

7903890410 

70-364 

7908840276 

70-1100 

7903090033 

80-317 

790S2200B3 



C-C Poiifar SgaktM* 


Corac, Ine 
Cbamkrat Corp 

Chicago Bridge V Iron Co 

Chofli-Nuc laar 5gfkan«> Ine 


Calk Indufkrtaa, Inc. 


CurkUk-Hrlghk Corp. 

Oou Chemical Co 

E I du Ponk do Nomaiiri 6 Co , Inc 
Edoror, Inc <*«ba of Formac Inkarnaklo 
nal, Inc ) 

Edlow Inkarnaktonal Co 


Energy Fueli Nuclaar, Inc 

Eurakom Supply Agency (Bolgluml 
Eicon Nuclear Co , Ine. <iubi. of Eiian 
Corp. ) 


7905840269 

7905850013 

7905820000 

7905110294 

7905300826 

7905070564 

7905110200 

7905300368 

7905150784 

7904240395 

7904240309 

7905290814 

7905290511 

7908240187 

7905300636 

7905220454 

7905241004 

7905100099 

7905100103 

7905100107 

7905250366 

7905250384 

7905150339 

7905140267 

7905160391 

7905150190 
790S030100 
7905290141 
7905230367 
7905 I 00264 
7905030092 
7905300132 
7905240544 
7905070042 
7905100290 


Eicon Hlnarala Co. ,UBA 


Elion Corp, 

Fanakaol, Inc 

Fodaral American Par knar i 


Falleua Medical Mfg Ce > Inc 
Falloua-Taa tagar Sly. 


7905000393 
7905150070 
7905250530 
790585 0056 
7905850538 
7905300658 
7905080297 
790S2407S8 
7905840444 
7905020288 
7905070038 
7905230390 


Oanoral Akomlc Co. (aubi. of Oulf Oil 
Corp. > 


Oanaral Elackrlc Co. 


7905230276 

7906230833 

7906230308 

7905230300 

7905230370 

7905230357 

7905230352 

7905230381 

7905830348 

7905830338 

7905830338 

7905830388 

7905830380 

7905230318 

7905230312 

7905230306 

7905830299 

7905830204 

7905830261 

7905230247 

7905230758 

7905230226 

7905230906 

7905230814 

7905150808 

7905300386 
7904300260 
7905300321 
7905080307 
7905180000 
7905300561 
7905000442 
7905030106 
7906030123 
7905070105 
7905150302 
7905810324 
7905830696 
7905290087 
7905150791 
7905180687 
7905210320 
7905000440 
7905190154 
7905210173 
7905040028 
7905140420 
7905140486 
79051 101 16 
7905000440 
7905220340 
7905090031 


OOCKET 

NUMBER 


70- 1100 

71- 90 


71-104 

71-104 

71-6244 

71-6244 

27-47 

27-39 

50-423 

50-412 

50-395 

71-161 

71-161 

50-864 

50-320 

50-329 


40-B6SS 

40-0601 

40-0681 

50-305 


40-0102 

40-8064 

40-0064 

40-0064 

71-57 

40-4493 

40-4492 

40-4492 

40-4492 


40-2407 

40-2407 

40-8407 

40-2407 

40-8407 

40-2407 

40-2407 

40-2407 

40-8407 

40-8407 

40-8407 

40-2407 

40-8407 

40-2407 

40-2407 

40-2407 

40-2407 

40-2407 

40-8407 

40-8407 


71-6346 


70-704 

50-320 

70-1113 

70- 1113 

71- 5926 
50-320 

50-73 

50-219 


1 


CORPORATE SOURCE INDEX 


AUTHOR 

afpiliation 


Oin«r«l Dgnmtlci Cqrp « aulncg ShipbiiiU 
ing Dlv 

0«n«r«l Clfctrlc Co. tNucitjir Entrgg 
Prodticbf Div 


Ooldon Ooto BuLbchboard Co. 

4ulf Oil Carp, f Oulf Hlnirol Rotourco* 
Co. 

H»»« Oil Vtrgln lilandt Corp. 

4l»ko< (nc. 


Kudaon Producba Corp. 

laokopt Prodgota Uab orakorlat 

Intornatlonal Talaphono ti Talagraph Corp 

Kauacil Borglco Induakriati Inc. 

U8 Nuclaart Inc, 
tlbortg Ei^ulpmant ti Supplg Co 
*1 Control* Corp 


halco U. a. A, . Inc 
Httalfornii Inc, 

hltfulUn* Travtl aorvtct of Amarlcai 
Inc. 

Hontanto Co. 


nittublahl Intarnatlonnl Corp <«ubi of 
Hlttublthi CoTp > 


national Annoallng Bon Co. 

Nucloar Pual B*rvica«i Inc («ub« of 
Oottg Oil Co. > 


Nt*fho*'Iwal Aaiarlcan Corp. 

NL Indottriaa* Inc. 

NL Induatriaai NU Ngelaar Dlv 
Nucltar Pacfcaglnii Inc. 

...okaoUta cod*.,, 


AcceasiON 

NUHBER 

DOCKET 

NUMBER 

7905290Sli 

71-194 

7909300561 


7909340176 


7909010961 


7909190303 


7903170269 

90-260 

7909300936 


7909300263 

90-133 

7909070091 

70-U13 

7909340011 

70-1113 

7909190301 

70-1300 

7909390091 


79093 409BB 

70-1007 

7909100426 

70-1300 

7909140309 

70-1300 

7909140309 

70-1113 

7909320029 

70-1113 

7909340910 

71-9009 

7909230730 

70-794 

7909240600 

70-1113 

7909230730 

70-794 

7909290063 

70-794 

790S2S021B 

70-794 

7909290259 


7909140392 

80-219 

7909210192 


790 5 16043 B 

90-70 

790S300932 


7905090279 

00-103 

790 9010960 


7909160441 


790 9310339 


7909300317 


7909300990 


7909100109 


7909100194 


7909140274 


7903300932 


7903310321 


7903140297 


7903030320 


7909030340 


7903240333 


7903100033 


7903070094 


7909190269 

71-191 

7903170293 


7903170303 


7909170203 


7909170200 


7909170209 


7903190109 


7903340339 


7909190106 


7909240210 

71-317 

7909240206 

71-317 

7903240116 


7909290306 


7909000134 

71-36 

7909000130 

71-36 

7909040090 


790 9090429 

40-0027 

7909290373 

90-416 

7904300319 


7904300290 


7904300173 


7904300341 


7909390333 


790 9190632 

71-313 

7909100626 

71-313 

7909290139 


7903300339 


7909300332 


7909330109 

71-9906 

7909340010 


7909250037 


7909 140096 


79OS340008 


7909390041 


7909390049 


7900100104 

71-127 

7909340619 

00-201 

7909030439 

70-143 

7909340344 

70-143 

7909020314 

00-201 

7909190664 

70-143 

7900300939 

70-143 

7909100034 

70-143 

7909100433 

70-143 

7900290190 


7900110021 

70-1318 

7909390211 

71-9023 

7909190706 

71-9133 

7909340497 

71-91 16 

7900340643 

71-216 

7900240635 

71-316 


AUTHOR 

affiliation 


Ojlo Patrolaun. Inc, 

QFPahor* Poaiar 8g«t*nt Ctubt of 
Naatinghouaa Elaetrte Corp 1 


Pathflndir Hina* Corp. 
Patrotainlci i Inc . 

Pgllwani Inc. 

Radium Chantlcal Co r Inc 
Radiation Barvlcii, Inc 
Routar-atolcati Inc 
Rockwall Intarnaftona 1 Carp 


RaA Corp. 

Sigma Chamlcal Co Ifuh*. of Sigma 
Aldrlcb Corp I 


6aupp***atandardliad Noclaar Unit Power 
Plant Sgatam 


Taladgnth Inc 

Taxaa Initrumontai Inc. 


Tran* Co 

Troninuclaar. Inc 


Chamatron Corp. . Tub* Turn* Dlv 
Taxa* Plpt Banding Co lauba of Bandla 
Corp. f 

Union Carbide Carp 


United Muclaar Corp. 


Uni pan Intarnat lana 1 
U6 Stall Corp. 

Haitlnghouia Elactrlc Carp. 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

7900100172 

40-8693 

7900390313 

90-437 

7909290290 

50-437 

7909310488 

50-437 

7905040133 

50-437 

7909330032 

50-437 

7909190112 

90-437 

7909310499 

90-437 

7909100029 

40-3399 

7909100284 

40-6699 

7909240940 

40-6699 

7903190647 

71-317 

7909290540 


7909230376 


7903230363 


7903080913 

90-379 

79030B0S17 

90-379 

7909090422 


7909060910 

90-379 

7909220397 

90-920 

7909300114 


7903190161 


7909030109 


7909140093 


7909070690 

90-403 

7908310411 

30-402 

7909070649 

80-4B2 

7909240608 

71-3036 

7904300334 


7904300328 


7905340078 

70-33 

7909230939 

90-846 

7909180199 


7909390121 


7909100398 

70-3004 

7909020390 


7909340131 

70-3198 

7909100417 


79093901 10 


7709190708 

71-9180 

7909230066 

71-9120 

7909190417 

•0-382 

7909100369 

71-307 

7909100368 

71-307 

790907009B 

71-6098 

7909010901 

80-299 

7909390033 

40-299 

7908100113 

40-299 

7909180281 

71-6088 

7908010931 

90-94 

7908010499 

90-94 

7909030231 


7909330067 

70-020 

7909390336 

70-830 

7909140P** 


'790903f 


790334*' 


790919 


7909’'' 


7909 


7909 


7909 


7909 


790S 


7908 


790! 


790! 


790! 


790! 


790! 


790! 


790' 


790 


790 


79f 


79 
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362 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUKSER 


DOCKET 

NUHBER 


Uttttrn Nucltari 
Oodst Corp > 


Inc (fubf ad Phtipc 


Worthington Punp< Inc (tube of 
Bkudtbak«r-War th Ingtoni Inc ) 


Hgeninf Hlniral Corp 
Yuba Htat Tranidar Corp 


7905110096 

790S2I0146 

7905190063 

7905090366 

7905150592 

7905170292 

7905240457 
7905240442 
7905300147 
7905 150766 

7905150763 

7905240267 

7905250454 


40-1 162 

40-1162 

40-1162 

40-1162 

71-309 

71-309 

40-8502 


PROFESSIONAL/ INDUSTRIAL INSTITUTIONS. SOCIETIES 
AloMle In4u«trlal Forua 


Air Traniport Aiisclatlon 
Aairlcan Mining Cangraai 
Aaarlcan Nuclaar Energy Council 
Aaarlcan Ntwipaptr Publlihari Atfoc 
Aaerlean Nucltar Seclaty 
Aaarlcan Qoclaty of Hachanlcal Englntart 
Edlfon Electric Initltuta 
Europtan Nuclear Cendarcnca 
Htalth Phyalcs Soclaty 

Induftry Advlcory Oroup 


Intarnatlonal Bretharheed at Electrical 
Hor tart 

Maine Merchantf Aeioclatlsn. Inc. 
Non-Oei tractive Teitlng Management 
At tociatlfln 

Portland Ceaent Attoclatlon 
Special Inttruaent Oroup 


STATE OOVERNTENTS/AOENCIES 


Artantat) State of 
Arliona. State od 


Calldornla. State of 


Oelarado. State od 
Connecticut! State of 


Delaware. State od 
Florida. State od 
Oeorgla. State od 
towai State od 

Illlnolt. State od 


Indiana! State od 
Kantae. State od 
Kentucky! state od 
Kaieachueette! State od 


Main#. State od 
Michigan! State od 


790SI400B6 

90-320 

790S290469 


7909160223 

90-320 

7909040313 


7909190792 


7909140090 

90-320 

in 7909300931 


7909090261 


1 7909000219 


7909040247 


7909140260 

90-320 

7909230977 


7909220034 


7909190176 

90-320 

7909230496 

90-320 

7909230468 

90-320 

7909230026 

90-320 

7909230069 

90-320 

7909230069 

90-320 

7909110026 


7909010949 

90-309 

7909190230 


7909060916 

90-402 

7909220493 

90-320 

7909290912 


7909240410 


7909240401 


790924043S 


7909290470 


7909030090 


7909300270 

90-206 

7909300277 

90-206 

7909010993 

90-361 

79090B0028 


7909300691 

90-318 

7909240996 

90-992 

7909300269 

90-806 

7909300691 

90-318 

7909100364 

90-320 

7909240644 

90-318 

7909240713 

90-279 

7909190348 


7909290904 


7909290494 


7909300647 

90-849 

7909290491 


7909290497 


7909250922 


7909290446 


7909240417 


7909230768 

90-299 

7909290372 

87-39 

7909030171 

27-39 

7909190921 

27-39 

7909190896 

90-899 

7909310392 

87-39 

7909310273 


7909100190 


7909190248 

90-899 

7909140193 

90-119 

7909100069 

40-8061 

7909110101 

87-39 

7909100032 


7909070364 

87-39 

79091401 5B 


7909290468 


7909240789 

50-946 

7909070086 

90-443 

7909840943 

50-471 

7909100326 

50-471 

7909090411 

50-471 

7909240794 

90-471 

7909230396 


7909300972 

90-309 

7905230904 

90-319 

7909140891 

50-341 

7909310360 

50-389 

7909080139 



AUTHOR 

AFFILIATION 


Mlnneeota. State od 

Hlftouri. State od 
North Dakota. State od 

New Haapthlro. State od 

New Jereev! State od 

New Mexico. State od 

Nevada. State od 
New York. State od 


Ohio. State of 
Otlehoaa. Stete ad 

Oregon. State od 
Penneylvanla. State od 

South Caro'llna. State od 
Teiei. State od 

Utah. State od 

Virginia. State od 

Weft Virginia. State od 
Hyonlng. State of 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

7905000411 

50-863 

7905000488 

50-863 

790500041 1 

50-863 

7905000488 

50-863 

7905160410 

80-483 

7905100390 

71-888 

7905100393 

7i-aea 

7905850046 

80-309 

7905850044 

50-309 

7905840954 

50-872 

7905840709 

50-872 

7905840548 


7905070801 


7905840377 


7905150199 


7905090176 


7905850463 


7905030847 

50-549 

7905150871 

50-596 

7905850080 

80-549 

7905230613 

50-801 

7905150366 

50-596 

7905030839 

50-549 

7905190099 

50-380 

7905070467 

50-596 

790501 04 97 

80-844 

7905030350 

50-549 

7905890435 


7905150738 

80-801 

7905850209 

50-596 

7905890106 

50-816 

7905840433 


7905840875 

50-556 

7905150063 

80-586 

7905830759 

50-556 

790SSSO1BO 

80-588 

7905850519 


7905190851 

50-320 

7905140098 

50-380 

7905850511 


7905350453 


7905850510 


7905310111 

50-466 

7905140060 

50-466 

7905840800 

40-3453 

7905850048 

40-8698 

7905150303 

40-0698 

7905300508 

40-8788 

7905340485 

40>-86at 

7905850801 

40-8601 

7905840301 

40-0601 

7905840484 


7905030330 

50-330 

7905850815 


7908300786 

50-800 

7908040865 


7905890030 


7905080800 

40-899 


U B FEDERAL OOVERNMENT AND AOENCIES 


Coeet Ouard. Tranepertatton. Dept, od 7905250168 
Congrtii (Joint 6 Rototlng CoaMlttooei 7905150058 
otc. 1 


Dtdonio. Dopt. od. Dedeneo Nucltar Aganty 
Agr Uulturo. Dopt. od 


Comatrcti Dept, od 

Army. Dopt, odi Corpe od Englnoori 

Army. Dopt od. Matlt, It Hochonict Rotoarch 7908160431 
Contor 


7905310356 

7905090441 

7908010877 

7905090090 

7908090345 

7905310349 

7905210063 

7908090292 


Enorgy. Dopt, od 


Enorgy, Dopt, od. Clinch Rivor Brooder 
Reactor Plant 
Intoriori Dapt, od 


Inttrior. Dopt, od. Fleh It Hlldlldt 
Strvlco 


7905210032 

7908150639 

7905020264 

7908300490 

7905020270 

7905290071 

7908300429 

7905140521 

7905230776 

7905060108 

7905020293 

7905300163 

7905300154 

7905240258 

7908310453 


40-8681 

80-320 

50-170 

40-8698 

40-8698 

50-582 

50-892 

50-898 

80-300 

50-546 

80-47 


50-380 

50-488 

71-9705 

71-890B 

71-63B7 

71-9010 

80-344 


80-537 

40-8681 

40-8690 

40-8681 

50-466 


Interior. Dept, od. Oeotogtcal Survey 
Juttlce. Dept, od 

State. Dept, od 


7908040473 80-471 

79051 50481 50-274 

790509036 4 50-18 

7905840988 50-348 

7905300058 50-445 

, 7908100288 50-445 

7905140070 50-499 

7905240878 
7905240883 
7905240889 
7905840897 
7905250054 


CORPORATE SOURCE INDEX 


363 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

nuhser number 


AUTHOR 

AFFILIATION 


ACCESS EON 
NUMBER 


D«pt of, Buroou of Oeoon* L 
Intornotl Environ li Bclonktflc AFfoiro 


Trontportotlon, Dopt of 
Envlronmonkot Protoctton Agoncg 


FoForol Enirgy Rtgulatory Coamltolon 
Kiolth, Education R Walfnra, Dopt. of 


Kovoo of Rtp 


Houto of Rtp I OovornMon* Oporatlons 


Hout* of Rop , CetMiltioo on Rult* 
Houi* of Rop. , Hag* and Moant 
Houtlng ti Urban Dovolopioonb, Dopt. of 
National Aoronautici A 8paco AdMtn. 
CooMtrct) Dopt of, Natlonatl Bureau of 
Standardo 

Socuritloi A EKchango CoMotfolon 


Bonatd 


Votorano Adnlnlotratlon 

UTILE TIES/HQLDINO COMPANIES/ INVESTOR ABSEK 

AEP - Aaorlean Eloctrlc Power Co. • Inn. 
ALPS - AlabapM Power Co. 


79031 S0186 


7908190123 


7903130103 


7903130191 


7903230301 


7903190095 


7903160234 


7903150807 


790S16022B 


7903230539 


7903230575 


7905230997 


7905230669 


7903240431 


7905250442 


7905230708 


7905300677 


7909310422 

50-392 

7905140043 

50-320 

7905230179 

30-320 

79080300BO 

30-327 

7903100094 

40-8061 

790S040207 


7903140222 

30-443 

7904 I 80 179 


7903090431 


7908100407 

40-4602 

7905090227 

30-320 

7903230173 

30-320 

7908090229 

30-380 

7904170110 

30-320 

7903040299 

30-320 

7903280338 

30-873 

7908020149 

30-408 

7908190061 

40-0690 

7908300687 


7903100078 

30-320 

7903300S01 

30-320 

7903100013 

30-380 

7905100166 

80-320 

7905230452 

30-273 

7905130675 

30-10 

7908220100 

30-280 

7903290406 

30-280 

7903240864 

30-880 

7903020011 

30-320 

7903020123 

30-380 

7903240273 

30-373 

7903 100082 

30-320 

7903240626 

30-319 

7903150633 

30-434 

7903890107 


7903280337 


7903230329 


7905250336 


7903290470 


7905300307 


79031 10227 

30-320 

7903280312 


7903190064 


7908240384 

30-104 

7908230243 

30-560 

7903020466 

50-330 

7903070166 

50-302 

7903230842 

40-8690 

7908330131 

50-369 

7903300686 

50-309 

7908300244 

50-330 

7908100040 

50-330 

7903340312 

30-450 

7908330131 

30-869 

7908030213 

80-483 

7903840718 

30-330 

7903300763 

30-280 

7903090197 


EAT IONS 


7903300386 

30-313 

79031 80393 

30-340 

7903330363 

30-340 

7903330361 

30-340 

7908830777 

30-340 

7903140368 

80-340 

7903140387 

80-340 

7903100279 

80-340 

7903180360 

30-340 

7903340443 

30-340 

7908300710 

80-340 

7908080847 

30-340 

7908020849 

80-340 

7908300834 

80-340 

7903280036 

30-340 

7908110842 

80-348 

79081 10347 

30-340 

7908140306 

30-340 

7903140311 

30-340 

7903160403 

80-340 


790S1A0407 
7?08t&0414 
7908300300 
79O330QS04 
790SD20S4S 
7905070631 
7905200414 
79031 8039 1 
7903180337 
7903090073 
7903170266 
7903230414 
7903310376 

AFL •- Arbaneae Power «• Light Co 7903040019 

7908070494 
7903170232 
7908170339 
7908170267 
7908170327 
7908170284 
7903170239 
7903150601 
7908310387 
7905100394 
7903030128 
79081 lOOtO 
7908290494 
7903110007 
7903070490 
7908140172 
7908140176 
7908140102 
7903140183 
7903180460 
7908140280 
7908140263 
7908130372 
79081S08BO 
7903130887 
7905220398 
7908220400 
7908220403 
7908290103 
7908290109 
7908300309 
7903300317 
7903020343 
7908100294 
7903070483 
7903110092 
7903140279 
7903190033 
7903230020 
7903190167 
7903100310 
7903020231 
7903130213 
7903040009 
7903110066 
7903220248 
7903210264 
7903210266 
7903240368 
7908240712 
7903290193 
7903300488 
7903300001 
7903130389 
7903070491 
7903170263 
7903300002 
7903100268 

AIP8 ~ Arlient Public Service C». 79Q3300292 

7903290036 

7903290072 

79032203B6 

7903310378 

7903300287 

7903110130 

BECO ~ Bee ton Ed I eon Ce. 7903290671 

7908290660 
790829 0641 
7903290643 
7908290633 


DOCKET 

NUMBER 


30-348 

80-348 

30-348 

30-348 

80-348 

30-348 

80-348 

80-348 

80-340 

80-348 

30-348 

80-348 

30-348 

30-313 

80-313 

80-368 

30-368 

30-368 

90-313 

80-368 

90-368 

80-368 

80-313 

80-313 

30-363 

30-313 

50-368 

30-313 

50-368 

90-360 

50-368 

30-368 

30-313 

80-313 

80-313 

30-368 

80-368 

30-368 

80-368 

80-360 

80-368 

80-313 

30-313 

80-360 

30-368 

30-368 

80-313 

30-313 

50-313 

80-313 

30-313 

80-313 

30-313 

30-313 

80-313 

80-313 

30-313 

30-313 

30-313 

30-313 

80-313 

30-313 

30-313 

30-313 

30-313 

30-313 

30-313 

30-368 

30-368 

00-368 

30-892 

30-820 

30-828 

30-926 

30-392 

30-392 

30-471 

30-471 

30-471 

80-471 

30-471 


364 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIOH 


BOE - Bdffluori Oat tt Elictric Co, 


CEIL - CoHMonwialth Edlion Co 


ACCESSION 

DOCKET 


NUMBER 

NUMBER 


7909290100 

90-293 


7909300482 

30-293 


7909300472 

80-293 


7908300939 

90-293 


7909300843 

90-293 


7909000801 

30-293 


7909290200 

30-293 


7909290634 

30-471 


7909140439 

90-471 


7909190397 

30-293 


7909230021 

90-471 


790930001 1 

30-471 


7909170230 

30-293 


7909010942 

30-293 


7903170239 

30-293 


7909310392 

30-293 


7909300013 

30-471 


7909100348 

50-317 


7909110122 

90-317 


7909230398 

30-317 


7903230396 

30-31 7 


7909110118 

30-317 


7909010924 

90-317 


7909010928 

90-317 


7909290712 

30-317 


7909300742 

30-317 


7909080494 

30-318 


7909080999 

30-317 


7909080961 

90-317 


7909090342 

30-318 


7909190080 

30-317 


7909190083 

30-317 


7709220282 

30-317 


7909290430 

30-317 


7909290426 

30-317 


7903160323 

30-317 


7909090049 

30-317 


7909090323 

90-293 


7909020320 

90-373 


7909070974 

30-434 


7909160399 

90-10 


7909170299 

90-299 


7909170260 

90-284 

CENY 

Yorl 

7909220107 

90-999 

7909290936 

90-294 

7909090322 

7909290460 

90-299 


7909160394 

90-10 


7909170290 

90-294 


7909020421 

90-10 


7909290280 

90-10 


7909290324 

90-10 


7909240633 

90-10 


7909020272 

90-293 


7909020282 

30-293 


7909080940 

30-237 


7909100296 

90-234 


7909100297 

50-294 


7909190148 

30-10 


7909040432 

90-237 


7909040961 

90-237 


7909080939 

90-237 


7909100300 

90-304 


7909100302 

90-304 


7908100306 

90-304 


7909100310 

90-304 


7908240678 

90-269 


7909240687 

80-269 


7909300242 

90-10 


7909080948 

90-24? 


7909080996 

80-249 


7903240702 

90-269 


7903240707 

50-269 


7909220297 

80-237 

CEPC 

7909220264 

90-237 

7909140318 

90-249 

COEC 

7909140324 

90-249 

7909160384 

50-237 


7909160389 

90-237 


7909240691 

90-269 


7909240699 

90-269 


7909240943 

90-299 


7908240946 

90-299 


7909240990 

90-304 


7909240999 

90-304 


7909240938 

90-293 


7909240941 

90-299 

CPC - 

7909170226 

90-237 

7909240997 

90-294 


7909240609 

90-294 


7909170229 

90-237 


7909300439 

80-373 


7909300967 

90-237 


7909300443 

90-237 


7909300447 

90-237 


7908300409 

90-237 


7909300499 

90-237 


7903300973 

90-237 


7909300979 

90-249 


7908300980 

80-249 


7909300697 

90-249 


7909300708 

90-249 


7909300479 

90-237 



AUTHOR 

AFFILIATION 


Inc. 


CPC - Coniunort Powar Co. 


ACCESSION 

NUHBER 


7903300480 
7909SSOS1S 
79051 3007A 
7908010333 
7909030313 
790S01053& 
790903036A 
7903040908 
7909090309 
79090703&7 
7909070396 
7909110198 
79051 40276 
7909190391 
7909170237 
7909220103 
7903390079 
7909310393 
7909210263 
7909090360 
7909320337 
7909170246 
7909240664 
7909170364 
7904370366 
7909190016 
7909190097 
7909290391 
7909390933 
7903390391 
7909040603 
7909090370 
7909140273 
7909290391 
7909310364 
7909070393 
7903080396 
7909140313 
7909300020 
7909310361 
7909040483 
7909190498 
7909280069 
7909190494 
7905170249 

7909230367 

7909300398 

7909220376 

7909230368 

7909220283 

7909220286 

7909230388 

7908230891 

7908380894 

7908320299 

7909230303 

7909220309 

7909220313 

7909230313 

7909290248 

7908040004 

7909040006 

7909040279 

7908190019 

7909190018 

7909190021 

7909190038 

7909290169 ' 

7909090287 

7909300394 

7909070849 

7908170244 

7908310396 

7909290124 

7909030268 

7909100210 

7909100232 

7909140083 

7909290496 

790914D111 

7909030491 

7909290449 

7908080439 

7908160434 

7909110148 

7909300284 

7909230104 

7909290930 

7909090086 

7909030311 

7909070901 

7908290828 

7909190416 

7908300386 

7908290478 

7909140219 

7908190414 

7908300478 

7909090172 

7908080939 

7909240309 

7909310098 

7908040386 


DOCKET 

NUHBER 


90-237 

90-10 

71-8 

80-373 

90-373 

90-294 

90-10 

90-299 

90-894 

90-494 

90-899 

90-373 

90-849 

90-494 

90-299 

90-999 

90-299 

90-899 

90-294 

90-599 

80-496 

90-899 

80-599 

90-599 

80-10 

90-837 

90-837 

90-10 

90-894 

90-10 

90-837 

90-10 

90-10 

90-10 

90-837 

90-373 

90-373 

90-373 

90-373 

90-373 

90-10 


90-847 

90-3 

80-247 

90-3 

90-3 

90-3 

90-3 

90-3 

90-3 

90-3 

90-3 

90-3 

80-3 

90-3 

90-3 

90-3 

90-847 

90-847 

90-247 

90-3 

80-3 

90-3 

80-3 

80-3 

90-247 

80-247 

80-3 

90-247 

90-847 

90-393 

90-396 

90-390 

90-390 

80-390 

90-390 

90-380 

90-380 

90-390 

90-380 

90-380 

90-390 

80-289 

80-389 

90-329 

90-389 

90-339 

30-329 

90-899 

90-389 

90-339 

90-399 

90-329 

90-299 

90-299 

90-899 

90-199 

90-899 


CPi. 


CORPORATE SOURCE INDEX 


AUTHOR ACCESBIOM DOCKET 

AFFILIATION NUHSER NUHAES 


7'?DSO4O407 90-299 

7909090082 90-329 

7909030387 90-329 

7909080 480 90- 1 99 
7909080484 9Q-I89 

7909000408 90-199 

7909290344 90-299 

7909080938 90-329 

7909080937 90-299 

7909290278 90-199 

7909100249 90-299 

7909100293 90-299 

7909100299 90-289 

7909100299 80-888 

7909190497 90-199 

7909190499 90-199 

7909190419 90-299 

7909190629 90-299 

7909220329 80-899 

7909220339 90-899 

7908220340 50-889 

7909280343 90-299 

7908300292 90-329 

79091 804B4 80-199 
7909210129 80-29S 

7908290303 80-199 

7908290926 80-329 

7909190309 80-299 

7909210190 90-289 

7909310449 90-199 

7909010480 

7909040099 90-199 

790911 0089 80-299 

7909140211 80-199 

7909220020 90-289 

7909210143 80-199 

79092300S2 80-299 

7909230099 80-899 

7909290099 90-189 

7909030300 80-329 

7909030380 80-329 

7908030342 80-329 

7908090307 90-329 

7909110207 90-329 

7909230741 
7909090416 

Cirnlln* PPW4r *< Lljhfc Co. 7908070480 90-400 

7909100438 90-324 

7909190424 80-241 

7908190012 90-241 

7908280124 80-241 

7909080333 90-261 

7909180431 90-324 

7905100410 90-241 

7909090302 90-324 

7909140419 90-400 

7908230283 90-324 

7908080330 90-400 

7908100241 90-324 

7908230413 90-241 

7908230404 80-261 

7909010887 90-241 

7908240192 80-324 

7909280019 90-400 

7909030348 90-324 

7909030347 80-324 

79093002B3 90-324 

7908040931 80-241 

7908040939 90-261 

7909300296 80-241 

7909060904 90-320 

79080809 IS 90-328 
7909090282 90-324 

7908090289 90-324 

7908090311 80-324 

7909090321 90-328 

7909090324 90-323 

7908090340 90-328 

7909090344 90-323 

79D91 90427 90-328 

7909190432 90-328 

7908180804 80-328 

7903190818 90-323 

7908180480 90-261 

79091S049I 90-241 
7909190441 90-241 
7903180443 80-242 

7903190010 80-241 

7909190027 90-241 

7909190030 90-241 

7909190086 90-241 

7909190088 90-241 

7909220104 90-241 

7909220110 30-241 

7908330418 90-324 

7909320342 90-328 

7909320349 90-328 

7908220341 90-338 

7909220347 90-328 

7909220349 90-338 

7909320373 90-329 

7908320406 90-324 

7908220411 80-324 

7908240430 90-328 

7908240437 90-328 



AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 



7909280413 

80-328 



7908380419 

80-338 



7903290219 

90-241 



7909290230 

90-261 



7908290380 

90-241 



7908300384 

90-334 



7903300390 

80-329 



7903300438 

80-328 



7903300432 

80-328 



7908300371 

80-324 



7908300379 

80-324 



79093 O0377 

90-324 



7909300380 

80-324 



7909300387 

90-324 



7909300397 

50-324 



7909300912 

90-338 



7908300318 

90-338 



7908010317 

80-341 



7909070478 

50-400 



7909090348 

90-400 



7909290300 

90-100t 



7909040999 

90-324 



7909040407 

9D-324 



7909140337 

80-241 



7909300449 




7909030393 

90-324 



7908040424 

80-324 



7909080402 

80-324 



7909080417 

30-324 



79090SO434 

80-324 



7908310379 

80-324 



7909210148 

80-324 



7908230944 

90-324 



7909290370 

90-324 



7909190013 

80-241 



7908030331 

90-261 



7909040084 

80-241 



7908010983 

80-261 



7909040032 

80-241 



7909080437 

90-241 



7909190328 

90-241 



7909280121 

90-241 



7909220344 

80-241 



7909290374 

90-241 



7908080483 

50-241 

C0W3 

- Ctnlral $1 BouthutPti Birvictii Inc 

7909090387 

50-884 

CYAP 

- Conntcticul V«nk«i Atpnlc Pouir 

7908300327 

90-21 a 

Go. 






7908070944 

90-213 



7909210214 

90-213 



7903210211 

90-213 



7909040070 

80-213 



7908240392 

90-213 



7908040041 

80-213 



7908310473 

90-213 



7908300323 

80-213 



7908310444 

80-213 



7908240903 

90-213 



7905070942 

80-213 

OAYP 

- D«ir 9 l«nd Pouar CapparAllva 

7908090384 

80-409 



7908140427 

80-409 



79081 40234 

80-409 



7908140231 

80-409 



7909020236 

80-409 



7908290334 

90-409 



7908010904 

80-409 



7908010910 

80-409 



7908010920 

90-409 



7908280407 

80-409 



7908020243 

90-409 



7908240914 

90-409 



7909240698 

80-409 



7909180917 

80-409 



7909180930 

50-409 



7909290404 

80-409 



7909a9q4ir 

90-409 



7908090043 

80-409 



7908310397 

80-409 



7905040373 

80-409 



7908090352 

90-409 



7908140428 

50-409 



7908220401 

80-409 



7909290084 

90-409 



7908300012 

90-409 



79QB300314 

80-409 

DE - 

DttralT Edl«»n Ca. 

7909090388 

80-341 



79091 802BS 

90-482 



7908090391 

30-341 



7909140443 

80-341 



7909310491 

80-14 



7908230473 

80-482 



7909070442 


DL - 

DuRutana Llfhl Co. 

7909030344 

80-334 



7903010493 

90-334 



7908010881 

80-412 



7909010837 

80-334 



7908220099 

80-334 



7909220104 

80-334 



7908140302 

80-334 



79091 90249 

80-412 



7908140300 

90-334 



7908310344 

80-334 



7909140322 

80-334 



7909280441 

SO-334 



7908010841 

30-412 


366 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


OPC - Out* Pauvr Co 


ACCESSION 

NUMBER 


79090B0460 

7909000468 

7909080948 

7909080991 

7909180931 

7909180836 

7909240968 

7909240309 

7909030342 

7909010932 

7909090373 

7909090066 

7909010491 

7909080370 

7909110011 

7909110070 

7909220081 

7909220093 

7909240983 

7909190267 

7909100301 

7909190106 

7909190101 

7909190103 

7909190104 

7909110040 

7909300099 

7909110037 

7909190440 

7909290061 

7909160390 

7909190262 

7909290479 

7909240470 

7909220239 

7909220369 

7909300990 

7909240921 

7909230466 

7908110264 

7908220388 

7905110017 

7909110020 

7909230770 

7909020064 

7909140906 

7909930273 

7909330379 

7909080927 

7909140483 

7909930699 

7909020408 

7909100298 

7909100046 

7909140373 

7909190294 

7909290700 

7909140167 

7909240432 

7909240436 

7909240909 

7909040047 

7909240920 

7909020327 

7909020340 

790C080923 

79091 10268 

7909190934 

7909190948 

7909230303 

7909230309 

7909290401 

7909890408 

7908390483 

7909290437 

7909310404 

7909310410 

7909020301 

7909230463 

7908240214 

7909010931 

7908010990 

7909030383 

7908040393 

7909070481 

7909080388 

7909240466 

7909140189 

7909340331 

7909190317 

7905140283 

7909140369 

7909140368 

7909160389 

7909330370 

7909320238 

7909300941 

7909330391 

7909330487 

7908340993 

7909190100 

7909340479 

7909310311 


DOCKET 

number 


90-334 

90-334 

90-334 

90-334 

90-334 

90-334 

90-334 

71-9490 

90-334 

90-334 

90-334 

90-334 

90-334 

50-334 

90-334 

90-334 

90-334 

90-334 

90-412 

90-269 

90-413 

90-413 

90-413 

90-413 

70-3633 

90-488 

70-2633 

70-2633 

90-491 

90-269 

90-369 

90-488 

70-2633 

90-369 

80-269 

90-269 

70-3623 

90-269 

50-369 

90-269 

50-287 

90-369 

90-269 

90-287 

90-369 

80-269 

80-287 

80-287 

90-491 

80-369 

90-269 

90-369 

90-269 

90-369 

80-369 

30-413 

90-269 

90-369 

90-369 

90-269 

80-491 

BO-269 

90-269 

90-287 

90-269 

90-270 

90-270 

90-269 

90-269 

90-269 

90-269 

90-269 

90-269 

90-287 

90-287 

90-369 

70- 2623 

71- 266 
90-269 
90-269 
90-269 
80-269 
90-369 
80-269 
90-269 
90-269 
90-269 
90-269 
90-269 
90-269 
90-369 
90-269 
90-269 
80-269 
90-269 
90-269 
90-2S7 
90-287 
80-413 
90-269 
90-269 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


SPEC - El Pa«(s Electric Co 
FPC - Florida Pouor Corp, 


FPL - Florida PoMr 6 Light Co. 


7909110303 

7909160361 

7909310348 

7909040382 

7908080433 

7909080966 

7908080388 

7909110264 

7909240231 

7909190317 

7909140293 

7908140369 

7909160389 

7909220270 

7909230487 

7909230943 

7909240993 

7909240479 

7909240478 

7909310211 

7909070481 

7909190100 

7909030371 

7909100299 

7909100303 

7909230941 

7909110129 

7909110129 

7909190282 

7909210194 

7909300189 

7909300164 

7909030391 

7909210193 

7908070838 

790901 0408 

7909080099 

7909100238 

7909290390 

7909040090 

7909040094 

7909070602 

7909070626 

7909240802 

7909070840 

7909040043 

7905070648 

7908040088 

7903040632 

7903040630 

7909070837 

7903070997 

7903070611 

7903070624 

7903070643 

7903070632 

7903070634 

7909080429 

7909090291 

7909290493 

7909110244 

7903090278 

7908290013 

7903110241 

7908190028 

7903230373 

7903190023 

7903300903 

7903230380 

790323036? 

7903290373 

7903230388 

7903290383 

7908300497 

7903300491 

7903300484 

7903310391 

7903310403 

7903300668 

7908020291 

7908020276 

7903310298 

7903300846 

7908310399 

7908190206 

7903210272 

7908300198 

7903300183 

7903280430 

7908240492 

7908140228 

7903290189 

7909130249 

7908240043 

7903180247 

7903080467 

7909080471 

7908080994 

7909080339 

7908080367 

7903080871 

7908240434 

7909240169 


docket 

NUMBER 


90-409 

50-269 

90-269 

90-269 

30-269 

80-269 

30-269 

30-269 

90-269 

30-269 

90-269 

90-269 

30-269 

30-269 

30-287 

90-269 

90-287 

30-269 

30-269 

30-269 

90-369 

30-413 

30-269 

90-269 

90-269 

90-269 

80-269 

80-392 

30-302 

90-302 

90-302 

90-302 

30-302 

90-302 

90-302 

30-302 

30-302 

90-302 

30-302 

90-302 

90-302 

30-302 

30-302 

90-302 

90-302 

80-302 

30-302 

90-302 

90-302 

90-302 

90-303 

80-302 

90-302 

90-302 

90-302 

90-302 

30-302 

30-302 

30-302 

90-302 

30-302 

30-30.2 

90-302 

90-302 

80-302 

30-302 

30-302 

80-302 

90-302 

30-302 

90-302 

90-302 

90-302 

90-302 

30-302 

30-302 

71-6698 

90-302 

80-302 

80-302 

90-302 

80-302 

80-302 

80-302 

30-302 

90-302 

30-230 

80-281 

80-280 

80-339 

80-338 

80-339 

30-290 

80-280 

80-280 

80-231 

90-231 

80-281 

30-231 

30-230 

80-339 


AUTHtm 

AFFILIATION 


CORPORATE SOURCE INDEX 


ACCESSION Docket 

number number 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUHBER NUMBER 


2 


79050900^7 SO-2SO 

7905090078 50-850 

7905090074 50-250 

7905090081 50-250 

7905090042 50-335 

7905090064 50-335 

7905220091 50-335 

7905220103 50-250 

79052201 13 50-250 

7905300015 50-230 

7905220122 50-250 

7903220128 50-230 

7905250388 50-250 

7905250392 50-850 

7903150241 50-333 

7905220090 50-333 

7905250397 30-335 

7903250411 50-250 

7905300040 30-230 

7905000412 30-250 

7905140217 50-250 

7903140310 50-333 

7905240406 50-251 

7905240547 50-250 

7903250424 50-230 

7903040505 50-333 

7905070410 50-335 

7903210121 50-335 

7905220027 30-335 

7905310814 50-335 

7903300014 50-333 

7905310305 50-333 

7903310309 30-335 

7903140820 30-250 

7905290143 30-230 

7905150605 

CAP - 0«OT*l« Powir Co. 7903150348 50-366 

7905250462 

7905150344 50-366 

7905080524 50-321 

7905140316 50-321 

7903100844 50-321 

7905010470 50-366 

7905010469 50-366 

7905010502 50-321 

7903000346 50-321 

7905080550 50-321 

7903290029 50-321 

7905080473 80-321 

7903000479 30-331 

7905080520 50-321 

7905070639 30-366 

7903070646 50-366 

7903300309 50-331 

7903240409 50-424 

7906150465 50-366 

7903150467 50-366 

7905150519 50-321 

7903150525 50-321 

7903150543 50-321 

7905150549 50-381 

7903290035 50-321 

7903300637 50-321 

7903300638 50-321 

7905300644 50-321 

7905300660 50-321 

7905300603 50-321 

7905300600 30-321 

7905300591 50-321 

7905300603 50-321 

7905300664 50-321 

7905300676 50-321 

7905250098 50-381 

7905190813 50-321 

7905170234 50-321 

7903230047 50-321 

7903230538 50-321 

7905290184 50-366 

7903300006 50-321 

7903080427 50-321 

7903240227 50-424 

7905020241 50-424 

7905230398 80-424 

7903190039 50-321 

OENP - 04ntr«l public Ul;llttl«« 7903110234 50-320 

7903140065 50-320 

OMPC - Orctn Hount«ln Power Carp. 790S1702S1 50-443 

7905310861 60-271 

7905170233 50-443 

OPU - OPU Sorvico Carp 7905230018 50-320 

7905230010 80-M0 

7905230007 50-320 

7908230008 50-320 

7903220438 90-320 

7903190140 90-320 

7905230014 30-320 

7909230019 90-320 

7905230001 90-320 

7908190009 90-320 

7909140029 90-320 

7909210018 90-320 

7908210021 90-320 

7908110370 90-320 

7908110367 90-320 


OSU - OuW SUbai UtUUl*( Co 
HLP - Hovoton Lighting 6 Pouor Co 


ICLP - lowp ElfctrU Light 6 Pouor Co 


ItOE - towo-tlllnoii 0«* h Eloctfic 
ILPR - Illlnolt Pouor C«. 

IMPB - tn<Uno *< Mlehljpn Pouor Co. 


7909110389 
7905110357 
79051 10394 
7903110401 
7905110397 
7909110399 
7903110392 
7903110393 
7903110406 
7903110403 
7903110409 
7903110402 
7903110400 
7903110396 
7903110389 
7903110304 
7903110382 
7903110378 
7903110376 
7903110373 
7903110368 
7909110366 
7909110337 
7903230117 
7905230099 
7905230107 
7903230110 
7903190116 
7905190113 
7903190111 
7905210220 
7903190093 
7903190120 
7905190107 
7903230009 
7905230005 
7903230006 
7905230103 
7905330362 
7905310120 
7908330082 
7905330011 
7908330013 
7905330024 
7903330368 
7909310270 
7903330080 
7905090203 
7905110374 
7905330808 
7905180453 
7903310429 
7905080409 
7905340693 
7905030336 
7905080400 
7905150236 
7905290398 
7903310224 
7908310320 
7903110163 
7903150030 
7908300272 
7908020251 
7903020233 
7903330213 
7903160363 
7908160360 
7903160386 
7908160387 
7908390182 
7903290191 
7905100400 
7903040491 
7903080469 
7903090360 
7903080469 
7905310447 
7905230332 
7905070406 
7905290363 
7905070437 
7905170252 
7905170362 
7903170248 
7905170261 
7905130136 
7905250332 
7905040001 
7905040002 
7905130345 
7905070583 
7905070590 
7905070398 
7905070604 
7908070613 
7905280371 
7908310469 
7903110120 
7908110124 
7903150423 
7908150430 
7903150438 
7908130441 


50-320 

30-320 

30-320 

50-320 

30-320 

50-320 

30-320 

30-320 

30-320 

50-320 

30-320 

30-320 

80-320 

50-320 

50-320 

50-320 

50-320 

50-320 

30-320 

30-320 

80-320 

30-320 

30-320 

30-320 

30-320 

50-320 

50-320 

30-320 

50-320 

50-320 

50-320 

50-320 

50-320 

80-320 

30-320 

30-320 

30-320 

50-320 

50-320 

50-320 

30-320 

30-320 

30-320 

50-320 

50-219 

50-219 

50-320 

50-320 

30-490 

50-490 

30-498 

50-490 

30-490 

30-490 

50-490 

50-490 

50-466 

30-331 

80-331 

80-331 

80-331 

80-331 

50-331 

50-331 

30-331 

30-331 

30-331 

30-311 

50-331 

50-331 

50-331 

71-296 

50-331 

50-331 

50-331 

30-331 

30-331 

30-331 

30-461 

50-315 

50-315 

50-316 

50-315 

50-316 

50-313 

50-313 

30-316 

50-316 

60-313 

30-316 

30-316 

3*>31S 

30-313 

50-315 

50-313 

30-313 

50-318 

50-318 

30-313 

50-319 

50-313 




363 


CORPORATE SOURCE INDEX 



AUTHOR 

AFFILIATICJN 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 



7005180480 

50-316 


7905110170 




7005180493 

50-316 


7905110176 

80-320 



7905 180501 

50-316 


7905140140 

80-320 



7905210135 

50-315 


7905110079 

80-320 



7908210142 

50-315 


7905000520 

50-320 



7905220320 

50-315 


7905000531 

50-320 



790S22032A 

50-315 


7905190248 

80-320 



7905220333 

50-315 


7905190246 

80-320 



7905220339 

50-315 


7905190243 

50-320 



7905230325 

50-316 


7905160300 

50-320 



7905230330 

50-316 


7905000526 

80-320 



7905310367 

50-316 


7905230376 

30-209 



7905070596 

50-316 


7905030330 

50-209 



7905070420 

50-315 


7905090320 

50-320 



7908110183 

50-315 


7905230109 

50-320 



79082901 49 

50-315 


7905220371 

50-209 



7905290366 

50-315 


7905160174 

50-320 



7905310440 

50-315 


7905110333 

50-320 



7905040056 

50-315 


7905160141 

80-320 



7905040611 

50-315 


7905160135 

80-320 



7905240602 

50-315 


7905230375 

50-209 



7905020401 

50-315 


7908230016 

80-320 


OCPL -* Jiricy Ctntr«l Paw*r & Light Co 

7908070470 

50-363 


7905090251 

50-320 



7908250084 

50-219 


7905190209 

50-320 



7905180277 

50-219 


7905190231 

50-320 



7908210179 

50-219 


7905190215 

50-320 



7908210269 

50-219 


7905210240 

80-320 



7908290199 

50-219 


7905000445 

50-20? 



7905280077 

50-219 


7905000451 

80-269 



7908250349 

50-219 


7905000542 

50-209 



7905300733 

50-219 


7905000847 

50-209 



7908070557 

50-219 


7905060521 

50-320 



7908070651 

50-219 


7905290350 

50-209 



7908040478 

50-219 


7905220316 

80-209 



7905040481 

50-219 


7905220328 

50-809 



7908090332 

50-219 


7905290304 

50-209 



7905140330 

50-4i!19 


7905140202 

80-209 



7908090329 

50-219 


7908140296 

50-809 

1 


7908140327 

50-219 


7905110165 

80-380 

' 


7905140241 

50-219 


7905110170 

80-809 



7905140243 

50-219 


7905110149 

50-380 



7905180470 

50-219 


7908110173 

50-809 



7905150472 

50-219 


7908190121 

80-320 



7905160369 

50-219 


7908020294 

50-809 



7905160374 

50-219 


7905020460 

80-380 



7905210210 

50-219 


7908230008 

50-380 



7908210217 

50-219 


7905230002 

50-380 



7905210274 

50-219 


7905070567 

50-809 



7905210281 

50-219 


7905190115 

50-380 



7905220381 

50-219 


7905240550 

80-809 



7905220388 

50-219 


7905190169 

80-320 



7905290014 

50-219 


7905190229 

50-320 



7908290017 

50-219 


7905090337 

50-320 



7905290023 

50-219 


7905190236 

50-320 



7905290025 

50-219 


7908300188 

50-380 



7905290164 

50-219 


7905100420 

50-209 



79082901 78 

50-219 

MPL - MUtltflppl Powtr (• Light Co 

7905140340 

50-416 



7908070633 

50-219 


7905090271 


1 


7908150275 

50-219 


7905300441 

50-416 



7908240347 

50-219 


7905140339 

50-416 

' 


7905210174 

50-219 


7905020455 

80-416 

1 .' 


7905220088 

50-219 


7905140354 

50-416 

\ 


7905210265 

50-219 


7905290061 

80-416 

1 


7905210267 

50-219 


7908040810 

50-416 

1 


7905240513 

50-219 


7905040631 

80-416 

h 


7908290170 

50-219 


7905040636 

50-416 

ji 


7908290194 

50-219 


7908300439 

50-416 

A 


7908290172 

50-219 


7905000450 

80-416 

f 


7905290381 

50-219 


7905090260 


r- 


7908290394 

50-219 


7908090375 

80-309 

i 


7908250302 

50-219 


7905150520 

50-309 

i, ' 


7908070466 

50-363 


7905240659 

50-309 


K8QE - Kama! Oat (i Eltctrle Co 

7905110314 

50-402 


7908150516 

50-309 

1 

' ( 


7905300626 

50-402 


7905030165 

50-309 



7905290326 

50-402 


7905250486 

50-309 

, 1 


7908000514 

50-402 


7905250355 

50-309 

, 1 

‘1 

LAPL - Loultlana Powar tc Light Co 

7905110311 

7905110268 

50-402 

50-302 


7905090330 

7905000435 

80-309 

50-309 

i 


7905180273 

50-302 


7905150434 

50-309 



7905150418 

50-302 


7905210187 

80-309 



7905170231 

50-302 


7905210130 

50-309 



7905240590 

50-302 


7908210161 

80-309 



7905150264 

50-302 


7908280159 

50-309 



7908150400 

50-302 


7905220341 

80-309 



7905170220 

50-302 


7905330520 

50-309 



7905110260 

50-302 


7908090061 

50-309 



7905240654 

50-322 


7908090372 

50-309 



7905240645 

50-322 


7908090362 

50-309 



7905240640 

50-322 


7908240656 

80-309 



7905240650 

50-322 


7905300019 

50-309 



7905180207 

50-322 


7905230467 

50-309 



7905240376 

50-322 


'7908190151 

50-309 



7908290210 

50-322 


7905220243 

50-309 



7905240996 

50-322 


7905220251 

80-309 



7908040439 

50-322 


7905230003 

50-309 



7905040318 

50-322 


7905040514 

80-309 



7905080800 

7905240369 

50-322 

50-322 

NEIC - Northaatt Nuclaar Enargu Co. 
(Norihtatt Utllltltil 

7905010485 

50-248 



7905240639 

50-322 


7905010496 

50-845 


thorltg of 

7905080508 

50-321 

NENP - Naw England Powar Co 

7905110137 






NEUT - Northaatt Utllltlat 

7908070666 

50-213 



7908000497 

50-321 


79051 50505 

50-336 



79051004SS 

50-209. 


7905310189 

50-336 


CORPORATE SOURCE INDEX 


369 


AUTHOR 

AFFILIATION 


NIPS - Norihtrn Indiana Public Scrvlci 
Co. 


NKP - Niagara Holiawk Powar Corp 


NPPD - Nabraika Public Poutr District 


MSP - Nsrtharn States Pewsr Co. 


ACCESSION 

NUMBER 

DOCKET 

NOMDCR 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

7909220404 

50-249 



79081804*8 

50-282 

7909290323 




7903210279 

50-30* 

7903190S02 

50-33* 



7908210283 

90-306 

7909220399 

50-245 



7908220114 

90-30* 

79092 5044A 

50-213 



7908220118 

50-306 

790SOa049d. 

90-33* 



7903230918 

90-2*3 

7903080461 

50-33* 



7903280429 

50-2*3 

7909300482 

50-33* 



7908140104 

90-802 

7909300497 

90-33* 



790302023* 

90-202 

7909300333 

50-245 



7908040418 

90-863 

7909300544 

50-245 



7908090369 

90-8*3 

7905290221 

50-33* 



7908010474 

50-802 

790929007* 

71-9044 



790S0BO413 

90-263 

7909190079 

50-245 



7903010479 

50-882 

7909040053 

50-33* 



7908040830 

80-263 

7909040139 

80-33* 



79080703*6 

80-2*3 

7909070359 

80-33* 



7908070489 

80-202 

790908040* 

80-33* 



7908150228 

80-263 

7903100320 

80-33* 



7903240860 

30-863 

79091*0262 

90-33* 



7903240*81 

30-363 

790516037* 

30-33* 



790830040* 

80-202 

790922011* 

90-33* 



7903230394 

50-2*3 

7909290073 

80-213 



7908290093 

50-2*3 

7909300009 

80-33* 



7903040817 

90-2*3 

7909300261 

80-33* 



7903040011 

90-2*3 

7909310183 

90-33* 



7908190033 

50-263 

7905070621 

80-249 

NVEO - 

Nsui York Stats Elsctrlc fa Oas 

7908300477 

90-996 

79090903*2 

90-249 

Carp, 




7909090434 

90-249 



7908310342 

50-996 

7909290073 

90-213 



7908010494 

50-996 

7909300009 

90-249 



7908220120 

50-996 

7909190439 

90-423 

NY8E0 - Ntu York Otata Elsctrlc fa Oas 

79032401*0 

80-896 

7905070*39 

90-213 

OPPD - 

Omaha Public Pouar District 

7903300383 

80-285 

7909290313 




7903090363 

50-8&5 

7909210280 

90-3*7 



7908140240 

50-285 





7908150319 

50-2B5 

7909010534 

80-3*7 



7908310240 

50-889 

7909140303 

80-3*7 



7908140236 

' 50-289 

790311030* 

80-3*7 



7908140494 

50-885 

7909220207 

30-3*7 



7908140407 

50-889 

7909210277 

80-3*7 



7908290222 

90-885 

7909300329 

80-3*7 



790813021 1 

90-888 

7909020367 

80-220 



7905230610 

80-885 

7909180511 

30-220 



7905070545 

80-283 

7909310221 

30-220 



7905100120 

80-285 

7909190500 

80-220 



7905240672 

80-285 

7909100421 

80-220 



7905290499 

50-285 

7909070401 

80-220 



7905210259 

90-205 

790907041 1 

80-220 



7905070541 

50-238 

79091*0392 

80-220 



790521025* 

90-205 

79091*0374 

80-220 



79052102*0 

50-209 

790930048* 

80-220 



7905210271 

30-205 

790930049* 

80-220 



7905220300 

90-269 

7908190291 

80-220 



790522030* 

50-268 

7905330299 

30-220 



7905300557 

50-209 

7908000414 

90-220 



7905300540 

50-205 

7909230470 

80-220 



79051*0302 

50-209 

7909180397 




79051*040* 

50-209 

7909080498 

30-290 



7905300349 

80-209 

790919032* 

30-290 



7905230450 

80-209 

7909180922 

80-290 



7905090317 

80-869 

7909030129 

90-290 



790500044* 

80-288 

7909140338 

80-298 



790509004* 

80-269 

790914033* 

90-290 



7905100312 

80-285 

7908000487 

50-290 



79052405*2 

30-885 

7909180304 

50-290 

PACP - 

PaclPlc PowsT Co 

7905090293 

50-500 

79091*0127 

50-290 



7905220304 

30-344 

7909140220 

50-290 



7905250472 

50-532 

79090202*9 

50-290 

PASN - 

Potitr Authority Stats oP Now Yort 

7905040518 

90-80* 

7908000470 

50-290 



79051001*1 

80-28* 

79081903*9 

50-290 



7905100103 

80-333 

7909330389 

80-298 



7905150304 

90-26* 

7909010911 

80-202 



7905100179 

80-333 

7909190231 

80-2*3 



790811025* 

80-333 

7909070300 

80-2*3 



7908220380 

80-88* 

7909040022 

80-2*3 



7908110254 

90-333 

7909070372 

80-2*3 



7908180302 

80-88* 

7909180499 

80-282 



7903030101 

80-28* 

7909090392 

80-2*3 



7908010804 

50-333 

7909010909 

80-202 



7908280172 

90-20* 

7908090300 

80-263 



7908220319 

80-20* 

790818049* 

30-202 



7909220322 

80-20* 

7908070344 

90-202 



7908220327 

90-20* 

7909180978 

50-2*3 



7908220331 

80-20* 

7908290331 

90-2*3 



7909220334 

80-28* 

79080303*4 

50-202 



7908220330 

80-28* 

7909030367 

50-202 



79092801*2 

80-333 

7909020462 

90-202 



7908280241 

80-28* 

7909040921 

90-202 



7908240290 

80-333 

7909040*04 

90-2*3 



7908010499 

80-333 

7908080943 

50-202 



7908010903 

80-333 

79090808*9 

90-202 



7908010808 

80-333 

7909080424 

90-2*3 



7908010800 

90-333 

7908080438 

90-263 



7908280194 

80-333 

7908290290 

90-202 



790801081* 

80-28* 

7908110137 

90-202 



7908010922 

80-28* 

7908110131 

90-202 



7909090301 

80-286 

7908140214 

90-202 



7909090309 

80-28* 

79081*0382 

90-282 



7909190479 

90-333 

79081*0388 

90-202 



7909190477 

80-333 

79081*0379 

90-2*3 



7909300411 

80-333 

79081*0301 

90-2*3 



7909300416. 

80-333 

790S1S04&* 

80-202 



790930090* 

80-333 
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CORPORATE SOURCE INDEX 


AUTHOR 

APFItlATIOW 


ACCESS tOH DOCKET 

NUHBER NUHBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


PECO - Phtladalphla Eltctric Co 


PEP - Petanac Eltctric Powtr Co 
POE - Paddle Oat li Eltctric Co 


POOE - Portland Otniral Eltctric Co 


7909300514 

7909300532 

7909300927 

7909070168 

7909100179 

7909110175 

7909220387 

7905040909 

7909080969 

7909090319 

7909090343 

7909140307 

7909190492 

7909190073 

7909230430 

7909240697 

7909040913 

7909100196 

7909230991 

7909310394 

7909310443 

7909070417 

7909140346 

7909030392 

7909110076 

7909170241 

7909170236 

7909220290 

7909220284 

7909080464 

7909290192 

7909040978 

7909040077 

7909040092 

7909140344 

7909040901 

7909190443 

7909230861 

7909160383 

7909290214 

7909290216 

7909230710 

7909240184 

7909030348 

79091 10073 

7909220347 

7909020347 

7909020396 

7909290349 

7909020930 

7905090376 

7909090374 

7909300174 

7909300929 

7909190360 

7909030244 

7909140994 

7909140996 

7909190803 

7909090319 

7909190132 

7909300007 

7909300364 

7909290490 

7909020302 

7909190130 

7909140303 

7909140304 

7909190809 

7909090380 

7909240701 

7909290011 

7909190094 

7909300168 

7909140406 

7909300910 

7909090318 

7909020244 

7909210172 

7909210169 

7909300361 

7909290479 

7909030198 

7909190722 

7909090280 

7909220296 

7909040923 

7909110169 

7909240948 

7909030361 

7909240948 

7909110167 

7909290078 

7909040490 

7909040449 

7909190812 

7908240908 

7909100267 

7909100270 

7909170238 

7909170247 

7909220289 

7909220293 


90-333 

90-333 

90-333 

90-286 

90-333 

90-333 

90-333 

90-333 

90-333 

90-333 

90-333 

90-333 

90-333 

50-333 

90-333 

50-333 

90-206 

90-286 

90-286 

90-286 

90-286 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-277 

90-440 

90-440 

90-133 

90-133 

90-279 

80-279 

90-279 

90-133 

90-133 

90-279 

90-279 

90-279 

90-279 

90-133 

90-133 

90-133 

90-133 

90-279 

90-279 

90-133 

90-279 

90-133 

90-133 

90-133 

90-133 

90-279 

90-279 

90-279 

90-279 

90-344 

90-344 

90-344 

90-908 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 

90-344 


790922031 1 
7909220316 
7905310390 
7909020388 
7909220070 
7909300426 
7909020478 
7908040920 
7908090291 
7903180387 
7908230492 
7909220107 
7903230407 
7909110014 
7908000431 
7908290042 
7903090433 

PPL - PtnntvWanla Poutr (i Light Co. 7903040906 

7903030149 

7909290106 

7908110300 

7905160424 

7909290421 

7908040146 

7903040304 

7908240374 

7909020262 

7903090368 

7908190224 

7909090346 

P8C - Public Btrvlct Co of Colorado 7909010914 

7903080497 

7909010807 

7909080499 

7909140280 

7909140294 

7908140319 

7909140323 

7903290464 

7909230637 

7909300222 

7909040374 

7908040376 

7908000944 

7909000349 

7909160367 

7909160371 

7908160372 

7908160377 

7908230393 

7908230403 

7908010361 

7909180800 

7903160318 

7905230028 

7908030321 

P8E0 - Public Sarvlco Eltctric V Oai Co, 7909080483 

of Now Jtrttg 

7909300421 
7909150299 
7908280471 
7909080462 
7908080466 
7908300417 
7908300431 
7908080409 
7909180295 
7908070140 
7903140230 
7908290069 
" 7903290070 

7909290498 
7903030360 
7909010828 
7908010888 
7908280441 
7908040838 
7909040841 
7908040370 
7908040371 
7908080488 
7908080829 
7908140227 
7908280072 
7909190444 
7908190446 
7908190462 
7908190464 
7909220127 

7909220132 

7908220308 

7908220314 

7908290408 

7908080421 

7909300363 

7908070882 

7909070647 

7908170263 

7908180280 

7908040919 

7908080481 

7908090308 


DOCKET 

NUMBER 


90-344 

80-344 

80-344 

80-344 

90-344 

90-344 

90-344 

90-344 

90-344 

80-344 

80-344 

80-344 

80-344 

80-814 

50-344 

90-344 

80-387 

90-387 

50-387 

90-387 

90-387 

90-387 

90-387 

90-387 

90-387 

90-307 

50-387 

80-307 

80-387 

30-267 

30-267 

80-267 

80-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

90-267 

80-267 

90-267 

90-267 

90-267 

80-267 

90-267 

80-267 

90-267 

90-267 

90-267 

90-267 

90-3tl 

90-272 

90-272 

90-272 

80-272 

80-272 

90-272 

80-272 

80-272 

90-272 

90-272 

90-272 

90-272 

90-272 

80-272 

90-272 

90-272 

80-272 

90-272 

80-272 

90-272 

90-272 

90-272 

90-272 

90-272 

80-272 

90-272 

90-272 

90-272 

90-272 

80-272 

80-272 

80-272 

80-272 

80-272 

50-272 

80-272 

90-272 

80-354 

50-272 

50-272 

50-272 

90-311 

80-311 

80-311 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

DOCKET 

AUTHOR 

ACCESSION 

DOCKET 

NUMgEft 

NUHSER 

AFFILIATION 

NUHBEf) 

NUHSER 


7909380349 

90-878 


7909190134 

90-318 


7909890100 

90-311 


7909110193 

90-318 

P8IN - Fubttc Btrvic* Ca ot Indtlana. 

Inc, 

7909890419 

90-311 


7909010477 

90-443 

7909140097 

90-546 


7909110307 

90-313 




7909080306 

90-318 


7909290403 

50-946 


7909100484 

90-318 


79091A0400 

90-946 


7909 I 50093 

90-318 


7909310430 

90-946 


7909890067 

90-318 

PSNH - Public Service Ca of N«u 
Hafip-ftilre 

PSQK - Public Service Co of Oltlehoee 

79O90B041S 

50-946 

TOED — lDiwi,’a Ed It on Co 

7909140239 

90-346 

7909890063 

790S0903S9 

90-443 

90-996 

7905150409 

7909890488 

7909840671 

90-346 

90-346 

90-346 


7909230039 

90-956 


7909240 5S6 

90-346 


7909230484 

90-956 


7909140833 

90-346 

PBPL - Pufet Sound Power t< Light Co, 

7909240393 

90-956 


7909100380 

90-346 

7909090888 

90-908 


7901100341 

90-346 


79O82904&S 

90-982 


7909100345 

90-346 


79031W3S6 

90-938 


7909880189 

90-346 


7909160347 

90-988 


7909080866 

90-346 


7909290489 

90-928 


7909840097 

90-346 


7909310378 

90-988 


7909850198 

90-346 

ROe - Roeheeter Oee I* Electric Corp 

7909310383 

90-928 


7909100886 

90-346 

7909030399 

90-844 


7909080303 

90-346 


7909880887 

50-844 


7909080330 

90-346 


7909880283 

90-844 


7909080410 

90-346 


7909890181 

90-844 


7909080438 

90-346 


7909040101 

90-844 


7909080490 

90-346 


7909040147 

90-844 


7909080900 

90-346 


7909040180 

90-244 


7909080487 

50-346 


7909040107 

90-844 


7909080443 

90-346 


7909040191 

90-844 


790904012? 

90-346 


7909110101 

90-844 


7909040138 

90-346 


7909110104 

90-844 


790909086? 

90-346 


7909310431 

90-844 


7909090873 

90-346 


7909310439 

90-844 


7909150403 

90-346 


7909830417 

90-844 


7909150499 

90-346 


790SO704BA 

90-844 


7909190496 

90-346 


79O30709SO 

90-844 


7909160404 

90-346 


7909100149 

90-844 


7909160409 

90-346 


7909190393 

90-844 


7909830184 

90-346 


7909280377 

90-844 


7909230096 

90-346 


7909380031 

90-844 


7909SS0101 

90-346 


7909300474 

90-244 


7909880117 

90-346 


790931039 5 

90-244 


7909880181 

90-346 


7909190619 



7909390134 

90-346 

8CE - Southern Cellfornta Edleen Ca, 

7909190404 

90-806 


7909890148 

90-346 


7909090386 

90-806 


7909110099 

90-346 


79090903(61 

90-806 


7909U0091 

90-346 


7909190411 

90-206 


7909190121 

90-346 


7909310486 

90-361 


7909090416 

90-346 


7909190409 

90-806 


7909300410 

90-346 


7909890069 

90-206 


7909090393 

90-346 


7909890900 

90-806 


7909190031 

90-346 


7909840073 

90-206 


7909220099 

90-346 


7909040906 

90-806 


7909830371 

90-346 


7909040998 

90-206 


7909240403 

90-346 


7909090877 

90-361 


7909890419 

90-346 


7909080418 

90-206 


7909310490 

90-346 


7909080489 

90-206 


7909300483 

90-346 


7909U0134 

90-806 


7909310379 

90-346 


7909110139 

90-206 

TU - Teiat Utllltlee Co. 

7909140894 

90-449 


7909190903 

90-806 

TUOC - Tecae Utilitlee Oeneratlng Co. 

7909140826 

50-449 


7909190918 

90-806 


7909140224 

90-449 


7909240689 

90-806 


7909840196 

90-449 


7909310483 

90-361 


7909300761 

90-449 


7909310439 

90-806 


7909890640 

90-449 


7909310444 

90-806 


7909310198 

90-449 


7909840399 

90-806 


7909030369 

90-449 


7909090389 

90-306 


7909090313 

90-449 


7909190400 

90-806 

TVA - Tenneetea Valiev Authorltg 

7909080199 

90-380 


7909170897 

90-806 

7909010967 

90-890 


7909810160 

90-36! 


7909160460 



7909090347 

90-206 


7909140497 



7909160319 

90-806 


7909140491 



7909190374 

90-806 


7909290399 



7909110039 

90-806 


790914O4B3 



7909830914 

90-806 


7909240074 


8CE0 ~ South Caroline Electric tt Oat Co, 

7909300696 

90-399 


7905140363 



7909090480 

90-395 


7909140473 



7909830609 

90-395 


7909140491 



7909010483 

90-395 


rort%iAnAA4 



7909890109 

90-395 





7909300698 

50-395 




SOOE - San Diego Oat ti Electric Ca 

7909190406 

90-806 




7909190150 

90-806 





7909090089 

90-998 




SRUD - Bacraeanto Municipal Utllltg 

7909100888 

90-318 




Dtatrlet 

7909110004 

90-312 





7909100893 

90-318 





7909100281 

90-318 





7909100430 

90-318 





7909110038 

90-318 





7909110039 

90-313 





7909880465 

90-318 





7909850434 

90-318 





7909850437 

90-318 





7909890004 

90-318 





7909300405 

90-318 





7909300409 

90-318 





7909190156 

90-318 





7909840710 

90-318 





7909890369 

90-318 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER NUMBER 


VEPC - Uirginla Elictrle it Routr Co 


79051 «35a 

7905230733 

79050B017A 

7905140468 

7905140490 

7905140453 

7905140495 

7905140503 

7905250344 

7905010491 

7905010510 

7905300745 

7905030343 

7905300253 

7905040562 

7905090333 

7905090336 

7905240652 

7905090314 

7905090316 

7905110191 

7905110229 

7905110196 

7905110201 

7905110313 

7905110319 

7905160317 

7905190197 

7905160303 

7905190217 

7905230562 

7905230569 

7905230078 

7905230336 

7905230391 

7905230549 

7905230557 

7905230645 

7905310362 

7905310363 

7905310425 

7905310427 

7905310368 

7905310369 

7905240972 

7905040345 

7905040500 

7905080541 

7905140270 

7905140272 

7905140371 

7905110024 

7905170269 

7905300462 

7905310314 

7905300305 

7905010475 

7905110177 

7905150322 

7905230370 

7905110211 

7905150296 

790S010S64 

7905040349 

7905070420 

7905110225 

7905090341 

7905110009 

7905230519 

7905290363 

7905290390 

7905290503 

7905290115 

7905030207 

7905030209 

79051 10088 

7905040472 


50-327 

7908020519 

30-200 

50-566 

7905240181 

30-200 

50-259 

7905010484 

30-281 

50-327 

7905010487 

30-281 

50-390 

7905010492 

30-280 

50-327 

7905010498 

50-280 

50-327 

7905020391 

30-338 

50-390 

7905040626 

30-330 

50-259 

7905300734 

30-338 

50-390 

7905040396 

30-280 

50-390 

7903040414 

30-280 

50-259 

7903070404 

30-339 

50-259 

7905070533 

50-330 

50-327 

7905070659 

50-330 

50-327 

7905070662 

30-338 

50-327 

7905070330 

50-330 

50-327 

7905070636 

30-330 

50-259 

7903080311 

30-339 

50-259 

7903240481 

30-338 

50-259 

7903300706 

80-280 

50-327 

7903080434 

80-339 

50-390 

7903080444 

30-330 

50-296 

7903080447 

30-330 

50-296 

79050B0449 

30-339 

50-260 

7905080432 

30-339 

50-260 

7905090297 

30-339 

50-390 

7903110147 

30-338 

50-327 

7905110182 

30-338 

50-327 

7903110142 

80-338 

30-390 

7905110137 

80-280 

50-327 

7903110164 

80-200 

50-327 

7903110214 

80-339 

50-260 

7903160419 

80-339 

50-260 

7905190123 

80-290 

50-390 

7905190119 

30-290 

50-438 

790521 0258 

80-339 

50^438 

7903210260 

30-338 

50-327 

7905210275 

30-200 

50-260 

7905220344 

80-339 

50-260 

7903220287 

80-338 

50-296 

7903220296 

30-338 

50-296 

7905230060 

30-338 

50-260 

7903230071 

50-338 

50-260 

7903230341 

30-281 

50-25 

7903230344 

50-281 

50—553 

7905250141 

so-sso 

30-327 

7903230180 

80-280 

30-518 

790S2S01S4 

30-280 

30-333 

79052301 57 

30-280 

30-327 

7905290003 

80-280 

30-259 

7905290010 

80-280 

50-259 

7903290032 

30-280 

50-260 

7903290404 

80-339 

50-518 

7908300017 

80-339 

50-327 

7905300018 

80-280 

50-327 

7908300401 

30-330 

50-259 

7908300404 

80-33B 

50-259 

7908300400 

80-338 

30-296 

7908300412 

80-338 

30-260 

7908160432 

30-338 

30-296 

7908160437 

30-338 

30-310 

7908160444 

80-338 

30-390 

7908160434 

30-330 

50-390 

7903160438 

80-339 

50-327 

7908020358 

80-338 

50-390 

7903040468 

80-280 

50-327 

7903070473 

80-200 

50-327 

7908040036 

80-200 

30-327 

7903040126 

30-330 

50-327 

7908240407 

80-330 

80-390 

7908040380 

7908070637 

7908080441 

80-280 

80-290 

80-339 

30-338 

7908070460 

30-280 

50-338 

7908070688 

80-290 

50-280 

7908100317 

80-338 

30-280 

7908080443 

80-330 

80-280 

7908190062 

80-330 

50-280 

7908110087 

80-280 

"0-338 

7908130270 

80-338 

280 

7908210176 

80-338 

338 

7908220111 

80-404 

339 

7908220142 

30-280 

339 

7908230836 

80-338 

339 

7908230022 

80-338 

339 

7908280108 

80-280 

339 

7908290378 

80-338 

338 

7908280132 

80-280 

338 

7908290001 

80-200 

281 

7908300312 

80-200 

280 

7908240342 

80-330 

339 

7903240408 

80-280 

338 

7908070473 

80-280 

280 

7908070610 

80-280 

338 

7908000838 

30-280 

338 

7908280092 

80-280 

339 

7908040468 

90-280 

338 

7908040380 

80-280 

339 

' 7908110087 

80-280 

338 

7908280108 

80-280 

338 

338 

280 

7908290001 

7908300312 

7908220142 

80-200 

80-200 

80-280 


author 

APFILIATIQN 


CORPORATE SOURCE INDEX 


ACCESS tOR 
number 


docket 

number 


author 

AFFJLIATJon 
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ACCESSION 

Kjmber 


Docket 

PAJMBCR 


790502035a 

7905040125 

7905240407 

7905030420 

7905080443 

7905030506 

7905190062 

7905110297 

7905150270 

7905220111 

7905230536 

7905230022 

7905290296 

7905090435 

»v«. - 

7905010482 
7908070462 
7908180343 
7905010506 
7905150341 
7905070693 
7905080552 
7908000553 
7905290000 
7905290037 
7905290040 
7905010500 
7905100319 
7905160253 
7905210197 
7903150361 
7905070300 
7905080423 
7905010400 
7903070455 
7905070500 
7905240613 
7905010490 
7905010515 
7905160365 
7905160362 
79050202B9 
7905020304 
7905020310 
7905020310 
7905290075 
7905240519 
7905100256 
7905100263 
7905240303 
7905100314 
7905100315 


Hiep 


Hltcontln Elkclrlc Pou»r co 


HPP8 - Wa«lilnfl4on Puli lie Poutr Supalu 
894 


SO'330 

50-338 

50-338 

50-339 

50-330 

50-338 

50-330 

SO-4Q4 

50-330 

50-404 

50-330 

50-338 

50-280 


50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

80-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-502 

50-502 

50-266 

50-266 

50-301 

50-301 

50-266 

50-266 

50-266 

50-266 

50-301 

50-301 

50-266 

50-301 

50-301 


HP8G - Hlfconiln Public Sarviea Carp. 


7905300316 

90-266 

7909240831 

90-266 

7905240611 

50-266 

7905240627 

90-266 

7905290284 

50-266 

7909150370 

50-301 

7905010409 

90-502 

7905010513 

90-502 

7909020271 

50-266 

7909000470 

30-302 

7909300493 

50-301 

7909230463 

50-266 

7903150349 


7905130202 

30--266 

7905150440 

30-266 

7908240397 

30--301 

7905310359 

80-266 

7909300453 

80-301 

7903030337 

80-802 

7905130381 

80-802 

7905070319 

30-397 

7909090293 

30-300 

7905070456 

30-397 

7903040300 

80 >-908 

7905240901 

80-913 

7909090073 

80-397 

7909110237 

80-397 

7909190069 

80-460 

7909250467 


7905240319 

80-303 

7909010478 

80-397 

7909090069 

50-397 

7909190067 

80-460 

7909190076 

80-397 

7909190117 

80-397 

7905040379 

90-908 

7905010486 

50-397 

7909090284 

90-900 

7909160337 

90-900 

7909230934 

90-460 

7909070493 

90-397 

7903070499 

50-397 

7909040601 

90-397 

7905110232 

90-397 

7909280537 

90-397 

7909040294 


7909100292 

50-309 

7909180339 

50-309 

7905100291 

50-305 


UUPC ■ 
VAE - 


■ Uachlnglan Uattr Pcwir Ce 
Vank** Atonic EUctric Co. 


7905300030 

7905150330 

7905290901 

7909240289 

7905190963 

7909150967 

7909300399 

7909310365 

7905310366 

7905300395 

7905160364 

7905240384 

7905100289 

7905300028 

7905090303 

7909190337 

7909240776 

7909290473 

7909190334 

7909090075 

7909250452 

7905250359 

7905150422 

7905150428 

7905150433 

7905150437 

7905190126 

7909190128 

7909290050 

7905030333 

7909160309 

7909310390 

7909040039 

7909110317 

7909070948 


50-309 

50-305 

50-305 

50-305 

50-305 

90-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-305 

50-500 

50-89 


50-29 

90-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

50-29 

90-29 

50-29 

50-29 

50-271 

50-29 

50-29 


RESEARCH INSTITUTIONS AND LABORATORIES 
Argonni National Laboratory 


Battalia Htiaorial Inatttuti, Coluflbui 
Laboratorifi 


Battalia Manorial Initltutai Pacific 
Northwtit Laboratory 


Brookhavin National Laboratory 


Envlronnantal Policy Inatltuta 
Elactrlc Poutr Rataarch Inatltuta 
rranklln Inatltuta Raiaareh Laboratory 
Hanford Englnoartng Dovtlopaiant 
Laboratory 


Idaho National Engtnaarlng Laboratory 


Klnntlc Raatarchi Inc, 

Lawranct Llvarnora Laboratory 
Levalact Blonad ti Envlronnantal Rataarch 
Inatltuta 

Navyi Dapt, of) Naval Raiaareh Laboratory 
Oak Rldga National Laboratory 


7909140164 


7909240886 


7909090406 


7903040462 

90-329 

7903160098 

71-5795 

7903190099 


79091 10348 

90-320 

7909250214 


7909100126 

71-6088 

7909150814 

70-8 

7909240391 

90-6 

790S180I40 


7905030015 


7909030246 


7909290133 


7909300923 

30-360 

7903180777 


7905310018 


79032401 13 


7908100243 


7909150196 

30-27 

7903180219 


7903130201 

30-272 

7909100238 

30-309 

7905240320 

80-286 

7908160418 

80-254 

7903300466 

80-266 

7909070499 


7909240929 


7909100021 


7909240427 


7909240419 


7905240389 


7909240199 

80-280 

7909040430 


7909280106 



7909100169 

7905210187 

7909210166 

7909210184 

7905020082 

7905140975 

7909140976 

7909080099 

7909140177 

7705020464 

7909100213 

7909240985 

7909110033 

7909300438 90-320 

7909240956 

7909250160 

7905020004 

7909030142 

7909140972 

7905300078 

7909240540 

7909240976 

7909240987 

7905290498 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUHDER NUHBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


Sanrfii LAbarctorla* 


7909340344 
79093307BS 
7909140149 
7909110349 90-330 

7909300061 90-320 


7909140033 

7909340993 

7909340404 

7909110267 


DOCKET 

NUMBER 

90-320 

90-330 


ConMiil««lon 


w.w’ii ivwwb.a-#nri I T ^UIVIIVI 

ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

7903300262 


7903090181 

80-320 

7903140129 

80-320 

7903180009 


7905180010 


79030901 U 


7908110213 

90-320 

7908020024 

80-320 

7909110197 

80-320 

7909210044 

80-320 

7905110233 

80-320 

7909020046 

80-320 

7903080070 


7903100020 

80-320 

7905080128 

80-320 

7905030099 

90-320 

7905090004 


7905190003 


7905160000 

90-320 

7905280079 


790529000B 


7909190233 

80-320 

7903290003 

90-219 

7909290031 

80-309 

7903160042 

50-320 

7909160099 

50-320 

7905190127 

30-320 

7905300300 

80-320 

7909300577 


7905140020 

80-320 

7905300563 


7905*300519 


7905190139 


7909300464 


7905290167 


7905180005 


7905300529 


7905140290 

80-320 

790309029? 

30-320 

7903110220 

80-320 

79083001 19 

30-320 

7908300649 

30-243 

7909300101 

30-320 

7908100020 


7908300103 

30-320 

7908300180 

80-320 

7903300076 

30-320 

7903300123 

30-320 

7909300560 

30-309 

7903300139 

50-320 

7905300094 

80-320 

7909300120 

80-320 

7908300126 

80-320 

7908300119 

30-320 

7908250199 

50-996 

7905300134 

50-320 

7909300137 

50-320 

7908140173 

50-320 

7909300144 

80-320 

7908300124 

30-320 

7909300107 

80-320 

7908300139 

80-320 

7908100322 

80-902 

7909300131 

30-320 

7909300896 


7903300672 


7908090413 


7903300682 


7908020038 


7908280321 


7909090413 


7908020030 


7909090413 


7908020038 


7908290463 


7908020038 


7908300498 


7908090413 


7903300460 


7903160084 

80-320 

7908170270 

90-320 

7903110243 

90-320 

7903110230 

80-320 

7908140171 

80-320 

7903300681 

50-309 

7908020038 


7908090413 


7905020038 


7905300862 


7905090413 


7909020038 


7905230792 

50-309 

79051 10190 

50-320 

7905160142 

50-320 

7905160079 

50-320 

7905160144 

50-320 

7905160178 

90-320 

7909160138 

80-320 

79091 10190 

30-320 

79091 10202 

80-320 

7909110209 

80-320 

7909160096 

80-320 

7909160119 

50-320 

7909160147 

90-320 


AUTHOR 

AFFILIATION 


0#TI 


AGCESOION DOCKET 

NUHBER NUMBEA 


7909200449 

7909110209 

7909160096 

7909230330 

7909110224 

7909110190 

7909160114 

7909160119 

7909160132 

7909160080 

7909160147 

7909220449 

7909300094 

7909100016 

7909160038 

7909160097 

7909160194 

7909160107 

7909160113 

7909300211 

7909160072 

7909U01S4 

7909160177 

7909110208 

7909110238 

7909160031 

7909160096 

7909160077 

7909160081 

7909190139 

7909160169 

7903160184 

7909160073 

7903160299 

7903110249 

7903110417 

7903160076 

7903160110 

7903160121 

7903160134 

7908160140 

7903090283 

7908110246 

7908210189 

7903110349 

7908160101 

7903110179 

7903110218 

7908300343 

7903300606 

7908090236 

7903160003 

7908160007 

7908160049 

7903160087 

7903110338 

7908110283 

7903230494 

7903300096 

7908110182 

7903110198 

7903230494 

7908110212 

7908160137 

7908160223 

7908160033 

7903100012 

7903100139 

7903100212 

7903100218 

7903100043 

7903100049 

7903100031 

7903100061 

7903100091 

7909100136 

7903100176 

7908100198 

7903100181 

7903100206 

7903240609 

7903160021 


30-320 

30-320 

50-320 

30-320 

30-320 

30-320 

50-320 

80-320 

30-320 

80-320 

30-320 

30-320 

30-320 

30-320 

30-320 

30-320 

30-300 

30-320 

30-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

50-320 

50-320 

30-320 

30-320 

80-320 

30-320 

30-320 

30-320 

90-320 

80-320 

50-320 

30-320 


30-320 

80-320 

80-320 

80-320 

30-320 

30-32 

30-320 

80-320 

90-320 

90-320 
80-320 
80-320 
80-320 
90-320 
90-320 
90-320 
90-320 
SO- 320 
80-281 
80-320 
90-320 
90-320 
90-320 
50-320 
50-320 
30-320 
50-320 
30-219 
30-320 
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U.S. NUCLtAK KtlaULMn-^ni wwiwii^nwwr.vr., 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

affiliation 


ACceasioN docket 

number number 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7909250326 

7905090229 90-320 

7909090230 90-320 

7909090221 90-320 

7909230470 

7909090296 90-320 

7909140163 90-320 

7909140166 90-320 

7909140103 90-320 

7909090218 90-320 

7909090223 90-320 

7909090290 90-320 

7909300319 90-320 

7909220434 90-320 

7909220436 90-320 

7909160103 90-320 

7909160086 90-320 

OfMc* of Inipiclior !< Auditor 7909190130 90-339 

7909220064 90-393 

Of#U« of Public Affair. 7909020163 90-320 

7909230242 90-320 

□fflc* of Pol leg Evaluation. 7905230470 

7909090297 90-320 

7909090233 90-320 

7909090239 90-320 

7909090298 90-320 

7909090234 90-320 

7909090212 90-320 

7909160092 90-320 

7909300342 
7909300390 

7909220416 90-320 

7909160102 90-320 

Offtca of tha Sier.tary of th. Conmi.iion 7909100047 90-320 

7909090192 

7909090194 

7909140033 90-344 

7909230678 90-409 

7909230646 90-200 

7909230661 90-344 

7909230973 90-309 

7909240918 90-424 

7905190260 90-999 

7909240910 90-338 

7909290479 50-320 

7909250209 90-389 

7909300481 

7909100408 90-320 

7909300613 

7909230701 

7909230484 

7909230499 

7909100026 90-320 

7909090203 90-313 

7909300268 90-320 

7909290063 

7909100096 

7909240319 

7909240020 

7909240398 

7909240366 

7909290331 

7909090219 90-320 

7909290169 90-400 

79091 40094 90-320 

7909240439 
7909290334 
7909290939 

Atosle En.rgg CoMlt.ion (Pra 19791 7904300342 

7909140203 

7909190669 70-1621 

7909230204 

7909230386 40-2407 

7909230374 40-2407 

7909230201 40-2407 

7909230348 40-2407 

7909230342 40-2407 

7909230183 40-2407 

7909230164 40-2407 

7909230291 40-2407 

7909230280 40-2407 

7909230270 40-2407 

7909230299 40-2407 

7909230290 40-2407 

7909230190 40-2407 

7909230197 40-2407 

7909230670 40-2407 

7909230219 40-2407 

7909230139 40-2407 

7909230132 40-2407 

7909020101 
7909140200 
7909140187 
7909300328 90-320 

Iractorata of 7909300209 

7909220392 90-928 


n Raactor 7909090014 

7909090018 

7909140248 


7909190066 

7909090276 

7909090266 

7909090067 

7909110379 

7909110379 

7909140237 

7909090270 

7909090023 

7909090020 

7909040170 

7909110274 

7909030161 

7909140019 

7909160290 

7909030210 

7909100092 

7909290262 

7909190239 

7909240209 

7909140014 

7909230476 

7909230480 

7909230471 

7909230449 

7909300632 

7909020162 

7909230769 

7909090161 

7909230787 

7909100090 

7909290086 

7909230972 

7909240090 

7909140022 

7909160071 

7909140031 

7909140034 

7909140048 

7909140021 

7909140037 

7909140011 

7909230188 

7909140026 

7909140012 

7909020199 

7909140013 

7909140019 

7909140194 

7909140023 

7909300729 

7909300378 

7904160268 

7909290189 

7909040201 

7909040097 

7909040221 

7909140093 

7909140169 

7909140169 

7909140174 


ATOMIC SAFETV BOARDtS) 6 PANEL(8> 


Atomic Bafaty and Llcan.lng Appaal Panal 7909090249 

7909220070 

7909100067 

7909240139 

7909340487 

790929031B 

7909190710 

7909140332 

7909190233 

7909190942 

7909240989 

7909290039 

7909080163 

Atomic Safatg and Ltcanalng Board Panal 7909020232 

7903090178 

7909300032 

7909020480 

7909090187 

7909240109 

7909230649 

7909310409 

7909100381 

7905240479 

7909290114 

7909290131 

7909100327 

7909240212 

7909300690 

7909100412 

7909230893 

7909280208 

7908290100 

7908290903 

7909140030 

7909290976 

7908230182 

7908180716 


ODCKET 

number 


90-10 

90-320 


90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 


80-320 

80-320 

80-320 

80-320 

80-320 

90-320 

00-320 

90-320 

90-320 

80-320 

90-320 

30-320 

00-320 

90-320 

90-320 

30-320 


90-10 

80-320 

80-10 

80-320 


80-020 

90-278 

90-344 

90-330 

90-338 

50-498 

00-320 

90-329 

90-320 

90-277 

90-389 

80-449 

80-892 

80-486 

80-443 

80-434 

80-389 

80-872 

80-466 

80-298 

80-290 

90-278 

90-471 

80-810 

90-398 

90-449 

80-449 

90-389 

80-329 

90-399 

90-922 

80-369 

80-466 



U.S. NUCLEAR REGULATUKY uuivuviiooiwin 
ORGANIZATIONAL, SOURCE INDEX 
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AUTHOR 

AFFILIATION 


accession t>OCKET 

HUMBER MmSEN 


AUTHOR 

AFFIHATtOM 


ACCESSION 


mjcKcr 

fjhjhber 


TRosaaooAa 7o-a*a3 

7909830666 70-8633 

7909190663 9<1-A4S 

7909190681 90-87 

79O9aaO093 90-449 

7905390379 

79091O01Q6 90-369 

7909190760 90-449 

7909aa0071 

7909830677 90-449 

7908890347 90-996 

7909830699 90-336 

7909IS0796 90-309 

7908140016 90-922 

790819067a 90-372 

7909140969 90-302 

7905340609 90-329 

7909330940 50-378 

7908140964 90-329 

7909190343 90-299 

7903230960 90-996 

7909230970 90-996 

7909290036 90-390 

7909140967 90-250 

7909140968 90-278 

7909190804 90-3SQ 

7909140961 90-278 

7909240979 27-39 

79091 4099 B 90-372 
7909240971 90-336 

7909230963 9O-S10 

7909340330 90-299 

7909290070 90-910 

7909290941 90-362 

79098904 B9 90-290 
7909290362 90-400 

7905240768 90-914 

790929026S 

7909160049 90-380 

7909190491 90-996 

7908250330 90-279 

79090S0109 90-400 

7909890102 90-272 

7909160049 90-380 

7909180677 80-437 

79080 BO 184 


OFFICE OF EXECUTIVE DIRECTOR FOR OPERATIONS I EDO) 

Off let of Eiocutlv* Dlrietor for 7908180338 

Q|i*r«ttono 

7909240189 

7909240183 

7909100278 

7909010041 

7909190679 70-1621 

7905010996 
79D90B0190 
7909830833 
7909840808 
7909020157 87-39 

7909890009 SO-482 

7909890463 90-890 

7909340869 90-879 

7909240334 90-494 

7909090196 

7908080810 90-483 

7909140891 90-278 

7909240806 90-480 

7908190190 90-380 

7909110878 90-320 

7909090860 90-380 

7909300109 90-380 

7909300079 90-380 

7909300105 90-330 

7909140892 

7908140099 90-320 

7909220491 90-330 

7908310094 

79083O0108 90-320 

79053000B8 90-380 

7908300089 90-380 

7908300303 90-380 

7908140110 90-380 

7909300100 90-380 

7909300646 

7909090843 90-330 

7909160098 90-330 


Ad«lnl«4ratlv* Coniraet'* Branch 


Contract Policy Branch 
Purcbaolny Saetlon 
Raaoarch Contract* Branch 


Taehnical Aostatanca Cantracta Branch 


t«ehnlcal Infornatian 6 Qoeunant 
Control 

Divtalen Of Faclllttoa 6 Oparatlona 
To loeowaunl cation* Branch 
Llconti Fa* Managonont Branch 


7909300161 

7909300194 

79QS3O0200 

7909300237 

7909300880 

7909300297 

7909300300 

7909300423 

7905300860 

7909230720 

7909840111 

7909840609 

7909890430 

7909300196 

7909090399 

7909020102 

7909090395 

7909080177 

7909140170 

7909140179 

7909890114 

7909040034 

7909030164 

7909190101 

7909190109 

7909030234 

7909040069 

7909040090 

7909140099 

7908030203 

7908040058 

7908240129 

7908030226 

7908830690 

7908030160 

7909030196 

7909040024 

7905040042 

7909040064 

7909040079 

7909240118 

7909240409 

7909240420 

7909240439 

7909240447 

7909230697 

7908230702 

7908240663 

7909240669 

7908230662 

7909280299 

7909020469 

790SO2O477 

7909140099 

7909300186 

79091 1041 S 

7908110410 

7909300178 

7909230636 

7909840107 

7909840767 

790989083 1 

790930019a 

7909300820 

790930086^ 

79093008*70 

7909300303 

7909300414 

7909300847 

7908230717 

7909290431 

7909280307 


»Q-a20 


EDO - OFFICE OF AOMIM8TRATION 

Offica of Ad nln titration 

Olvlflon of Contract* 


790^140973 

7909190014 

7909190660 70-1621 

79093001 18 90-320 

7909140109 * 

7909390120 

7909140069 

7908230647 

7909290242 



u.o. i^uuLCMn ncuui-Miv/ni i^w/miviioaiwm 

ORGANIZATIONAL SOURCE INDEX 


378 


AUTHOft 

AFFILIATION 


Olviilan of 8«curltg 


P«r*Bnn»l Stcurlty Branch 


EDO - OFFICE OF INTERNATIONAL FROORAtia 
OMlc* of IntirriAtlflnal ProgrBmt 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

7903150520 


7903140102 


7903310067 

30-320 

7903100043 

30-320 

7903010632 


7905020039 


7903020064 


7903140337 

30-380 

7903300379 

50-320 

7903010637 

30-320 

7905090013 


7905230113 

40-2407 

7903010660 

30-320 

7903140323 


7903060031 


7903140133 

30-113 

7903140160 


7903230400 


7903140100 


7908140196 

30-320 

7903220429 

30-320 

7903160024 

30-320 

7903160026 

30-320 

7903160006 

30-320 

7903 I 60003 

30-380 

7903220423 

80-320 

7903220419 

80-320 

7903300347 

30-320 

7903160063 

30-320 

7903160006 

30-320 

7903160003 

80-320 

7903160006 

80-320 

7903160003 

50-320 

7905160099 

30-320 

7903160166 

30-320 

7905160190 

80-320 

7903160173 

30-320 

7903160159 

30-320 

7903160161 

30-320 

7905160179 

30-320 

7903160171 

80-320 


7903240001 


7903240039 


7903230033 


7908240147 


7903240173 


7903220031 


7903230820 


7903230622 


7903240261 


7905100033 


7903100413 


7903230853 


7903230264 

40-8693 

7905240371 


7903160033 

50-380 

7903160066 

30-380 

7903160133 

30-320 

7905160012 

30-320 

7903160011 

30-320 

7903160010 

30-320 

7903160009 

30-320 

7903160004 

30-320 

7903160093 

80-320 

7903160183 

30-320 

7903160012 

30-320 

7903160011 

30-320 

7905160010 

30-320 

7903160033 

30-320 

7903160009 

30-380 

7908160066 

30-320 

7903160004 

30-320 

7908160130 

30-320 

7908160136 

30-320 

7903160196 

30-320 

7903160165 

30-320 

7903160211 

80-320 

7903160204 

30-320 

7903160178 

30-380 

7908160214 

30-320 

7903160161 

30-330 

7908160168 

SO-320 

7908160193 

80-380 

7903300407 

50-320 

7903300420 

30-320 

7903300484 

30-320 

7903300410 

30-320 

7905300418 

30-380 

7903160133 

30-380 

7903160018 

30-320 

7903160011 

30-320 

7908160010 

30-320 

7903160033 

30-320 

7908160009 

50-320 

7908160066 

30-380 

7905160004 

30-320 

7903300370 

30-320 

7903300369 

30-380 

7903300363 



author accession DOCKET 

AFFILIATION NUNBER NUMBER 


7908300339 

7908300336 30-3S0 

7908160093 30-3S0 

7903300370 30-330 

7903300369 80-330 

7903300363 
7903300389 

7903300336 30-330 

7903S30207 

7903830838 

7903100830 

7903100207 

7908300339 

7903300370 30-320 

7903300369 30-320 

7903300363 

7903300386 30-320 

7903160093 30-320 

7908300111 30-320 

7903240021 

7903230634 

7903230716 

7908230323 

7903160001 30-320 
7903090242 80-320 

7903090248 80-320 

At<l«tank Dtr«ctar Pot Eiport/Import 4i 7908230039 


InktrnBkianAl SaPiguartfd 


7903230046 

7903230820 

7905220060 

7905230039 

7903020136 

7903020349 

7903020333 

7903020361 

7903020366 

7903020361 

7903030127 

7903130138 

7903130168 

7903230689 70-2190 

7903030068 

7903080383 

7903080409 

7903080319 

7903230337 

7903080499 

7903080806 

7903020310 

7903080322 

7903020434 

7908020483 

7903020486 

7903030082 

7905030087 

7908040137 

7908290127 

7903890126 

7903290133 

7903180030 

7903130040 

7903100447 

7903130029 

7903130031 

7903130032 

7903130033 

7903180033 

7903130037 

7903130038 

7903130804 

7903130810 

7903150813 

7903180813 

7908180787 

7908230258 

7903230233 

79QS23Q2S7 

7908250272 

7908830276 

7903230288 

7903830287 

7903280291 

7908230293 

7908250300 

7903180311 

7903830781 

7903040189 

7903240083 

7903240860 

7903060168 

7908130708 

7908230448 

7908880449 

7908080174 

7903840030 

7908890101 

7908390166 

7908040171 

7908040177 

7908040166 


ORGANIZATIONAL SOURCE INDEX 


379 


AUTHOR 

affiliation 


ACCEeSIDN DOCKET 

NUHBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER NUMBER 


7905230984 

7905290349 


ECO - OFFICE OF EXECUTIVE LEOAL DIRECTS 
Office of tha Eicacutlva Legal Director 


Dtfuty Enecotlve Legal Director 

Admlnletrattve Branch 
Heerlngi Olvlelon 


Branch I 


Brench 2 


7909300403 90-320 

7909010319 50-390 

7909240412 50-398 

7905190327 

7909090213 50-320 

7909160109 

7909160017 90-320 

7909160022 90-320 

7909090299 90-320 

7903160109 
7909090190 90-491 

7909230713 

7903190321 90-402 

7905190726 90-279 Branch 3 

7909220420 90-320 

7903110418 90-320 

7909110203 90-320 

7909160163 30-320 

7909010119 90-320 

7909160090 30-3 20 

7909I6019I 90-320 

7909000170 

7909000249 

7909250306 90-490 

7909250871 90-449 

7903100200 90-344 

7909300001 90-490 

7909100170 50-996 

7909300064 90-490 

7903290128 90-922 

7909300368 90-449 

7909240299 90-330 

7909290049 80-302 

7909240224 80-344 

7909290093 90-996 

7909070147 90-344 

7909230140 90-344 

7909190114 90-463 

7909190011 50-344 

7909230246 90-463 

7909290140 90-344 

7909190011 90-344 

7905130114 90-463 

7909230246 80-463 

7909070147 90-344 

7909240909 90-940 

7909100110 90-940 

7903140200 90-824 

7909280193 90-463 

7909230143 90-449 

7909241006 80-330 

7909070147 90-344 

7909180114 90-463 

7909180011 90-344 

7909230246 90-463 

7908240909 90-940 

7903100110 90-940 

7909140200 90-984 

7909160013 80-320 

7909160226 90-320 

7909160IS8 90-320 

7905290030 90-344 

7905310013 90-466 

7909300711 90-399 

7909030209 80-330 

7909230041 30-949 

7909190100 80-872 

7909190107 50-372 

7909190192 50-272 

7909030080 50-272 

7909070131 90-471 

7909070184 50-299 

7908290088 50-471 

7908070129 90-471 

7908300722 90-280 

7908100181 50-295 

7903110410 50-380 

7908240206 90-802 

7908190068 50-272 

7909290367 90-293 

7903890137 50-272 

7909890039 50-206 

7909070154 50-299 

7909220030 90-272 

7909290039 50-206 

7908070134 50-949 

7909030040 90- 133 

7909250290 50-237 

7909100137 50-330 

7908240771 50-261 

7908250290 90-237 

7908300367 90-849 

7909070131 90-471 

7908240603 90-261 

7908240771 90-261 

7909070129 90-471 

7909390290 90-237 


7905240999 

7909100190 

7909000198 

7905100137 

7905070194 

7909080401 

7905140194 

7905040131 

7908230066 

7908030040 

7905070131 

7908070134 

7908240603 

7908220030 

7908240771 

7905070129 

7908100137 

7908100130 

7905160227 

7903210381 

7908290368 

7908000392 

7908240144 

7905180127 

7908000379 

7905300086 

7905300091 

7908230029 

7908100240 

7905100276 

7905300072 

7905300044 

7905030103 

7905030 116 

7909030120 

7909290020 

7909100226 

7905240296 

7909240520 

7908290393 

7908220443 

7908280099 

7908250093 

7905070216 

7908070229 

7905000377 

7908240639 

7908240703 

7903030182 

7905240299 

7905190737 

7908150740 

7908100129 

7908100146 

7908 1 90862 

7909110046 

7905240149 

7908300140 

7908000039 

7905090419 

7905100122 

7909020334 

7909220079 

7909000341 

7909240639 

790529009? 

7905190740 

7908300937 

7909110046 

7905240133 

7909240906 

7909000039 

7908090419 

7908240299 

7909020440 

7909020496 

7905000399 

7909090147 

7908840343 

7908240730 

7909290198 

7908130748 

7905030160 


90-298 
90-94? 
90-286 
90-330 
30-298 
80-402 
30-261 
80-402 
90-237 
50-133 
90-471 
90-849 
50-261 
90-272 
50-261 
90-471 
90-330 
90-849 
80-320 
90-466 
80-400 
30-466 
90-298 
50-892 
90-390 
50-460 
80-350 
90-400 
27-39 
90-446 
90-466 
>t-275 
70-2623 
70-2623 
70-2623 
90-409 
90-996 
90-466 
90-466 
90-443 
-90-400 
80-480 
90-400 
90-400 
90-900 
80-800 
00-400 
90-400 
80-400 
27-39 
90-492 
90-466 
90-466 
90-466 
80-400 
80-298 
90-466 
50-289 
50-219 
50-219 
90-437 
90-380 
80-390 
•0-380 
90-400 
90-400 
•0-992 
•0-892 
90-299 
90-992 
80-390 
80-219 
90-219 
27-39 
80-946 
90-946 
80-491 
80-491 
50-443 
90-491 
90-491 
90-408 
27-39 
50-390 
50-219 
90-398 
90-400 
90-440 
90-400 
00-500 
90-390 
90-900 
90-219 
80-510 
90-900 
80-400 
90-400 
90-400 
90-540 
80-400 
90-307 
90-400 
90-339 


7908020334 
7908000039 
7905220075 
7909290093 
79090201 47 
7905070216 
7908070229 

7909000341 

7909000377 

7908090419 

7908190143 

7909190605 

7909220443 

7909240638 

7909240703 

7909030079 

7909030182 

7908240081 

7905290099 

7908190129 


ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

affiliation 


ACCESS I ON DOCKET 

NUHBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7909310030 90-339 

7909100137 30-375 

7909110418 90-330 

7909240270 90-916 

7909100236 30-996 

7909100219 90-996 

7909100219 90-396 

7909130240 90-329 

7909240964 30-273 

7909240134 90-309 

7909130039 30-396 

7909290033 90-323 

7909080093 90-322 

7909100370 30-273 

7909170162 30-3 

7909100402 90-309 

7909230339 30-936 

7909100130 90-389 

7909170163 30-3 

7909190099 90-356 

7909100370 90-279 

7903160033 30-320 

Op*r 4 ttanl 6 AiiPlntPtF^Hv* Dlvl*ion 7909240493 30-329 

7909310029 90-329 

Rvlamaklpl 6 EnToTcarttnk Dlvltlon 7909100406 30-320 

790316020B 30-320 

Raaulatlonc Dlviclon 7903030207 30-330 

7909100269 30-348 

7909100197 90-273 

AnH-Truik Dtvlilon 7909240978 30-340 

7909100369 90-348 

7909100273 50-449 

79091003B6 30-443 

7909230632 90-390 

7909100138 

7903100106 90-449 

7909130816 90-393 

7903230466 90-449 

7909290139 90-449 

7909190232 30-389 

7909240967 90-449 

7909290191 30-490 

7909020316 90-392 

7903240902 90-992 

7909240967 90-449 

7909290129 30-449 

7909240863 

7903230743 90-399 

7909190737 90-432 

7909130740 90-466 

7909190748 30-992 

7903300937 30-392 

7903100129 90-466 

7909240641 30-968 

7909110046 90-293 

7909100122 90-437 

7909240133 90-992 

7909160039 90-320 

79031 9074B 90-992 

7909300937 30-992 

7909240133 90-392 

7909100372 27-39 

Branch 4 7909070021 90-996 

7903090182 90-996 

7909090438 70-2623 

7909090440 70-3623 

7909230766 70-2623 

7903230779 70-2623 

EDO - OFFICE OF MAMAOEMENT 6 PROORAH ANALYSIS 


Offlca 0 # ManagiMint and Program Analytlt 7909090220 30-320 

7909090224 90-380 

7909100293 

7909090216 90-320 

7909190199 90-320 

7909140073 90-320 


EDO - OFFICE OF STATE PROORAMS 


7909140329 
7909290929 
790909024B 90-320 

7909090294 90-320 

7903300093 90-320 

7909140329 

7909090241 90-320 

7909290916 


Aialftant Dlraetor for Emarganeg 
Praparadnaaa 


A«*l«tant Dlraetor for Program 
Davaloptncnt 


7909090214 

7909290901 

7909250317 

7903230444 

7909300002 


OFFICE OF INSPECTION 6 ENFORCEMENT 


Conitructlon 7905230897 

6 Enforcomtnt 7909240061 

7909240098 
7909240069 
7909240093 
7909240031 
7909100379 
7909240047 
79091 10006 
7909240039 
7909240029 
7909240031 
7909190099 
7909240028 
7904170040 
7909110200 
7909100249 
7909010083 
79091 101B6 
7909110009 
7909140067 
7909040406 
7909020230 
7909020260 
7909040296 
7909040360 
7909040262 
7909040369 
7909040390 
7909140293 
7909230190 
7909300290 
7909300191 
7909190636 
7909240990 
7909210276 
7909190097 
7909190139 
7909230016 
7909210293 
7909210117 
7909190173 
7909230171 
7909220412 
7909220490 
7909230916 
7909210299 
7909190160 
7909190170 
7909110361 
7909110187 
7909210110 
7909210112 
7909210036 
7909300192 
7909110184 
7909300112 
7909210314 
79091 101B7 
7903210096 
7909110184 
7909110187 
7908210096 
7908110184 
79091 10107 
7909110104 
7908110187 
7908110184 
7908190196 
7909230041 
7909210072 
7909210261 
7909190060 
7909210300 
7909110020 
7908110416 
7909210091 
7908110210 
7909110361 

Dlvltlon of Fual Facllitg 4< MatarlAli 7909210060 
Safatg 

Dlvltlon of Rtactor Oparatlont 7909110421 

Intpoctlont 

7908110420 

7909290231 

7909290162 

7909110413 

7909140047 

7909110413 

7908140047 


Dlvltlon of Raaetor 
Intptctlon 

Offica of Intpactlon 


DOCKET 

NUMBER 


90-320 


90-402 


90-346 

90-312 


90-320 

90-286 

90-267 

90-3 

50-320 

50-312 

50-320 

50-320 

50-320 

90-320 

90-320 

90-320 

90-320 

90-133 

90-920 

90-320 

50-320 

50-320 

90-320 

90-482 

90-402 

90-320 

90-320 

00-320 

90-320 

80-320 

80-320 

80-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

80-320 

90-320 

90-320 

90-320 

90-320 

50-320 

90-320 

90-320 

80-320 

80-320 

90-320 

80-320 

80-320 

90-320 

90-320 


90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

80-312 

80-800 

90-320 

80-320 

80-320 

90-320 

S0-^S^9 

90-329 

90-289 

80-320 

90-320 

80-320 

90-320 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


381 


AUTHOR 

AFFILIATION 


ACCEaaiDN DOCKET 

NUMBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBE:R NUMBER 


7MSU04I3 so-aao 

7?09U0047 30-330 

79031 J04I3 
790SU0047 
7903110413 
7908140047 

79031 AOai A 90-330 

7905160309 50-330 

7909100448 50-346 

NRC Riglanal Offlcti 7909180S30 50-319 

Region 1. Fhn«dalphl«< Offlc* af tha 7905140310 50-317 

Dirsctor 

7903230389 90-380 

7903230733 90-377 

7903230790 90-377 

7903040196 90-387 

7905040193 50-387 

7905110113 30-6134 

7905290196 50-3 

7905070183 50-386 

7905290193 50-3 

7905070177 50-386 

7905070198 50-373 

79051 10036 70-030 

7905070149 50-373 

7905100374 30-0939 

7903090146 30-313 

7909070310 30-347 

7909090140 30-330 

7909230388 70-33 

7903080110 30-386 

7909030140 30-389 

7909100433 30-387 

7903110317 90-319 

7903110371 30-347 

7909110394 BO-371 

7909240784 70-139 

7903240437 30-3S9 

7903240704 30-349 

7903300793 90-911 

7909240306 50-344 

7909240673 30-933 

7909240684 50-963 

7905290166 50-936 

7909290136 90-934 

7909290133 90-377 

7909290149 50-349 

7909290173 90-344 

79092901 30 90-377 

7905290137 50-909 

79052901 97 90-934 

7909190514 90-377 

7905190523 90-377 

7905300090 90-930 

7909190298 90-969 

7904210770 

7903100433 90-6949 

7909290169 30-1873 


7909290196 
7909190737 
7909010080 
7909010083 
7909010086 
7909210249 
7909210046 
7909230414 
79050 IQ IQQ 
7905030266 
7909010034 
7909010283 
7909030036 
7909030397 
7909030326 
7909040167 
7903030092 
7909010632 
7903140208 
7909010101 
7903030270 
7909010036 
7909010286 
7909030030 
7903030389 
7903030328 
7903040174 
7909030096 
7903010633 
7905030273 
7909030390 
7909030373 
7909040183 
7909010636 
7909010639 
7909D3039S 
7909010103 
7909030276 
7909010040 
7909010290 
7909030036 
7909020394 
7909040010 
7909040188 


30-1873 

70-3428 

30-364 

30-301 

70-1143 

30-330 

30-333 

50-330 

90-S93 

90-393 

90-393 

50-393 

90-393 

90-393 

90-393 

90-393 

90-393 

90-393 

90-317 

90-317 

90-317 

aO-317 

90-317 

90-317 

90-317 

90-317 

80-317 

90-317 

90-317 

90-3 

80-3 

80-3 

30-3 

80-3 

90-347 

90-3 

80-313 

90-313 

80-313 

90-813 

90-313 

90-313 

90-313 

50-313 


79030300S9 50-213 
7909010641 50-213 
7905010109 90-334 


7909010106 
7909010043 
7909010397 
7909020039 
7909030043 
7909030346 
7909030398 
7909040014 
7909040018 
7905040198 
7909040300 
7909010079 
7909030060 
7909030063 
7909010643 
7909010649 
7909230461 
7909210092 
7909010110 
7909010113 
7905010046 
7903010398 
7909030049 
7909030337 
7909030393 
7909040020 
7909040029 
7909040204 
7903030064 
7905030069 
7909010646 
7909010690 
7909190066 
7909010116 
7909020091 
7909020399 
7909O 40038 
7909040208 
7909030070 
7908030263 
7909010118 
7909010047 
7909010300 
7909310036 
7909210039 
7909030093 
7909310040 


80-413 

90-334 

90-334 

90-334 

90-413 

50-334 

90-413 

90-412 

90-334 

90-334 

90-413 

90-3 

90-334 

90-413 

90-334 

90-413 

90-330 

90-330 

90-219 

90-363 

90-219 

90-319 

90-219 

90-319 

90-363 

90-363 

90-219 

90-319 

90-319 

90-363 

90-319 

90-363 

90-219 

90-332 

90-322 

90-332 

90-332 

90-322 

90-332 

90-332 

90-389 

50-38? 

90-38? 

90-320 

90-320 

90-38? 

90-320 


7909030377 
7909040040 
7908040210 
7909030073 
7908020379 
7909310293 
7909210319 
7909330138 
7909330194 
7909230163 
7909310284 
79090101 19 
7908010090 
7909010301 
7909030099 
7908030343 
7909040046 
7909040211 
7909030079 
7909030278 
7909010121 
7909010093 
7909010304 
7909020061 
7908030066 
7909020300 
7909040049 
790904009? 
7908040314 
7909040224 
7909030077 
7909020284 
7909010139 
7909010126 
7909010099 
7909010307 
790902006? 
7909020071 
790902032? 
7709030332 
7909040068 
7909040071 
7909040239 
7909040237 
7909030078 
7909030081 
7909020288 


90-289 

90-389 

90-389 

90-389 

90-289 

90-330 

90-330 

80-320 

80-320 

80-330 

80-330 

80-309 

80-309 

80-309 

80-309 

80-309 

90-309 

90-309 

80-309 

30-309 

90-249 

90-249 

80-336 

90-336 

90-249 

90-249 

90-336 

90-249 

90-336 

90-249 

90-249 

90-349 

90-410 

90-220 

90-220 

90-220 

90-220 

90-410 

00-410 

90-220 

90-410 

90-220 

00-410 

00-220 

00-220 

00-410 

00-220 


7900020292 00-410 
7909010127 90-333 
7909010129 00-286 


382 


U.O, IVUULCMK rfCUULMI'Uni VrUIVIIVIIOOi'Ulv 

ORGANIZATIONAL SOURCE INDEX 


AUTHOA 

affiliation 


ACCESSION 

NUHSEft 


DOCKET 

NUH8ER 


AUTHOR 

affiliation 


ACCEaSION 

NUMBER 


DOCKET 

number 


7905030279 

7903010058 

79050 lOQ&O 

7903010310 

7905010313 

7903020072 

7903020073 

7903020295 

7903020321 

7903040074 

7905040078 

7903040245 

7903040249 

7903030083 

7905030084 

790S020a9& 

7903020298 

7903010131 

7903010134 

7903010063 

7903010313 

7903020077 

7903020082 

7903290116 

7903020323 

7903020372 

7903040083 

7903040087 

7903040259 

7903040264 

7903030086 

7903030088 

7903020308 

7903020309 

7908010136 

7903020085 

7908020402 


30-286 

30-286 

30-333 

30-333 

30-286 

30-333 

30-286 

30-286 

30-333 

80-333 

30-286 

30-286 

50-333 

30-333 

30-286 

30-333 

30-286 

30-277 

30-352 

30-277 

30-277 

50-332 

30-277 

30-277 

30-277 

30-332 

30-352 

80-277 

30-277 

30-332 

30-332 

30-277 

30-332 

30-277 

30-387 

50-307 

30-387 


7905040091 

30-307 

7905040269 

30-387 

7905030093 

30-307 

7905020314 

50-387 

7903010130 

30-272 

7903010140 

30-31 1 

7903010069 

30-272 

7905010320 

30-272 

7903020093 

30-272 

7903020100 

30-311 

7903020369 

50-311 

7903040093 

30-311 

7905040098 

50-272 

7903040273 

30-272 

7903040202 

30-31 1 

7903140103 

80-272 

790803009B 

30-272 

7903030101 

30-311 

7905020317 

30-272 

7903020322 

30-311 

7903010143 

90-443 

7903020103 

30-443 

7908020364 

30-443 

7903040100 

30-443 

7903040204 

30-443 

7903030103 

30-443 

7903020324 

30-443 

79080 101 43 

30-483 

7903010140 

30-244 

7903010073 

30-244 

7903010322 

50-244 

7903290169 

30-244 

7903020106 

30-244 

7903020111 

SO-4B3 

7905020313 

30-244 

7903020360 

30-483 

7903040104 

80-483 

7903040109 

30-244 

7905040293 

30-483 

7903030100 

30-244 

7903030110 

30-403 

7903020331 

30-483 

7903020333 

30-244 

7903010130 

30-271 


Rtglon li Phll<4*lphiai Raactar 


Rtgion 1. Philadelphia! Fuel Facllltu 
« Haterlali SaPatg Branch 


Raglan l! Philadelphia! React;or 
Operahloni Nuclear Supparh Branch 


Region li 
Branch 


Philadelphia! Safeguarde 


7903210097 

30 

-320 

7903210102 

80 

-320 

7903210100 

30 

-320 

7905190177 

30 

-320 

7903210144 

30 

-320 

7903210124 

30 

-320 

7903300063 

30 

-320 

7903230030 

30 

-320 

7903190061 

SO 

-320 

7903300108 

SO 

-320 

7905210303 

30 

“320 

7903300122 

30 

-320 

7903210042 

SO 

-320 

7908210034 

SO' 

-320 

7903210140 

80 

-320 

7903220439 

SO 

-320 

7903300187 

30 

-320 

7903230144 

30' 

-320 

7903230194 

30- 

-320 

7905210247 

SO- 

-320 

7903210246 

SO- 

■320 

7903210093 

50- 

-320 

7903190194 

50- 

-320 

7903210273 

50- 

-320 

7903210293 

50- 

-320 

7903210133 

30- 

-320 

7905180287 

30- 

-363 

7903040136 

:h 

50- 

•3G7 

7903100433 

30- 

•3B7 

7908240673 

30- 

■322 

79032406B4 

30- 

363 

7903290132 

30- 

277 

7903240679 

30- 

363 

7908240668 

30- 

322 

7903020133 

30- 

28? 

7903290134 

30- 

•309 

7903290129 

30- 

277 

7908040149 

80- 

3B7 

7908100428 

80- 

387 

7908040140 

30- 

387 

7908030129 

80- 

387 

7903230730 

80- 

277 

7903110113 

30- 

6134 

7903110103 

30- 

6134 

7903290196 

30- 

3 


7903110102 

7903110072 

7903290188 

790SS90177 

7903090134 

7903230724 

7903230694 

7903240294 

7908070182 

7903070138 
7903090146 
7903070210 
79030801 10 
7903110217 
79081 10371 
7908110394 
7908240704 
7908300782 
7908290166 
7908290126 
7908290148 
7908290173 
7908290120 
7908290187 
7908180823 
7908070189 
7908110362 
7908090142 
7908290123 
7908290184 
7908110216 
7908240430 
7908240692 
7908290140 
7908290160 

7908070172 

7908080099 

7908070161 

7908180807 

7908070148 

7908300743 

7908070133 

7908110388 

7908190178 

7908220092 

7908110036 

7908230288 

7908240784 

7908240387 

7908240277 

7908240773 


S 0-&20 

30-6134 

30-6134 

80-3 

30-3 

30-220 

30-277 

30-277 

30-244 

30-286 

80-272 

80-213 

30-247 

30-286 

80-219 

30-247 

80-271 

80-243 

80-311 

80-336 

80-334 

80-243 

80-244 

80-277 

80-334 

80-277 

80-247 

80-247 

80-213 

30-334 

80-334 

80-219 

80-289 

80-248 

80-843 

80-336 

80-286 

80-286 

90-286 

80-277 

80-272 

80-311 

80-272 

80-871 

30-320 

70-133 

70-820 

70-33 

70-133 

80-228 

80-228 

70-139 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


383 


AUTHOR ACCESSION 

APriLIATION NUMBER 

DOCKET 

NUMBER 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

tXlCKET 

NUMBER 

TYOsaBOrSA 

70-133 


7903030890 

30-349 

7903820097 

70-133 


7903010093 

30-348 

7903220072 

70-133 


7903010339 

80-348 

7903230277 

70-33 


7908020124 

30-349 

79OSUO029 

70-B20 


7908040148 

50-348 

Region 2i Atlentei Of Ilea of th« 7903230410- 

30-302 


7903040398 

50-348 

DtracLor 



7903040322 

50-348 

7903230303 



7903030137 

30-348 

7903020097 

80-269 


7903010331 

30-364 

7903020439 

70-143 


7903020363 

30-364 

7903020443 

30-327 


7903020370 

30-348 

7903290170 

90-333 


79030 1016B 

30-261 

7903290174 

30-333 


7908030294 

30-261 

7903010421 

80-302 


7903010093 

30-261 

7903010471 

80-302 


7903010346 

30-323 

7903020103 

80-391 


7903240661 

30-324 

7703020117 

80-391 


7903020123 

30-261 

79032400A9 

90-338 


7903040163 

30-261 

7903020049 

30-280 


7903040281 

30-261 

7903040124 

70-27 


7903040329 

30-261 

7903230237 

90-324 


7903130696 

30-324 

7903230243 

90-324 


7903010324 

30-400 

7903020019 

90-280 


7903030141 

30-261 

7903020471 

30-339 




7903020161 

70-1131 


7903010324 

30-403 

7903020423 

30-369 


7903020373 

30-324 

790S0700B4 

30-327 


7908020426 

30-261 

7903090133 

30-338 


7903010177 

30-269 

7903090133 

90-338 


79030101S3 

50-413 

7903230747 

90-366 


7905030301 

50-413 




7905030307 

30-269 

7903230733 

30-366 


7908010090 

80-269 

7905240307 

50-327 


7908010380 

50-269 

7908230892 

30-261 


7909040176 

50-269 

7903230 A4I 

30-302 


7908040185 

50-413 

7903290138 

30-338 


7908040263 

50-269 

7903090056 

30-339 


7908040266 

50-413 

7903130107 

30-239 


7908040346 

50-413 

7903230169 

30-339 


7903040381 

80-269 

7903230679 

30-338 


7908010338 

50-369 

79032306S9 

70-143 


7908010336 

50-413 

7903290392 

30-281 


7903030183 

50-413 

7903290398 

30-281 


7903030160 

50-269 

7903230133 

30-389 


7903010396 

50-489 

7903230674 

30-338 


7903O2O4S9 

50-269 

7903290717 

80-369 


7903020493 

50-413 

7903230110 

30-321 


7909020460 

50-369 

7903090426 

30-393 


7903010418 

50-302 

79031SOOBI 

30-318 


7903010192 

80-302 

7903130147 

30-239 


7903020404 

80-302 

7903020497 

30-321 


7903010102 

80-302 

7903230614 

30-261 


7903010383 

80-302 

7903230623 

30-261 


7903310017 

30-302 

7905230402 

30-302 


7908010403 

30-302 

7903240336 

70-1131. 


7903040209 

30-302 

7908241003 

30-23 


7908040306 

30-302 

7903241003 



7903040395 

90-302 

7908290094 

70-1113 


7903030162 

30-302 

7905290099 

70-1113 


7903020463 

30-302 

7905240312 

70-1131 


7903010193 

30-230 

7903240468 

30-395 


7903030310 

30-230 

7905241003 

30-23 


7903010104 

30-230 

79O32404BO 

30-124 


7908010338 

30-230 

7903230431 

30-308 


7903020127 

30-230 

7903240491 

30-327 


7903040141 

30-333 

7903240327 

30-348 


7903040212 

30-230 

7903240818 

30-348 


7903040308 

50-230 

7903240334 

30-339 


7908040404 

30-250 

7903290117 

30-393 . 


7903030164 

30-230 

790 3240663 

80-324 


7903010337 

30-389 

7903070101 

70-1113 


7908020465 

30-333 

7903240S07 

30-818 




7903240337 

30-491 


7903290180 

30-335 

7903130116 

70-1201 


7903010200 

30-321 

7903310024 

30-302 


7903030312 

30-321 

79O324OS09 

30-424 


7903010107 

80-321 

7903020033 

80-280 


7903010360 

30-321 

7903070383 

70-1131 


7903040216 

SO-321 




7903040304 

80-321 

7908340361 

70-143 


7908040413 

50-424 

7903330030 

30-400 


7903010366 

30-424 

7903300031 

70-1201 


7903030168 

80-321 

7908300026 

80-338 


7908020467 

50-321 

79030101 SB 

30-437 


7903010204 

80-416 

7908030323 

80-437 


7908030314 

30-416 

7908030186 

30-437 


7908040223 

80-416 

79030 40148 

30-437 


7905040312 

50-416 

7903040487 

50-437 


7905040420 

50-416 

7903030133 

80-437 


7905010371 

SQ-416 

7903070137 

30-160 


7905030167 

30-416 

7903070183 

80-838 


7905020472 

50-416 

7903070146 

80-1 U 


7905010205 

80-395 

7903070132 

90-406 


7908030317 

50-395 

. 7903070142 

50-83 


79052901 12 

50-395 

7908070140 

50-62 


7905030190 

80-395 

7908070136 

50-124 


7905040225 

50-395 

7903070186 

50-129 


7908040424 

50-395 

7903010132 

50-332 


7908010374 

50-395 

7908070139 

50-13 


7908030169 

50-395 

7908010137 

70-143 


7908020470 

50-395 

7908240382 

70-143 


7905020479 

80-395 

7903140098 

90-437 


7905150103 

50-259 

7903010161 

90-348 


7908010211 

80-289 
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384 ORGANIZATIONAL SOURCE INDEX 




AUTHOR ACCESSION 

DOCKET 

AUTHOR 

ACCESSION 

DOCKET 


AFFILIATION NUMBER 

NUMBER 

AFFILIATION 

NUMBER 

NUMBER 


7909010113 

90-299 


7909020049 

90-280 

1 

7909010343 

90-299 


7909230243 

90-324 


790924 0A9S 

90-918 


7909020019 

90-280 


790903036B 

90-299 


7909020471 

90-339 


7909040233 

90-299 


7909020423 

90-369 


7909110349 

90-327 


7909090139 

90-338 

1 

7909190700 

90-299 


7909010244 

90-338 


7909010341 

90-327 


7909010275 

90-330 


7909030172 

90-299 





7909010341 

90-391 


7909230992 

90-261 


7909020479 

90-299 


7909010447 

90-399 

1 

7909020499 

90-327 


7909090096 

90-339 


7909010224 

90-280 


7909190107 

90-259 

{ 

7909030319 

90-280 


7909290110 

50-321 

1 

7909010123 

90-280 


7909190147 

30-239 


790901 0349 

90-280 


7909190299 

90-250 

] 




7909020497 

90-321 

1 

7909020133 

90-339 


7909240480 

90-124 


7909080934 

90-280 


7909240491 

90-327 

) 

7909040294 

90-280 


7909240927 

90-348 

1 

7909040271 

90-280 


7905240934 

90-339 

] 

7909040448 

90-280 


7909240474 

90-124 

1 

7905010317 

90-339 


7909240923 

90-348 

1 

7909030191 

90-338 


7905230229 

90-324 

i 

7909020494 

90-200 


7909010449 

90-324 

j 

7909020902 

90-339 


7909230983 

90-841 

! 

7909230202 

90-320 


7909230209 

90-324 


Riglon 2f AtUntai Htactor Canttructl 7909020339 

90-349 


7909230482 

90-849 

, 

on Ic Enginiorlnii Support Branch 



7909020412 

90-349 

1 

7909020392 

90-349 


7909290707 

90-349 


7909020442 

90-327 


7909290173 

90-349 

' 

7909020117 

90-391 


7909290394 

90-308 

1 

7909070398 

90-389 


7909290381 

90-308 

' 

7909070118 

90-281 


7909290147 

90-339 


7909230793 

90-944 


7909190291 

90-830 

1 

7909240307 

90-327 


7909290109 

90-321 

1 

7909010243 

90-389 


7909020489 

90-321 

1 

7909230149 

90-339 


7909010446 

90-399 


7909230489 

70-143 


7909190138 

90-289 


7909290398 

90-281 


7909240483 

90-327 


7909230193 

90-389 


7909020040 

90-280 


7909090424 

90-399 


7909020012 

90-280 


7909190081 

90-518 


7909010299 

90-338 


7909230792 

90-491 


7909090091 

90-339 


7909240448 

90-399 


7909020498 

90-339 


7909290431 

90-908 


7909090129 

90-338 


7909240918 

90-348 


7909240930 

90-339 


7909240907 

90-910 


7909210047 

90-320 


7909240937 

90-491 

Raglon 2r Atlantai Safaguardi Branch 

7909020087 

50-249 


7909240909 

90-424 


7909020439 

70-140 


7909290020 

90-400 


7909240049 

90-339 


7909240914 

90-348 


7909040124 

70-27 


7909080329 

90-400 


7909070299 

70-1201 


7909290017 

90-400 


7909190116 

70-1201 


7909020324 

90-349 


7909020033 

90-280 


7909230724 

90-491 


7909070283 

70-1191 


7909240929 

90-49 1 


7909300021 

70-1201 


7909020289 

90-349 


7909300086 

90-338 

< 

7909140142 

90-413 


7909040118 

70-27 


7909070392 

90-389 


7909070292 

70-1201 


7909010239 

90-389 


7909040109 

70-27 


7909230137 

90-389 


7909190112 

70-1201 


7909240900 

90-424 


7909070240 

70-1201 


7909090424 

90-399 


7909300014 

70-1201 





7909020433 

70-143 


7909240444 

90-399 


7909230484 

70-143 


7909020439 

90-327 


7909020417 

70-143 



90-391 


7909020194 

70-1181 



SO'-SAA 


7909240323 

70-1181 



90-327 


7909240299 

70-1131 



90-390 


7909020146 

70-1181 



90-518 


7909070249 

70-1131 





7909020078 

90-249 





7909020048 

90-249 





7909230432 

90-302 





7909230428 

90-302 





7909840084 

90-339 





7908020023 

90-280 





7905300023 

90-338 




Ragton 3i Chlcagot Otfiet of tha 

7909110108 

90-344 




Dlractor 







79091101.11 

90-344 





7909100342 

90-346 





7909110093 

90-344 





7908110094 

90-344 





7909020209 

90-31 8 





7909020208 

80-313 





7909080093 

90-288 





7909030044 

90-188 





7909090390 

90-844 




N 

7909090393 

80-944 





7909030041 

90-373 





7909030074 

90-373 





7909010334 

90-199 





7909070023 

80-373 





7909070027 

90-373 





7909090149 

90-331 





7909090179 

90-40^ 





7909010191 

90-244 





7909010140 

90-264 





7909020172 

80-329 





7909020470 

90-900 





7909040349 

90-441 



U.d. IMUULCMn KCUULMIUnr UUIVllVll{»diUlM 

ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION DOCKET 

NUMBER NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION docket 

NUMBER NUHBEA 


7909190646 

7909090131 

7909230aOQ 

79081 10047 

7909190803 

7908S30426 

7909230442 

7908190419 

7908080211 

7908130129 

7909190134 

7909190163 

7909190436 

7909190413 

7908180429 

7909190819 

7909180820 

7909290296 

7908140007 

7909180939 

7908240734 

7909240748 

7908240494 

7909290969 

7903290720 

7909290546 

7908240716 

7908180778 

7909040190 

7909190794 

7909140492 

7908100162 

7909040369 

7909010197 

7909020821 

7909240997 

7909140213 

7909030006 

7908040496 

7909040922 

7909030204 

7909310466 

7909010236 

7909030370 

7909010199 

790S010384 

7909030007 

7909030013 

7909010969 

7909010972 

7909040334 

7909040927 

7909040929 

7908010300 

7909030206 

79Q80iQ3aa 

7908040142 

7908140408 

7908010242 

7905030372 

7908030017 

7909010974 

7908040391 

7908040492 

7909040934 

7908010400 

7909030219 

7909080397 

7908240087 

7908010246 

7909040021 

7909030019 

7909010976 

7909040382 

7909040837 

7909070170 

7909010396 

7909030217 

7909080400 

7909240892 

7909020166 

7909010247 

7908010249 

7909040026 

7909000929 

7909010162 

7909010390 

7909030022 

7908030023 

7909030029 

7909010979 

7909010983 

7909040324 

7909040328 

7909040331 

7909040469 

7909040946 

7901040948 

7909040990 

7909070162 


70-1379 

7909010387 

90-329 


7905030219 

90-329 

50-282 

7909030220 

50-199 

90-341 

7909080404 

90-329 

90-182 

7908080486 

80-199 

90-990 

7909190389 

90-199 

80-331 

7908240893 

90-195 

70-1308 

7909010291 

90-409 

90-341 

7908090199 

90-409 

90-331 

7908040027 

90- 409 

90-331 

7908010169 

90-409 

90-331 

7903010394 

90-409 

90-186 

7909030026 

90-409 

30-331 

7909010889 

90-409 


7909040384 

90-409 

80-337 

7909040440 

90-409 

90-319 

7909040993 

50-409 

80-319 

7908030222 

90-409 

90-329 

7909080490 

90-409 

90-299 

7909240896 

90-409 

90-398 

7909010233 

90-341 

90-329 

7909040030 

80-341 

90-496 

7908030029 

90-341 

90-10 

7909010986 

90-341 

80-189 

7909040387 

80-341 

90-398 

7909040460 

90-34 1 

80-263 

7909040996 

90-34 1 

80-373 

• 7909010419 

90-341 

90-299 

7909030224 

80-341 

90-10 

7908080492 

90-341 

70-1308 

7909240898 

80-341 

90-10 

7909010286 

90-331 

90-16 

7909040031 

90-331 

80-398 

7908190424 

90-331 

70-1193 

7908010167 

90-331 

90-946 

7909010398 

90-331 


7909030031 

90-031 


7903010989 

90-331 

90-319 

7909040309 

90-331 

90-319 

7909040439 

90-331 

80-319 

7909040960 

90-331 

90-319 

7909030227 

90-331 


90-319 

90-10 

90-10 

90-10 

90-10 

90-299 

50-10 

80-10 

90-299 

90-10 

90-298 

80-10 

90-373 

90-10 

80«499 

90-10 


7909080496 

7908240902 

7909010297 

7909040039 

7908030033 

7909010990 

7909040394 

7905040459 

7909040966 

7908010426 

7908030228 

7909080498 

7908240906 

2508010233 

7909040037 

7909010171 


90-331 

90-331 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90-461 

90^319 

90-319 

90-319 

90-319 


90-10 

7909010992 

90-319 

60-388 

7909170089 

90-319 

90—398 

7909030204 

90-319 

90-388 

7909080499 

90-319 

80-396 

7908010429 

90-367 

90—398 

7909010298 

90-367 

90-398 

7908040041 

90-367 

90-398 

7909030036 

90-367 

90-398 

7908010993 

90-367 

90-398 

7908040398 

90-367 

90-398 

7909040968 

90-367 

90-398 

7909070164 

90-367 

90-440 

7909030232 

90-367 

90-440 

7909090902 

90-367 

90-440 

7909240907 

90-367 

90-440 

7909010261 

90-484 

90-440 

7909010262 

90-863 

90-440 

7909040048 

90-484 

90-440 

7909040048 

90-363 

90-440 

7908010174 

90-863 

90-440 

7909010410 

90-863 

90-440 

7909290936 

90-863 

90-440 

7909030040 

90-aea 

90-329 

7909030047 

90-484 

90-199 

7909010997 

90-484 

90-329 

7909010999 

90-863 

90-199 

7908010600 

90-288 

90-329 

7909040409 

90-863 

90-199 

7909040418 

90-484 

90-199 

90-329 

7909040449 

90-484 

90-299 

7909040491 

90-863 

90-199 

7909040976 

50-863 

90-199 

7909040887 

90-484 

90-329 

7908010419 

90-404 

90-259 

7908030239 

90-484 

90-199 

7908030237 

90-863 

90-329 

7908080903 

90-484 


7909080909 

90-863 

90-329 

7909010269 

90-946 

90-329 

7908040091 

90-946 

90-299 

7909030049 

90-946 

90-199 

90-199 

7909010602 

90-946 


385 


36 

AUTHOR 

AFFILIATION 

U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 

ACCESSION DOCKET AUTHOR 

NUMBER NUMBER AFFILIATtON 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 


7903040425 

30-346 

Ragion 3> Chlcagoi Rtactor 

Oparattons 

7903100337 

30-346 


7905040309 

SO-346 

Nuclvar Buppart Branch 





7905070167 

SO-346 



7903110094 

50-346 


790S010411 

SO-346 



7903080086 

30-235 


7903030241 

30-346 



7903070027 

30-373 


7908080307 

30-346 



7903240729 

80-338 


7903010267 

SO-346 



7903090169 

30-331 


7903040035 

30-346 



7903090173 

50-409 


7903010176 

30-346 



7903150134 

50-331 


7903010413 

30-346 



7903130163 

30-136 


7903240933 

30-346 



7903040161 

30-294 


7903030033 

30-346 



7903130139 

30-136 


7905010604 

30-346 



7903020202 

30-313 


7903040427 

30-346 



7905130132 

30-313 


7903040391 

50-346 



7903070020 

30-373 


7903070174 

50-346 



7903140084 

30-295 


7903030243 

50-346 



7903240719 

50-338 


790S0B05O9 

30-346 



7903080084 

30-253 


7903010268 

50-483 



7903010333 

30-133 


7903040038 

30-403 



7903090167 

30-233 


7903030038 

30-403 



7903090173 

30-409 


7903010610 

30-403 



7903090163 

30-331 


7903040428 

30-403 



7903130126 

30-331 


7903040461 

30-403 



7903230266 

30-331 


7903040595 

30-403 



7903110100 

30-346 


7903010403 

30-403 



7903100334 

50-346 


7905030249 

30-403 



7903110097 

30-346 


7903080312 

30-403 



7903110092 

30-346 


7903010270 

30-266 






7903040060 

30-266 



7903110009 

30-346 


7903010101 

30-266 



7905130113 

30-346 


7903010417 

30-266 

Raglon 3< Chlcagot 8afaguard« Branch 

7903110047 

30-182 


7905030062 

30-266 



7903130773 

30-295 


7903010613 

30-266 



7903130734 

70-1308 


7903040431 

50-266 



7903160408 

30-116 






7905110041 

30-182 


7905040438 

30-266 



7908130744 

70-1308 


7905040398 

30-266 



7903130297 

70-1308 


7903030233 

30-266 



7903150768 

30-293 


7903080515 

30-266 



7903230206 

30-10 


7903010273 

30-303 

Raglan 4i Oallai-i Off lea of 

tha 

7903010391 

30-313 


7903040063 

30-303 

Dlractor 





7903010186 

30-303 



7903010393 

30-313 


7903030069 

30-303 



7903310001 

40-7086 


7903010613 

30-303 



7903070209 

30-443 


7903040434 

30-303 



7903010306 

30-402 


7905040443 

30-303 



7908010308 

30-482 


7903040600 

30-305 



790S010312 

30-482 


7903030233 

30-305 



7908010370 

80-443 


7903080519 

30-303 



7903010379 

80-498 


7905010191 

70-8 



7903010383 

30-498 


7903290183 

70-1379 



7903130361 

50-443 


7903140334 

30-266 



7905130370 

30-356 


79P32I00S7 

30-320 



7905130344 

30-382 


7903190096 

30-320 



7903130330 

30-382 

Ot ChiCA^Or Riflctor Construe 7909020172 

50-329 



7903130604 

30-188 

on li Ensln««rlng Si^pport Branch 





7903230260 

30-283 


7903040349 

50-461 



7903020128 

50-320 


7903130803 

50-590 



7903130384 

30-112 


7903130419 

50-341 



7903230681 



7905130436 

50-331 



7903130301 



7908230296 

50-329 



7903130079 

30-313 


7903180338 

50-358 



7903010448 

30-313 


7903030034 

50-373 



7903020441 

30-313 


7908240740 

30-456 



7908020277 

30-313 


7903240711 

30-373 



7903020419 

30-313 


7903130529 

50-358 



7908020436 

30-313 


7903070009 

so-ase 



7905140132 

30-313 


7903290699 

50-358 



7905130043 

30-313 


7903140107 

50-358 



7903140088 

50-368 


7903290330 

50-329 



790804048B 

30-313 


7903230283 

50-329 



7903040606 

30-313 


7903240349 

80-329 



7905070043 

30-313 


7903240724 

30-329 



7903010329 

30-313 


7903290334 

50-135 



7903090096 

30-313 


7903230302 

30-341 



7903030263 

30-313 


7903130410 

30-341 






7903080024 

30-341 



7903010338 

30-313 


7908080204 

80-331 



7905010334 

30-313 


7908040347 

30-461 



7903080346 

30-313 


7903290048 

30-461 



7903080348 

30-368 ■ 


7903090386 

80-346 



7903010367 

30-313 


7903140091 

30-346 



7903010283 

30-328 






7903010277 

30-438 


7903020461 

30-300 



7903010433 

30-438 

R*|lon 3i Chicagoi Futl F«cllltg It 

7903030046 

80-133 



7903030131 

30-438 

S«f*i;g Branch 





7903040489 

30-430 


7908010160 

30-266 



7903040610 

30-438 


7903130640 

70-1379 



7908070080 

80-438 


7903230420 

30-331 



7903010443 

30-438 


7903230426 

30-331 



7903090098 

80-488 


7903290638 

40-339Z 



7903030267 

50-480 


7903230437 

70-1300 



7903010279 

30-498 


7903130817 

30-313 



7905010437 

30-498 


7903240448 

30-10 



7903030138 

30-498 


7908030041 

30-133 



7903040492 

50-498 


7903230412 

30-331 



7903040613 

50-498 


7903110139 

30-331 



7908070035 

30-498 


7908090126 

30-282 



7903010441 

30-498 


7905140100 

30-282 



7903090099 

30-498 


7903010142 

30-266 



7903030271 

80-498 


7903130633 

70-1379 



7908010200 

30-482 


7903100071 

40-2061 



7903010459 

30-482 


u S NUCLEAR REGULATORY COMMISSION 
’organizational SOURCE INDEX 


AUTKOA 

affiliation 


R«glon 4> Djllast Rajictor Conatructtan 
Englnaarlng Support Branch 


accession 

NUMBER 

SOCKET 

NUMBER 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

BOCKE 
NUMB El 

7903030104 

30-482 


7909310226 

30-430 

7903040494 

30-482 


7909240394 

30-430 

7903040617 

30-482 


7908010376 

30-490 

7903070062 

30-482 


7903030094 

30-490 

7903090100 

30-482 


7905030093 

30-490 

7903030273 

30-482 


7909030143 

30-490 

7903010446 

30-482 


7905030110 

50-490 

7903010276 

30-382 


7909030139 

30-490 

7903010461 

30-382 


7909030071 

30-490 

7903030134 

30-302 


7909030340 

30-490 

7903040496 

30-302 


7909020816 

30-490 

790304061 B 

30-382 


7909020309 

30-490 

7903070066 

30-382 


7909040391 

30-320 

7903010433 

7903090101 

30-382 

30-382 


7909240686 

30-490 

7903030274 

30-382 


7908070189 

50-490 

7903210030 

30-320 


7909310216 

50-498 

7903210033 

30-330 


7909240389 

50-498 

79031300H3 

30-298 


7909010302 

80-402 

79030 10431 

30-298 


7909030097 

80-482 

7903020444 

30-298 


7909030099 

7909030146 

30-402 

30-482 

7903020273 

30-298 


7909030119 

30-402 

7903020419 

30-298 


7903030193 

30-482 

7903020426 

30-298 


7909030037 

30-402 

7903140146 

30-298 


790903024S 

30-402 

7903130046 

30-298 


7903020934 

30-402 

7903040337 

SO-29B 


7905020303 

30-402 

7903040621 

50-298 


7903300621 

30-482 

7903070072 

30-298 


7909040979 

30-482 

7903010330 

30-298 


7909070046 

30-402 

7903090103 

50-298 


7909310206 

30-402 

7903030277 

30-298 


7903240419 

30-482 

7903010344 

50-298 


7909190941 

30-382 

7903010336 

30-298 


7909030113 

50-302 

7903080332 

30-298 


7909030102 

30-302 

79030 10373 

30-298 


7909030147 

30-302 

79O31SO0SS 

30-283 


7909030122 

30-302 

7903010433 

30-283 


7908030197 

30-3S2 

7903020440 

30-283 


7909030066 

30-382 

7903020266 

50-283 


7909030290 

30-302 

7903020413 

30-283 


7909020924 

30-382 

7903020434 

30-283 


790302091 1 

30-302 

7903140146 

30-283 


7903040979 

30-302 

7903130049 

50-283 


7903070138 

30-382 

790S0404S6 

30-203 


7903310222 

30-382 

7903040623 

30-203 


7903240374 

30-302 

7903070073 

50-203 


7903130964 

50-336 

7903010333 

30-203 


7903070191 

50-443 

7903090104 

30-203 


7903010363 

50-443 

7903030280 

30-283 


7903130396 

50-445 

7903010346 

30-283 


7903030089 

30-445 

7903010339 

30-283 


7909030107 

30-443 

7903080334 

50-283 


7909030181 

30-443 

7903010401 

80-203 


7909030124 

90-443 

790301 0287 

80-103 


7909030201 

30-443 

7903010289 

80-344 


7909030076 

80-443 

7903130086 

30-267 


7909030234 

80-443 

7903010434 

30-267 


7909020314 

50-443 

7903020446 

30-267 


7908020308 

80-443 

7903020279 

30-267 


7908040800 

80-443 

7903020411 

7903020431 

30-267 

80-267 


7908290631 

30-443 

7903140143 

30-267 


7909070193 

80-443 

7903130031 

80-267 


7903310230 

30-443 

7903040478 

80-267 


7903240399 

80-443 

7903040627 

7903070077 

80-267 

30-267 

Rtglon 4t Oailavi Fual Faellltv 
Mattriali Bafatg Branch 

7903230693 


7903010333 

30-267 

7903100266 

7908240431 

30-267 

80-313 

7903090106 

7903030282 

30-267 

30-267 

fl«|ion 4i Ballait Raactar Oparatlani 
NucUar Support Branch 

7908010399 

30-313 

79O3OB0333 

30-267 

7909190310 

30-283 

7903010406 

50-267 


7909190604 

30-100 

7903010292 

80-206 


7909230268 

30-203 

7903010348 

BO- 267 


79081 909S4 

80-112 

7903010291 

30-312 


7903180396 

30-180 

7903010281 

ao-44B 


7903190370 

30-112 

7903010464 

30-443 


7909010683 

30-72 

7903030140 

30-443 


79030 10303 

30-313 

7903040501 

30-448 


7903020323 

30-360 

7903040629 

30-443 


7903180117 

30-313 

7903070080 

30-443 


7903040106 

80-313 

7903010440 

30-448 


7908180233 

50-313 

7903090108 

30-448 


7903030000 

50-313 

7903030283 

30-443 


7903180096 

30-313 

7903010294 

30-397 


7903020122 

30-298 

7903010393 

30-313 


7903130120 
79030401 10 

30-290 

30-290 

7903010312 

30-402 


7903180238 

30-290 

7903010383 

80-498 


7908 I 30 097 

SQ-290 

7703130361 

30-443 


7903240443 

30-290 

7903030089 

30-488 


790S1 30306 

30-283 

7903030091 

30-488 


7903130122 

80-283 

7903030139 

80-439 


7903040112 

80-283 

7903030117 

30-438 


7903180261 

30-283 

7903030186 

30-498 


7903230287 

30-288 

7903030073 

30-498 


7903180100 

50-283 

7903030238 

30-438 


7908240440 

30-283 

79O308OB2S 

30-438 


7903010384 

80-267 

7903020498 

30-498 


7908100261 

30-267 

7903040384 

50-498 


7903180110 

30-267 

7903070180 

30-498 


7908040118 

80-267 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


Rtglan 4> DilUii Vtndor Iniptctlan 
Branch 


Ration Si San Francticoi Offlct of th* 
Blrictor 


ACCESSION 

NUHBER 

DOCKET 

NUMBER 

7909190223 

30-267 

7909190799 

90-267 

7909I90I02 

90-267 

7909240429 

90-267 

7909030190 


7909100360 


7909100366 


7909290104 


7905290113 


7905110404 


7909150509 


7909100413 


7909 I 004 IS 


7909150797 


79052305B7 


7905230593 


7905030144 


7909100410 


7909100396 


7909100343 


7909290097 


79052900B9 


7905190792 


79092309B1 


7909110398 


79051 10086 

90-312 

7905020920 

50-142 

7909150620 

90-520 

7905190701 

70-1257 

7909230664 

50-323 

7909230640 

50-279 

7909040366 

30-344 

7909290192 

50-275 

7909010220 

70-1257 

7905010234 

70-734 

7905010230 

70-784 

7905010239 

70-25 

7909040076 

80-320 

7909180097 

30-820 

7905150165 

50-928 

7909040121 

50-328 

7909190136 

30-520 

7909010016 

50-920 

7909030090 

30-820 

7908040507 

30-320 

7905040614 

50-520 

7909070090 

50-520 

7909030206 

50-320 

7909020929 

80-520 

7909010420 

30-920 

7909080369 

30-920 

7909010442 

30-320 

79QSQLQ496 

90-920 

7909090030 

90-928 

7905090053 

90-920 

7909090115 

90-520 

7905070029 

90-920 

7909040359 

90-928 

7909310099 

90-920 

7908040001 

90-133 

7903010216 

90-133 

7909010423 

90-133 

79091 90060 

90-133 

7909190167 

90-133 

7909040123 

90-133 

7909190141 

90-133 

7908010023 

90-133 

7909030048 

90-133 

7908040909 

90-133 

7903040909 

80-878 

7909070099 

90-133 

7909030200 

90-133 

7903030291 

90-275 

7908020927 

80-133 

7903010429 

90-133 

7909000366 

90-278 

7909000368 

90-133 

7908010444 

90-133 

7904300494 

90-320 

7903020227 

90-133 

7909020256 

80-278 

7903090009 

80-133 

7909040399 

80-380 

7909070007 

30-133 

7908170072 

80-133 

7909240691 

80-878 

7909040086 

80-344 

7909010218 

80-344 

7909010480 

80-344 

7909190062 

30-344 

7909190168 

80-344 

7908040129 

80-344 

7909190142 

80-344 

7909010087 

80-344 

7909030030 

80-344 

7908040497 

30-344 

7909040616 

80-344 

7909070102 

30-344 


author 

AFFILIATION 


ACCESSION 

NUHBER 


7905030293 

790SOS05S9 
79050 104SS 
7905080369 
7905010449 
7905010480 
7905090039 
7905090084 
7909090116 
7905070020 
7905070010 
7909310083 
7905010220 
7905010431 
7909150064 
7909150170 
7905040123 
7905190143 
7905010020 
7905010023 
7905030024 
790904081 1 
7909040312 
790904061*7 
7909070104 
7909030296 
7909030299 
7905020332 
7905010434 
7909080371 
7905010449 
7909010462 
7909090041 
7905090097 
7909310012 
7909090119 
7905070031 
7905070012 
7909310044 
7905010222 
7909010433 
7909190068 
7909190171 
7905040130 
7909010013 
7909030020 
7909040918 
7909040622 


7909070100 

7909030300 

7909020939 

7909010437 

7909080374 

7909010430 

7905010460 

7909090045 

7909090038 

7909090120 

7909070033 

7909070013 

7909310080 

7909190069 

7909190173 

7905040134 

7909190180 

7908010019 

7908030010 

7909040916 

79090406dl9 

7909070110 

7905030308 

7905020936 

7909010439 

7908000378 

7905010482 

7905010463 

7908090047 

7909090039 

7909090121 

7909070034 

7909070018 

7909310037 

7909240697 

7909010229 

7909300392 

Rag Ion 9i San Franclacoi Raactor 7909180620 

Cenatructlon ti Enginaarlng Support Branch 


7908190609 

Raglan S> San Franc Itcoi Fual FacilUu 7909020920 
V Hatariala Safttg Branch 


7909190701 

7909230664 

7909240760 

7908040366 

7909020913 


7908190606 

7909230696 

7908240747 

7909040362 

7909110006 


DOCKET 

NUrtflER 


50-344 

50-344 
50-344 
50-344 
50-344 
50-344 
50-344 
90-344 
90-344 
90-344 
90-344 
90-344 
90-206 
90-206 
90-206 
90-206 
80-206 
90-206 
90-206 
90-361 
90-206 
90-206 
90-361 
90-206 
90-206 
90-361 
80-206 
90-206 
90-206 
90-206 
80-206 
80-206 
80-206 
80-206 
50-361 
80-206 
80-206 
80-206 
90-206 
80-312 
80-312 
80-312 
90-312 
80-312 
80-3 1 2 
90-312 
90-312 
80-312 

90-312 

90-312 

90-312 

90-312 

90-312 

90-312 

80-312 

90-312 

90-312 

80-312 

80-312 

90-312 

90-312 

90-397 

90-397 

90-397 

90-397 

90-397 

90-397 

90-397 

90-397 

90-397 

90-397 

90-397 

90-397 

90-397 

90-397 

90-397 

80-397 

90-397 

90-397 

90-460 

80-460 

80-397 

90-460 

70-904 

90-320 

90-920 

90-920 

90-142 

70-1297 

90-323 

90-279 

90-344 

90-142 

70-1297 

90-323 

80-279 

80-344 

90-312 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


389 


Al^THOft 

AFFILIATION 


ACCESSION UJCKET 

NUHSER HUHBEA 


AUTHOR 

AFFILIATICM 


AOCEBSIQN 

NUHBER 


docket 

NUHBER 


Region Si Son Fr4nei»coi RtJcler 



7905240332 

□porellono Nuciior Support Breach 



790902039* 


7905230*40 

SO-S75 

7905190149 


7905150939 

50-312 

7909110079 


7909290192 

50-275 

7905020304 


7909230617 

50-275 

7909150170 


790S290147 

50-279 

79091 906S2 


7905110083 

50-312 

7905020394 


7909150533 

50-312 

7909150209 


7909110044 

30-312 

7905240161 

Rpglon 5f Sen Fr«ncttco< Stfoguerdi 

7909190389 

70-1297 

790915097* 

Branch 



7905100340 


79091 00048 

70-734 

7909190742 

Ofllca at IliEi Eitcutlvo OPflctr for 

7905100022 

50-320 

7905150169 

Hanaaaapnt 4 Analgtli 



7905070279 

attlcm of I 1, E Eiicutlva Officer for 

7905160201 

50-320 

7905140119 

Operation* Support 



790925006* 




7905020193 




7909240327 

OFFICE OF NWCCEAR MATERIAL SAFETY * SAFEOUARDB 


7909070220 




7909110081 

□Pflce of Nuclear Material Sifetg >< 

7905100340 


7905170278 

Safeguard* 



7909110199 


7905030082 


7909240041 


7909020180 

71-6*98 

7904200311 


790924040* 


7905070047 


79052+0413 


7909020407 


7905310192 

70-2*23 

7909020190 


7909110172 

27-39 

7909070075 


790908008 1 


7905070302 


7905310192 

70-2*23 

790524003* 


79031*0028 

50-320 

7909250309 


790902017* 

71-**90 

7905110061 

Division of Fuol Cgci* * Hatsrlat Safetg 

7909240698 

40-8*98 

7909290041 


7905080027 

70-135 

79050702B7 


7909220028 

70-1310 

7909070292 


7909290480 

40-2299 

79052+0112 


7909310132 

70-2*23 

7905230847 

Asiletent Dlrietor for Fuel Cycle 

79090BOOS7 


7905110095 

Safety it Licensing 



7905150329 


7909080101 


7905150333 

Fuel Process It Fab. Branch 

7909300*91 

40-8102 

7905240017 


79091000*4 

40-20* 1 

7905070272 


7909090003 

40-0027 

7905240565 


7909290479 

40-0027 

79051100*7 


79090902*9 

70-143 

7905240017 


7905220029 

40-8663 

7905290041 


7909250 1 7* 

40-2299 

7905240327 


7909240992 

40-8*0 1 

790502037* 


7909240080 

70-1319 

7905020399 


79052900*7 

40-0039 

7905020392 


7905090008 

40-0027 

7905100079 


7905150*34 

40-8721 

79052400+b 

Fuel Rtprocest It Recycle Branch 

7909240383 

70-1308 

79051 100*3 


7909290282 

90-201 

7909100352 


7909240370 

70-1308 

7903070257 


79090901*4 

70-2623 

790915017* 


7909290090 

90-269 

79031100*9 


7909090130 

70-2*23 

7905240244 


7909030035 

90-201 

7905150157 


790523070* 

90-3*4 

7903150318 


7909250338 


7905190323 


7909110258 

90-320 

7909070282 


79051*0029 

90-320 

7905240109 

Radioisotopes Llcsnslng Branch (Pre 

7909230193 

40-2407 

790524019* 

7909O1 > 



7905240036 


7909230177 

40-2407 

7905240638 


7909230160 

40-2407 

7905110071 


7909230149 

40-2407 

7909250227 


77051 i01*2 


790511.0084 


79051 10144 

90-320 

790524029 1 


7709110171 

90-320 

7905230219 


7909220039 

40-2299 

7905241000 


7909240049 

40-2259 

7905250219 


79051101*0 

90-320 

7905020185 


790511015* 

90-320 

7905240974 


7905110174 

90-320 

7906100347 


7909250011 

40-2259 

7905240140 


7905240859 

40-86*3 

790524003* 


790519000* 

40-8502 

790329009* 


7905290012 

40-8714 

7905100167 


7905310088 

40-8*81 

7905100342 

Transportation Branch 

7905240569 

71-70 

7905020191 


7905070081 

7i-*144 

790902019* 


7905070307 

71-6278 

79050702*7 


7905070295 

71-6771 

7905100339 


7909240020 

71-498* 

7905100448 


7909240039 

71-6400 

7905110204 


790529031* 

71-6*79 

7905110210 


790929022* 

71-6090 

7909290299 


7909240845 

71-26* 

7905230*91 


7905240854 

71-8 

7909020170 


790929034* 

71-630* 

7905080180 


7909240318 

71-68 

7905240120 


7909240839 

71-1*9 

7905240099 


790529004* 

71-9009 ' 

7909250341 


7905240331 

71-6*97 

7905150576 


7905300434 

50-320 

7905290041 


7905190739 

71-47 

7905240327 


7905290318 

71-207 

7905070075 


79051901*0 

71-66 

7905070047 


7905110078 

71-120 

7905070075 


7905010189 

71-162 

7905070302 


79090101*9 

71-1*7 

7909070290 


71-65 

71-213 

71-11 

71-111 

71 - 21 * 

71-166 

7t-*3 

71-17S 

71-168 

71-143 

71-7010 

71-313 

71-136 

71-187 

71-103 

71-131 

71-234 

71-236 

71 - 6*97 

71-277 

71-128 

71-1 

71 - 3*0 

71-2 

71-no 

71-60BS 

71-88 

71 - 3 + 

71 - 61 ++ 

71-6S72 

71-6400 

71-**79 

71-73 

71-7009 

71-130 

71-104 

71-6344 

71-5005 

71-101 

71-30 

71-30 

71-4984 

71-99 

71-70 

71-214 

71 - 498 * 

7t-9009 

71-6697 

71-230 

71-170 

71-100 

71-9079 

71-34 

71-196 

71-297 

71-119 

71-40 

71-209 

71-9070 

71-188 


127 

5364 

(21 

6400 

316 


!17 

41 

123 

iOS8 

109 

>098 


400 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFJCtATION 


ACCESSION 

NUMBER 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7903090009 

790S2S030S 

7903090009 

7908240047 

7905070290 

7908240835 

7905240034 

7903150723 

7905240017 

7905240311 

7905070047 

7903160083 

7903070302 

7903250308 

7908280219 

7905070290 

7908090009 

7908240163 

7908300433 

Ai«lft«nt 0ir«etsr far N«fta Mantgtmtnt 7903100039 
tPrt 790501) 

7903130616 

7908130613 

7903180624 

7908140033 

Low Lavtl Uift* Branch (Prt 790801) 7903230232 

7903160036 

7903230771 

7903240146 

7903240139 

7905230736 

7903240180 

7908070141 

7903020041 

7903240108 

Kaitrlal Control Llcanilng Branch 7903020830 

7903230 104 
7903300600 
7903240222 
7905140141 
7905150135 
7903230790 
7908230032 

Phgiical Sacurltg Llcanclng Branch 7903300383 

7903300031 

7908230044 

7903220032 

7903240938 

Uranium Racovtrg Lictntlng Branch 7903240496 

7903280022 

7903240390 


Kaitrlal Control Llctnilng Branch 


Phgiical Stcurlig Lictntlng Branch 


Uranium Rtcovtrg Lictntlng Branch 


OFFICE OF NUCLEAR REACTOR REOULATION 
Offlct of Nucltar Rtacior Rtgulatlen 


7905000031 
7903090083 
7903020430 
7903100033 
7908070347 
7908090117 
7908300288 
7903140046 
7908100140 
7908300403 
7908140326 
7903140329 
7903240804 
7903070277 
7903090071 
7903280107 
7903130111 
7903070127 
7903230003 
7903240813 
7903250027 
7905230439 
7903180000 
7908240211 
7903290339 
7908020163 
7908090208 
7908240329 
7908310100 
7903020120 
7903220030 
7903220033 
7903250003 
7903290016 
79031 10003 
7903290060 
7908110016 
7903110279 
7903240461 
7903230206 
7903300270 
7903300293 
7908190234 
7903300716 
7903040003 
7908040343 
7903180071 
7903140027 


71-6744 

71-6679 

71-6744 

71-8 

71-6771 

71-266 

71-169 

71-296 

71-4986 

71-60 

71-6080 

71-3795 

71-6272 

71-6679 

71-6088 

71-6771 

71-6744 

71-77 

SO-320 


40-6659 

40-299 

40-8304 

SO-320 

27-47 

SO-320 

70-1193 

70-1193 

70-1193 

70-1193 

70-2830 

30-320 

70-2030 

70-364 

70-1201 

70-784 

70-1113 

70-143 

80-143 

70-371 

70-1131 

70-133 

70-1173 

70-143 

70-020 

70-2623 


Antttruat li Intftmnlig Group 


7905130093 

7905280025 

7903240201 

7903240435 

7903080137 

7903030027 

7903030137 

7903240791 

7905070430 

7905220043 

7903220024 

7905090144 

7905300731 

7908020323 

7903230273 

7908130073 

7903130307 

7903240030 

7903020410 

7903240189 

7903310033 

7903300667 

7903300216 

7903300430 

7908110271 

7903210086 

7903230033 

7903230097 

7903140030 

7903110130 

7903110322 

7903210263 

7903230002 

7903210069 

7903190114 

7903140031 

7903190110 

7903110231 

7903190001 

7903210049 

7903210323 

7905080144 

7903230270 

7905190002 

7908300239 

7903230083 

7908110296 

7908230086 

7908230270 

7903110293 

7904270182 

7908230268 

7903110126 

7908070008 

7908230290 

7908140081 

7903230270 

7903000144 

7903190002 

7903080144 

7908190002 

7903230033 

7903230094 

7903110181 

7903230201 

7903140031 

7903110064 

7903230322 

7903070003 

7908300400 

7903300636 

7903230033 

7908090200 

7903230273 

7903110194 

7903140201 

7908190171 

7903130308 

7903130382 

7903160297 

7903180363 

7908190049 

7903220334 

7903240678 

7903030134 

7903160276 

7908180378 

7908160122 

7903160230 

7908300030 

7903160222 

7903300043 

7908160106 

7908160334 

7903160202 

7903130386 

7908160260 

7903180377 

7903160232 

7903160240 

7903160109 

7908160322 

7908160326 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


391 


AUTHOR 

AFFILIATION 


ACCESS ION 
NUMBER 

DOCKET 

HUMBER 

790S1AO117 

90-190 

7909160320 

30-9 

7909160238 

90-182 

7909160269 

50-888 

7903160266 

30-889 

7 9031 60338 

90-97 

7909160234 

90-406 

7909160343 

50-99 

7909160203 

30-1 13 

7909300098 

30-84 

7909160221 

90-326 

7909160239 

90-142 

7909160219 

50-433 

7903160167 

50-83 

7909190370 

50-191 

7909160160 

90-14B 

7909190376 

90-166 

7909160341 

30-8 

7909160336 

90-133 

7909160339 

90-186 

7909300069 

90-8 

7909160329 

30-882 

7909160236 

30-112 

7909160260 

30-193 

7909160399 

30-192 

7909230496 

90-62 

7909300034 

90-72 

7909160198 

90-139 

7909160306 

90-156 

7909160308 

90-124 

7909160809 

90-134 

7909160300 

90-27 

7909160807 

90-129 

7909190373 

90-170 

7909160100 

30-131 

7908300099 

90-32 

7909160116 

70-364 

7909160148 

70-824 

7909300714 

90-13 

7909160397 

90-864 

7909160133 

70-1297 

7909300208 

90-37 

7909160191 

70-794 

7909300190 

90-18 

7909160311 

90-201 

7909160349 

30-187 

7909160320 

90-94 

7909160348 

90-94 

7909160108 

70-1143 

7903160249 

90-87 

7909160391 

30-22 

7903160311 

90-201 

7909160278 

90-47 

7909160844 

90-274 

7909160280 

90-30 

7909160881 

90-184 

7909160884 

90-348 

7909140489 

90-313 

7909160180 

90-293 

7909140499 

80-317 

7909160879 

50-331 

7909140404 

50-10 

7909140496 

50-294 

7909140470 

90-299 

7909140946 

90-373 

7909140407 

50-3 

7909160878 

90-358 

7909160379 

90-331 

7909830838 

90-389 

7903160178 

90-899 

7909160391 

90-199 

7909140908 

90-384 

7909160183 

90-861 

7909160378 

90-398 

7909160389 

90-813 

7909160197 

90-40? 

7909160393 

90-16 

7909160199 

90-334 

7909140419 

90-171 

7909140438 

90-869 

7909140938 

90-369 

7909160278 

90-358 

7909160298 

90-302 

7909140449 

80-850 

7909160198 

90-339 

7909140493 

90-321 

7909160879 

90-331 

7909140496 

30-294 

7909140481 

90-319 

7909140486 

90-289 

7909160298 

80-219 

7909140486 

90-289 

7909160273 

90-309 

7909190360 

90-309 

7909140482 

90-249 

7909160286 

90-220 

7909190369 

90-298 

7909140477 

90-232 

7909160170 

90-263 

7909160199 

90-334 

7909160164 

90-289 

79091 60 163 

90-333 

790914041 S 

90-171 

7909140918 

90-279 


AUTHOR 

AFFILIATION 


Program 8u|ipor't Branch 


TfchnieaL Sactlon 

Divlalan of Slti Qafaty (i Environntntal 
Analgcli 


Aitlitant Dlractor for Oita Analytli 


Effluant Traatmant Sgatama Branch 


Aialatant Dlrtetar for Envlronmanta 1 


ACCESSION 

NUMBER 

DOCKET 

NUMBER 

7909160298 

90-133 

7909160187 

90-344 

7905160199 

90-334 

7909160176 

90-267 

7909130367 

90-272 

7909160186 

90-244 

7909160314 

90-206 

7909310373 

80-361 

7905160193 

90-399 

7909160243 

90-312 

7909160231 

80-346 

7909140462 

90-299 

7903160230 

90-327 

7903140444 

90-280 

7909140983 

90-338 

7909160819 

80-271 

7909140431 

90-266 

7909160873 

80-309 

7908160888 

90-87 

7908300069 

30-6 

7909160333 

90-360 

7909110181 

80-320 

7909110140 

90-380 

7909110119 

90-380 

7909100339 

80-380 

7909240819 

90-484 

79091 60 189 

90-380 

7909240999 

90-313 

7909230991 

90-463 

7909020390 

90-996 

7904170363 


7904130020 


7909830141 

90-380 

7909230158 

90-320 

7904130080 


7909190107 

SO-380 

7909080128 

90-320 

7909100094 

90-320 

7909230118 

80-320 

7909230169 

90-320 

7909190886 

90-320 

7909810012 

90-380 

7903830130 

80-320 

7909140887 

80-984 

7909190119 


7908830178 

90-380 

7909190247 

90-320 

7909230029 

80-320 

7909230116 

80-320 

7909230023 

90-320 

7908830029 

90-320 

7909330038 

90-320 

7909830040 

90-320 

7909830116 

90-320 

7903330033 

90-320 

7909830089 

30-320 

7909330186 

80-320 

7909830038 

80-320 

7909330040 

90-320 

7909830178 

80-320 

7909830032 

80-320 

7909830040 

90-320 

7908830033 

90-320 

7908830 178 

80-320 

7909330108 

90-320 

7909830893 

90-380 

7909230074 

90-380 

7903230143 

90-330 

7905230096 

90-320 

7705230074 

90-380 

7905210230 


7905230143 


7905230157 


7905230096 


7909230074 


790 



Pro jacia 

Envlronmantal Projacta Branch 1 


Envlronmantal Prajacta Branch 8 


Oaoatlaneaa Branch 


392 


AUTHOR 

AFFILIATION 


Co«t Binifit An«lg>i« Br«neh 
Dlvlalon at Optr^Irlnj Rvactort 


Aitfitanfc Otraetar tar Englntari ti 
PTOjaet* 


Engtntartng Sranc^ 

EnvlrsnAintal Evaluation Branch 


Oparattng Riactori Branch 3 


aparatlng Raactori Branch A 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 

ACCESBION DOCKET AUTHOR AGGEeSION 

NUMBER NUMBER AFFILIATION NUMBER 


7908100093 

30-553 

7903100330 

80-320 

7905230173 

30-320 

7903030212 

30-320 

7908100034 

30-320 

7908070014 

30-293 

7903230049 


7905240990 


7903230128 

30-320 

7903230123 

30-320 

7903230133 

30-320 

7903100188 

30-200 

7908070017 

30-309 

7905140207 

30-324 

7903180119 


7903230123 

30-320 

7905190194 

30-320 

7903230081 

80-320 

7903230003 

80-320 

7903110114 

30-312 

7903230001 


7903210073 

30-320 

7903110030 

30-312 

7903110180 

50-312 

7903230081 

30-320 

79OS230O8S 

30-320 

7903000347 

30-200 

7908110030 

30-312 

7905110100 

30-312 

7903080347 

30-200 

7903090286 

30-313 

7903230001 

30-320 

7903230003 

30-320 

7905180174 

30-313 

7903210083 

30-320 

7905890532 

30-296 

7908090171 


7903000239 

30-271 

7903110231 

30-320 

7903830323 

30-320 

7903110117 

30-312 

7903110123 

50-320 

7903230326 

50-320 

7904260292 

30-320 

7905300233 

30-320 

7903230326 

30-320 

7903090106 

30-331 

7905090109 

50-366 

7903090199 

30-331 

7903090201 

80-331 

7903110002 

30-290 

79031 10003 

30-290 

7903000141 

30-237 

7903300390 

30-271 

7903030067 

30-10 

7903130100 

30-324 

7903090103 

30-366 

7903130009 

30-321 

7903090196 

30-331 

7903110001 

30-290 

7903000246 

30-333 

7903110023 


7905240102 


7903830620 

80-323 

7903150022 

30-323 

7905230010 

30-269 

7903230021 

50-269 

7903070337 

30-336 

7903070351 

30-336 

7905070236 

30-333 

7903070299 

30-333 

7903230079 

50-313 

7903230090 

30-313 

7903230003 

30-317 

7908250007 

80-317 

7903230035 

30-313 

7903230080 

30-313 

7903230063 

30-313 

790507001 1 

30-309 

7905240019 

80-309 

7903090279 

30-77 

7903180772 

30-120 

7903230036 

30-120 

7903090300 

30-313 

7903250076 

30-313 

7903230049 

30-313 

7903000123 

50-317 

7903180372 

30-317 

7903250002 

30-317 

7903230014 

80-269 

7903000130 

30-269 

7908240902 

30-269 

7905090200 

30-302 

7903070231 

30-333 

7908130270 

30-335 

7903280263 

30-333 

7903290356 

30-209 

7903070332 

30-336 

7903030133 

30-309 

7908100330 

50-312 

7908070373 

80-309 

7908240367 

30-309 


Rtacter Saftguardi Ltcinting Branch 
A«it*tant Olractor for Byitami & 
Progact* 


Plant Sgatanc Branch 


Oparating Raaetora Branch 1 


Oparattng Raactera Branch 8 


770SS40B46 

7Y0SM03S0 

79051 10193 

7905100073 

7905150179 

79051 5080B 

7905140113 

7905110130 

7905110133 

7905150793 

7905340253 

7905040150 

7903240471 

7905090163 

7903240302 

7905240421 

7905240731 

7905300719 

7903070315 

7905040309 

7903070114 

7905070119 

7905070124 

7903230433 

7903140333 

7903240903 

7903240911 

7905090068 

7903090076 

7905250183 

7903230190 

7903240370 

7903240382 

7905070123 

7903070130 

7903090080 

7905090084 

7905100442 

7903100446 

7903240322 

7903240333 

7903290034 

7903290064 

7905230432 

7905250440 

7905230536 

7903090079 

7903230423 

7905040307 

7903070121 

7903070109 

7903240308 

7903070311 

7903140313 

7903090063 

7903100439 

7905240893 

7905240373 

7903290030 

7903020490 

7903300010 

7905290723 

7905110038 

7905310402 

7903840229 

7903130789 

7903310472 

7903290403 

7903080069 

7908080073 

790S0BOOBO 

7903080382 

7908020480 

7903020487 

7908180707 

7908180718 

7905090207 

7908090263 

7903300731 

7908290018 

7903290019 

7905090160 

7905080870 

7908080337 

7908080339 

7908180648 

7908090029 

7908240271 

7908230602 

7908080188 

7905280343 

7908180489 

7908090016 

7908230899 

7908100132 

7908290074 

7908080063 

7908100321 

7908090024 

7908080381 

7908080343 

7908300729 


DOCKET 

NUMBER 


30-239 

30-266 

30-320 

30-200 


50-320 

80-320 

30-320 

30-333 

30-336 

80-219 

80-303 

30-206 

80-10 

30-253 

30-206 

30-261 

30-230 

30-280 

50-280 

30-293 

30-266 

30-303 

30-303 

80-266 

50-266 

80-293 

80-293 

50-303 

30-303 

30-261 

80-261 

30-348 

50-348 

50-266 

50-266 

80-282 

30-282 

30-303 

80-303 

80-293 

50-293 

80-286 

30-348 

80-293 

30-261 

50-261 

80-230 

30-282 

30-206 

30-266 

80-266 

50-866 

30-303 

80-303 

80-303 

50-272 

30-200 

30-334 

30-250 

80-261 

80-247 

80-200 

80-200 

30-280 

30-230 

30-230 

80-230 

80-243 

80-206 

80-206 

50-183 

80-188 

80-244 

80-244 

80-248 

80-248 

50-248 

80-248 

50-237 

80-10 

30-237 

80-138 

80-283 

80-183 

80-235 

80-288 

80-238 

80-135 

80-213 

80-409 

80-409 

30-409 

30-280 

80-219 

80-219 

30-248 

80-248 

80-248 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATIOM 


R«actar Safatg Braniili 

Syatainatlc Evaluation Pro<Tami Sranch 


Olvlaion of Projact Hanagamant 


Aaalatont Diractor for Light Uatar 

Raactora 


Light watar Raactara Branch I 


Light Hatar Raactara Branch a 


ACCESSION 

DOCKET 

NUHBBR 

NUHSER 

7?08a'?0007 

50~248 

T’losoaoiffh 

90-244 

79139090026 

30-244 

7909030331 

90-244 

79030303*3 

90-29 

7909090203 

30-244 

7909020449 

30-206 

7909090020 

90-206 

7903020218 

90-206 

7909090022 

50-29 

7909110128 

30-320 

7905150134 


7909100174 

90-407 

7909100324 

90-407 

7909100237 

90-159 

7909290040 

90-27 

7909230097 

50-10 

7909030237 


7909390923 


7909110194 


7909110136 

90-320 

7909110139 

30-320 

7909230982 

30-275 

7909300372 

90-424 

7903190118 

90-279 

790324067* 

80-532 

7909070492 

30-479 

7909140916 

80-362 

T905230B3T 

30-576 

7909240662 

30-34* 

7909290006 

90-27 

7909100329 

90-279 

7908210238 

3o-a«o 

7903110398 

50-320 

7909100384 

90-320 

7909010664 

30-576 

7903240130 


7903190252 

50-320 

7909210238 

•0-320 

7709190292 

90-320 

7903210238 

50^0 

7903300396 

50-320 

7909300361 

90-3120 

7909190292 

30-330 

7909290019 


7709020420 

50-437 

7903230840 

90-368 

7809090087 

30-487 

7905020424 

90-440 

7909020437 

90-498 

7905020432 

90-482 

7909020406 

90-302 

7905020400 

90-367 

7909020449 

90-346 

7909020492 

90-986 

7909230126 

90-922 

7903020414 

30-379 

7909160U2 

80-320 

7909110143 


7703110158 

80-320 

7903100379 

50-320 

7709100372 

50-320 

7709100370 

80-320 

7709100387 

80-320 

7703100388 

80-320 

7903080278 


7905080171 


7705080217 


7705080230 


7705080297 


7705160189 

90-320 

7705010196 

90-320 

7705080230 


7705110414 


7909080217 


7905090274 


7909230826 

90-922 

7989090290 


7909890047 

90-313 

7709240578 

90-398 

7709890528 

80-341 

7709310083 

90-341 

7909100431 

90-416 

7709070674 

90-279 

7705230578 

80-279 

7700840897 

80-922 

7705150630 

80-341 

7705010697 

80-398 

7708100896 

80-322 

7709230988 

90-322 

7709240397 

90-370 

7708190641 

90-996 

7708240777 


7708280080 


7709240736 

90-580 

7708140040 

90-448 

7709230686 

80-378 

7709230987 

90-361 

7709240108 

80-437 

7708180787 

80-977 

7709240340 

80-378 

7708270411 

90-361 


AUTHOR 

AFFILIATION 


Light (fatar Raactara Rraneb 3 


OFFICE OF NUCLCAR REACTOR RCOULATION 
Light Hatar Raactora Branch 4 


Aaalatant Olractor' for dualltu 
Aifuranca L Ogoratlona 

Ogarator Llcanalng Branch 


Oualttg Aaturaftca Branch 


Advancad Raactora Branch 


StandaT41iatlan Branch 
Olvlalan of ai*«ta** lUfatl 


ACCEflSrON 

NUMBER 

DOCKET 

NtMSeR 

7708080114 


7709300616 

30-898 

7708040260 

90-373 

7705100069 

88-496 

7705300372 

30-498 

7703250240 

90-968 

7703270066 

80-07* 

7709310464 

80-976 

7705190774 

80-087 

T705300574 

90-311 

7703240226 

90-311 

7909300376 

90-438 

7709310461 

90-488 

7703240218 

90-9nf3 

7709020497 

90-338 

7709240218 

90-992 

7709070180 

90-898 

7709100224 

90-387 

7709230898 

90-482 

790524080* 

90-3*7 

7709270021 

90-873 

7709240867 

90-476 

7709230731 

90-468 

7709100439 

90-413 

7709070277 

90-446 

7708100112 

90-082 

7708070668 

•0-996 

7705180*47 

90-327 

7905070304 

30-338 

7703230779 

90-877 

7709270419 

90-989 

7709130607 

80-397 

7709100171 

90-946 

7708100220 

90-390 

7708020473 


7709030482 


7708300287 


7708140117 

80-88* 

7709300180 


7703240166 

•0-288 

7709290204 

90-*247 

7909070070 

90-B84 

7909070*43 

90-213 

7709240777 


7709240337 


770907 0660 

B0-at3 

7709240411 

90-897 

7709070993 

•0-89 

7709100378 

00-344 

7709290122 


7705230287 

90-320 

7705310171 

90-2*7 

7709310186 

90-267 

7909310160 

90-267 

7905300210 

90-067 

7704270397 

50-380 

7709010177 

00-267 

7709100277 


7708I00117 

80-984 

7704240392 


7708230070 

90-380 

7908190172 

50-320 

7905220498 

50-320 

7908210278 

90-320 

7705230088 

90-320 


— — - 


Btruetvral Enginaarlng Branch 
Anilftaiit Diractor for Riant Si 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


394 


AUTHOR 

AFFILIATION 


ACCESSION 

NUHSCR 


Auilll«rv 8v«t«mt Branch 
Containment 8g»ta«* Branch 

Elictrlct Initrumantation k Control 
Sgatami Branch 

Afflatant Dlrtetor for Reactor Safetg 


Analgilt Branch 


Core Parformanco Branch 
Reactor Bgstemi Branch 


7903110393 

7903280497 

7903110349 

7903110316 

790B190S03 

7909040316 

7909020239 

7903110331 

7904300123 
7909230048 
7903010199 
7909230049 
7909230212 
7909241001 
7903090361 
7909230037 
7909110061 
79091 10226 
79091 10061 
79091 10068 
79091 10074 
79090700B6 
7909290113 
7903110061 
79091 10226 
79091 40036 
7909290997 
7909290210 
79091 10060 
79092 3O09S 
7909240476 
7909230087 
7909290102 
79091 10039 


OFFICE OF STANDARDS DEVELOPMENT 


Office of Standardf Development 7909230460 

7909090330 

7909090334 

7909080039 

7909230908 

7909230311 

79090800B2 

7909020142 

7909290010 

7909230483 

7909230608 

7909210019 

7909100036 

7904270376 

7909140136 

7909140132 

7909140129 

7909160096 

7909140134 

7904270178 

79092SO322 

7909230460 

7909160104 

Dtvlelon of Engineering Standards 790909022S 

7909090219 

Engineering Methololsgg Stenderds 7909300428 

Branch 


Reacter Sgstems Standards Branch 7909300437 

7909300374 

7909090210 

Assistant Olrecter for Hatsrlals Safstg 7909230611 
Branch 

7909160220 

FusI Precese Sgstems Standards Branch 7909160019 

7909110261 

Transportation ti Product Standards 79031309B2 

Branch 

7909160068 

7909070039 

Assistant Dtractor for Siting Standards 7904180179 

7904180171 
7909140092 
7904180171 
7909160202 
7903190107 
79091S0702 
7904270088 
7909100016 
7904180377 
7909100034 
790910002? 
7909090231 
7909100017 
7904210760 
7909190193 


Environ Protect Standards Branch 

Occupational Haalth Standards Branch 
Radiological Health Standards Branch 


Safeguards Standards Branch 


DOCKET 


AUTHOR 

ACCESSION 

DOCKET 

NUMBER 


AFFILIATION 

NUMBER 

NUMBER 


90-320 


7909110293 

90-320 

90-320 


7909110299 

90-320 



7909110301 

90-320 

90-320 


79091 10302 

90-320 

90-320 


7909230493 


90-322 


7909160492 

90-320 

90-219 


7909110291 

90-320 

90-320 


7909090237 

90-320 



7909110248 

90-320 

90-320 


7909110304 

90-320 

90-320 


7909230429 


90-320 


7909230441 


90-320 


7909230413 


90-320 


7909240316 


90-948 


7909230036 

90-320 

90-491 


7909240316 


90-320 


7909220043 

7909230741 

7909160131 

7904300293 

90-320 

90-269 


7909110229 

90-320 

90-269 


79091600B3 

90-320 


7909110286 

90-320 



7909220442 

7909110381 

90-320 



7909220432 

90-320 



7909210027 

90-320 



7909160018 

90-320 

90-299 


7909110319 

90-320 


7909110289 

90-320 



79091 1030B 

90-320 



7909110289 

90-320 

90-299 


7909110308 

90-320 


7909110289 

90-320 



7909110289 

90-320 



7909110300 

90-320 


Probabilistic Analysts Branch 

7909160002 

7909230419 

7904180171 

90-320 



7909230443 

7909160064 

7909230449 

7904180171 

90-320 



7909110319 

90-320 



79091 10312 

90-320 



7909160139 

90-320 



7909160143 

90-320 



7909160149 

7909230434 

, 90-320 


Environmental Effects Research 

Branch 7904210061 


90-320 


7909110279 

90-320 


Sgstame Performance Branch 

7909110273 

90-320 

90-320 

Division of Roactgr Safetg Research 7904170091 


90-320 


79091 10323 

90-320 

90-320 


7909140017 

90-320 

90-320 


7909110363 

90-320 

90-320 


79091 10328 

90-320 

90-320 


7909170277 


90-320 


7909110283 

7909240264 



Assistant Dlrsctor for Advanced 

Reactor 7909110263 

90-320 

90-320 

90-320 

Safetg Reeaarch 

7909110387 

90-320 

90-320 


7909110299 

90-320 

90-320 


7909110297 

90-320 



7909110263 

90-320 

90-320 


7909110299 

90-320 

Espsrlmantal Fast Reactor Safetg 


90-320 

90-320 

Branch 

7909110266 

90-320 


Esperlnental Oae-Coolsd Reactor Safatg 7909110299 

90-320 

90-320 

Research Branch 



90-320 

Mechanical Engineering Branch 

7909110281 

90-320 

90-320 

RBR Field Officer Idaho 

7909110340 

90-320 

Fuel Bahavlor Branch 

7909220468 

7909110391 

90-320 


90-320 


7909110343 

90-320 

90-320 

Research Support Branch 

7909080409 

7909110330 

7904190311 

90-320 


90-320 


90-320 

90-320 

90-320 

90-320 

90-320 

90-320 

90-930 

90-320 

90-320 

90-320 


OFFICE OF NUCLEAR REOULATORY RESEARCH 


Office of Nuclear Regvlatorg Research 7909110272 90-320 

7909110270 90-320 
7909110280 90-320 
7909190319 90-331 
7909110277 90-320 


REPORT NUMBER INDEX 


REPORT 

NOHBER 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

OTHER REPORT 

NUMBER 

REPORT 

HUMBER 

ACCESSION 

NUMBER 

DOCKET 

NUMBER 

OTHER REP OR 
NUMBER 

49-79/Ml34Af 

7909290928 

90-329 


NOREO-0939 

770902Q063 



49>-79/(iIS4AP 

7909290930 

00-329 


^E»'a94D Vt N3 

7909190014 



7a7d-nP-iM8i 

7909310498 

90-437 


HURE0-0941 

7909110016 

SO-376 


7909020191 

7909020191 



f|(jREO“0944 

7909140973 



790t$020tS4 

7909020194 



HUREe-0993 

79090900 A 9 



79090S0099 

7908080099 



^EO-0598 

7909300300 

80-320 


7909090031 

7909090031 



NUREQ-Q960 

7909300299 




7909090163 



HUREO/CP-OOOO 

7909100240 



7909100021 

7909100021 


BNL-NUREO 29099 

NUREO/CR-0040 VI N4 7909240028 



7909100243 

7909100243 


PN(.-a93l 

H0RE0/CR-0293 

7908090401 




7909110033 



HUREO/CR-02B3 

7909030022 


TREE- 1267 

7905150099 

7909190099 



MURE0/CB-042A VI 

7909030019 


PML-a773 VOL 

7909190140 

7909190140 



HUReo/CR-0446 

7809030231 


«JMI-TR-a 

7905150777 

7909190777 


PN«,-2a60-9 

NUREO/CR-0494 

7909090428 



7905220043 

7909220043 


LF-a9 

NUREO/CR-0406 

7909240929 


NRL REFT 8207 

7R0M30741 

7908230741 



NUREO/CR-0494 

7909030142 


ORML/NUSEO/TM- 

790923078S 

79O923O70S 


ORNL/HA8RD-2t 

NUReo/CR-0913 

7909180219 


BNL-NURC0-9Q9C 

79052401 13 

7909240113 



NUREO/CR-09a3 

7909030246 


PNL-24t9 

790534031& 

7909240316 



NUReO/Cfl-0939 

7909140972 


OflNL/NUREO-93 

7909340320 

7909240320 

90-286 


NUREO/CR-0990 

7909090400 



790924034b 

790S24Q346 



NUREO/CR-0999 

7909100213 


TREE- 1330 

7909240393 

7909240393 



NUfiEO/CR-0999 

7909030221 


CREARE TN-a87 

7909240389 

7905240309 



NUREO/CR-0634 

7909140970 

90-219 


7909240404 

7909240404 



NUReO/CR-0642 

7909090422 


RFp-aflaa 

7905240415 

7909240419 



NUflE8/CR-0643 

7909100169 


MEDL-TME-7B-78 

7909240427 

7909240427 



MimEa/C«-0649 

7909140979 


TRBE-1323 

7909240929 

7909240929 



NUREO/CR-0646 

790114QS76 


T«eE-13a4 

7909240940 

7909240940 


ORNU/HABRO-34 

NUHEO/CR-OAAV 

7909140149 


BAM077-I371 

7909240992 

790924O992 


CR£A0E TN-292 

NURE0/CR-0A73 

7909100213 


LF-6a 

7909240993 

7909240993 



NURE0/CR-06B2 

7909300078 


DRNL/NURea/TM- 

7909240996 

7909240996 


ORNL/FIR-ORA 

N</RE0/Cit-0724 

79Q81QQ229 



7909240976 

7909240976 


ORNL/ED/EIS-aa 

Nl/REO/CR-07a8 

7909090406 



7909240907 

7909240907 


OftNL/HA8RO-33 

N1R1EO/C0-O784 

7909090417 



7909290160 

7909290160 


OHNL/FTR-80I 

NUREO/CP-0799 

7909100291 

90-289 


7909290214 

7909290214 



NUflEO/CB-0796 

7900100190 



7909290491 

7909290491 



WREo/cn-07a9 

7900240886 


PIN A-a04S 

7909290498 

7909290498 


ORNU/HABRD-aa 

W1NL/TM-6B93 

7909300438 

50-320 


7909310018 

7909310019 



PC0E-79t37 

7900290490 



APC 1-78-8 

7909070319 

00-397 


SECV 77-299 

7900230822 



BAU- 10089 R3 

7903030209 



8ECV-7e-10C 

7903OBQQDS 



0AU-1933 

7909210130 



8ECV-78-624 

7909230460 



BM-TOP-A 

7909220026 



BECY-77-034C 

7909090117 



BW.-NUREO-23021 

7909190196 

00-27 


aecv-79-iwtA 

7909240001 



BNL-NURE0-298B2 

7909190201 

50-272 


BBCV-77-iaoA 

7909240009 



BNt-NUf»E0-297Bl 

7909100239 

30-309 


aecy-79-i42A 

7909230820 



CBE-78A9 

7909230239 

00-320 


BECY-79-183A 

7909290033 



CEN lO7-<0)-NP 

7909090099 

00-317 


8ECY-77-t07 

7909000002 



CeM-lO0(N>-NP 

7909310189 

00-336 


B£0Y-77-a07 

7909100030 

90-320 


CCNPD-193 3-NP 

7909220083 



8ECY-77-a39 

7909300403 

90-320 


E80-79-7 

7908080917 

00-378 


aecY-79-a4& 

7909240147 



FRM-790314 

7900110379 



BECV-79-249 

7909240173 



IAEA-8N- 178/34 

7909300289 



&eCY-77-2»6 

7909220091 



1,0-79-029 

7909110294 



8€CY-77-aOB 

7909240201 



MftH~79-3-0F2 

7909030349 

00-239 


6ECV-79-26fl 

7909290264 

40-0699 


ME0€-23a87 

7909080443 



8€CV-79-a69 

7909100419 



NEIX1-24169A 

7909170269 

00-260 

79Ne0a68 

8E0Y-77r270 

7909100093 



fW-OA-t 

7909070666 

00-213 


8eCY-79-a71 

7909230093 



NUREO-0040 VI N2 

7909240047 



aECY-77-a7a 

7909230937 



NVfieO-0040 VI N3 

7909240039 



BECy-79-S8ai4 

7909240371 



NUREO-0040 V3 NA 

7909240031 



BECV-A-78-10 

7908090230 

00-330 


WfiEO-0040 V3 Ml 

7909240028 



8ECY-A-78-34 

7900090246 

90-330 


NURe0-OO4O-OI 

7909240061 



BeCY-A-78-47 

7908090222 

0O-33O 


NURE«-004O-0a 

7909240008 



BECY-A-7e-6a 

7909090226 

80-320 


WflE0-0O40-0a 

7900240068 



TfBP-TR-a09 

7909080109 



M0flE0-0O4O-OB 

7909240003 



TB-39 

7909170279 



NUflE0-0O4O-77/a 

7908240001 



TR-40 

7900170282 



NUREO-0219 

7809000007 

80-407 


VEP-rRD-33 

7908040472 

90-200 


NUflEO-03BO V3 N4 

7909100203 



MCAP-BAOa <HP> 

7908110098 



NUREe-0382 

7909240326 



WH28-1-89-101 

7900290399 

00-390 


NURE0-04B4 

7909080091 


PB-287432 

MP-THI-003 

7900090339 

90-320 


NVREO-OOlt VI 

7909240406 



XH-MF-79-a7 

7908100290 

90-300 


NUREO-ooti va 

7909240413 



>(N-MF-77~47 

7900210179 

90-219 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. AppUcation/Construction Stage Documents and Correspondence 

This category follows the application from submission to the day preceding the issuance of an 
operating license. It includes all correspondence and documents with substantive technical con- 
tent that do not fall Into other specific categories. Included are: 

1. Correspondence and documents relating to unresolved design and construction issues. 

2. Meeting announcements and summaries of meeting discussions on issues of item 1. 

3. Correspondence regarding Preliminary and Final Safety Analysis Reports, 

4. NRC questions, requests for additional information, and applicant responses. 

5. Applicant's Quality Assurance Manual. 

6. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

7. Federal Register notices that do not apply to other categories. 

8. Information on laws and changes in regulations or policy tliat affect tlie status of the applica- 
tion (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Scheduling of license application submission or review, 

10. Reports of site visits. 

11. Backup technical documents (I.e., topical reports) submitted in support of the application. 

12. Early site review information. 

13. Construction Permit, amendments and correspondence relating to construction permit. 

14. Environmental review Information. 

15. Construction permit. 


B, Utility Preliminary Safety Analysis Report (PSAR) and Amendments 

This category is strictly limited to the items listed below. All related c 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted bj 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt. 

5. Hazards Summary Report submitted by utility (now desi, 
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6. Safety Analysis Report submitted by utility (now designated PSAR). 

7. Certificates of Service of PSAR. 


C. Utility Environmental Report (ER), Amendments and Correspondence 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal Register notice citing availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 


D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), Supplements and 
Correspondence 

1. Draft and Final Environmental (Impact) Statements (DES and FES). 

2. Supplements to DES and FES. 

3. Correspondence relating to the DES or FES. 

4. Comments from other federal, state, and local government agencies. 

5. Transmittal letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Notices of availability of above. 

9. Draft of detailed statement. 

'IRC Safety Evaluation Report (SER), Supplements and Correspondence 
' '’"'fety Evaluation Report (SER). 

0 SER. 
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4. Notices advising of the availability of 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where' the primary subject of discussion is the 
safety review or safety evaluation. 

8. Transmittal letters, 

9. Comments from other agencies relative to safety review. 

10. NRC-AEC Hazard Analysis Reports (now designated SER). 


F, Security, Medical , Emergency, and Fire-Protection Plans 

Ail plans in this category are submitted separately. Information submitted for the PSAR or FSAR 
is excluded. 

1. Correspondence relating to plans. 

2. Supplements, changes, and revisions to plans. 

3. Fire Hazard Protection Plan and Surveys. 


G. Adjudicatory Correspondence 

This category contains all documents on hearings, Atomic Safety and Licensing Board (ASLB) 
review, and opposition except word-for-word transcripts of ASLB hearings (Category T) and anti- 
trust hearings (Category N). 

1. ASLB hearing and review documents. 

2. Correspondence to and from interveners . 

3. Correspondence to and from persons writing in opposition to tlie facility. Those writing for 
information or In support of the facility are In category H, 

4. Board orders and decisions. 

5. Requests to make appearances at liearings. 

6. Transmittal of supporting documents (i.e,, SER, FES) to the board. 

7. Federal Register notices regarding hearings. 

8. Requests for a hearing. 

9. Petitions from participants (Including petition for request for extension 

10. Corrections to transcripts. 

11. Professional qualifications, if presented at a hearing. 
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12. Memorandums and orders authorizing issuance of license, changes, and other issuances by 
the Atomic Safety and Licensing Board. 

13. Hearing index. 


H. General correspondence 

This category includes documents with little or no bearing on the status of the application or 
license. Items that have no substantive technical content or meaning for the status of the license 
or application are included. 

1. Qualification statements of new employees. 

2. Change of address notifications. 

3. Changes in organization. 

4. Changes in service lists, “Certificate of Service” documents (without a document attached). 

5. NRC requests to applicant for additional copies of documents. 

6. Correspondence from tlie public in support of or requesting information about the facility. 

7. Letters of “concern” (NOT “opposition”) and response thereto. 

8. Correspondence on strictly administrative matters. 

9. Correspondence regarding the local Public Document Room. 

10. Memoranda to Public Document Room regarding withholding a document (unaccompanied by 
that document), 

11. Press releases from applicant. 

12. Any other material tliat fits the criteria given above. 

13. Professional qualifications (resumes). ^ 

14. Congressional correspondence and constituent letters. 

ormation 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 


J. Insurance and Indemnity Information 

1. All correspondence and documentation regarding indemnity and insurance. 

2. Endorsements to insurance policies. 

3. NELPIA ~ Nuclear Energy Liability Property Insurance information. 
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K. Utility Final Safety Analysis Report (FSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence falls in 
category A or P. 

1. Final Safety Analysis Report (FSAR). 

2. Amendments and changes to the FSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of items. 

5. Hazards Final Summary Report (now designated FSAR). 

6. Certificates of Service of FSAR. 


L, Limited Work Authorization and Related Correspondence 

This category is limited to items issued before the construction permit is granted. 

1. Limited Work Autliorizations. 

2. Environmental exemptions. 

3. Correspondence relating to 1 and 2. 

4. All Information concerning site preparation prior to the Issuance of a construction permit. 


M. Antitrust Correspondence 

1. All material concerning antitrust except hearing transcripts (category N) 

2. All material marked with an A immediately following the docket number. The A signifies 
antitrust proceedings. 


N. Antitrust Hearing Transcripts 

This category contains only word-for-word transcripts of hearings in antitrust 
cases they will be marked wltli an A following the docket number. Related 
in category M. 


0. Advisory Committee on Reactor Safeguards (ACRS) Reports and Correspondence 

1. Correspondence and letter reports relating to ACRS reviews 

2. Correspondence from ACRS 

3. Announcements of ACRS meetings 


4. Transmittal letters to ACRS 


5. ACRS reports. 


P. Operating License Stage Documents and Correspondence 

This file assumes tlie position of the application file for general technical items dated on or after 
the issuance of the operating license. It includes: 

1. Operating license, amendments, proposed amendments, and changes, 

2. Technical specifications and changes. 

3. Announcements of issuance of 1 and 2. 

4. Transmittal letters. 

5. All general technical correspondence relating to technical specifications or operating license, 

6. License conditions. 

7. Operator licenses or administrative information bearing on the licensing of operators. 

8. Meeting announcements or summaries of discussions where the main subject is technical 
specifications, operating license, or any technical issue arising after the issuance of the 
operating license. 

9. Correspondence regarding codes (ASME), regulations, laws, or changes in policy that may 
affect plant operation or bear on the operating license. 

10. Information on the Standard Review Plan (SRP). 

11. Results of surveys or tests conducted in accordance with the technical specifications (NOT 
periodic reports, which fall in category R). 

12. Requests for issuance of operating license. 

13. Requests for copies of items 1 and 2 and responses. 

14. Correspondence on generic technical issues. 

15. Owner’s group meeting announcements and reports. 

16. Orders for modification of license. 

17. Requests for extension date of license or license modification. 

18. Quality assurance information. 

Environmental matters (technical). 

ire cooling system, 
vaste information. 
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Q. Inspection Reports, IE Bulletins and Correspondence 

1. Inspection reports. 

2. Bulletins and Circulars of NRC Office of Inspection and Enforcement (IE). 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection repoits. 

5. Letters concerning areas of noncompliance, 

6. Any correspondence relating to inspection and enforcement that does not specifically relate 
to incidents as defined in category S. 

7. In-service inspections. 

8. Regulatory Operations (RO) Bulletins. 


R. Periodic Operating Reports and Related Correspondence 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Gray Book Information. 

4. Correspondence or other documents relating to the above listed items. 


S. Reportable Occurrences, LERs and Related Correspondence 

This category contains all materials relating to abnormal, unusual, reportable, nonroutine, or 10 
CFR 50.55e occurrences. This includes: 

1. All 24-hour, 10-day, 30-day, interim, final, and followup reports on these events. 

2. Other related documents. 

NOTE; Also called licensee event reports, Incident reports, etc. 


T. Hearing Transcripts on Non-Antitrust Matters 

This category contains only word-for-word transcripts in non-antitrust matters. Related correspond- 
ence is in category G. 
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